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ADVERTISEMENT 

TO    THE    SIXTH  EDITION. 


IN  the  present  Edition,  short  notices  of  some  of  the 
most  recent  discoveries  in  those  branches  of  Physics 
which  are  related  to  Chemistry  have  been  incorporated 
in  the  work,  and  several  new  paragraphs  have  also  been 
introduced,  especially  in  the  section  on  Polarization  of 
Light,  a  subject  which  is  becoming  of  great  importance 
to  the  chemist  in  the  study  of  many  organic  compounds. 

An  attempt  has  been  made  to  bring  the  terminology 
into  accord  with  the  views  of  the  present  time,  and  in 
this  the  Editor  has  received  much  valuable  assistance 
from  his  friend  and  former  colleague,  Mr.  A.  Gr.  Grreenhill, 
Professor  of  Applied  Mathematics  to  the  Advanced  Class 
of  the  Royal  Artillery  Institution.  Dr.  Andrews  has  also 
very  kindly  revised  and  corrected  that  portion  of  the  book 
which  contains  an  account  of  his  researches  on  the  Heat 
^  of  Combination  and  the  Condensation  of  Gases. 

■  Nearly  all  the  references  have  been  verified,  and  the 

■  year  of  publication  introduced ;  it  has  also  been  found 
advisable  to  recalculate  all  numbers  which  were  capable 
of  such  treatment,  and  thus  many  inaccuracies  have  been 
discovered  and  removed. 


Cooper  .1  Hill,  August,  1877. 


ADVERTISEMENT 

TO    THE    FOUETH  EDITION. 


nPHE  principal  changes  in  this  Edition  consist  in  the 
adoption  of  the  new  system  of  Atomic  Weights, 
with  the  method  of  notation'  dependent  upon  it;  and 
the  introduction  of  the  Centigrade  values  for  degrees  of 
temperature,  in  addition  to  those  on  Fahrenheit's  Scale, 
as  well  as  of  the  Metrical  Equivalents  to  the  English 
weights  and  measures,  employed  in  the  description  of 
processes  and  apparatus. 

The  use  of  barred  letters  to  denote  the  symbols  applied 
to  the  new  atomic  weights  has  been  discontinued,  as  it  is 
no  longer  necessary,  inasmuch  as  the  new  values  alone  are 
employed  in  the  present  Edition. 

There  may  be  considerable  difference  of  opinion  as  to 
the  expediency  of  endeavouring  to  introduce  the  metrical 
system  of  weights  and  measures  into  the  transactions  of 
commerce,  and  the  concerns  of  daily  life.  But  there  is  a 
general  and  increasing  desire  amongst  men  of  science  to 
secure  the  adoption  of  some  uniform  system  in  the  scientific 
writings  of  men  of  all  countries.  It  would  not  be  difficult 
to  show  that  the  metrical  system  has  its  defects.  But  it 
is  founded  upon  principles  that  are  simple,  intelligible,  and 
consecutive,  and  it  is  capable  of  convenient  application. 
Moreover,  and  this  is  of  special  importance,  it  is  widely 
adopted  in  various  countries  of  Europe,  as  well  as  in  North 
America,  and  the  number  of  scientific  men  who  employ  it 
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is  increasing  yearly.  Tliere  is,  therefore,  a  probability 
that  the  metrical  system  will  be  generally  used  by  men  of 
science,  and  this  can  be  said  of  no  other  system  of  weights 
and  measures.  I  have,  therefore,  thought  it  right  to  intro- 
duce it  side  by  side  with  our  own,  in  order  to  familiarize 
the  student  with  its  units. 

The  volume  has  also  received  various  additions  of 
greater  or  less  importance,  such  as  the  progress  of  science 
demanded.  A  considerable  portion  of  the  introductory 
chapter  has  been  re -written.  Among  the  larger  additions 
may  be  mentioned  an  account  of  the  researches  of  Deville 
and  of  Grraham  upon  the  permeation  of  metallic  septa  by 
gases,  at  elevated  temperatures ;  and  the  results  obtained 
by  Gladstone  and  Dale,  and  by  Landolt  upon  the  con- 
nexion of  the  optical  properties  of  bodies  with  their 
chemical  composition.  Considerable  additions  have  been 
made  to  the  Section  on  Spectrum  Analysis ;  and  the 
Chapter  on  the  Photographic  Actions  of  Light  has  been 
transferred  from  the  second  volume,  in  order  that  it  may 
be  considered  along  with  the  other  phenomena  of  light 
described  in  the  present  part.  Some  account  of  the 
British  Association  standard  of  electrical  resistance,  as 
well  as  of  the  machines  of  Holmes  and  of  Wilde  for  pro- 
ducing light  by  magneto-electric  currents,  will  also  be 
found  in  their  appropriate  places. 


King's  College,  London,  June  5th,  1867. 


AUVEETISEMENT 

TO    THE    FIEST  EDITION. 


T'HE  work,  of  which  the  first  part  is  now  presented  to 

the  Eeader,  was  originally  designed  to  supply  the 
Students  who  were  attending  the  Course  of  Lectures  on 
Chemistry  at  King's  College  with  a  text-book  to  guide 
them  in  their  studies. 

The  present  Part,  on  Chemical  JPliysics,  is  devoted  to  a 
subject  upon  which  no  elementary  work  has  appeared  in 
this  country  since  the  publication  of  the  excellent  Treatise 
of  the  late  Professor  Daniell,  and  in  attempting  to  supply 
what  the  Author,  in  his  own  experience,  has  felt  to  be  a 
want,  he  ventures  to  hope  that  the  result  of  his  labours 
may  be  found  useful  to  persons  beyond  the  circle  of  his 
own  immediate  Class.  Much  new  matter,  which  has  never 
yet  been  reduced  to  a  systematic  form,  is  now  presented 
to  the  Student,  particularly  in  the  chapters  on  Adhesion, 
on  Heat,  and  on  Voltaic  Mectricity. 

It  is  proposed  to  complete  the  work  in  Three  Parts. 
The  Second  Part,  which  will  be  devoted  to  Inorganic 
Chemistry,  is  expected  to  be  ready  by  the  end  of  the 
present  year;  and  the  Third  Part,  which  will  embrace 
Organic  Chemistry,  in  the  spring  of  next  year. 

As  the  Author  was  originally  a  pupil  of  Professor 
Daniell,  and  was  subsequently,  for  several  years,  associated 
with  him  as  Lecturer  on  Chemistry,  it  has  happened  that, 
in  some  of  the  subjects  treated  of  in  this  volume,  the 
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thoughts  and  mode  of  arrangement  resemble  those  adopted 
by  that  distinguished  philosopher  in  his  Introduction  to  the 
Studij  of  Chemical  Philosophy.  ■ 

The  second  Edition  of  that  work  was  published  so  far 
back  as  1843 ;  and  even  if  the  work  itself  had  not  been 
long  out  of  print,  the  progress  of  science  would  have 
detracted  greatly  from  its  utility  as  a  text-book.  The 
adaptation  of  that  work  to  the  systematic  teaching  of  the 
present  day  would  have  involved  changes  of  an  extensive 
character :  moreover,  every  teacher  who  takes  an  interest 
in  the  progress  of  his  class  has  his  own  views  and 
methods.  The  Author,  therefore,  judged  it  better,  after 
much  consideration,  to  bring  out  a  new  work,  leaving 
untouched  that  of  his  late  Master  as  the  true  exponent  of 
his  views  upon  some  of  those  branches  of  science  which 
his  researches  had  contributed  to  advance  and  adorn. 

The  Author  cannot  omit  to  avail  himself  of  the  present 
opportunity  of  expressing  his  obligations  to  his  friend,  Mr. 
C.  Toralinson,  for  many  valuable  suggestions,  and  for  the 
warm  interest  which  he  has  taken  in  the  progress  of  the 
work,  but  more  especially  for  the  devotion  of  no  incon- 
siderable portion  of  time  and  labour  to  the  revision  of  the 
proof-sheets. 


King's  College,  London,  March,  1855. 
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ELEMENTS  OF  CHEMISTRY 


PAKT  I. 
CHEMICAL  PHYSICS. 

CHAPTER  1. 

PRELIMINARY  VIEW   OF  CHEMICAL  ATTRACTION  LAWS  OF 

COMBINATION.  CHEMICAL  SYMBOLS. 

(i)  Chemical  Distinction  of  Bodies  into  Elements  and  Com- 
pounds.— Mocleru  science  lias  shown  thatj  numberless  as  are  tlie 
substances  presented  to  us  in  the  daily  experience  of  life^  there  are 
very  few  which  cannot  be  separated  into  other  substances  of  a  less 
complicated  nature.  For  example^  a  piece  of  wood,  a  sheet  of 
paper,  and  a  quill  pen  can  each  be  separated  into  three  or  four 
distinct  substances ;  namely — oxygen,  hydrogen,  carbon,  and 
nitrogen;  but  from  these  we  cannot  extract  any  simpler  forms  of 
matter.  It  is  the  province  of  chemistry,  i.  To  resolve  matter 
into  its  simplest  components ;  3.  To  ascertain  the  properties  of 
these  simple  or  elementary  forms  of  matter ;  3.  To  combine  two 
or  more  of  these  elementary  bodies  with  each  other,  so  as  to  form 
compounds  ;  4.  To  study  the  properties  of  these  compounds ;  and 
5.  To  define  the  conditions  under  which  such  compounds  can 
exist. 

m  Bodies  which  have  hitherto  resisted  all  attempts  to  resolve 
■  them  into  other  forms  of  matter  are  in  chemical  language  termed 
elements,  or  simple  substances.  In  popular  language,  the  word 
element  is  often  referred  to  fire,  air,  earth,  and  water.  A  very 
slight  acquaintance  with  chemistry  is  sufficient  to  prove  that  air, 
earth,  and  water  are  compound  bodies,  and  that  fire  is  mainly  the 
result  of  the  action  of  a  high  temperature  on  certain  bodies. 

All  natural  objects  then,  consist  either  of  simple  bodies,  or  they 
are  composed  of  two  or  more  simple  bodies  united  according  to 
certain  rules  or  laws  which  form  the  groui^idwork  of  the  science 
of  chemistry.     Substances  thus  produced  by  the  union  of  two  or 
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more  elements  are  termed  comj)Ound  bodies.  These  compounds 
have  in  general  no  more  resemblance  in  properties  to  the  elements 
which  have  united  to  form  them,  than  a  word  has  to  the  letters 
of  which  it  is  made  up. 

Simple  or  elementary  substances  are  limited  in  number.  In 
the  present  state  of  the  science  only  sixty-four  are  known.  Many 
of  these  are  widely  distributed,  and  form  in  mixture  or  in  com- 
bination with  others,  considerable  portions  of  the  earth's  crust; 
others  have  hitherto  been  found  only  in  minute  quantities.  Of 
these  simple  substances  the  larger  proportion  are  metals,  many 
of  which  are  familiar  to  us,  such  as  gold,  silver,  copper,  iron,  lead, 
tin,  and  mercury.  Other  simple  substances  equally  familiar  have 
no  resemblance  to  the  metals  ;  such  as  charcoal,  sulphur,  and 
phosphorus.  Some  simple  substances  exist  in  the  form  of  air  or 
gas :  such,  for  example,  are  the  two  essential  components  of  the 
atmosphere,  oxygen  and  nitrogen. 

Simple  substances  have  been  divided  into  two  great  classes — 
non-metallic*  and  metallic.  The  substances  comprised  in  the 
Jatter  class  are  the  more  numerous,  but  those  in  the  former  are 
the  more  abundant  and  the  most  widely  distributed. 

The  elements  enumerated  as  non-metallic  are  thirteen  in 
nuraberf — viz.. 

Oxygen  Chlorine  Sulphur  Boron 

Hydrogen  Bromine  Selenium  Silicon 

Nitrogen  Iodine  Phosphorus 

Carbon  Fluorine 

Of  these  substances,  oxygen,  hydrogen,  nitrogen,  chlorine,  and 
probably  fluorine,  are  gaseous;  bromine  is  liquid,  and  carbon, 
iodine,  sulphur,  selenium,  tellurium,  phosphorus,  boron,  and 
silicon,  are  solid  at  ordinary  temperatures. 

(2)  Difference  between  Physical  and  Chemical  Properties. — 
The  properties  which  characterize  objects  in  general,  may  be 
classed  under  two  heads — viz.,  physical  and  chemical. 


*  Some  writers  speak  of  the  non-metallic  bodies  as  the  metalloids,  a  term 
which  signifies  metal-like  substances.  This  unfortunate  misnomer  could  never 
have  become  even  partially  current,  but  for  the  want  of  a  good  single  word  for 
the  phrase  '  non-metallic  body.' 

t  Tellurium  is  sometimes  enumerated  among  the  non-metals,  but  it  more 
nearly  approaches  the  metals  in  many  of  its  characters.   It  possesses  a  tin  white  i 
colour  and  brilliant  metallic  lustre;  its  specific  gravity  is  more  than  6,  whilst  ' 
that  of  the  heaviest  of  the  non-metals,  iodine,  is  not  quite  5.    On  the  other  | 
hand,  its  power  of  conducting  electricity  is  very  low,  and  it  has  very  great 
chemical  analogies  with  sulphur  and  selenium. 
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The  physical  properties  of  an  object  are  those  which  refer  to 
its  condition^  whether  solid,  liquid,  or  gaseous.  Crystalline 
form,  density,  hardness,  colour,  transparency,  or  opacity,  and  the 
relations  of  the  object  to  heat  and  electricity  are  also  physical 
properties.  The  physical  properties  of  a  body  have  no  reference 
to  its  elementary  composition.  The  chemical  properties  of  the 
body,  on  the  contrary,  relate  essentially  to  its  action  upon  other 
bodies,  and  to  the  permanent  changes  in  composition  which  it 
either  experiences  in  itself,  or  which  it  effects  upon  them.  For 
example,  in  indicating  the  physical  properties  of  sulphur,  we  refer 
to  its  brittleness,  'its  crystalline  structure,  its  fusibility  and 
volatility,  its  faint  peculiar  odour,  its  yellow  colour,  its  semi-trans- 
parency, its  electrical  excitability,  or  the  facility  with  which  if 
rubbed  it  exhibits  electrical  attraction,  and  so  on.  But  in  de- 
scribing the  chemical  properties  of  sulphur  we  indicate  its  in- 
flammability, its  tendency  to  unite  with  silver  or  copper  when 
heated  with  it,  its  insolubility  in  water  and  alcohol,  its  solubility 
in  oil  of  turpentine  and  in  alkaline  liquids.  In  short  we  notice 
those  operations  by  which  the  body  usually  becomes  changed, 
and  loses  its  distinctive  physical  characters. 

It  is  not  however  always  possible  to  draw  the  line  between 
physics  and  chemistry ;  this  is  of  the  less  importance,  since  the 
chemical  nature  of  any  substance  could  be  but  imperfectly  studied, 
without  a  tolerably  complete  knowledge  of  its  leading  physical 
characters,  by  which  it  is  most  readily  defined. 

■  (3)  Physical  States  of  Matter. — Natural  objects  are  presented 
to  us  in  three  states,  or  physical  conditions — viz.,  the  solid,  the 
liquid,  and  the  gaseous,  aeriform,  or  vaporous.  Every  substance 
exists  in  one  or  other  of  these  conditions.  The  same  body  may, 
however,  often  be  made  to  assume  any  one  of  these  conditions  at 
different  times^  and  pass  from  one  to  the  other  for  an  indefinite 
number  of  times,  according  as  it  is  exposed  to  a  greater  or  less 
degree  of  heat.  Ice,  water,  and  steam  are  the  same  material 
in  three  different  states.  In  whatever  form  matter  exists, — 
whether  visible,  as  in  the  state  of  ice  or  water,  or  invisible,  as  in 
that  of  steam, — the  quantity  of  matter  always  remains  the  same  ; 
there  can  be  no  destruction  of  matter.  A  quantity  of  ice  or 
of  water  that  weighs  a  pound,  will  still,  as  steam,  be  equally  a 
pound.  So  it  is  with  all  gases ;  the  air,  although  invisible,  is 
not  the  less  capable  of  being  weighed  and  measured. 

(4)  Porosity. — Natural  objects,  of  whatever  form,  are  com- 
posed of  particles  which  are  not  in  actual  contact,  but  are  sepa- 
rated by  spaces  or  intervals  termed  pores.    A  lump  of  sugar  or  of 
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salt  is  at  once  seen  to  consist  of  a  collection  of  smaller  solid 
particles,  Avitli  intervening  spaces  ;  but  the  porosity  of  such  bodies 
as  water,  spirits  of  M'iue,  or  iron,  is  not  so  obvious,  although 
the  existence  of  the  pro]Derty  is  not  less  certain.  The 
Fig.  I.  porosity  of  spirit  and  of  water  may  be  shown  as  follows  ; — 
Take  a  long  narrow  tube  with  a  couple  of  bulbs  blown  in 
it,  and  furnished  with  an  accurately  fitting  stopper,  as  re- 
presented in  fig.  I  ;  fill  the  tube  and  lower  bulb  with 
water,  then  carefully  and  completely  fill  up  the  upper  bulb 
and  neck  with  spirit  of  wine,  and  insert  the  stopper.  The 
structure  of  the  apparatus,  and  the  different  densities  of 
the  two  liquids,  prevent  them  from  mixing;  but  on  turn- 
ing the  tube  upside  down  and  back  again  three  or  four 
times,  so  as  to  mix  the  spirit  and  the  water  thoroughly, 
and  then  holding  the  instrument  with  the  bulbs  down- 
wards, an  empty  space  will  be  seen  in  the  tube  after  they 
have  been  thus  mixed,  showing  that  they  now  occupy  less 
space  than  before ;  that  their  particles  are  in  fact  closer 
together.    Proofs  of  porosity  are  afi^brded  even  by  the 
i     metals ;  for  example,  many  of  them  become  more  compact ' 
^     by  hammering,  as  is  the  case  with  platinum ;  and  all  of 
them,  not  excepting  platinum  and  gold,  two  of  the  densest 
forms  of  matter,  however  cold  they  may  be,  shrink  into  a  smaller 
space  when  rendered  still  colder.    The  ultimate  particles  there- 
fore cannot  be  in  contact. 

(4  a)  Divisibility  of  Matter. — ^We  have  no  means  of  deter- 
mining the  real  size  of  the  ultimate  particles  of  matter,  although, 
as  will  be  seen  hereafter,  there  are  strong  grounds  for  believing 
that  the  divisibility  of  matter,  extreme"  as  it  is,  has  its  assigned 
and  definite  limits.  Experience,  however,  shows  that  whatever 
be  the  form  of  matter  selected  for  experiment,  its  divisibility 
may  be  manifested  to  an  extent  which  indicates  further  divisi- 
bility beyond  our  powers  of  conception.  In  the  ordinary  process 
of  making  gold  leaf,  for  example,  the  gold  is  hammered  out  so 
thin  that  280,000  leaves  would  be  required  to  make  up  the  thick- 
ness of  an  inch,  and  a  single  grain  of  gold  is  hammered  out  until 
it  covers  a  square  space  seven  inches  in  the  side.  Each  square 
inch  of  this  may  be  cut  into  100  strii)s,  and  each  strip  into 
100  pieces,  each  of  which  is  distinctly  visible  to  the  unaided  eye. 
A  single  grain  of  gold  may  thus,  by  mechanical  means,  be  sub- 
divided into  49  X  100  X  ioo  =  4QO,ooo  visible  pieces.  But  this  is 
not  all ;  if  attached  to  a  piece  of  glass,  this  gold  leaf  may  be 
subdi^ddcd  still  further;  io,coo  parallel  lines  may  be  ruled  in 
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the  space  of  one  single  inch,  so  that  a  square  inch  of  gold  leaf, 
weighing  Vt  o^"  ^  grain,  may  be  cut  into  j  0,000  times  10,000,  or 
100,000,000  pieces,  or  an  entire  grain  into  4,900,000,000  frag- 
ments— each  of  which  is  visible  by  means  of  the  microscope.  Yet 
we  are  quite  sure  that  we  have  not  even  approached  the  possible 
limits  of  subdivision,  because,  in  coating  silver  wire,  the  covering 
of  gold  is  far  thinner  than  the  gold  leaf  originally  attached  to  it, 
since  in  drawing  down  the  gilt  wire  the  gold  continues  to 
become  thinner  and  thinner  each  time,  in  proportion  as  the  silver 
wire  itself  is  reduced  in  thickness. 

When  a  substance  is  dissolved  in  any  liquid^  the  subdivision 
is  carried  still  further,  and  the  particles  are  rendered  so  minute 
as  to  escape  our  eyesight  even  when  aided  by  the  most  powerful 
magnifiers. 

{5)  Varieties  of  Attraction. — Mere  mechanical  subdivision,  or 
even  the  more  perfect  separation  of  the  particles  of  a  compound 
body,  by  the  process  of  solution,  does  not  put  us  in  possession  of 
the  simple  substances  from  which  the  compound  is  formed.  A 
piece  of  loaf-sugar  may  be  reduced,  by  trituration,  to  an  impal- 
pable powder,  but  every  particle  of  that  powder  will  still  be 
sugar;  it  may  be  dissolved  in  water,  but  each  drop  of  the  liquid 
will  still  contain  sugar,  unaltered  except  in  appearance.  Sugar  is 
composed  of  three  elements — carbon,  hydrogen,  and  oxygen ;  but 
trituration  or  solution  in  water  will  not  enable  us  to  extract  any 
of  these  substances  from  it.  The  molecule,  or  minutest  particle 
of  sugar  which  can  exist,  is  still  a  compound  body,  and  still  con- 
tains its  constituent  carbon,  hydrogen,  and  oxygen. 

The  existence  of  a  body  as  a  solid  in  one  continuous  mass  is 
owing  to  cohesion — an  attraction  of  considerable  intensity,  but 
which  varies  in  degree  in  dift'erent  bodies,  and  by  this  variation 
produces  varieties  in  the  toughness,  hardness,  and  brittleness  of 
bodies.  But  the  cause  which  unites  the  various  chemical  ele- 
ments— such  as  the  carbon,  hydrogen,  and  oxygen  of  sugar — 
to  form  a  new  compound,  endowed  with  properties  entirely  dif- 
ferent from  those  of  any  of  its  constituents,  is  of  a  different 
nature  from  cohesion,  and  of  a  more  subtle  kind.  Chemical 
attraction  (or  affinity,  as  it  is  often,  but  not  very  philosophically 
termed)  is  the  cause  which  unites  the  elements  into  compound 
bodies.  It  is  exerted  between  the  smallest  or  ultimate  particles 
of  one  element,  and  the  corresponding  particles  of  the  other  ele- 
ments with  which  it  is  associated  in  the  particular  compound 
under  examination.  These  ultimate  particles  are  often  spoken  of 
as  atoms,  a  term  derived  from  the  Greek  arofioq,  'indivisible,"  which 
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implies  that  the  particles  admit  of  no  further  subdivision.  We 
may,  in  fact,  contrast  the  effects  of  chemical  attraction  with  those 
of  cohesion,  by  stating  that  the  molecule  of  a  body  is  formed  by 
the  union  of  atoms  under  the  influence  of  chemical  attraction, 
whilst  the  mass  is  formed  by  the  union  of  molecules  under  the 
influence  of  cohesion. 

The  separation  of  a  body  into  its  constituents  is  the  business 
of  chemical  analysis  (from  ava,  'up,'  or  'backwards,'  and  Xvaig, 
'separation'),  and  it  has  for  its  object,  first,  the  determination  of 
the  nature  of  the  components — this  is  qualitative  analysis ; 
secondly,  the  determination  of  their  quantity — this  being  quan- 
titative analysis.  The  successful  performance  of  these  operations 
of  analysis  requires  an  extensive  acquaintance  with  the  principles 
and  the  facts  of  the  science,  combined  with  considerable  skill  in 
manipulation,  or  the  management  of  chemical  apparatus  and 
processes. 

On  the  other  hand,  chemical  synthesis  (from  avv,  '  together,' 
6s(Tt^,  'putting'),  the  production  of  new  compounds  by  the  union  of 
their  elements,  is  an  operation  the  reverse  of  analysis,  and  con- 
stitutes another  equally  important  portion  of  the  labours  of  the 
chemist. 

(6)  General  Characters  of  Acids,  Alkalies,  and  Salts. — It  will 
assist  the  comprehension  of  our  remarks  on  chemical  attraction 
if  we  allude  briefly  to  the  general  characters  of  three  very  im- 
portant classes  of  compounds — viz.,  acids,  alkalies,  and  salts. 

The  term  acid  was  originally  applied  to  certain  .substances 
which  are  soluble  in  water,  have  a  sour  taste,  and  exert  such  an 
action  on  vegetable  blue  colours  as  to  change  them  to  red.  For 
example,  tincture  of  litmus,  which  is  of  a  blue  colour,  is  exceed- 
ingly sensitive  to  the  action  of  an  acid :  paper  stained  with  this 
tincture  is  in  frequent  use  by  the  chemist  for  detecting  the 
presence  of  acids. 

The  term  alkali  is  of  Arabic  origin :  it  was  given  in  the  first 
instance  to  carbonate  of  soda,  or  sodic  carbonate,  which  was  then 
obtained  from  the  ashes  of  sea-weeds ;  but  it  is  now  extended  to 
a  class  of  substances  possessing  many  qualities  exactly  the  reverse 
of  those  which  belong  to  the  acids.  An  alkali  is  soluble  in  water, 
and  produces  a  liquid  soapy  to  the  touch,  and  of  a  peculiar,  nau- 
seous taste;  it  restores  the  blue  colour  to  vegetable  infusions 
which  have  been  reddened  by  an  acid  ;  it  tm-ns  many  of  these  blue 
colours  into  green,  as  in  the  cases  of  the  solutions  of  red  cabbage 
and  of  syrup  of  violets ;  and  it  gives  a  brown  colour  to  vegetable 
yellows,  such  as  those  of  turmeric  and  rhubarb.    Litmus  paper 
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which  has  been  feebly  reddened  by  an  acid  affords  a  ready  test  of 
the  presence  of  an  alkali,  and  is  more  sensitive  than  paper  stained 
with  turmeric  or  with  rhubarb,  which  is  also  in  common  use  for 
the  same  purpose.  These  difiPerent  test  papers,  as  they  are  called, 
show  whether  an  acid  or  an  alkali  predominates  in  a  solution. 

Vinegar  or  acetic  acid,  oil  of  vitriol  or  sulphuric  acid,  muria- 
tic or  hydrochloric  acid,  aquafortis  or  nitric  acid,  are  familiar 
instances  of  the  class  of  acids.  Potash,  soda,  and  hartshorn  or 
ammonia,  are  instances  of  well-known  alkalies. 

Many  of  the  acids  and  all  the  alkalies  are  remarkable  for 
their  great  chemical  activity.  Nitric  acid  attacks  copper  quickly 
and  violently,  with  brisk  effervescence,  and  the  copious  escape  of 
red  fumes,  whilst  a  blue  liquid  is  formed  from  the  action.  Sul- 
phuric acid  shows  similar  energy,  if  mixed  with  water  and  placed 
in  contact  with  iron  or  zinc.  Moreover,  both  these  acids,  when 
not  much  diluted  with  water,  produce  speedy  destruction  of  the 
texture  of  nearly  all  animal  and  vegetable  matters.  The  sol- 
vent action  of  potash,  or  of  soda,  is  not  less  marked.  Either  of 
these  alkaKes  destroys  the  skin  if  allowed  to  remain  upon  it ;  and 
also  gradually  dissolves  portions  of  earthenware,  or  of  glaze  from 
the  vessels  which  contain  it,  and  the  solution,  if  suffered  to  fall 
upon  a  painted  surface,  quickly  removes  the  paint.  But  the 
most  remarkable  property  of  acids  and  alkalies  is  the  power  which 
they  have  of  acting  upon  each  other,  and  destroying  or  neu- 
tralizing the  chemioal  activity  which  distinguishes  them  when 
separate. 

Some  of  these  properties  of  acids  and  alkalies  may  be  sub- 
mitted to  experiment  by  means  of  a  coloured  vegetable  solution, 
such,  for  example,  as  the  purplish  liquid  prepared  by  slicing  a  red 
cabbage  and  boiling  it  with  water.  If  a  quantity  of  this  infusion 
be  divided  into  two  portions,  and  to  the  one  be  added  a  quantity 
of  diluted  sulphuric  acid,  a  red  liquid  is  obtained ;  and  if  to  the 
other  a  solution  of  caustic  potash  be  added,  a  liquid  of  a  green 
colour  is  formed  :  then,  on  gradually  pouring  the  alkaline  into  the 
acid  solution,  stirring  the  mixture  constantly,  the  green  colour 
of  the  portions  first  added  instantly  disappears,  and  the  whole 
liquid  remains  red ;  as  more  and  more  of  the  alkali  is  added,  the 
red  passes  by  degrees  into  purple,  and  on  continuing  to  add  the 
alkaline  solution,  a  point  is  attained  when  the  liquid  has  a  clear 
blue  tint :  at  this  moment  there  is  neither  potash  nor  sulphuric 
acid  in  excess  in  the  liquid,  the  two  having  chemically  acted  upon 
one  another,  and  the  characteristic  properties  of  both  have  disap- 
peared.   On  evaporating  the  solution  at  a  gentle  heat,  a  solid 
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crystalline  siil)staiice,  resultiug  from  the  chemical  action  of  the 
sulphuric  acid  upon  the  potash,  is  obtained.  This  substance  is 
the  salt  called  sulphate  of  potash,  or  potassic  sulphate.  For  the 
present  it  may  be  sufficient  to  state,  that  any  compound  produced 
by  the  action  of  an  acid  on  an  alkali,  or  rather,  that  is  the  result 
of  the  action  of  an  acid  upon  a  base,  is  termed  a  salt.  Other 
modes  of  forming  salts  will  be  mentioned  hereafter. 

It  must  not  be  supposed  that  all  acids  closely  resemble  those 
which  have  just  been  mentioned,  and  -which  are  freely  soluble  in 
water ;  some  acids,  like  the  citric,  tartaric,  and  oxalic,  may  be 
readily  obtained  in  crystals :  other  acids  are  not  at  all  soluble 
in  water ;  as,  for  example,  metastannic  acid,  the  white'  substance 
obtained  by  the  action  of  nitric  acid  upon  tin.  The  leading 
character  of  an  acid,  in  a  chemical  sense,  is  its  power  of  reacting 
with  alkalies  to  form  salts;  and  this  character  is  possessed  by  various 
bodies  not  familiarly  regarded  as  acids.  Of  course  if  an  acid  be 
insoluble,  it  has  no  sourness,  and  is  without  action  on  vegetable 
blues.* 

There  are  no  insoluble  alkalies,  but  there  are  substances 


*  Most  chemists,  following  Gerliardt's  practice  of  limiting  the  title  of  acid 
to  a  particular  class  of  substances  which  contain  h^'di-ogen,  now  regard  all  true 
acids  as  salts  of  hydrogen.  Formerly  many  bodies,  such  as  silica  or  white 
arsenic,  were  regarded  as  acids,  though,  if  we  adopt  the  foregoing  definition, 
they  are  not  really  so  until  they  have  combined  with  water.  Such  bodies,  since 
they  contain  no  hydrogen,  are  now  distinguished  as  anhyd/rndes ;  the  substance 
familiarly  known  as  carbonic  acid  must,  upon  this  principle,  be  termed  carbonic 
anhydride. 

The  characters  of  acids  and  of  salts,  and  their  various  modifications,  will  be 
more  fully  discussed  hereafter,  when  the  general  properties  of  the  metals  and  of 
their  compounds  are  considered. 

It  may,  however,  be  useful  in  this  place  to  quote  the  definitions  of  the  terms 
acid,  base,  and  salt  given  by  Dr.  Frankland  in  his  '  Lecture  Notes  for  Chemical 
Students' : — '  An  acid  may  be  defined  as  a  compound  containing  one  or  more 
atoms  of  hydrogen  which  become  displaced  by  a  metal  when  the  latter  is  pre- 
sented to  the  compound  in  the  form  of  a  hydrate.  The  hydrogen  capable  of 
being  so  displaced  may  be  conveniently  termed  displaceable  hydrogen.  An 
acid  containing  one  such  atom  is  said  to  be  monobasic,  two  such  atoms,  dibasic, 
&c.  Acids  of  a  greater  basicity  than  unity  are  frequently  termed  polybasic 
acids' 

'  The  term  base  is  applied  to  three  classes  of  compounds,  all  of  which  are 
converted  into  salts  by  the  action  of  acids.  These  are  •— ist.  Certain  compounds 
of  metals  with  oxygen,  such  as  sodic  oxide  (Na.p),  zincic  oxide  (Zn  0),  &c. 
2nd.  Certain  compounds  of  metals  with  the  compound  radical  hydrosyl  (HO), 
such  as  sodic  hydrate  (Na  (HO) ),  zincic  hydrate  (Zn  (H0)„),  &c.  3rd.  Cer- 
tain  compounds  of  nitrogen,  phosphorus,  arsenic,  and  antimony,  such  as  am- 
monia (NHg).' 

'  By  the  mutual  action  of  an  acid  and  a  base  upon  each  other,  a  salt  is  pro- 
duced, (see  following  note). 
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greatly  resembling  them  which  are  but  sparingly  soluble,  such 
as  lime  and  baryta ;  these  are  termed  alkaline  earths.  There  are 
also  numerous  other  analogous  substances,  compounds  of  oxygen 
with  the  metals,  termed  oxides,  such  for  instance  as  the  com- 
pound of  silver  with  oxygen,  or  argentic  oxide,  the  compound 
of  iron  with  oxygen,  or  ferric  oxide,  and  that  of  lead  with 
oxygen,  or  plumbic  oxide,  which  are  insoluble  in  water,  but 
which  are  easily  dissolved  by  acids,  forming  on  evaporation 
crystalline  compounds  or  salts.  For  instance,  by  the  action 
of  nitric  acid  upon  argentic  oxide,  argentic  nitrate  and  water 
are  produced'^  (i) ;  with  sulphuric  acid  and  ferric  oxide,  ferric 
sulphate  and  water  are  the  products  (2) ;  whilst  with  acetic  acid 
and  plumbic  oxide,  plumbic  acetate  and  water  are  obtained  (3). 
Any  substance,  whether  soluble  in  water  or  not,  is  called  a 
base  if  it  thus  have  the  power  of  reacting  with  acids,  neutralizing 
their  properties,  and  furnishing  by  such  action  a  salt,  whilst  at 
the  same  time  water  is  formed.  Hence  the  alkalies  constitute  one 
subdivision  of  the  more  numerous  class  of  bodies  known  as  bases. 

(7)  Characters  of  Chemical  Attraction. — Chemical  attraction 
is  distinguished  by  well-marked  characters  from  other  kinds  of 
action  which  take  place  within  minute  distances. 

*  A  metal  which  by  its  union  with  oxygen  produces  a  base  is  designated  as 
a  hasyl.  Argentic  oxide,  or  oxide  of  silver,  for  example,  is  a  base,  whilst  silver 
itself  is  a  basyl.  So  also  plumbic  oxide  is  a  base,  whilst  lead  is  regarded  as  a 
basyl,  when  we  refer  to  its  occuiTence  in  its  salts.  In  a  similar  manner  water  is 
itself,  when  compared  with  acids,  sometimes  spoken  of  as  a  base,  whilst  hydrogen 
is  a  basyl.  When  a  base  containing  oxygen  acts  upon  an  acid,  vyhich,  as  has 
already  been  defined,  is  a  salt  of  hydrogen,  the  hydrogen  in  the  acid  and  the 
metal  in  the  base  change  places,  a  metallic  salt  is  formed,  and  water  is  set  at 
liberty,  as  is  shown  by  the  following  symbols  and  equations,  which  illustrate 
the  formation  of  argentic  nitrate,  ferric  sulphate,  and  plumbic  acetate  respec- 
tively : — 

(1)  Agp  +  2  HNO3     =    H„0  +  2  AgNO, 

(2)  Pe^O,  +  3  H,SO,     =  3       +    Pe;  (SO,), 

(3)  PbO  +2HC,H,0,;=    H,p+  Pb(C,H30,),. 

The  explanation  of  the  principle  upon  which  these  symbols  are  constructed 
will  be  found  at  p.  23. 

We  meet  not  unfrequently  with  bases  in  which  hydrogen  as  well  as  a  basylous 
metal  is  present,  e.g.  in  caustic  soda  (Na  HO),  or  slaked  lime  (Ca  H^Oj).  Salts 
are  also  formed  by  the  action  of  such  compounds  upon  the  acids,  and  at  the  same 
time  the  hydrogen  both  of  the  acid  and  of  the  base  is  separated  in  the  lorm  of 
water.  This,  for  example,  is  what  occurs  when  hydi-ated  soda  is  neutralized  by 
hydrochloric  acid,  common  salt  and  water  being  the  products  ;  for  instance : — 

Na  HO  +  HCl  -  H,0  +  Na  CI ; 

or  when  slaked  lime  is  converted  into  calcic  sulphate  by  sulphuric  acid : — 

Ca  H,0,  +  H,SO,  =  2Hp  +  Ca  SO,. 
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i.  Chemical  attraction  is  exerted  within  its  own  limits  with 
intense  energy ;  but  beyond  those  limits  it  is  entirely  powerless. 
An  iron  wire,  for  example,  wliieh  will  support  a  weight  of  looolb., 
will  in  a  few  minutes  yield  to  the  almost  noiseless  action  of 
a  mixture  of  nitric  acid  and  water;  the  stubborn  metal  will  be 
dissolved,  and  a  clear  solution  of  the  metallic  mass  will  be 
formed :  the  metal  will  be  detached  from  the  wire  particle  by 
particle,  and  no  vestige  of  its  structure  or  tenacity  will  remain. 
It  is  rarely  possible,  by  trituration  or  other  mechanical  means, 
to  bring  about  a  sufficient  approximation  amongst  the  subdivided 
particles  to  produce  chemical  action.  Tartaric  acid  and  sodic 
carbonate,  each  in  the  form  of  a  dry  powder,  may  be  incor- 
porated by  grinding  for  hours  in  a  mortar,  but  they  will  not 
act  chemically  upon  each  other :  it  is  not  until  a  more  intimate 
contact  is  effected  by  the  addition  of  water,  which  dissolves  the 
particles  of  both,  and  allows  them  mutually  to  approach  closer, 
that  the  brisk  eflFervescence,  due  to  the  expulsion  of  the  carbonic 
anhydride,  occurs,  which  indicates  the  transfer  of  the  sodium  with 
which  it  was  previously  in  combination,  to  the  radicle  of  the 
tartaric  acid,  and  the  formation  of  water  and  sodic  tartrate. 

It  is  important  to  distinguish  clearly  between  a  mere  mecha- 
nical mixture  and  a  chemical  compound,  for  the  effects  produced 
by  mixture  and  by  combination  are  very  different.  In  a  mixture 
the  proportions  of  the  materials  may  be  varied  at  pleasure,  and 
the  properties  of  the  mixture  will  partake  of  those  of  each  of  its 
constituents  ;  whereas  in  a  chemical  compound  the  proportion 
of  each  of  its  constituents  is  invariable,  and  the  properties  of  the 
compound  are  nearly  always  quite  different  from  those  of  the 
bodies,  which  have  entered  into  its  formation. 

A  striking  illustration  of  the  difference  between  the  effects  of 
mechanical  intermixture  and  those  of  chemical  combination  is 
afforded  in  the  case  of  ordinary  gunpowder.  In  the  manufacture 
of  this  substance,  the  materials  of  which  it  is  made — viz.,  charcoal, 
sulphur,  and  nitre — are  separately  reduced  to  a  state  of  fine 
powder;  they  are  then  intimately  mixed,  moistened  Avith  water, 
and  thoroughly  incorporated  by  grinding  for  some  hours  under 
edge  stones ;  the  resulting  mass  is  subjected  to  intense  pressure, 
and  the  cakes  so  obtained,  after  being  broken  up  and  reduced  to 
grains,  furnish  the  gunpowder  of  commerce.  In  this  state  it  is 
a  mechanical  mixture  of  nitre,  charcoal,  and  sulphm'.  The  nitre 
may  be  washed  out  of  the  mixture  by  means  of  water,  the  sul- 
phur by  means  of  carbonic  disulphide,  M'hile  the  charcoal  will  be 
left  undissolved.    By  evaporating  the  water,  the  nitre  may  be 
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obtained  ;  and  on  allowing  the  disulphide  to  volatilize,  the  sulphur 
will  be  left  behind.  If,  however,  we  ca,use  the  materials  to 
act  chemically  on  one  another,  all  is  changed  : — a  spark  fires 
the  powder ;  the  dormant  chemical  attractions  are  called  into 
operation,  the  charcoal  disappears,  a  large  volume  of  gaseoiis 
matter  is  liberated,  and  new  substances  are  produced,  which  have 
no  resemblance  to  the  original  mixture. 

ii.  Chemical  attraction  is  most  strongly  exerted  between  dis- 
similar substances.*  No  manifestation  of  this  attraction  takes 
place  between  two  pieces  of  iron,  two  pieces  of  copper,  or  two 
pieces  of  sulphur ;  but  between  sulphur  and  copper,  or  sulphur 
and  iron,  chemical  action  of  the  most  energetic  kind  may  occur. 
It  is  highly  probable,  however,  as  will  be  seen  hereafter,  that  in 
many  cases  the  isolated  bodies  usually  viewed  as  elements  should 
be  regarded  as  compounds,  the  molecules  of  which  consist  of  par- 
ticles of  the  same  element  in  opposite  polar  or  electi'ical  conditions. 
Hydrogen  gas,  for  instance,  is  to  be  regarded  as  hydride  of 
hydrogen,  or  a  compound  of  hydrogen  with  hydrogen  ;  chlorine 
gas,  as  chloride  of  chlorine,  and  so  on. 

Many  compound  bodies,  when  subjected  to  the  action  of  the 
voltaic  current  in  a  liquid  state,  are  decomposed,  one  of  the 
elements  going  to  the  positive  electrode  of  the  voltaic  battery, 
the  other  to  the  negative  electrode.  The  elements  have  hence 
been  divided  into  two  groups  according  to  their  electrical  relations, 
those  which  are  separated  at  the  positive  electrode  being  termed 
electro-negative,  or  chlorous  elements,  which  include  such  bodies 
as  chlorine,  iodine,  oxygen,  and  sulphur ;  whilst  those  which  are 
found  at  the  negative  electrode  are  termed  electro-positive  or 
basylous  elements  (261),  among  which  are  comprised  potassium, 
sodium,  and  other  metals  which,  when  united  with  oxygen,  form 
bases. 

Generally  speaking,  the  greater  the  diflFerence  in  the  pro- 
perties of  the  two  bodies,  the  more  intense  is  their  tendency  to 
mutual  chemical  action.  Two  electro-positive  elements  may  com- 
bine, as  may  also  two  electro-negative  elements ;  but  such  com- 
pounds are  much  less  stable  than  those  formed  by  the  union  of 
an  electro-positive  Avith  an  electro-negative  element.  For  instance, 
the  metals,  as  a  class,  combine  readily  with  chlorine,  oxygen,  and 


*  This  circumstance — viz.,  that  the  elements  which  comhine  are  not  allied 
in  properties — is  sufficient  to  indicate  the  objection  to  the  use  of  the  term 
affinity,  to  express  this  form  of  attraction,  although  custom  has  sanctioned  its 
employment. 
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sulphur :— silver  unites  rapidly  with  sulphur,  iron  with  chlorine, 
potassium  with  oxygen,  and  so  on.  But  between  bodies  of  a 
similar  character  the  tendency  to  unite  is  feeble.  For  example, 
chlorine  and  oxygen  can  only  be  made  to  combine  by  indirect 
methods,  and  when  combined,  a  slight  elevation  of  temperature 
is  sufficient  to  cause  them  to  separate  from  each  other.  In 
like  manner,  two  metallic  bodies,  copper  and  zinc,  will,  under 
the  influence  of  a  high  temperature,  unite  and  form  brass, — an 
alloy,  the  properties  of  which  indicate  that  it  may  be  regarded 
as  a  chemical  compound;  but  brass,  on  being  heated  strongly, 
may  be  separated  into  zinc,  which  nearly  all  passes  off  in  vapour, 
and  copper,  which  is  left  behind. 

Even  in  bodies  of  the  same  class  chemical  attraction  is  ex- 
erted between  different  kinds  of  matter  with  different  but  definite 
degrees  of  force.  Nitric  acid  will  dissolve  most  of  the  metals — 
such,  for  instance,  as  silver,  mercury,  copper,  and  lead — and  by 
so  doing  will  produce  a  nitrate  of  each  metal;  but  the  chemical  com- 
pounds thus  formed  are  held  together  with  very  different  degrees 
of  energy.  The  combination  with  silver  at  ordinary  temperatures 
is  less  powerful  than  with  mercury,  less  so  with  mercury  than 
with  copper,  and  with  copper  less  again  than  with  lead. 

This  fact  may  easily  be  determined  by  dissolving  half  an  ounce 
of  argentic  nitrate  (nitrate  of  silver)  in  half  a  pint  of  water,  and 
pouring  into  it  a  small  quantity  of  clean  mercury ;  in  the  course 
of  a  few  days  a  beautiful  crystallization  of  metallic  silver  will 
be  obtained,  whilst  a  corresponding  quantity  of  mercury  will  be 
dissolved,  and  will  combine  with  the  nitrion  (NO3)  previously 
in  union  with  the  silver.  In  a  similar  manner  mercury  may  be 
displaced  from  a  solution  of  mercurous  nitrate  by  means  of  a 
strip  of  metallic  copper ;  and  copper,  in  its  turn,  may  be  displaced 
by  a  piece  of  lead  introduced  into  a  solution  of  cupric  nitrate. 
From  a  solution  of  plumbic  nitrate,  zinc  will,  in  like  manner, 
displace  the  lead,  which  will  be  deposited  in  beautiful  crystals. 

Guided  by  facts  like  these,  different  elements  have  been  ar- 
ranged in  tables  indicating  the  order  of  their  attraction  for  any 
one  element  which  is  placed  at  the  head  of  the  list.  For  ex- 
ample, in  the  first  column  of  the  following  table,  several  of  the 
more  important  metals  are  arranged  in  the  order  of  their  ten- 
dency to  combine  with  oxygen, — the  metal  at  the  head  of  the 
list  having  the  strongest  attraction  for  that  element,  that  which 
stands  second  the  next,  and  so  on  to  the  one  mentioned  last,  in 
which  the  attraction  is  the  weakest : — 
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Order  of  Displacement  from  Solution. 

OXYGEN.  SULPHURIC  ACID. 


Potassium.  Baryta. 
Ziuc.  Potash. 
Tin.  Soda. 
Lead.  Lime. 
Copper.  Ammonia. 
Mercury.  Zincic  oxide. 

Silver. 
Gold. 

Similar  tables  may  be  formed^  exhibiting  the  relative  tendency 
of  compound  bodies,  such  as  bases,  to  displace  each  other  from  the 
salts  which  they  have  contributed  to  form.  In  the  second  column 
of  the  table,  the  various  bases  are  arranged  in  the  order  in  which 
they  displace  each  other  at  ordinary  temperatures  from  the  salts 
which  they  form  when  acted  on  by  sulphuric  acid. 

iii.  Another  of  the  most  remarkable  and  characteristic  features 
of  chemical  attraction  is  the  entire  change  of  properties  which 
it  occasions  in  both  the  substances  dealt  with, — a  change  which  no 
a  priori  reasoning  could  possibly  have  predicted.  If  the  blue  liquid 
obtained  by  dissolving  copper  in  nitric  acid  be  evaporated,  there 
will  be  formed  a  blue  crystalline  salt  which  has  none  of  the 
chemical  properties  either  of  the  acid  or  of  the  metal  fi-om  which 
it  was  procured.  There  is  an  equally  striking  diflPerence  between 
the  tough,  metallic,  insoluble  iron,  and  the  corrosive  oil  of  vitriol, 
and  the  beautiful  crystalline,  green,  soluble,  inky-tasted  salt 
which  is  produced  by  their  mutual  action. 

iv.  The  experiments  on  the  displacement  of  one  metal  by 
another,  further  show  that  although  in  combination,  the  properties 
of  the  components  are  masked,  and  to  all  ordinary  observation 
the  constituents  have  disappeared,  whilst  new  bodies  have  been 
formed,  yet  these  component  elements  do  really  exist  in  the  com- 
pound, and  can  be  again  reproduced  in  their  original  form  by 
separating  them  from  each  other. 

It  is,  indeed,  a  general  principle,  that  whenever  chemical  com- 
bination occurs,  there  is  no  destruction  of  matter.  However  much 
the  materials  may  change  their  form,  the  weight  of  the  new  pro- 
ducts,if  collected  and  examined,  will  be  found  to  be  exactly  equal  to 
that  of  the  substances  before  combination.  The  following  experiment 
shows  that,  even  although  the  substance  may  vanish  from  our 
sight,  it  continues  to  exist  as  a  gas,  Avhich  has  the  same  weight 
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Fig.  2. 


as  the  solid  which  furnished  it : — Into  a  glass  flask  A  (fis.  2),  of 
the  capacity  of  about  250  cubic  inches,  or  4  litres,  and  Avhich  is 
provided  with  a  brass  cap  and  stop-cock,  introduce  10  or  j  2  grains 

(o-6  or  07  gramme)  of  gun-cotton;  at- 
tach the  flask  to  the  air-pump,  exhaust  it 
completely,  and  afterwards  weigh  it.  Then 
set  fire  to  the  cotton  by  means  of  a 
voltaic  current  sent  through  the  wires, 
a,  b,  which  are  insulated  from  each  other 
and  from  the  cap  of  the  instrument,  by 
passing  through  a  varnished  cork.  The 
cotton  will  entirely  disappear  with  a 
brilliant  flash,  but  the  flask,  if  weighed 
again,  will  be  found  to  be  of  the  same  weight 
as  it  was  before  the  cotton  was  fired. 

V.  There  are  two  modes  of  forming 
chemical  compounds;  the  simplest  is 
that  in  which  the  two  substances  unite  directly  together,  as 
when  hydrogen  burns  in  air,  and,  by  direct  union  with  oxygen, 
produces  water ;  or  when  an  acid  and  an  alkali,  such  as  hydro- 
chloric acid  and  ammonia,  combine  and  produce  a  salt.  This 
mode  of  combination  usually  prevails  between  bodies  which 
have  a  powerful  tendency  to  unite.  The  other  mode  is  still 
more  common :  it  occurs  when  one  of  the  ingredients  of  a 
compound  is  displaced  by  another  substance,  and  a  new  com- 
pound is  the  result.  The  instances  already  specified,  in  which 
one  metal  precipitates  another  from  its  solution,  are  cases  in 
which  new  bodies  are  produced  by  the  displacement  of  one  of  the 
substances  in  a  compound  previously  formed.  This  method  of 
forming  compounds  by  displacement,  or  substitution,  is  one  of 
great  importance  ;  and  the  study  of  its  various  modes  of  action  is 
rapidly  contributing  to  the  discovery  of  many  subtle  processes 
concerned  in  the  chemistry  of  organized  beings. 

vi.  Chemical  combination,  in  a  large  proportion  of  cases,  does 
not  commence  spontaneously.  A  heap  of  charcoal  may  remain 
unaltered  in  the  air  for  years  ;  but,  if  a  few  fragments  of  it  be 
made  red  hot,  chemical  action  will  begin  at  the  spot  to  which  the 
heat  is  applied,  and  it  will  continue  until  the  whole  mass  is 
burned ;  that  is,  the  chemical  action  between  the  oxygen  of  the 
air  and  the  charcoal  will  continue  as  long  as  any  charcoal  is  left. 
In  other  instances,  however,  the  chemical  effects  begin  more 
readily.  A  piece  of  phosphorus  begins  to  be  oxidized  sloAvly  the 
instant  it  comes  into  the  atmosphere,  and  in  warm  weather  it 


FOKMATION  OP  CHEMICAL  COMPOUNDS.  15 

often  bursts  into  a  blaze.  Again  zinc  ethyl,  a  liquid  containing 
zinc,  carbon,  and  hydrogen,  inflames  on  being  brought  in  contact 
with  the  air  at  ordinary  temperatures^  though  at  low  temperatures 
oxidation  takes  place  less  rapidly  and  without  inflammation.  In 
all  these  cases,  therefore,  heat  is  necessary  to  start  the  action ; 
the  difference  being  one  of  degree  and  not  of  kind. 

vii.  Whenever  substances  unite  directly  with  each  other,  heat 
is  emitted,  and  the  more  rapidly  the  union  is  effected,  the.  larger 
is  the  quantity  of  heat  emitted  in  a  given  time,  until,  in  some 
cases,  it  rises  so  high  as  to  produce  ignition  and  combustion  ; 
light  and  heat  are  abundantly  evolved  when  the  temperature 
rises  high  enough,  since  all  substances,  when  heated  beyond  a 
certain  point,  become  luminous. 

When  compounds  are  formed  by  substitution,  the  liberation 
of  heat  is  usually  much  less,  and  is  sometimes  not  perceptible 
without  special  contrivances. 

viii.  The  physical  state  of  one  or  of  both  the  bodies  which 
enter  into  combination  is  frequently  altered  by  the  operation  of 
chemical  attraction.  Two  solids  may  become  converted  into  a 
liquid ;  two  liquids,  or  even  two  gases,  may  become  solid.  Dif- 
ferences of  state  are  therefore  not  in  all  cases  due  to  difiFerences 
of  temperature ;  dififerences  in  the  chemical  arrangement  of  the 
particles  are  equally  important  in  bringing  about  physical  diffe- 
rences of  condition. 

The  foregoing  leading  characters,  by  which  chemical  attrac- 
tion is  distinguished  from  other  sources,  may  be  thus  summed 

up:— 

Chemical  attraction  is  an  action  of  extreme  energy,  which  acts 
only  on  the  minutest  particles  of  matter,  and  at  distances  too 
small  to  be  perceptible.  Under  its  influence  the  elementary  bodies, 
though  comparatively  few  in  number,  arrange  themselves  into  the 
numberless  compounds  which  constitute  the  different  forms  of 
matter  in  the  three  great  kingdoms  of  nature ;  and  it  is  impor- 
tant to  observe  that  the  proportions  in  which  they  unite  are  fixed 
and  invariable.  Chemical  attraction  operates  between  the  par- 
ticles of  dissimilar  kinds  of  matter  and  by  its  exertion  produces 
new  properties  in  the  resulting  compound.  It  exists  between 
different  kinds  of  matter  with  different  but  definite  degrees  of 
intensity.  As  a  result  of  its  operations,  no  destruction  of  matter 
occurs  in  the  materials  submitted  to  its  influence ;  there  is  con- 
sequently no  loss  of  weight,  but  only  change  of  form.  The  act 
of  combination  may  either  occur  instantly  on  mixture,  or  it  may 
be  indefinitely  postponed  till  some  other  action,  such  as  heat^  con- 
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curs  to  commence  the  change.  Compounds  may  be  formed  either 
by  the  direct  union  of  their  ingredients,  or  by  the  displacement 
of  one  substance  by  a  different  one  in  a  compound  previously 
formed  ;  and  lastly,  heat  and  light,  in  amount  proportioned  to 
the  rapidity  of  the  action,  are  generally  emitted  in  cases  of  the 
direct  union  of  the  constituents. 

(8)  Laws  of  Combination. — The  relative  proportion  in  which 
the  different  elements  unite  is  regulated  by  fixed  laws.  These 
laws,  which  form  the  basis  of  chemical  science,  are  three  in 
number,  and  they  regulate  the  mode  of  combination  of  every 
known  chemical  compound.  They  are  usually  termed  the  laws 
of  chemical  combination. 

(9)  The  first  of  these  laws,  the  law  of  Definite  Proportions^ 
may  be  stated  in  very  few  words ;  it  is  as  follows ; — In  every 
chemical  compound  the  nature  and  the  proportions  of  the  constituent 
elements  are  definite  and  invariable.  For  instance,  100  parts  of 
water  contain  88'9  of  oxygen  and  ii'i  of  hydrogen,  or  the 
weight  of  the  oxygen  is  always  exactly  eight  times  that  of  the 
hydrogen.  Whether  water  be  derived  from  the  snows  of  high 
mountains,  from  rain  clouds,  from  dew,  or  from  direct  chemical 
action,  as  when  the  hydrogen  of  a  burning  lamp  or  candle  unites 
with  the  oxygen  of  the  air,  its  composition  is  uniform  and 
certain.  So  also  a  piece  of  flint,  or  of  rock  crystal,  in  whatever 
part  of  the  world  it  be  found,  will,  on  analysis,  yield  in  every 
100  parts  46' 7  of  silicon  and  53"3  of  oxygen.  So  also  hydro- 
chloric acid  gas,  however  obtained,  always  contains  in  joo 
parts  97'a6  of  chlorine  and  2*74  of  hydrogen.  In  fact,  experi- 
ment shows  that  all  true  chemical  compounds  which  have  been 
submitted  to  analysis  have  a  composition  equally  definite.  It  is 
this  law  of  definite  proportions  which  gives  value  to  analysis,  by 
affording  certainty  and  uniformity  to  its  results.  Mere  mechanical 
intermixture  is  at  once  distinguished  fi'om  true  chemical  com- 
bination by  the  absence  of  all  regularity  in  the  proportions  of 
the  bodies  that  have  been  mingled  :  and  in  the  same  manner 
chemical  attraction  stands  strongly  contrasted  with  that  kind  of 
adhesion  Avhich  produces  the  solution  of  solids  in  a  liquid,  or  the 
intermixture  of  two  liquids  like  spirit  of  wine  and  water  with 
each  other. 

(10)  The  second  law  of  combination  is  the  law  of  Multiple 
Proportions.  It  frequently  happens  that  the  same  pair  of  elemen- 
tary bodies  unites  together  in  more  than  one  proportion.  The 
compounds  so  obtained  are  usually  very  different  from  each  other ; 
but  there  is  always  a  regularity  in  the  plan  upon  which  these 
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compounds  are  formed,  and  the  ratios  of  the  two  elements 
in  each  are  very  simply  related.  This  law  may  be  thus  stated  : — 
When  two  elements,  A  and  B,  unite  together  in  more  ratios 
than  one,  if  toe  compare  together  quantities  of  each  of  the  resulting 
compounds  which  contains  the  same  amount  of  A,  the  quantities  of  B 
will  bear  a  very  simple  relation  to  each  other ;  such  as 

A  +  B,    A  +  3B,    A  +  5B,&c.; 
or,    A  +  2B,    A  +  4B.    A  +  6B,  &c. 
or,    aA+3B,    2A  +  5B,    3A  +  7B,  &c.j 

Water,  for  instance,  is  a  compound  of  oxygen  and  hydrogen ; 
in  100  parts  there  are,  as  already  mentioned,  88*9  of  oxygen  and 
1 1- 1  of  hydrogen.  But  there  is  another  compound  of  oxygen 
and  hydrogen  known  to  chemists,  termed  hydric  peroxide,  or 
hydroxyl.  By  analysis  it  has  been  found  that  100  parts  of  this 
body  contain  94-1  of  oxygen  and  5*9  of  hydrogen.  Now,  on 
comparing  together  the  quantities  of  oxygen  which  in  these  two 
compounds  are  united  with  an  equal  quantity,  say  2  grammes  of 
hydrogen,  it  is  evident  that  in  water,  for  2  grms.  of  hydrogen 
there  are  16  of  oxygen, 

since  ii'i      :      88*9      :  :      2      :  16 

and  by  a  similar  process  it  is  seen  that  in  hydric  peroxide,  for  2 
grms.  of  hydrogen  32  grms.  (or  16  x  2)  of  oxygen  are  present : — 

5-9      :      94-1      :  :      2      :  32 

the  quantity  of  oxygen  combined  with  the  hydrogen  in  the  per- 
oxide being  just  double  of  that  combined  with  the  same  quantity 
of  hydrogen  in  water. 

Mercury  in  like  manner  forms  two  compounds  with  chlorine — - 
viz.,  calomel,  and  corrosive  sublimate.  In  calomel  200  grammes 
of  mercury  are  combined  with  35*5  of  chlorine ;  whilst  in  corro- 
sive sublimate  the  200  of  mercury  are  united  with  71  grammes  of 
chlorine,  or  with  just  twice  as  much. 

A  similar  simple  ratio  between  the  quantities  of  the  combin- 
ing elements  is  found  to  hold  good  in  every  series  of  compounds 
formed  by  the  union  of  two  elements  with  each  other.  A  certain 
quantity  of  one  of  the  elements  combines  with  a  certain  quantity 
of  the  other :  in  the  next  compound  with  twice  as  much  as  in  the 
first ;  in  the  next  with  three  times  as  much ;  in  the  next  with 
four  times  as  much,  and  so  on. 

An  excellent  example  of  this  regularity  is  afforded  by  the 
series  of  compounds  which  nitrogen  forms  with  oxygen.  They  are 
1  c 
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Nitrogen, 
63-64 
46-67 
36-84 

30'43 


five  in  number,  and  contain  in  100  parts  of  eaeh,  the  following 
ratio  of  their  constituents,  the  oxygen  increasing  in  amount  from 
the  first  to  the  fifth  : — 

Oxygen. 

Nitrous  oxide  Z^'Z^ 

Nitric  oxide  53 '33 

Nitrous  anhydride  .  .  .  .  63-16 
Peroxide  of  nitrogen  *  .  .  69-57 
Nitric  anhydride     ....    74-07  ...  25-93 

Now  on  comparing  quantities  of  each  of  these  different  com- 
pounds which  contain  equal  quantities  of  nitrogen,  and  in  the 
order  in  which  the  compounds  stand  in  the  foregoing  table,  it  will 
be  seen  that  the  oxygen  increases  in  quantity  in  the  proportion 
of  T,  2,  3,  4,  and  5.  In  the  nitrous  oxide  the  quantity  of  nitrogen 
combined  with  16  parts  of  oxygen  is  28,  and  taking  this  amount 
of  nitrogen  in  each  case,  we  obtain  by  proportion  the  following 
series : — 


Oxygen. 

Nitrogen. 

36-36  : 

63-64  : 

:  16 

:  28 

5333  : 

46-67  : 

:      32  (16x2) 

:  28 

63-16  : 

36-84  : 

:      48  (16x3) 

28 

69-57  : 

30*43  : 

:      64  (16  X  4) 

28 

74-07  : 

25-93  : 

80  (16  X  5) 

38 

the  quantity  of  the  oxygen  increasing  progressively,  in  the  propor- 
tion of  16,  twice  16,  3  times  16,  4  times  16,  and  5  times  16. 

In  some  cases  the  ratio  in  which  the  elements  unite  is  rather 
less  simple,  two  parts  of  one  element  combining  with  3,  5,  or  7 
of  the  other. 

This  important  law  was  first  clearly  established  by  Dalton. 

(11)  The  third  law  of  combination  is  usually  known  as  the 
Law  of  Equivalent  Proportions.  It  may  be  stated  as  follows : — 
Each  elementary  substance,  in  combining  with  other  elements,  or  in 
displacing  others  from  their  combinations,  does  so  in  a  fixed  ratio, 
which  may  be  represented  numerically. 

This  principle  of  equivalent  ratio  may  be  illustrated  by  refe- 
I'ence  to  the  experiments  upon  the  displacement  of  the  metals 
from  solutions  of  their  nitrates  (p.  12),  or  still  more  simply  from 
solutions  of  their  chlorides,  by  the  introduction  of  some  other 
metal,  the  attraction  of  which  for  the  chlorine  is  stronger  than 
that  of  the  metal  with  which  it  is  already  combined.  When,  for 
instance,  a  slip  of  copper  is  introduced  into  a  solution  of  mercuric 
chloride,  the  two  metals  change  places,  owing  to  the  stronger 
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chemical  attraction  of  the  chlorine  for  the  copper  than  for  the 
mercury ;  a  portion  of  the  copper  is  dissolved^  cupric  chloride  is 
formed,  and  a  corresponding  quantity  of  mercury  is  deposited.  On 
making  the  experiment  with  suitable  care,  it  is  found  that  for 
each  3174  milligrammes  of  copper  dissolved,  100  of  mercury  are 
separated  in  globules.  In  a  similar  way,  when  a  strip  of  zinc  is 
placed  in  a  solution  of  cupric  chloride,  a  deposit  of  metallic  copper 
is  separated,  and  for  every  3174  mgrms.  of  copper  thrown  down, 
the  zinc  will  lose  32-5  mgrms.  in  weight,  whilst  a  corresponding 
amount  of  zincic  chloride  is  formed  in  the  liquid.  Finally,  if 
into  a  solution  of  hydrochloric  acid  a  rod  of  zinc  be  introduced, 
hydrogen  will  be  set  free ;  and  if  the  volume  of  the  gas  be  mea- 
sured, it  will  be  found  that  i  mgrm.  of  hydrogen  is  liberated 
for  every  32*5  mgrms.  of  zinc  dissolved. 

From  this  series  of  experiments  we  learn  that  different  but 
definite  amounts  of  the  various  metals  are  capable  of  displacing 
each  other;  for  it  appears  that  100  parts  of  mercury,  31*74  of 
copper,  33*5  of  zinc,  and  i  of  hydrogen,  are  each  capable  of  ex- 
actly supplying  the  place  of  the  other,  in  combination  with  one 
uniform  amount  (35*5  parts)  of  chlorine;  and  these  different 
quantities  of  the  metals  are  said  to  be  chemically  equivalent  to 
each  other,  and  the  numbers  obtained  in  this  way  form  the  com- 
bining ratios  of  the  different  elements.  For  the  purpose  of  con- 
veniently comparing  together  the  quantities  of  the  different  ele- 
ments which  are  thus  equivalent  to  each  other,  it  is  necessary  to 
select  one  element  as  the  unit  or  standard  of  comparison.  With 
this  view  chemists  have  agreed  to  take  hydrogen  as  their  unit 
or  starting-point,  since  it  is  the  element  which  enters  into  com- 
bination with  a  smaller  equivalent  part  than  any  other.  It 
must  not,  however,  be  supposed  that  the  equivalent  quantities  of 
the  elements  can  usually  be  ascertained  by  direct  substitution  for 
a  given  quantity  of  hydrogen :  recourse  is  had  therefore  to  indi- 
rect processes,  such  as  the  determination  of  the  ratio  in  which 
each  element  unites  v/ith  a  fixed  quantity  of  some  other  element, 
such  as  chlorine  or  oxygen.  It  is  important  to  distinguish 
between  the  ideas  chemical  equivalent  and  combining  proportion,  or 
more  correctly,  combining  ratio.  Bodies  can  only  be  said  to  be 
equivalent  to  each  other  when  they  can  be  substituted  for  each 
other  in  combination,  and  form  compounds  more  or  less  analogous; 
the  proportion  in  which  they  thus  displace  each  other,  constitutes 
their  equivalent  proportion  or  numerical  chemical  equivalent. 
Definite  quantities  of  silver,  copper,  iron,  zinc,  and  potassium,  for 
example,  may  be  substituted  one  for  the  other  in  combination 
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with  a  given  quantity  of  chlorine.  In  like  manner,  certain  quan- 
tities of  chlorine,  of  bromine,  and  of  iodine,  may  be  made  to 
combine  with  a  given  quantity  of  silver;  the  quantity  of  bromine 
which  will  displace  the  iodine,  or  that  of  chlorine  which  M'ill  dis- 
place the  bromine,  being  the  true  equivalent  quantities  of  these 
elements,  when  compared  with  each  other.  It  must  not  be  sup- 
posed that  this  equivalence  implies  any  equivalence  of  chemical 
energy  of  the  different  elements.  This  energy  may  be,  to  some 
extent,  measured  by  the  quantity  of  heat  evolved  during  the 
combination  of  the  elements  with  one  another,  and  this  is  bv  no 
means  the  same  when  equivalents  of  different  elements  are  em- 
ployed (199  et  seq.).  But  if  we  compare  a  certain  quantity  of 
chlorine  with  a  quantity  of  potassic  chloride  which  contains  an 
equal  quantity  of  chlorine  (inasmuch  as  chlorine  and  potassic 
chloride  cannot  be  substituted  one  for  the  other  in  any  com- 
pound), the  number  which  represents  that  ratio  in  which  the  two 
elements  have  united  to  form  potassic  chloride  cannot,  as  com- 
pared with  the  standard  quantity  of  chlorine,  properly  be  called 
its  equivalent,  but  only  its  combining  proportion,  or  combining 
ratio. 

(12)  Tables  of  Equivalent  Numbers. — Chemists  are  in  the 
habit  of  referring  the  results  obtained  by  analysis  to  the  quantity 
contained  in  100  parts  of  the  body  submitted  to  experiment.  For 
instance,  it  has  been  ascertained  by  analysis  that  100  parts  of 
hydrochloric  acid  contain  97"26  of  chlorine,  and  2*74  of  hydrogen; 
that  TOO  parts  of  zincic  chloride  contain  52*21  of  chlorine,  and 
4779  of  zinc ;  that  100  of  cupric  chloride  contain  52 "80  of 
chlorine,  and  47*20  of  copper ;  that  100  of  mercuric  chloride  con- 
tain 26*20  of  chlorine,  and  73*80  of  mercury;  and  that  100  of 
argentic  chloride  contain  24*74  of  chlorine,  and  75*26  of  silver. 
These  illustrations  are  sufficient  to  prove  that  the  quantity  of 
chlorine  is  not  the  same  in  the  compounds  which  it  forms  with 
the  several  elements  ;  but  this  method  of  stating  the  result  is 
not  adapted  to  exhibit  the  numerical  relations  of  these  quantities 
in  their  simplest  form.  These  relations  are  rendered  much  more 
evident  in  the  following  way.  Having  ascertained  the  quantity 
of  each  constituent  in  100  parts  of  the  various  compounds  which 
each  elementary  body  forms  when  it  combines  with  chlorine,  let  us 
determine  by  calculation  that  ratio  in  which  each  element  unites 
with  the  same  fixed  quantity  of  chlorine,  and  let  us  take  for  our 
fixed  quantity  of  chlorine  the  quantity  of  it  which  enters  into 
combination  with  i  part  (say  i  gramme)  of  hydrogen.  This  is 
easily  calculated,  since  we  know  that  100  parts  of  hydrochloric 
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acid  contain  97-36  of  chlorine,  and  374  of  hydrogen ;  conse- 
quently 

374      :      97*26      ::       i       :  35-5 

or  35*5  grms.  of  chlorine  are  united  in  hydrochloric  acid  with  i 
grm.  of  hydrogen.  Now,  it  is  easy  to  ascertain,  by  similar  cal- 
culations, the  quantity  of  each  of  the  elements  enumerated  in  the 
foregoing  series  of  chlorides  which  is  combined  with  35*5  grms. 
of  chlorine. 

In  zincic  chloride,  for  example,  33*5  grms.  of  zinc  are  united 
with  35"5  of  chlorine  ;  for 

53-31      :      4779      :  :      35'5      '  3^'5 

In  cupric  chloride  35*5  of  chlorine  are  united  with  31-74  grms. 
of  copper ;  for 

53-8      :      47-3      :  :      35-5       :  31-74 

In  mercuric  chloride  35-5  grms.  of  chlorine  are  united  with  100 
of  mercury ;  for 

36-3        :      73-8        :  :      35-5      :  100 

whilst  in  argentic  chloride  35-5  of  chlorine  are  united  with  108 
grms.  of  silver ;  since 

2474     :      75"26       :  :  35*5 

consequently  one  part  of  hydrogen,  32-5  parts  of  zinc,  31-74  of 
copper,  100  of  mercury,  and  108  of  silver  are  chemically  equivalent 
to  each  other,  since  they  each  combine  with  the  same  quantity 
(35*5  parts)  of  chlorine. 

But  results,  when  obtained  by  experiments  conducted  on  this 
plan,  are  not  always  free  from  ambiguity,  for  there  are  cases  in 
which  the  same  metal  appears  to  have  more  than  one  equivalent 
number.  Mercury,  for  example,  forms  another  chloride,  calomel, 
which  is  quite  different  from  the  one  above  described ;  it  contains 
twice  the  quantity  of  mercury  combined  with  our  standard 
quantity  of  chlorine,  or  200  grms.  of  mercury  with  35-5  of  chlorine. 
In  like  manner  copper  forms  another  chloride,  which  contains 
twice  as  much  copper  as  the  one  above  described,  or  63-4  grms.  of 
copper  combined  with  35-5  grms.  of  chlorine. 

Which  of  these  two  proportions  of  mercury  or  of  copper  is  to 
be  taken  as  the  equivalent  of  the  metal?  Each  of  the  two 
numbers  thus  obtained  is  in  fact  the  true  equivalent  under  the 
particular  circumstances  ;  so  that  both  mercury  and  coj)per  have 
two  equivalents ;  and  the  same  thing  is  true  of  iron,  of  tin,  of  i^lati- 
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nnm,  and  of  several  other  elements.    The  ambiguity  thus  occa- 
sioned may,  however,  be  removed  by  means  of  a  conception  known , 
as  the  atomic  hypothesis,  first  distinctly  enunciated  by  Dalton, 
though  it  has  since  been  in  some  degree  modified. 

(i2  a)  Hypothesis  of  the  Atomic  Constitution  of  Matter. — 
Dalton's  atomic  theory  is  that  every  element  is  composed  of 
ultimate  particles  or  atoms,  which  cannot  be  further  subdivided  by 
chemical  or  mechanical  means.  That  these  atoms  are,  in  the 
same  element,  exactly  equal  in  size  and  in  weight,  and  absolutely 
similar  in  all  respects.  That  the  atoms  of  any  one  element  differ 
from  those  of  all  the  other  elements  in  mass  and  in  chemical 
properties.  And  that  whenever  combination  takes  place  between 
any  two  elements,  union  occurs  between  them  atom  to  atom.  If 
these  assumptions  be  admitted,  we  find — 

1°.  That  the  ratio  in  which  combination  occurs  must,  when 
the  same  compound  is  formed,  always  be  definite;  since  that 
ratio  is  determined  by  the  relative  weights  of  the  atoms  of  the 
combining  elements,  and  the  atom  cannot  be  subdivided. 

That  when  the  same  elements  unite  in  several  ratios, 
these  ratios  must  vary  according  to  the  terms  of  a  simple  series  of 
multiples,  since  each  atom  of  one  element  must  unite  with  the 
other  element  in  the  ratio  of  i,  of  2,  or  of  3  atoms,  or  in  some 
other  ratio  almost  equally  simple,  inasmuch  as  the  atom  does  not 
admit  of  subdivision. 

3°.  That  combination  must  occur  also  in  equivalent  propor- 
tion ;  since  the  equivalent  amounts  of  each  element  must  be  in 
the  proportion  either  of  the  weights  of  their  atoms,  or  of  a 
simple  multiple  of  those  weights. 

In  order  to  elucidate  these  statements  further,  let  us  suppose, 
for  example,  that  an  atom  of  mercury  weighs  200  times  as  much 
as  the  atom  of  hydrogen,  that  the  atom  of  silver  weighs  108  times 
as  much,  the  atom  of  sodium  23  times  as  much,  the  atom  of 
chlorine  35*5  times  as  much,  and  the  atom  of  oxygen  16  times  as 
much, — it  follows  that  when  chlorine  and  silver  unite  to  form 
argentic  chloride,  if  one  atom  of  each  element  enters  into  each 
molecule  of  the  compound,  this  chloride  must  necessarily  and  in- 
variably contain,  in  143-5  parts,  be  they  grammes,  grains,  or 
pounds,  108  of  silver,  and  35-5  of  chlorine. 

In  like  manner,  if  each  of  the  molecules  of  sodic  chloride  be 
formed  by  the  union  of  one  atom  of  sodium  with  one  atom  of 
chlorine,  then  58-5  parts  will  necessarily  consist  of  23  parts  of 
sodium,  and  35*5  of  chlorine. 

So  also,  if  each  molecule  of  water  consists  of  2  atoms  of 
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hydrogen  and  i  atom  of  oxygen^  it  must  happen  that  i8  parts  of 
water  will  always  contain  2,  parts  of  hydrogen  and  i6  of  oxygen. 
Again^  if  calomel  be  formed  of  i  atom  of  mercury  and  I  of  chlo- 
rine^  it  is  a  matter  of  necessity  that  in  235*5  P^i'ts  of  calomel, 
300  consist  of  mercury^  and  35*5  of  chlorine;  while,  if  corrosive 
sublimate  be  formed  by  the  union  of  i  atom  of  mercury  with  2 
atoms  of  chlorine,  271  parts  of  this  chloride  must  contain  200 
parts  of  mercury,  and  71  of  chlorine,  or  twice  as  much  chlorine 
as  is  found  in  calomel. 

Suppose  now  that  into  a  solution  of  corrosive  sublimate  a  slip 
of  copper  be  introduced  :  the  copper  will  displace  the  mercury  ; 
and  if  the  weight  of  the  atom  of  copper  be  63*4  times  that  of  the 
atom  of  hydrogen,  and  cupric  chloride  be  formed  by  the  union  of 
I  atom  of  copper  and  2  atoms  of  chlorine,  the  mercury  displaced 
must  be  in  the  proportion  of  200  parts  for  every  63"4  parts  of 
copper  which  enter  into  solution.  In  other  words,  63*4  parts  of 
copper  are  chemically  equivalent  to  200  parts  of  mercury. 

Dalton  indeed  supposed  that  the  chemical  equivalents  of  the 
elements  always  represented  the  relative  weights  of  their  atoms, 
and  hence  the  term  atomic  weight  has  often  been  employed  as 
synonymous  with  the  term  chemical  equivalent.  But  the  ideas 
involved  in  the  two  terms  are  essentially  distinct.  There  can 
only  be  one  atomic  weight  of  a  simple  substance  ;  but  as  we  have 
seen  in  the  case  of  mercury  and  of  copper,  there  may  be  two 
chemical  equivalents  for  the  same  element,  and,  in  some  cases, 
the  equivalents  may  be  even  more  numerous.  The  atomic  weight 
of  a  body  may  coincide  with  its  ordinary  chemical  equivalent, 
or  it  may  be  a  multiple  of  it.  The  equivalent  number  is  neces- 
sarily a  direct  experimental  result ;  whilst  the  number  adopted 
for  the  atomic  weight  is  arrived  at  from  considerations  often 
somewhat  complicated,  based  partly  on  the  law  of  gaseous  volumes 
(14),  partly  on  the  experimental  results  upon  the  specific  heat  of 
the  bodies  under  investigation  (172),  and  partly  on  the  isomor- 
phism or  similarity  in  crystalline  form  of  bodies  of  analogous 
constitution  (83). 

The  table  at  pp.  24,  25,  contains  a  list  of  the  elementary  bodies 
at  present  known  to  chemists,  with  the  atomic  weights  ascribed 
to  them  by  the  authorities  mentioned,  as  -well  as  the  symbols  by 
"which  each  element  is  indicated  in  describing  chemical  changes. 

(13)  Symbolic  Notation. — Before  proceeding  further,  it  will  be 
advantageous  to  describe  the  principles  of  notation,  as  applied  to 
the  construction  of  chemical  formulae.  This  notation  constitutes 
a  kind  of  short-hand,  which  materially  facilitates  the  representation 
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SYMBOLIC  NOTATION. 


of  cliemical  changes,  since  it  greatly  abridges  the  labour  of 
description,  and  after  a  little  practice,  enables  the  student  to  trace 
at  a  glance,  reactions  even  of  a  complicated  character.  Its  use 
has,  in  fact,  become  indispensable  both  to  the  teacher  and  to  the 
pupil. 

Every  elementary  substance  is  represented  by  a  symbol,  con- 
sisting of  the  first  letter  of  its  Latin  name ;  in  cases  where  more 
than  one  element  has  the  same  initial,  a  second  distinguishing 
letter  is  added.  Any  symbol,  when  it  stands  alone,  always  re- 
presents one  atom  of  the  body  which  it  indicates.  For  instance, 
the  symbol  O  stands  for  one  atom  of  oxygen  ;  H,  for  one  atom  of 
hydrogen ;  C,  for  one  atom,  of  carbon,  and  so  on.  The  symbols 
appropriated  to  the  various  elements  are  placed  opposite  to  them 
in  the  column  headed  Symbols  in  the  preceding  table. 

It  must  be  borne  in  mind  that  the  notation  employed  by 
chemists  is  not  a  true  algebraic  notation,  although  it  resembles  it 
in  appearance.  For  example,  the  juxtaposition  of  two  chemical 
symbols  constitutes  chemical  formula  ;  such  juxtaposition,  how- 
ever, indicates  chemical  combination,  not  multiplication ;  so  that 
a  compound  body  is  represented  by  writing  the  symbols  of  its 
constituent  atoms  side  by  side ;  for  example,  HCl  indicates  one 
molecule  of  hydrochloric  acid,  CaO  one  molecule  of  lime,  the 
quantities  included  in  each  formula  always  indicating  one  molecule 
of  the  compound. 

If  it  be  necessary  to  express  that  more  than  one  atom  of  a 
body  enters  into  the  formation  of  a  molecule,  the  object  is  attained 
by  writing  a  small  figure  to  the  right  of  the  symbol  below  the 
line ; — would  indicate  a  molecule  of  hydrogen  ;  H^Og,  a  mole- 
cule of  hydric  peroxide,  composed  of  2  atoms  of  hydrogen  and 
2  of  oxygen;  CO3,  one  molecule  of  carbonic  anhydride,  com- 
posed of  I  atom  of  carbon  and  2  atoms  of  oxygen,  and  so  on. 
Some  authors  place  the  small  figures  above  instead  of  below  the 
line,  and  write  2  atoms  of  hydrogen,  for  example,  as  H^. 

Secondary  compounds,  such  as  salts,  are  expressed  in  an  analo- 
gous way,  the  metal  being  usually  placed  first,  CaC03  represent- 
ing one  molecule  of  calcic  carbonate.  When  a  comma  is  used  to 
separate  two  members  of  a  formula,  these  two  members  are  re- 
presented as  united  chemically,  and  a  more  intimate  union  is  sup- 
posed than  when  the  sign  of  a  period  is  used  to  separate  them. 
For  instance,  in  the  formula  for  crystallized  sulphate  of  magnesium 
and  potassium  (MgS04,K3S04 .  6H2O),  the  compound  MgSO^  is 
supposed  to  be  more  intimately  united  with  KgSO^  than  the  6H2O, 
which  may  be  readily  expelled  by  heat.    Where  it  is  necessary 
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to  indicate  more  than  one  molecule  of  a  compound^  the  whole 
formula  of  that  compound  is  preceded  by  the  indicating  number. 
If,  for  example^  H  be  i  atom  of  hydrogen,  11„  its  molecule^  3Hg 
will  indicate  3  molecules  of  hydrogen.  If  brackets  be  used,  the 
figure  prefixed  or  subjoined,  multiplies  nothing  beyond  the  sym- 
bols included  within  the  brackets,  as  for  example,  3  (MgSO^ 
7  HgO),  three  molecules  of  crystallized  magnesic  sulphate  ;  (HgN)^, 
four  molecules  of  ammonia.  The  use  of  brackets  is  often 
neglected,  and  then  the  figure  prefixed  multiplies  all  the  sym- 
bols included  between  it  and  the  next  comma  or  period,  or 
sign  of  addition  or  of  equality. 

The  sign  4-  should  never  be  used  to  connect  together  the 
constituents  of  the  same  compound,  but  should  be  employed  only 
to  indicate  cases  of  true  addition,  in  which  two  diflFerent  bodies 
are  actually  mixed  with  each  other,  although  many  chemists 
neglect,  with  manifest  inconvenience,  to  attend  to  this  rule.  The 
sign  =  does  not  indicate  identity  or  absolute  equality,  but  is 
usually  employed  in  the  sense  of  the  word  '  yields and  when 
placed  between  the  two  members  of  an  equation,  it  indicates  that 
if  the  compounds  which  precede  it  are  mixed  with  due  precau- 
tion, the  result  of  the  chemical  changes  which  occur  will  be  such 
as  is  represented  by  the  arrangement  of  the  symbols  placed  after 
the  sign  =. 

A  little  practice  will  make  these  various  modifications 
familiar  to  the  mind.  To  expedite  the  acquisition  of  this  know- 
ledge, the  student  will  find  it  advantageous  to  exercise  himself  in 
the  expression  of  chemical  changes  by  symbols,  whenever  the 
opportunity  occurs,  until  he  is  thoroughly  acquainted  with  their 
signification  and  use. 

(14)  Law  of  Volumes. — When  bodies  are  capable  of  assuming 
the  form  of  gas  or  vapour,  a  very  simple  relation  exists  between 
the  volumes  of  any  two  gases  which  combine  together,  and  the 
volume  of  the  gaseous  compound  formed  by  their  union.  This 
important  observation  is  due  to  Gay-Lussac.  It  has  been  found, 
for  example,  that  two  gases  unite  together  either  in  the  proportion 
of  equal  volumes,  or  else  that  two  volumes  of  a  given  gas  which 
may  be  distinguished  as  A,  combine  with  one  volume  of  a  second 
gas  which  may  be  called  B,  or  that  three  volumes  of  A  unite 
with  one  of  B,  or  sometimes  that  three  volumes  of  A  unite  with 
two  of  B.  Some  simple  ratio  of  this  kind  is  always  observed 
between  the  volumes  of  two  gases  which  enter  into  combination. 
The  cause  of  this  uniformity  depends  upon  the  fact  that  if  quan- 
tities of  each  element  be  compared  in  the  ratio  of  their  atomic 
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weights,  when  converted  into  vapour  (under  similar  conditions  of 
temperature  and  pressure)  they  will  all  yield  the  same  volume  of 
vapour,  except  in  the  cases  of  mercury,  cadmium,  and  zinc, 
which  give  double  the  volume,  and  phosphorus  and  arsenic, 
which  yield  one  half  of  the  volume  of  the  corresponding 
quantity  of  hydrogen. 

For  example,  in  the  following  table  we  take  a  number  of 
grammes  of  hydrogen,  of  nitrogen,  of  oxygen,  and  of  chlorine, 
corresponding  with  the  atomic  weight  of  each  element  respectively, 
and  the  result  is  in  all  cases  a  volume  of  ii-i6  litres: — 

Litres. 

_       PI    T  ,  f32°F.and20"Q22inchesBar.l 

I  gramme  of  hydrogen,  at  on  ^  -ir    x  =ii'i6 

[    (oro°C.  &  76omillim.)  j 

14  grammes  of  nitrogen  r=:ii'i6 

16  grammes  of  oxygen  =ii"i6 

35*5  grammes  of  chlorine  =ii'i6 

and  so  on. 

In  other  words,  gaseous  nitrogen  is  14  times  as  dense  as 
hydrogen,  oxygen  16  times  as  dense,  and  chlorine  35'5  times  as 
dense  as  hydrogen,  when  compared  under  equal  pressures,  and 
at  the  same  temperatures. 

In  order  to  facilitate  the  calculation  of  the  weight  of  a 
volume  of  gas,  Dr.  Hofmann  has  proposed  the  use  of  a  unit  which 
he  calls  the  crith  (from  KpiOi),  a  barley-corn).  This  is  the  weight 
of  a  litre  of  hydrogen  at  0°  C.  and  760  millim.  Bar.  or  0*0896 
gramme.  One  litre  of  nitrogen  will  therefore  be  14  cviths  or 
o"o896  X  14  =  I '2544  gramme. 

Combination  by  volume,  therefore,  is  to  be  carefully  distin- 
guished from  combination  by  weight because  when  the  volumes 
are  the  same  the  weights  are  different,  and  when  the  weights  are 
the  same  the  volumes  are  different. 

After  the  union  of  the  gases  with  each  other,  the  volume  of 
the  compound,  though  it  is  often  less  than  the  joint  volume  of 
the  two  separate  gases,  yet  bears  a  simple  relation  to  it.  It  may 
happen  that  two  gases  unite  without  undergoing  any  change 
of  volume ;  this  only  occurs  when  the  constituent  gases  combine 
in  equal  volumes ;  in  other  cases  three  volumes  of  the  gases  may 
become  condensed  into  two ;  or  three  volumes  may  occupy  one 
volume;  or,  again,  two  volumes  may  be  condensed  into  one 
volume.  In  no  case  do  the  combined  gases  occupy  a  larger 
volume  than  they  did  when  separate. 

The  mode  of  combination  of  hydrogen  with  chlorine  and  with 
oxygen  may  be  taken  as  an  illustration  of  some  of  these  points. 
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Hvclrogen  gas  and  gaseous  cMorine  unite  in  the  ratio  of  one 
volume  of  eacli  to  form  hydrochloric  acid^  or  one  part  bij  weight 
of  hydrogen  to  35*5  parts  by  weight  of  chlorine,  the  two  gases 
after  their  combination  still  occupying  two  volumes,  or  the  same 
volume  which  they  did  when  separate^  though  their  united  weight 
is  of  course  36-5.  But  when  hydrogen  gas  combines  with  oxygen 
gas  in  the  formation  of  water,  union  takes  place  in  the  ratio  of 
two  volumes  of  hydrogen  to  one  volume  of  oxygen.  This,  there- 
fore, corresponds  by  weight  to  2  parts  of  hydrogen  and  16  of 
oxygen.  Supposing  that  the  two  gases  before  their  union  were 
heated  to  a  temperature  above  the  boiling-point  of  water,  say  to 
120°  C,  and  the  product  of  the  combination  after  union  is  still 
kept  at  the  same  temperature,  the  steam  produced,  instead  of 
occupying  three  volumes,  becomes  condensed  into  two;  but  the 
weight  of  the  steam  formed  is  equal  to  that  of  the  united  weights  of 
the  oxygen  and  hydrogen  which  have  entered  into  its  composition. 

Compound  gases  and  vapours,  in  combining,  follow  the  same 
regularity  and  simplicity  in  the  ratios  by  volume  in  which  they 
unite,  as  is  observed  to  prevail  among  elementary  bodies ;  and 
the  compounds  resulting  from  such  union,  when  gaseous,  or  con- 
vertible into  vapour,  exhibit  the  same  equally  simple  ratio  in 
volume  to  that  of  their  components. 

In  order  to  give  precision  to  our  language,  although  it  would 
be  premature  at  this  point  to  enter  into  the  reasons  in  detail, 
it  will  be  convenient  here  to  draw  a  distinction  between  two  mag- 
nitudes of  the  component  pai'ticles  of  all  elementary  bodies — viz. : 
I.  the  Atom,  or  smallest  and  chemically-indivisible  particle  of 
each  element  which  can  exist  in  a  compound,  united  with  other 
particles  either  of  the  same  or  of  different  elements,  but  which 
is  not  known  in  a  separate  form  except  in  the  cases  of  some 
elements  such  as  mercury  and  cadmium;  and  2,  the  Molecule  or  the 
smallest  quantity  of  any  elementary  substance  which  is  capable 
of  existing  in  a  separate  form.     H,  for  instance,  represents  the 
atom  of  hydrogen,  whilst  HH,   or  H^,  indicates  its  molecule. 
Each  molecule  of  chlorine  and  of  the  other  allied  elements,  when 
in  the  gaseous  state,  appears  to  consist  of  2  atoms.  Assuming 
that  the  molecule  of  any  element  in  vapour  always  occupies  a 
volumes,  the  atom  of  hydrogen  being  i  volume  |    |,  or  (H=i),  the 
molecules  of  oxygen,  sulphur,  selenium,  and  tellurium,  each  con- 
tain 2  atoms ;  but  certain  metals,  such  as  mercury  and  cadmium, 
yield  a  vapour  the  molecule  of  which  contains  only  a  single  atom 
of  the  element ;  and  if  it  were  possible  to  make  the  experiment 
with  the  other  analogous  metals— magnesium,  copper,  &c. — it  is 
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probable  that  the  molecule  of  each  member  of  this  class  of  elements 
would  be  found  to  contain  but  a  single  atom. 

The  molecule  of  nitrogen  contains  2  atoms  ;  but  the  molecules 
of  phosphorus  and  of  arsenicum  each  contain  4  atoms.  Analogy- 
leads  to  the  conclusion  that  the  molecules  of  antimony  and  of 
bismuth  also  each  contain  4  atoms. 

Some  of  these  relations  are  indicated  in  the  following  table : — 


Element. 

Atomic 

Molecular 

Mol. 

Relative 

Weight. 

Weight. 

Vol. 

Weight. 

Hydrogen .  .  . 

H  =:  I 

Ho 

=z  2 

1  !  1 

T 
X 

Chlorine  .  .  . 

CI  =  -^K-K 

=  71 

_ 

1 — 1  1 

Oxygen  .... 

0  =  16 

0. 

=  32 



1  1  I 

16 

Sulphur .... 

S  =32 

=  64 

LLJ 

32 

Selenium  .  .  . 

Se  =  79-5 

Sej, 

1  1  1 

79-5 

Tellurium .  .  . 

Te  =  129 

Te, 

=  258 

1  1  1 

129 

Mercury  .  .  . 

Hg=  200 

Hg 

=  200 

1  ,  1 

100 

Cadmium  .  .  . 

Cd=  112 

Cd 

=  112 

1  1 

56 

Zinc  

Zn=  65 

Zn 

=  65 

□ 

32-5 

Nitrogen  .  .  . 

N  =  14 

=  28 

14 

Phosphorus .  . 

P  =  31 

P4 

=  124 

uin 

62 

Arsenic  .... 

As=  75 

As^ 

=  300 

1 M 1 1 

150 

The  application  of  the  terms  atom  and  molecule  may  be  ex- 
tended to  compound  substances,  the  atom  of  a  compound  being  the 
smallest  quantity  of  any  compound  substance  which  is  capable  of 
existing  in  combination  with  other  particles  of  matter;  and  the 
molecule  of  a  compound  is,  as  before,  the  smallest  quantity  of  that 
substance  which  can  exist  in  an  isolated  or  separate  coudition : 
if,  for  instance,  C3H5  represent  the  compound  atom  of  ethyl  (the 
radicle  of  ether),  {C^U.^,  C2H5),  or  (0^115)2,  would  indicate  its 
molecule. 

Since  the  terms  atom  and  compound  are  usually  employed  to 
indicate  precisely  opposite  things  (a  compound  being  divisible  and 
an  atom  indivisible),  it  will  be  necessary  to  guard  against  a  mis- 
understanding of  the  expression  atom  of  a  compound.  For  this 
purpose  some  chemists  call  the  quantity  of  ethyl  represented  by 
CgHg  the  semi-molecule ;  in  the  same  way  that  H  represents  the 
semi-molecule  of  hydrogen.  The  semi-molecule,  which  in  this 
case  corresponds  to  the  atom  of  an  element  such  as  hydrogen 
or  chlorine,  is  not  always  the  quantity  of  a  compound  which 
exists  in  combination :  for  just  as  the  atom  and  molecule  of 
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cadmium  and  mercury  are  of  the  same  weight,  so  some  com- 
pounds, such  as  ammonia,  NH3,  and  ethylene,  CgH^,  unite  by 
molecules  and  not  by  semi-molecules. 

It  will  be  shown  hereafter  that  equal  volumes  of  every  gas 
and  vapour,  whether  simple  or  compound,  expand  equally  for 
equal  increments  of  heat,  if  both  are  compared  at  the  same  tem- 
peratures (134).  The  same  is  true  when  equal  volumes  of  the 
different  gases  are  submitted  to  an  equal  increase  or  diminution 
of  pressure  (27).  Hence  it  appears  to  be  a  legitimate  and 
necessary  conclusion  that  equal  volumes  of  all  gases,  whether 
simple  or  compound,  contain  an  equal  number  of  molecules  of 
their  constituents. 

The  volume  of  the  molecule  of  a  compound  body,  in  the 
aeriform  state,  is  exactly  double  the  volume  of  the  atom  of  hydro- 
gen. To  this  rule,  indeed,  there  are  some  exceptions,  real  or 
apparent;  but  the  number  of  these  is  gradually  diminishing, 
under  the  explanations  afforded  from  time  to  time  by  the  progress 
of  science. 

When  the  complicated  bodies  met  with  in  organic  chemistry 
admit  of  being  vaporized  without  undergoing  decomposition,  they 
obey  this  law  of  vapour  volume  as  strictly  as  the  simplest  combi- 
nations of  inorganic  nature,  however  numerous  the  atoms  which 
enter  into  the  formation  of  their  molecule.  A  molecule  of  alcohol 
(CgHgO),  or  a  molecule  of  the  still  more  complex  body  aniline 
(CgH^N),  for  instance,  yields  the  same  volume  of  vapour  as  a 
molecule  of  hydrochloric  acid  (HCl).  Consequently,  if  the  weight 
of  a  given  bulk  of  hydrogen,  the  lightest  substance  known,  be 
taken  as  the  unit  of  comparison,  the  vapour  density  of  a  compound 
body  is  represented  by  half  its  molecular  weight.  This  number 
will  be  designated  constantly  hereafter,  in  speaking  of  vapour 
densities  as  the  relative  weight  of  the  vapour.    For  example : — 

Equal  Molecular  Eelative 

vols.  weight.  weight. 

Hydrogen  gas .    .    .  (HH)      |    j    {       3  i 


Hydrochloric  acid  gas  (HCl)         |  ~|  36.5  i8"25 

Aqueous  vapour    .    .  (HgO)         |  [  18  9 

Alcohol  vapour    .    .  (CgHgO)  |    |  |  46  33 

Aniline  vapour     .    .  (C^HyN)  \~\  [  93  45-5 

(15)  Applications  of  the  Law  of  Combining  Proportion  or 
Combining  Ratio. — Compound  bodies  unite  with  other  compounds, 
just  as  simple  bodies  unite  with  other  simple  ones,  and  the  com- 
bining proportions  or  molecular  weights  of  such  compounds  are 
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represented  by  the  sum  of  the  atomic  weights  of  all  the  elements 
which  enter  into  their  composition  ;  the  molecular  weights  of  the 
compound  can  never  be  less  than  that  sum,  but  sometimes  it  is  a 
multiple  of  that  number.  For  example,  the  molecular  weights  of 
the  following  compounds  are  thus  obtained  : — 

Hydrochloric  acid  .  (i  At.  H    =  i  +iAt.  CI  =35-5)  HCl  =36'^ 

Ammonia  (3  At.  H    =  3  +1  At.  N   =14)  H3N  =17-0 

Common  salt  (so-l   ,    .  ,  ,t  ,     . .  ^, 

dicchloride  .  .]  (lAt.Na  =23  +1  At.  CI  =35-5)  NaCl=58-5 

Water  (2  At.  H    =  2  +1  At.  0    =16)  H^O  =i8-o 

Anhydrous  potash  .  (2  At.  K    =78  2  +  1  At.  0    =16)  K.,0  =04-2 

Potassic  hydrate  .  .  (i  At.  K    =39-1  +  1  At.  H  =1  +  1  At.0=i6)  KHO=56-r 

""'Sate  ^^.^":)(iMol.H3N=r7   + 1  Mol. HCl=36-5)       H3N.  HCl  =53.5 

The  law  of  combining  proportions  holds  good  not  only  be- 
tween the  compounds  formed  by  the  union  of  simple  substances 
with  each  other,  but  also  between  the  bodies  formed  by  the  com- 
bination of  compound  substances  with  other  compounds.  Indeed, 
the  reactions  between  compounds  often  exhibit  very  striking 
exemplifications  both  of  the  generality  of  this  law  and  of  the 
manner  in  which  it  may  be  turned  to  useful  account.  The  fol- 
lowing example  of  the  reaction  between  common  salt,  or  sodic 
chloride,  and  argentic  nitrate,  will  afford  an  illustration  of  this 
kind. 

Sodic  chloride  is  a  compound  of  i  atom  or  23  parts  of  sodium 
and  I  atom  or  35"5  parts  of  chlorine :  its  molecular  weight  is 
therefore  58'5.  In  like  manner,  argentic  nitrate  consists  of  i 
atom  or  108  parts  of  silver,  1  atom  or  14  parts  of  nitrogen,  and 
3  atoms  or  48  parts  of  oxygen,  forming  together  1 70,  which  we 
should  expect  to  represent  its  molecular  weight.  This  salt,  when 
dissolved  in  water>  is  without  action  upon  either  red  or  blue 
litmus  paper.  Common  salt  is  likewise  perfectly  neutral  in  its 
reactions  upon  coloured  tests. 

If  we  mix  together  a  solution  of  ^8'^  milligrammes  of  sodic 
chloride  with  a  solution  of  1 70  mgrms.  of  argentic  nitrate,  a  very 
instructive  result  is  obtained  :  the  sodium  and  the  silver  change 
places ;  the  nitrogen  and  oxygen  unite  with  the  sodium  to  form 
sodic  nitrate;  and  the  chlorine  unites  with  the  silver  to  form 
argentic  chloride.  This  chloride  is  insohible,  and  is  therefore 
precipitated  in  white  fiocculi.  But  the  remarkable  point  is,  tliat 
there  is  neither  more  nor  less  of  the  nitrogen  and  oxygen  than 
is  required  by  the  sodium,  neither  more  nor  less  chlorine  than 
will  combine  with  the  silver :  35-5  mgrms.  of  chlorine  are 
chemically  equivalent  to  the  62  mgrms.  of  nitrion  (NO3),  and 
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may  be  substituted  for  them  in  combination ;  and  io8  mgrms.  of 
silver  are  as  truly  equivalent  to  23  of  sodium. 

This  interchange,  or  double  decomposition  as  it  is  often  termed, 
is  illustrated  by  the  diagram  that  follows 


Before  Decomposition. 


58-5 


So  die 
chloride 


[Argentic 
17°  °  I  nitrate 


228-5 


35'5  Chlorine 
23*0  Sodium  , 
i4'o  Nitrogen 
48"0  Oxygen 
loS'o  Silver 

228-5 


After  Decomposition. 
^•^  ^  [  chloride 

(Sodic 
•5  °  [  nitrate 

228-5 


The  solutions  after  mixture  are  still  without  action  upon 
either  blue  or  red  litmus  paper. 

If  iastead  of  using  exactly  the  equivalent  quantities  of  the 
two  salts,  an  excess  of  either  had  been  employed, — say  that  2CO 
instead  of  170  milligrammes  of  argentic,  nitrate  had  been  used, — 
this  excess  of  30  mgrms.  would  not  have  influenced  the  result, 
but  would  have  remained  unchanged  in  the  solution.  One  great 
advantage,  therefore,  that  is  derived  from  the  employment  of  a 
table  of  atomic  weights,  is  economy  in  the  use  of  the  materials 
employed  in  the  formation  of  compounds,  since  by  its  means  it  is 
possible  to  calculate  the  exact  proportions  of  the  chemical  agents 
required  to  obtain  the  full  effect  of  their  mutual  reaction. 

The  law  of  combining  proportions  also  forms  the  basis  upon 
which  most  of  the  calculations  in  chemical  analysis  are  founded. 
Suppose  it  were  desired  to  ascertain  the  proportion  of  silver 
present  in  tbe  solution  ,of  argentic  nitrate.  By  collecting  on  a 
filter  the  precipitate  produced  on  adding  sodic  chloride  in  slight 
excess  to  a  given  volume  of  the  liquid,  then  washing,  drying,  and 
weighing  the  powder  with  suitable  precautions,  the  quantity  of 
silver  can  be  at  once  calculated ;  for  it  is  a  necessary  consequence 
of  the  law  of  combination  that  every  143-5  mgrms.  of  chloride  of 
silver  contain  108  mgrms.  of  silver.  From  this  result  the  pro- 
portion of  argentic  nitrate  in  the  solution  could  also  be  deduced 


*  The  same  changes  may  he  represented  in  a  single  line  by  the  use  of  symbols, 
which,  if  the  atomic  weights  of  the  various  elements  be  remembered,  convey  the 
same  information  as  a  detailed  description  :  e.g. : — 

Sodic  chlorido.  Argentic  nitrate.  Argentic  cliloride.  Sodic  nitrate. 

NaCl        +      AJNO3        =      AgCl        +  IMO^ 

1  D 
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with  equal  ease,  inasmuch  as  jo8  mgrms.  of  silver  require  for 
couversiou  into  nitrate  62  mgrms.  of  nitrion,  and  therefore  repre- 
sent 170  mgrms.  of  argentic  nitrate;  consequently  I43'5  mgrms. 
of  argentic  chloride  indicate  the  presence  of  170  mgrms.  of 
argentic  nitrate  in  the  liquid  under  examination. 

(16)  Equivalency  of  the  Elements. — From  what  has  been 
already  stated  (p.  23)  it  is  clear  that  the  atom  of  one  element  is 
by  no  means  necessarily  equivalent  in  chemical  power  to  the 
atom  of  another  element.  The  most  recent  investigations,  in 
fact,  show  that  the  elementary  bodies  may  be  arranged  in  groups, 
according  to  their  chemical  equivalency  in  relation  to  hydrogen, 
as  follows — viz.  : — 

1.  Monads,  or  Uniequivalent  Elements,  in  which  one  atom  of 
each  in  combination  is  usually  equivalent  to  H,  or  one  atom 
of  hydrogen.  In  these  the  atomic  and  equivalent  numbers  are 
identical, 

2.  Dyads,  or  Biequivalent  Elements,  in  each  of  which  one 
atom,  in  combining  with  other  bodies,  is  generally  equivalent  to 
Hg,  or  two  atoms  of  hydrogen.  In  these  the  atomic  number  is 
double  the  equivalent  number. 

3.  Triads,  or  Terequivalent  Elements,  in  each  of  which  one 
atom,  in  entering  into  combination  wdth  other  bodies,  is  generally 
equivalent  to  Hg,  or  three  atoms  of  hydrogen. 

4.  Tetrads,  or  Qua dr equivalent  Elements,  each  of  which  in 
combining  represents  H^,  or  four  atoms  of  hydrogen. 

5.  Pentads,  or  Elements,  each  of  -vyhich  in  combining  repre- 
sents 5  atoms  of  hydrogen. 

6.  Hexads,  or  Elements,  each  atom  of  which  in  combining 
may  represent  6  atoms  of  hydrogen.  ■ 

Occasionally  it  will  be  found  convenient  to  indicate  the  equi- 
valent power  of  an  element  by  affixing  dashes  or  Boman  numerals 
to  the  symbols.  Ca",  for  example,  would  indicate  the  biequiva- 
lent power  of  the  proportion  of  calcium  represented  by  its  symbol ; 
V"  would  indicate  the  terequivalent  power  of  phosphorus ;  Sn^^ 
the  quadrequivalent  power  of  tin,  and  so  on. 

In  the  following  table  the  principal  elements  are  arranged 
into  six  groups  upon  the  principle  just  indicated : — 
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Monads. 

Elements 
equivalent  to 
I  atom  of 
hydrogen. 

Dyads. 

Elements 
equivalent  to 
2  atoms  of 

It  YUl  U^Cli* 

Triads. 

Elements 
equivalent  to 
3  atoms  of 
hvdrns'PLl 

Tjjtrads. 

Elements 
equivalent  to 
4  ato.ns  of 
liydrogen. 

Pentads. 

Elements 
equivalent  to 
5  atoms  of 
hydrogen. 

Hbxads. 

Elements 
equivalent  to 
6  atoms  of 
hydrogen. 

Hydrogen 

Oxygen 

Gold 

Carbon 

Nitrogen 

Molybdenum 

Fluorine 

Sulphur 

llhodium 

Silicon 

Phosphorus 

Tungsten 

Chlorine 

Selenium 

Boron 

Titanium 

Vanadium 

Osmium 

Bromine 

Tellurium 

Thallium 

Tin 

Arsenic 

Chromium 

Iodine 

Barium 

Zirconium 

Antimony 

M  anganese 

Lithium 

Strontium 

Thorinum 

Bismuth 

Ii'on 

Sodium 

Calcium 

Lead 

Niobium 

Potassium 

Magnesium 

Platinum 

Tantalum 

Rubidium 

Zinc 

Palladium 

Caesium 

Cadmium 

Iridium 

Silver 

Copper 

Ruthenium 

Mercury 

Aluminium 

Lanthanum 

Indium 

Didymium 

Gallium 

Glucinum 

Cobalt 

Yttrium 

Nicliel 

Erbium 

Cerium 

Uranium 

(i6  a)  Atomicity  of  the  Elements. — The  elements  of  these  six 
groups  have  also  different  combining  or  atom-fixing  powers.  Thus 
one  atom  of  a  monad,  can  only  be  united  to  one  atom  of  another 
monad  in  a  compound^  as  in  the  case  of  hydrochloric  acid,  where 
an  atom  of  chlorine  is  united  with  one  of  hydrogen.    The  dyads 
are  capable  of  fixing  two  monad  elements,  as  in  water,  consisting 
of  one  atom  of  oxygen  combined  with  two  of  hydrogen.  Again, 
triad  nitrogen  in  ammonia  is  united  with  three  atoms  of  hydrogen; 
and  in  ammonic  chloride  the  same  element  has  pentad  functions, 
being  combined  with  four  atoms  of  hydrogen  and  one  of  chlorine. 
Thus,  if  we  have  one  molecule  of  a  compound  containing  one 
atom  of  an  element  (of  which  the  atom-fixing  power  or  atomicity 
is  unknown)  united  with  hydrogen  or  other  monads,  we  can  usually 
measure  the  atomicity  of  the  element  by  the  number  of  monads 
present ;  for,  since  we  have  no  evidence  that  these  monads  can 
unite  with  more  than  one  other  element  at  one  time,  we  can  only 
explain  the  existence  of  such  compounds  as  ammonia,  NHg,  or 
marsh  gas,  CH^,  by  supposing  that  the  three  atoms  of  hydrogen 
in  the  former  and  the  four  of  hydrogen  in  the  latter  are  directly 
united  with  the  nitrogen  and  carbon  respectively.    The  atom  of 
nitrogen  thus  appears  to  have  three  combining  powers  or  points 
of  attachment,  or  bonds  which  enable  it  to  unite  with  three 
monad  elements  at  the  same  time;  similarly,  carbon  has  four 
such  bonds ;  oxygen  two,  while  hydrogen  and  the  other  monads 
have  only  one.    The  greatest  precaution  must  be  taken  against 
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allowing  the  mind  to  imagine  tliat  there  is  any  material  connect- 
ing link  between  atoms  in  chemical  compounds;  all  that  the 
term  bond  is  intended  to  imply  is  a  connexion  similar  to  that 
existing  between  the  members  of  the  solar  system;  and  without 
the  supposition  of  the  existence  of  some  such  force  it  is  difficult 
to  account  for  the  stability  of  chemical  substances. 

To  assist  in  comprehending  the  constitution  of  compounds, 
chemists  have  adopted  a  form  of  graphic  representation  of  the 
bonds  of  the  elements.  The  symbols  of  the  elements  in  a  com- 
pound are  joined  to  one  another  by  lines,  the  symbol  of  a  monad 
element  having  one  line,  a  dyad  two,  and  so  on.    Thus,  H — 

I  I 

— O —  — N —     — C —     The  compounds  hydrochloric  acid, 

water,  ammonia  and  marsh  gas,  would  be  represented  by 

H  H 

I  I 

H— CI      H— O— H  H— N— H      H— C— H 

H 

The  position  of  the  lines  is  of  course  immaterial,  the  only 
important  things  to  be  observed  are  their  number,  and  the  ele- 
ments to  which  they  are  attached.  Thus  carbonic  anhydride 
may  be  written  0  =  C  =  0  or  O'^C^O. 

The  atomicity  of  an  element  appears  to  be  variable  to  a  cer- 
tain extent ;  thus  nitrogen  is  pentad  in  ammonic  chloride,  triad 
in  ammonia  and  monad  in  nitrous  oxide,  but  it  will  be  noticed 
that  this  variation  takes  place  by  the  suppression  of  two  bonds 
at  a  time,  and  it  is  quite  easy  to  imagine  that  these  attractions 
neutralize  or  saturate  one  another;  so  that  the  three  compounds 
named  might  be  thus  formulated : — 

Ammonia.  Nitrous  Oxide. 

H 

I  n  n 

H— N— H  N— 0— N 

u  u  u 

The  maximum  or  absolute  atomicity  of  nitrogen  is  said  to  be 
5,  all  the  attractive  forces  being  active  in  ammonic  chloride ;  in 
ammonia  three  are  active  and  two  latent ;  and  in  nitrous  oxide 
one  is  active  in  each  atom  of  nitrogen  and  four  latent. 


Ammonic  Chloride. 
CI 


\ 

H 
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To  bring  the  symbolic  mode  of  representing  chemical  com- 
pounds into  relation  with  the  graphic  notation,  Dr.  Frankland 
has  proposed  that  the  symbol  of  the  element  having  the  highest 
atomicity  should  be  placed  at  the  commencement  of  the  formula, 
and  to  show  that  the  other  elements  of  the  compound  are  directly 
combined  with  this  binding  element  its  symbol  is  printed  in  a 
thicker  type.  Thus  the  symbolic  formulae  for  the  seven  compounds 
above  mentioned  would  be : — 
HClorClH    OH,       ITH3       CH^        CO,        NH^Cl.  ON, 

Hydrochloric      Water.      Ammonia.     Marsli  gas.    Carbonic       Ammonio  Nitrous 
acid.  anhydi'ide.       chloride.  oxide. 

The  details  of  this  introductory  chapter  are  necessary  to  the 
student  at  the  commencement  of  his  chemical  course  ;  but  the 
full  consideration  of  some  of  the  subjects  here  alluded  to,  such 
as  the  determination  of  the  atomic  weights,  and  the  discussion  of 
the  equivalency  of  the  elements,  will  be  resumed  as  preliminaries 
to  the  study  of  organic  chemistry. 


CHAPTER  II. 

WEIGHTS  ANI>  MEASURES  DENSITY. 

(17)  Weights  and  Measures. — The  foundation  of  all  accuracy 
in  experimental  science  consists  in  the  possibility  of  determining 
with  exactness  the  quantity  or  mass,  and  the  size  or  volume  of 
those  substances  which  are  submitted  to  examination.  In  gravity 
we  possess  an  unvarying  standard  of  comparison. 

Gravity  diminishes  slowly  from  the  pole  to  the  equator.  A 
mass  of  matter  which  would  compress  a  spring  with  a  force 
equal  to  that  of  194  at  the  equator,  would  act  upon  it  with  a 
force  of  about  195  at  the  poles.  This  difference  would  not,  of 
course,  be  perceived  iu  the  ordinary  mode  of  weighing  by  the 
balance,  as  both  the  weights  and  the  body  weighed  would  be 
similarly  and  equally  affected. 

The  common  process  of  weighing  consists  in  estimating  the 
attraction  with  which  any  given  mass  is  drawn  towards  the  earth, 
by  comparison  with  other  known  quantities  of  matter,  arbitrarily 
selected  for  the  purpose  ;  consequently,  the  weight  of  a  body  is  the 
expression  in  terms  of  the  standard  so  selected,  of  the  exact  amount 
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of  tension  or  pressure  wliicli  is  required  to  prevent  the  body  under 
examination  from  falling  to  the  ground. 

The  standard  of  mass  or  weight  used  in  this  country  is  an 
arbitrary  quantity  called  the  avoirdupois  pound,  which  is  sub- 
divided into  7000  grains.  It  was  enacted  in  1855,  'that  the 
platinum  weight  deposited  in  the  Exchequer  shall  be  denominated 
the  Imperial  standard  pound  avoirdupois,  and  that  the  y^Voth  of 
it  shall  be  a  grain,  while  5760  such  grains  shall  denote  one  pound 
troy.' 

The  system  of  weights  is  connected  with  the  measures  of 
volume  in  use  in  this  country,  through  the  medium  of  the  Imperial 
gallon;  which  is  defined  by  an  Act  of  Parliament  of  the  year 
1824  to  be  a  measure  containing  10  lb.  avoirdupois  of  distilled 
water  weighed  in  air  at  a  temperature  of  6a°  F.,  the  barometer 
standing  at  30  inches.  The  gallon  of  distilled  water,  therefore, 
contains  70,000  grains. 

These  measures  of  volume  are  related  to  those  of  length  by 
the  determination  that  a  gallon  contains  277*276  cubic  inches.  A 
cubic  inch  of  distilled  water  weighs,  in  air  at  62°,  with  the  baro- 
meter at  30  inches,  252*456  grains ;  in  vacuo  (24)  it  weighs  252*722 
grains.  The  standard  of  length  is  the  yard  measure,  and  is 
subdivided  into  36  inches.*  The  standard  yard  is  defined  by 
an  Act  of  Parliament  passed  in  1855,  whereby  it  is  enacted, 
'  that  the  stra:ight  line  or  distance  between  the  centres  of  two 
gold  plugs  in  the  bronze  bar  deposited  in  the  office  of  the 
Exchequer  shall  be  the  genuine  standard  yard  at  63°  Fahr.,  and 
if  lost  it  shall  be  replaced  by  means  of  its  copies.' 

(18)  French  or  Metrical  System  of  Weights  and  Measures. — 
The  French  system  of  weights  and  measures  is  connected  together 
in  a  manner  far  more  philosophical  than  the  foregoing;  it  is  the 
one  generally  adopted  by  scientific  men  abroad,  and  is  now  being 
introduced  into  the  writings  of  men  of  science  in  this  country. 
Its  advantages  indeed  are  so  great  that  it  will  be  largely  used  in 
this  work.f 

*  In  order  further  to  connect  the  measurer,  of  length  with  those  of  weight, 
Captain  Kater  determined  the  length  of  a  seconds  iiendulnm,  the  oscillations  of 
which  are  produced  by  the  action  of  gravity.  The  length  of  a  pendulum,  which 
beats  seconds  at  the  level  of  the  sea  in  vacuo,  and  in  the  latitude  of  Greenwich, 
he  found  to  be  39-13929  inches.  See  also  the  reports  of  Prof.  W.  H.  Miller  on 
the  standard  pound  (Phil.  Trans.  1856,  753),  and  of  Mr.  (now  Sir  George) 
Airy  on  the  new  standard  of  length  (Phil.  Trans.  1857,  621). 

t  The  repugnance  experienced  by  most  persons  to  adopt  a  new  system  of 
weights  and  measures  arises  chiefly  from  the  difliculty  of  mentally  realizing  the 
values  of  the  new  denominations  in  terms  of  those  to  which  the  mind  is  accus- 
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The  principles  on  whicli  tbe  metrical  system  is  based  are  the 
following  : — 

The  standard  of  reference  is  a  measurement  of 
one  of  the  great  circles  encompassing  the  earth 
itself.  The  ten-millionth  part  of  a  quadrant  of 
the  meridian  constitutes  the  unit  of  the  system. 
This  quadrantal  arc  was  fixed  at  6213  miles  and 
1450  yards  English  measure;  consequently  the 
ten-millionth  part  of  this^  the  metre,  is  equivalent 
to  39*37079  English  inches^  nearly  3 J  inches  more 
than  our  standard  yard,  or  a  fraction  of  an  inch 
longer  than  the  seconds  pendulum.*  Multiples  of 
the  metre  are  designated  by  the  Greek  prefixes 
deca,  hecto,  kilo,  signifying  10,  lOO,  and  1000  re- 
spectively,  the  decametre,  for  instance,  being  10 
metres.  On  the  bther  hand,  the  subdivisions  of  the 
metre  are  indicated  by  the  corresponding  Latin 
prefixes,  deci,  centi,  and  milli,  so  that  the  tenth  of 
a  metre  is  called  a  decimetre;  the  hundredth,  a 
centimetre;  and  the  thousandth,  a  millimetre.  A 
millimetre  amounts  very  nearly  to  -gV  of  an  English 
inch,  and  a  centimetre  to  nearly  f  of  an  inch, 
2  inches  being  a  little  over  5  centimetres.  A  kilo- 
metre, or  thousand  metres,  nearly  |-  of  an  English 
mile,  is  employed  in  many  parts  of  France  as  the 
ordinary  road  measure.  Fig.  3  represents  a  deci- 
metre subdivided  into  centimetres,  one  of  which 
is  subdivided  into  millimetres,  compared  with 
English  inches. 

Measures  of  surface,  as  for  land  measure,  are  connected  with 
the  measures  of  length  by  taking  as  the  unit  of  the  surface  the 
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tomed.  Nothing  but  the  actual  employment  of  the  weights  and  measures  them- 
selves in  practice  can  effect  this  thoroughly ;  hut  it  is  useful  to  carry  about  with 
one  a  small  rule  divided  on  one  side  into  inches,  on  the  other  into  millimetres. 
No  one  who  has  once  fully  experienced  the  advantage  of  systematically  applying 
the  decimal  correlated  weights  and  measures  in  calculations,  will  voluntarily 
resume  the  cumbrous  and  artificial  method  which  we  use  in  this  country.  A 
line  of  type  in  this  work  is  4  inches  long,  or  just  over  10  centimetres  in  length. 
It  may,  therefore,  furnish  a  ready  standard  of  comparison  to  the  mind  until  the 
student  is  completely  familiar  with  the  metrical  equivalents  to  the  inches  to 
which  he  is  accustomed.  In  the  Appendix  to  this  volume  will  be  found  some 
tables  designed  to  facilitate  the  calculation  of  the  metrical  values  into  their  equi- 
valent English  representatives,  and  vice  versa. 

*  More  accurate  geodetic  measurements  have  since  shown  that  there  is  an 
error  of  more  than  a  mile  and  a  half  in  this  determination,  but  the  value  of  the' 
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area  of  a  square  decametre^  each  side  of  the  square  measuring 
ID  metres;  such  au  area  constitutes  the  are,  whilst  loo  such 
units  constitute  the  hectare,  or  ordinary  land  measure,  corre- 
sponding to  nearly  o,^  English  statute  acres. 

In  measuring  the  cubic  contents  of  a  stack  of  wood,  or  other 
rough  articles,  the  unit  employed  is  the  cubic  metre,  or  stere, 
from  (TTspiog,  solid. 

For  the  pui'poses  of  exact  measurement,  however,  the  mea- 
sures of  volume  are  connected  with  those  of  length  by  making 
the  unit  of  capacity  in  this  series  a  cube  of  a  decimetre,  or  3"937 
English  inches,  in  the  side ;  this,  which  is  termed  a  litre,  is  equal 
to  i'7'^37  Imperial  pints,  or  rather  more  than  if  English  pints. 
The  litre  is  again  subdivided  into  tenths,  or  decilitres,  and  hun- 
dredths, or  centilitres. 

Finally,  the  system  of  weights  (or  mass)  is  connected  with 
both  the  preceding  systems,  by  taking  as  the  unit  a  cubic  centi- 
metre of  distilled  water,  at  the  temperature  of  4°  C.  (39°'2  F.) ; 
it  contains  15*432  English  grains.  The  gramme,  as  this  quantity 
is  called,  is  further  subdivided  into  tenths,  or  decigrammes ;  hun- 
dredths, or  centigrammes ;  and  thousandths,  or  milligrammes;  and 
its  higher  multiple,  1000  grammes,  forms  the  kilogramme.  The 
kilogramme  is  the  commercial  unit  of  weight  or  mass,  and  is 
something  less  than  lb.  avoirdupois,  being  15432*3  English 
grains.  (W.  H.  Miller,  P/iil.  Trans.  1856,  893.)  The  mHli- 
gramme  is  equal  to  nearly  -gV  of  a  grain,  or  i  grain  to  65  milli- 
grammes. The  litre,  as  it  consists  of  1000  cubic  centimetres  of 
water,  at  4°  C,  contains  exactly  a  kilogramme  of  water,  and  is 
equivalent,  at  4°  C,  to  61*024  t^ubic  inches  English. 

(18  a)  Unit  of  Force. — In  many  physical  inquiries  a  unit  of 
force  is  employed  to  indicate  results  obtained,  and  which  shall 
be  the  same  everywhere.  The  unit  recommended  by  the  Com- 
mittee of  the  British  Association  appointed  for  the  Selection  and 
Nomenclature  of  Dynamical  and  Electrical  Units,  is  called  the 
dgne.  It  is  that  force  which,  acting  on  a  gramme  for  a  second, 
pi'oduces  a  velocity  of  a  centimetre  per  second.  Thus,  a  mass 
falling  towards  the  earth  at  the  latitude  of  Greenwich,  acquires  a 


metre  remains  unaffected  by  this  fact,  though  it  is  not  really  the  exact  ten-millionth 
of  the  quadrantal  arc.  This,  however,  does  not  in  the  slightest  degree  affect  the 
system  of  weights  and  measures  founded  on  the  metre.  It  merely  furnishes  an 
additional  reason  in  support  of  the  opinion  that  every  system  of  measure,  to  be 
permanent,  must  be  founded  not  upon  an  abstract  quantity,  but  upon  a  compa- 
rison with  some  material  bar  which  is  arbitrarily  defined  to  be  the  unit  of  the 
system. 
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velocity  of  981*17  centimetres  per  second  at  the  end  of  the  first 
second  of  its  fall ;  if  the  mass  falling  be  a  gramme,  the  force  act- 
ing upon  it  is  said  to  be  98i"i7  dynes.  (See  Everett^s  Illus- 
trations of  the  Centimetre-gramme-second  System  of  Units, 
published  by  the  Physical  Society,  1875.)  The  unit  of  force 
which  is  obtained  from  the  gravitation  of  a  certain  mass  is  called 
a  gravitation  unit,  and  varies  for  different  places. 

(19)  The  Balance. — The  familiar  operation  of  weighing  is  for 
,the  most  part  effected  by  means  of  the  balance. 

This  instrument  consists  essentially  of  an  inflexible  bar,  deli- 
cately suspended  at  a  point  exactly  midway  between  its  extremities, 
from  which  depend  the  scale-pans ;  in  one  of  these  the  weights, 
in  the  other  the  objects  to  be  weighed,  are  placed.  When  the 
balance  is  in  equilibrio,  the  arms  of  the  beam  assume  a  direction 
perfectly  horizontal.  The  main  points  requiring  attention  are — 
1st,  Equality  in  the  length  of  the  arms  of  the  beam;  and,  sus- 
pension of  the  lever  just  above  its  centre  of  gravity ;  and  3rd, 
care  that  the  friction  at  the  points  of  suspension  both  of  the  beam 
and  of  the  scale-pans  be  reduced  to  a  minimum.  The  points  of 
support  in  sensitive  balances  are  usually  made  of  fine  edges  of 
hardened  steel,  or  of  agate,  which  bear  against  flat  polished 
plates  of  agate.  Provided  that  the  suspensions  be  sufiiciently 
line,  it  is  easy,  by  the  process  of  double  weighing,  to  obtain  exact 
weighings  by  means  of  a  balance  the  arms  of  which  are  not 
equal.  Eor  this  purpose,  the  material  to  be  weighed  is  accurately 
balanced  with  shot,  sand,  or  any  other  convenient  substance ;  it 
is  then  removed  from  the  pan,  and  weights  substituted,  until  the 
sand  or  shot  remaining  in  the  other  pan  is  again  accurately 
counterpoised :  the  number  of  weights  needed  will  show  the 
weight  of  the  substance  under  experiment.  In  all  exact  experi- 
ments the  balance  must  be  screened  from  currents  of  air,  and 
the  bodies  weighed  should  not  be  touched  directly  with  the  warm 
hand,  as  they  ought  to  have  sensibly  the  same  temperature  as 
that  of  the  surrounding  atmosphere,  otherwise  currents  of  air, 
ascending  or  descending  within  the  balance  case,  will  be  pro- 
duced, and  they  will  impair  the  accuracy  of  the  observation. 
A  good  balance  will  indicate  a  difi'erence  of  weight  equal  to 
^^out  -1 0  o'o  0  0  of  what  it  will  carry  in  each  pan. 

Density. 

(20)  If  equal  volumes  of  matter  of  different  kinds  be  com- 
pared together,  they  will  be  found  to  differ  very  greatly  in 
weight : — 
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At  o°  C.  Bar.  76o'"'--  Grammes. 

I  litre  of  hydrogen  will  be  0-089578 

»     of  air  1-293187 

„     of  water  999*88 

„    of  iron            „  7854- 

„     of  platinum     „  21500' 

Grammes. 

or  1 1*  16345  litres  of  hydrogen  will  be  1 

„                of  air              „  14-43643 

„               of  water          „  iti6i-ii 

„               of  iron  ^']6>j'j-']% 

„               of  platinum     „  240014-2 


Platinum^  the  densest  body  with  which  we  are  acquainted^  is 
at  the  standard  temperature  and  pressure  upwards  of  240,000  times 
denser  than  hydrogen,  which  is  the  least  dense  material  known. 

The  comparison  of  the  weights  of  equal  volumes  of  different 
bodies,  when  referred  to  the  same  standard,  constitutes  their  den- 
sity.* The  density  of  a  body  forms  one  of  its  most  important 
and  distinguishing  physical  characters.  The  mineral  iron  pyrites, 
for  instance,  is  in  colour  almost  exactly  like  gold ;  but  it  is  at 
once  distinguished  from  the  precious  metal  by  the  difference  in 
density,  an  equal  volume  of  gold  being  nearly  four  times  as  heavy. 
The  numbers  used  to  represent  the  density  of  solids  or  liquids  are 
obtained  by  comparing  a  known  weight  of  the  body  under  expe- 
riment, with  the  weight  of  an  equal  volume  of  distilled  water, 
which  has  been  selected  as  the  standard  of  reference.  In  this 
country  the  experiment  is  generally  made  at  a  temperature  of 
60°  F.  For  gases  and  vapours,  atmospheric  air  at  60°,  while  the 
barometer  stands  at  30  inches,  is  employed  as  the  standard. 
Unfortunately  the  standard  temperature  and  pressure  adopted  in 
England  differs  from  that  employed  in  nearly  every  other  country. 
Almost  all  foreign  writers  on  science  adopt  the  French  plan,  by 
which  0°  C.  (32°  F.)  is  made  the  standard  temperature  ;  and  760 
millimetres,  or  29-922  inches,  the  height  of  the  barometer  which  is 
assumed  as  the  standard  pressure.  The  unit  of  density,  however, 
is  the  weight  of  an  equal  volume  of  water,  not  at  0°  C,  but  at 
4°  C,  or  39°-2  F.,  the  poiut  of  maximum  density  of  this  liquid 

(143)- 

These  relations  are  more  complex  than  those  adopted  in 


*  The  density  of  a  body  is  defined  as  the  mass  contained  in  a  unit  of  its 
volume ;  whilst  its  specific  gravity  is  the  weight  of  a  unit  of  its  volume. 
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England ;  though  in  the  case  of  liquids  and  gases  there  is  an 
advantage  in  the  facility  of  securing  a  uniform  temperature  of  32° 
at  all  times  by  the  use  of  melting  ice. 

For  the  purpose  of  calculating  the  density  of  any  substance^ 
solid  or  liquid,  it  is  simply  necessary  to  ascertain,  first,  the  weight 
of  the  body  in  question,  then  that  of  an  equal  volume  of  water. 
When  this  is  done,  we  obtain  by  simple  proportion  the  density  of 
the  body  under  examination,  that  of  water  being  assumed  as  i. 
If,  as  is  the  case  with  a  large  number  of  solids,  they  are  denser 
than  water,  the  density  merely  tells  how  many  times  denser  they 
are  than  that  liquid — 

Weight  of    1         (Weight  of  I         (Density  of  1         (  Density 
equal  volume  [     :     j   body  m   ^  :   j     water.     ^     :     j  required, 
of  water.     )         (      air.      )         (      I'ooo     )         (  ^ 

(21)  Density  of  Liquids  and  Gases. — The  determination  of 
the  weights  of  equal  volumes  of  any  liquid  and  of  water  is  easily 

:  made  in  the  following  manner : — Take  a  light  bottle  furnished 
with  a  stopper,  and  weigh  it  when  empty  :  fill  it  with  water,  and 
weigh  it  again ;  the  difference  of  course  will  be  the  weight  of  the 
water  which  it  contains.  Empty  the  bottle,  rinse  it  out  with  a 
little  of  the  liquid  for  trial,  then  fill  it  with  the  liquid,  and  weigh. 
On  deducting  the  weight  of  the  bottle,  we  obtain  the  weight  of 
a  volume  of  liquid  exactly  equal  to  that  of  the  water.  In  prac- 
tice it  is  convenient  to  employ  a  bottle  that  holds  exactly  10 

:  grammes  of  distilled  water  at  4°  C,  because  when  such  a  bottle  is 
filled  with  the  liquid  under  trial,  the  weight  in  centigrammes  of 

•  the  liquid  taken  at  0°  C.  represents  the  density  at  once,  without 
I  calculation.    For  convenience,  a  counterpoise  of  brass  is  adjusted 

•  to  the  weight  of  the  empty  bottle.     Suppose  the 

'  counterpoised  bottle,  which  when  filled  with  water       Yia.  4. 
■  weighs  10  grammes  in  addition  to  the  counterpoise, 
to  be  filled  with  pure  alcohol :  it  will  now  weigh 
'  only  7-92  grammes,  and  the  density  of  the  alcohol 
'  will  be  0792 ;  for  10  :  I'ooo  : :  7-92  :  0792.  The 

•  same  bottle  filled  with  oil  of  vitriol  would  weigh 
18-45  grammes.    Its  density  would  therefore  be 

1  represented  as  1*845. 

For  accurate  purposes,  a  flask  of  the  annexed  form  (fig.  4)  is 
I  preferable  to  all  others ;  a  mark  at  a.  in  the  contracted  portion 

•  of  the  neck,  indicates  the  level  occupied  by  10  grammes  of 
water  at  4°  C.    The  flask  filled  with  the  liquid  under  trial,  a 
little  above  this  mark,  is  then  placed  for  an  hour  in  melting  ice. 
At  the  end  of  that  time  the  superfluous  liquid  in  the  flask  is  drawn  off' by  means 
oi  a  pipette  till  it  stands  exactly  at  the  level  of  the  mark  j  the  stopper  is  inserted. 
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and  the  weight,  after  careful  drying  of  the  outside,  is  taken.  Bottles  which 
contain  20  or  50  grammes  up  to  the  graduation  on  the  neck  may  he  employed 
instead  of  the  smaller  one  when  the  quantity  of  liquid  is  large. 

The  determination  of  the  density  of  gases  is  the  same  in 
principle ;  a  flask  or  globe  is  weighed  when  empty^  again  when 
filled  with  air,  and  a  third  time  when  the  gas  under  trial  has 
been  substituted  for  atmospheric  air.  Gases,  however,  are  liable 
to  considerable  changes  of  volume  from  slight  variations  of  ex- 
ternal circumstances ;  hence,  in  taking  their  density,  certain 
jn-ecautions  are  necessary,  which  will  be  fully  described  further 
on  (146). 

(22)  Density  of  Solids. — With  solids,  a  different,  but  not 
less  simple  method  is  adopted,  though  resting  on  a  principle 
by  no  means  so  obvious.  This  principle  was  one  of  the  great 
discoveries  of  Archimedes  :  it  may  be  thus  explained  : — When  a 

body  is  plunged  beneath  the 
surface  of  a  liquid,  it  ob- 
viously displaces  a  volume 
of  such  liquid  equal  to  it- 
self, and  consequently  it  is 
pressed  upon  or  supported 
in  the  liquid,  with  a  force 
exactly  equal  to  that  with 
which  the  particles  of  the 
liquid  were  supported,  when 
they  previously  occupied  its 
place;  the  solid  will  thei'e- 
fore  appear  to  have  lost 
weight  exactly  equal  to 
that  of  the  volume  of  liquid 
which  it  has  displaced.  The 
operation  required  for  ascer- 
taining the  density  consists, 
therefore,  in  weighing  the  solid  in  air,  then  having,  as  in  fig.  5, 
suspended  it  by  a  horsehair  from  the  scale-pan,  placing  it  in 
distilled  water,'"  and  again  weighing ;  the  diflerence  of  the  two 
weights  will  be  tliat  of  its  own  volume  of  water. 


*  In  exact  experiments  the  temperature  of  the  water  should  he  noted,  4°  C. 
being  that  to  which  such  comparisons  are  referred,  though  the  temperature  of 
60°  F.  (i5°-5  C),  hitherto  used  in  England,  is  practically  more  convenient, 
because  more  easily  attained. 


Pig.  5. 
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A  piece  of  lead,  for  instance,  weighs  in  air     .  8'20  grammes. 

„  „  in  water  .  7*49  grammes. 


Loss  :  being  the  weight  of  an  equal  volume  of 

water  071  grammes. 

The  density  of  the  lead  is  obtained  from  these  data  by  the 
application  of  proportion,  in  the  following  manner  : — 

0-71  :  8-20  :  :  I'ooo  :  x  (=11-549),  sp.  gr.  of  lead. 

The  rule-  for  obtaining  the  density  of  a  solid  may  therefore 
be  expressed  in  the  following  terms  : — Divide  the  weight  of  the 
body  in  air  by  the  loss  which  it  experiences  when  weighed  in 
water ;  the  quotient  is  the  required  density.  The  experimental 
proof  of  the  correctness  of  the  principle — viz.,  that  the  solid  loses 
weight  equal  to  that  of  the  water  which  it  displaces,  is  easily 
given.  Take  a  solid  metallic  cylinder  which  accurately  fits,  and 
completely  fills,  the  cavity  of  a  cylindrical  cup ;  counterpoise 
the  two  when  suspended  in  air  from  one  extremity  of  the 
balance  beam.  Then  withdraw  the  metallic  cylinder,  and  suspend 
it  by  a  hair  to  a  hook  at  the  bottom  of  the  cup,  which  must  still 
remain  attached  to  the  balance,  and  place  the  cylinder  so  sus- 
pended in  distilled  water ;  the  counterpoise  will  now  be  much  too 
heavy :  fill  the  cup  with  water — (add,  that  is,  the  weight  of  a 
volume  of  water  equal  to  the  volume  of  the  cylinder,)  and  the 
equipoise  will  be  restored. 

Occasionall}'  it  happens  that  a  knowledge  of  the  density  of  a  body  in  the 
form  of  a  powder  is  required  ;  iu  such  a  case  the  method  of  taking  the  density 
requires  to  be  slightly  modified.  Suppose  that  it  be  desired  to  find  the  density 
of  a  species  of  sand ;  we  may  proceed  as  follows : — Take  a  bottle  which  contains, 
when  full,  a  known  weight  of  distilled  water,  100  grammes  for  example;  weigh 
into  it,  when  empty,  a  quantity,  e.g.,  15  grammes,  of  sand.  Supposing  that 
the  sand  had  not  displaced  any  water,  the  bottle,  when  filled  up  with  that 
liquid,  would  now  weigh  115  grms. ;  but  on  actually  weighing  the  bottle  after 
it  has  been  filled  up,  it  is  found  that  the  water  and  sand  together  weigh  only 
I09"6  grms.;  the  sand  therefore  has  displaced  5*4  grms.  of  water.  We  have 
thus  the  data  for  calculating  the  density  of  the  sand,  as  follows  : — 

5*4  :  15*0  :  :  I'ooo  :  x  {  =  2"j'j'j),  the  density  of  the  sand. 

If  the  substance  be  soluble  in  water,  it  must  be  weighed  in  air  as  usual ; 
then  in  spirits  of  wine,  in  oil  of  turpentin,  or  in  some  liquid  which  does  not 
dissolve  it,  and  the  density  of  which  is  known. 

If  the  body  be  so  light  as  to  float  in  water,  it  must  be  first  weighed  in  air, 
and  then  attached  to  a  solid,  the  weight  of  which  in  water  has  been  ascertained, 
and  which  is  sufficiently  heavy  to  keep  the  lighter  body,  when  fastened  to  it, 
beneath  the  surface ;  the  weight  in  water  of  the  two  united  bodies  is  then  deter- 
mined, and  the  result  thus  obtained  is  deducted  from  the  weight  of  the  heavier 
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solid  in  water:  if  to  this  remainder  the  weight  of  the  light  body  in  air  be  added, 
we  are  furnished  with  the  weight  of  a  volume  of  water  equal  to  that  of  the 
lighter  solid,  and  have  the  data  for  calculating  the  density  by  proportion,  in  the 
usual  manner. 

(23)  The  Hydrometer. — Another  method  of  taking  the 
density  of  liquids  consists  in  the  use  of  the  instrument  called  the 
hydrometer  or  areometer.^  The  hydrometer  (fig.  6) 
Fig.  6.  consists  of  a  graduated  stem,  which  is  made  to  float 
vertically  in  the  liquid,  by  means  of  a  hollow  ball 
of  glass  or  brass  counterpoised  by  a  duly  adjusted 
weight  attached  to  the  lower  end  of  the  instru- 
ment. A  portion  of  the  stem  of  the  instrument 
must  always  float  above  the  surface  of  the  liquid 
the  density  of  which  is  to  be  determined.  It  is 
obvious,  that  when  placed  in  any  liquid  contained 
in  a  vessel  of  sufficient  depth,  it  will  sink  until 
it  has  displaced  a  volume  of  liquid  equal  to  its 
own  weight :  in  a  dense  liquid  it  will  sink  to  a 
smaller  depth,  in  a  less  dense  liquid  it  will  sink  to  a  greater 
extent ;  an  additional  portion  of  the  stem  being  in  the  latter 
case  immersed,  until  it  has  displaced  a  sufficient  additional 
quantity  of  the  liquid  to  compensate  for  the  diminished  density 
of  the  liquid  under  trial.  The  instrument  may  either  be  supplied 
with  a  scale  graduated  upon  the  stem  by  trial  in  liquids  of 
known  density,  so  as  to  give  the  result  by  mere  inspection,  or  an 
arbitrary  scale  of  equal  parts  may  be  used,  and  the  values  in- 
dicated may  be  ascertained  by  reference  to  tables  constructed  for 
the  purpose.  In  practice,  it  is  found  convenient  to  employ  two 
instruments,  one  of  which  is  graduated  for  liquids  less  dense 
than  water,  the  other  for  those  which  are  denser ;  the  need  of  an 
inconvenient  length  of  stem  is  thus  obviated. 

The  hydrometer  is,  with  suitable  precautions,  capable  of 
affording  very  accurate  results.    A  particular  form  of  the  instru- 


*  The  term  hydrometer  means  water  or  liquid  measurer,  from  vbcop,  water, 
and  fierpov,  a  measure ;  areometer  is  derived  from  apaios,  rare,  and  fierpov. 
Tables  of  Baume's  and  Twaddell's  hydrometers  will  be  found  in  the  Appendix 
to  this  volume.  Baume's  scale  for  liquids  denser  than  water  is  obtained  by 
placing  the  instrument  in  distilled  water,  in  which  it  should  sink  till  the  tube 
is  nearly  covered.  An  aqueous  solution  of  sodic  chloride,  containing  15  per 
cent,  of  the  dry  salt,  is  then  prepared,  and  the  height  at  which  the  instrument 
stands  in  tbia  solution  is  marked  on  the  stem  ;  the  interval  between  that  and  the 
level  for  distilled  water  is  divided  into  equal  parts  (points),  and  the  remainder 
of  the  stem  is  graduated  into  degrees  of  equal  value.  The  strongest  oil  of  vitriol 
of  commerce  marks  usually  about  66°  of  such  an  instrument. 
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ment,  known  as  Sikes's  hydrometer,  is  employed  by  the  Excise 
for  determining  the  strength  of  spirituous  liquors.  The  ordinary 
glass  instruments,  however,  only  furnish  approximations  to  the 
truth,  which  are  quickly  obtained,  and  for  the  common  purposes 
of  the  arts  are  sufficiently  exact.  . 

(24)  Correction  for  Weighings  taken  in  Air. — The  apparent  weight  of 
every  substance  in  the  atmosphere  (that  is,  the  attraction  with  which  it  appears  to 
be  drawn  to  the  earth),  is  always  a  little  less  than  its  actual  weight,  because  the 
air  presses  upon  and  supports  the  body  with  the  same  force  with  which  it  would 
support  a  portion  of  air  of  the  same  volume  as  the  body  itself.  The  weight  of 
this  displaced  portion  of  air  may  be  easily  ascertained,  if  the  density  of  the  body 
be  known :  for  from  the  observed  weight  of  the  body,  we  can  calculate  directly 
the  weight  of  an  equal  volume  of  water,  and  of  this  weight  will  give  the 
weight  of  a  corresponding  volume  of  air  at  I5°'5  C.  and  760^^™*  barometric 
pressure,  or  -,}\^  at  0°  C.  under  the  same  pressure.  This  weight  must  be  added 
to  that  actually  found ;  at  the  same  time  a  similar  and  opposite  correction  will 
be  requii'ed  for  the  metallic  weights  used  in  the  experiment,  because  they  will 
also  appear  to  be  lighter  than  they  really  are ;  and  an  amount  of  weight  greater 
than  the  true  one  will  be  required  to  eifect  the  counterpoise.  If,  therefore,  the 
weights  have  the  same  density  as  the  body  counterpoised,  the  two  corrections 
will  neutralize  each  other ;  but  if,  as  in  weighing  gases,  there  is  a  great  differ- 
ence between  them,  the  correction  will  be  one  of  importance.  The  true  weight 
sought  will  be  thus  obtained  : — Add  to  the  weight  of  the  body  in  air,  the  weight 
of  the  volume  of  air  which  it  has  displaced,  and  deduct  from  this  the  weight 
of  the  volume  of  air  displaced  by  the  weights  emj)loyed. 

The  correctness  of  the  foregoing  observations  admits  of  an  easy  experimental 
illustration.  If  a  light  body,  such  as  a  piece  of  cork,  be  suspended  in  air  from 
one  end  of  a  scale-beam,  and  be  counterpoised  at  the  other  end  by  a  metallic 
weight,  then  on  placing  the  apparatus  under  the  receiver  of  the  air-pump,  and 
exhausting  the  air,  the  cork  will  gradually  acquire  the  preponderance ;  but  on 
again  admitting  the  air,  the  equilibrium  will  be  restored. 


CHAPTER  III. 

ON   SOME   VARIETIES  OP   MOLECULAR  ACTION. 

I.  Elasticity. — II.  Cohesion.— Adhesion. — IV.  Crystallization. 

(25)  Besides  gravity,  which  operates  through  distances  so 
vast  that  the  mind  is  lost  in  the  attempt  to  estimate  and  explore 
them,  other  forms  of  attraction  exist ;  but  they  are  exerted  only 
through  distances  so  minute,  as  to  be  inappreciable  to  our 
unaided  senses  :  and  yet,  upon  the  exertion  of  these  attractions, 
the  form,  and  even  the  chemical  properties  of  bodies  depend. 

The  first  of  these  actions  is  known  as  cohesion ;  it  acts 
between  the  particles  of  matter  which  are  similar  in  kind.  The 
degree  of  intensity  with  which  this  attraction  is  exerted  in  each 
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particular  case  determines  whetlier  the  body  be  solid,  liquid,  or 
gaseous. 

The  second  of  these  actions  is  that  of  adhesion ;  it  is  exerted 
between  portions  of  matter  dissimilar  in  kind,  and  unites  them, 
as  in  the  case  of  the  intervention  of  cements,  into  one  consistent 
whole. 

The  third,  and  to  the  chemist  the  most  important,  is  that 
known  as  chemical  attraction,  which  causes  the  union  of  dis- 
similar particles  of  matter  of  invisible  minuteness,  rearranges 
these  particles  in  new  forms,  and  produces  a  compound  body 
endowed  with  new  properties. 

Reacting  against  all  these  molecular  attractions,  is  the  re- 
pulsion of  heat,  which  may  be  raised  high  enough  to  overcome 
them  all,  and  which  in  a  modified  form,  when  balanced  against 
these  attractions,  produces  that  equipoise  in  distance  between  the 
constituent  particles  of  material  objects  in  general,  which  is 
designated  as  elasticity. 

Attractions  which  thus  act  at  these  minute  distances  only,  are 
termed  molecular  actions,  in  contradistinction  to  those  which,  like 
gravity,  act  upon  the  mass,  and  operate  through  great  distances. 

§  I.  Elasticity — ^mechanical  properties  of  gases. 

(26)  By  elasticity  we  understand  the  resistance  that  a  body 
offers  to  compression  or  to  extension,  and  the  property  which  it 
possesses  of  regaining  its  form  or  volume  when  the  pressure  or 
tension  is  withdrawn. 

The  law  which  regulates  elasticity,  in  perfectly  elastic  bodies, 
may  be  expressed  by  the  statement  that  the  strain  (elongation  or 
compression)  produced  by  the  application  of  an  external  stress  is 
proportional  to  the  stress.  Most  ordinary  solid  bodies  are 
sensibly  perfect  in  elasticity  when  the  stress  applied  does  not 
exceed  a  certain  limit.  For  example,  a  bow,  or  a  spring  bent  to 
a  certain  extent  with  a  tension  of  10  lb.,  will  be  bent  to  double 
that  extent  with  a  tension  of  20  lb. 

All  solids  have  limits  to  their  elasticity,  and  there  are  very  few  which  are 
perfectly  elastic,  even  within  those  limits ;  that  is  to  say,  there  are  few  solids 
which  recover  their  form  perfectly  after  having  been  stretched  or  compressed ;  if 
compressed  beyond  a  certain  point,  they  either  '  set,'  and  alter  their  shape,  as  is 
the  case  with  lead ;  or  they  break,  as  is  the  case  with  glass.  The  elasticity  of 
glass  and  steel  is,  within  the  bounds  of  their  cohesion,  almost  perfect :  that  of 
caoutchouc,  on  the  contrary,  is  imperfect;  for,  by  frequent  stretching,  it  becomes 

permanently  elongated.  ...  .  , 

When  a  rod  is  stretched  within  the  limits  of  its  elasticity,  the  extension  is 
proportional  to  the  tension  applied :  a  tension  produced  by  a  weight  of  2  kilos, 
will  produce  an  extension  double  of  that  produced  by  1  kilo.   For  equal  weights, 
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the  elongation  is  proportioned  to  the  length  of  the  rod  :  a  wire  i  metre  in  length 
vnU.  he  stretched  twice  as  far  hy  a  weight  of  i  kilogramme  as  a  piece  of  the  same 
wire  only  half  a  metre  long. 

Liquids  possess  a  very  perfect  elasticity,  which  varies  in  amount  in  different 
liquids ;  the  densest  liquids,  in  general,  being  those  which  least  admit  of  com- 
pression, i.e.,  possess  the  greatest  coefficient  of  elasticity.  The  following  table 
exhibits  some  experimental  results  obtained  on  this  subject  by  CoUadon  and 
Sturm  {Ann.  Chim.  Phys.  1827  [2],  xxxvi.  113,  225), 

Compressibility  of  Liquids. 


Liquid  used. 

Density. 
Water  =  i. 

Temp. 
°C. 

Mean  cubical 
compression  in 

millionths  for 
each  additional 

atmosphere. 

Range  of 
pressure 
in  atmo- 
spheres. 

Variations  in 
compressibility. 

Mercury   

13-596  at  0° 

0° 

5 '03 

I  to  30 

regular 

Sulphuric  acid  ... 

1-845 

>» 

32-0 

I  „  16 

J) 

Water  

I'OOO  „ 

>  > 

5 1  "3 

Acetic  Ether 

•910 

)> 

760 

I  „  16 

79  to  71 

Oil  of  Turpentine 

•87  „ 

» i 

73'o 

I  ,,  26 

regular 

Hydrochloric  Ether 

•920  „ 

11° 

84-0 

I  ,,  12 

85-9  to  82-2 

Alcohol   

•800  at  11° 

)) 

93'5 

I  „  H 

96-2  „  89 

Ether   

•736  at  0° 

j> 

i45'o 

I ,,  24 

150    »  141 

One  million  parts  of  mercury,  for  example,  were  found,  by  each  additional 
pressure  of  i'033  kilogrammes  per  sqiiare  centimetre,  or  of  about  15  pounds 
upon  the  square  inch,  to  diminish  in  volume  5'03  parts.  One  million  parts  of  water 
suffered  a  compression  ten  times  as  great,  being  reduced  more  than  51  parts; 
the  pressure  of  the  atmosphere  being  estimated  on  an  average  at  1.033  ^^^^o*  P^'* 
square  centimetre,  or  about  15  pounds  weight  upon  every  square  inch  of  the 
earth's  surface. 

Eegnault  has  more  recently  determined  the  compressibility  both  of  water  and 
of  mercury  with  very  great  care.  He  considers  the  results  of  CoUadon  and 
Sturm  to  be  a  little  too  high ;  and  estimates  the  diminution  in  the  volume  of 
mercury  for  each  atmosphere  at  3'5  millionths  of  its  volume ;  whilst  he  found 
that  of  water  to  be  equal  to  47  millionths  of  its  volume. 

The  compressibility  of  water  is  greater  at  low  than  at  high  temperatures ; 
but  according  to  the  experiments  of  Grassi  {Ann.  Chim.  Phys.  1851  [3], 
xxxi.  477)  the  compressibility  of  ethei',  alcohol,  and  chloroform  is  increased  by 
elevation  of  temperature ;  and  in  the  case  of  these  liquids,  and  notably  in  that  of 
wood  spirit,  the  compressibility  increased  with  the  pressure  within  the  range  of 
his  trials,  which,  however,  did  not  exceed  9  atmospheres. 

Andrews  has  lately  shown  that  liquid  carbonic  anhydride  is  much  more  com- 
pressible than  ordinary  liquids. 

(27)  Boijle's  or  Mariotte's  Law  of  Elasticity  in  Gases. — It 
is,  however,  in  gases  that  the  most  extensive  and  perfect  display 
of  elasticity  is  to  be  seen ;  their  great  elasticity  constitutes  indeed 
their  most  important  physical  peculiarity.  It  may  be  stated, 
■without  sensible  error,  that  within  the  limits  of  ordinary  experi- 
ment, 'the  volume  of  an  aeriform  body  is  inversely  as  the  pressure 
to  which  it  is  exposed  consequently  by  doubling  the  pressure 
we  halve  the  volume,  by  trebling  it  we  reduce  it  to  one-third ; 
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'  but  tlie  elasticity  is  increased  directly  as  the  pressure by 
doubling  the  pressure  we  double  the  elasticity.  These  facts  are 
strikingly  exhibited  in  the  following  experiment 
devised  by  Boyle,  and  more  accurately  performed 
by  Mariotte ;  and  the  law  has  hence  been  termed 
Boyle's  or  Mariotte's  law : — 

Take  a  bent  tube  (fig.  7)  of  uniform  bore,  one 
limb  of  which  is  about  12  inches  or  30  centimetres 
long,  and  furnished  with  a  stop-cock ;  the  other 
limb  being  6  feet,  or  about  2  metres,  in  length,  and 
open  at  the  top.  Pour  a  little  mercury  into  the  bend 
of  the  tube,  and  close  the  stop-cock.  The  air  in 
the  short  limb  now  has  the  same  elasticity  as  the 
atmosphere  at  the  spot ;  and  the  air  at  the  sur- 
face of  the  earth,  as  will  presently  be  more  fully 
explained,  is  under  the  pressure  due  to  the  weight 
of  its  own  superincumbent  mass ;  the  amount  of  this 
pressure  is  ascertained  by  observing  the  height  of 
the  mercurial  column  in  the  barometer  at  the  time. 
Next  pour  mercury  into  the  open  limb  of  the  bent 
tube ;  the  air  in  the  shorter  limb  will  slowly  dimi- 
nish in  volume :  when  the  mercury  in  the  longer 
limb  stands  above  the  IcA^el  of  that  in  the  shorter, 
at  a  height  exactly  equal  to  the  height  of  the  baro- 
meter at  the  time,  say  29*92  inches  (760°""*),  the 
compressed  air  will  occupy  a  length  of  the  shorter 
tube  exactly  equal  to  one-half  of  that  which  it  did 
at  the  beginning  of  the  experiment ;  the  air  is  sub- 
ject to  a  pressure  exactly -double.  On  adding  more 
mercury,  till  the  length  of  the  column  in  the  long 
tube,  above  the  level  of  that  in  the  shorter,  is  equal 
to  twice  the  height  of  the  barometric  column,  the 
pressure  will  be  increased  threefold,  and  the  air  will 
now  occupy  only  one-third  of  its  original  volume."^ 
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*  The  researches  of  Despretz,  and  the  more  recent  and  ela- 
borate experiments  of  Eegnault  have,  however,  shown  that  this 
law  is  not  rigidly  accurate,  but  it  is  what  is  termed  a  limited  law, 
as  it  fails  in  extreme  cases.  For  atmospheric  air,  for  hydrogen, 
oxygen,  and  nitrogen,  and  generally  for  gases  which  have  either 
never  been  liquefied,  or  only  liquefied  under  enormous  pressures, 
the  law  is  very  nearly  correct,  even  under  a  pressure  of  several 
atmospheres :  but  for  gases  wiiich  may  be  liquefied  more  readily 
it  is  not  80 ;  the  nearer  they  are  made  to  approach  to  the  point  of  liquefaction 
the  greater  is  the  difference  between  the  volume  actually  observed,  and  the 
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Fig.  8. 
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(28)  Mutual  Repulsion  of  the  Particles  of  Gases. — Gases  and 
vapours,  or  elastic  fluids,  as  they  are  frequently  termed,  differ 
from  liquids  in  the  entire  absence  of  cohesion  among  their  particles. 
A  vessel  may  be  filled  either  partially  or  completely  with  a  liquid, 
and  this  liquid  will  have  a  definite  level  surface  or  limit.  With 
gases  it  is  otherwise ;  they  always  perfectly  fill  the  vessel  that 
contains  them,  however  irregular  its  form.  Instead  of  cohesion 
there  is  a  mutual  repulsion  among  their  particles.  These  particles 
have  a  continual  tendency  to  recede  further  from  each 
other,  and  they  therefore  exert  a  pressure  in  an  outward 
direction  upon  the  sides  of  the  vessel  which  contains  them. 
This  outward  pressure  is  greater  or  less  according  as  the 
pressure  of  the  gas  is  increased  or  diminished.  Indeed, 
the  volume  of  a  gas  depends  entirely  upon  the  pressure. 
These  facts  admit  of  experimental  proof  in  the  following 
way  :— 

Procure  a  stout  cylindrical  glass  tube  open  at  one 
I  extremity,  and  capable  of  being  closed  at  the  other  by 
a  stop-cock ;  fit  it  with  a  solid  plunger  that  slides  air- 
tight up  and  down  within  it;  open  the  stop-cock,  place 
;he  plunger  half-way  down,  and  fill  the  vessel  with  some 
I  coloured  gas,  such  as  chlorine,  for  example,  as  shown  in 
ig.  8;  now  close  the  stop-cock,  and  drawthe  piston  upwards, 
the  gas  will  be  seen  to  dilate,  and  the  green  vapour  will 
•still  entirely  fill  the  tube ;  but  a  considerable  resistance  to 


rresult  calculated.  The  contraction  is  nearly  always  found  to  be  more  con- 
ssiderable  by  experiment,  than  it  should  be  by  the  law  usually  assumed  (197). 

Some  of  the  results  obtained  by  Eegnault  are  embodied  in  the  following 
ttable ;  they  show  considerable  deviations  from  the  law  in  four  important  gases 
uunder  high  pressures. 

Relative  Volumes  of  Gases  at  Sigh  Pressure. 


Relative  volumes 
of  Gas. 

Pressure  in  Atmospheres  in  the  case  of 

Air. 

Nitrogoa. 

Carbonic 
Anhydride. 

Hydrogen. 

X 

I  'OOOOOO 

I'OOOOOO 

I  "000000 

I  *OO0O0O 

•I 

9*916220 

9' 943590 

9*226200 

10*056070 

•05 

i9"7i988o 

19-788580 

16*705400 

20*268720 

The  elasticity  of  hydrogen  therefore  increases  even  more  ra/pidly  than  the 
ipressure ;  with  the  other  gases  the  elasticity  does  not  quite  keep  pace  with  it.  It 
•  would  seem  from  these  experiments  as  if  there  were  more  probability  of  liquefying 
loxygen  than  nitrogen,  and  both  these  than  hydrogen. 
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Fig,  9. 


the  upward  motion  of  the  piston  is  experienced,  the  dilated  gas  has 
its  pressure  reduced  below  that  of  the  external  air,  and  on  re- 
leasing the  handle,  the  piston  is  forced  back  to  the  middle  of  the 
tube  ;  the  pressure  of  the  gas  within,  and  that  of  the  air  without, 
are  now  equal.  Now  attempt  to  thrust  the  piston  to  the  bottom 
of  the  tube ;  great  resistance  will  be  experienced,  but  the  gas  will 
yield  and  will  be  condensed  into  a  smaller  space,  while  its  pressure 
will  be  proportionately  increased ;  but  the  instant  that  the  pres- 
sure on  the  piston  is  removed,  the  piston  will  rise  up  again,  and  oc- 
cupy its  first  position  midway  between  the  two  ends  of  the  cylinder. 

(29)  Air-Pump. — Advantage  is  taken  of  this  elasticity 
and  expansibility  of  gases  in  the  construction  of  the  air- 
pump,  an  instrument  designed  for  the  removal  of  air 
from  closed  vessels.    The  principle  of  its  construction 
T        may  be  explained  in  the  following  manner  : — 

Suppose  that  a  metallic  cylinder,  accurately  bored, 
be  fitted  with  a  piston  similar  to  that  shown  in  fig.  8, 
but  provided  in  addition  with  a  small  opening,  covered 
by  a  flap  or  valve  of  oiled  silk,  which  opens  upwards  or 
outwards  (fig.  9) :  on  forcing  the  piston  downwards  the 
compressed  air  will  escape,  through  the  valve,  but  on 
attempting  to  withdraw  the  piston  no  air  will  be  able  to 
re-enter  the  cylinder,  and  a  resistance  will  be  expe- 
rienced, owing  to  the  pressure  on  the  upper  surface  of 
|vj  the  piston  occasioned  by  the  pressure  of  the  external 
n]P^  air.  If  the  cylinder  be  provided  with  a  second  valve 
at  the  bottom,  opening  in  the  same  direction  as  that  in 
the  piston,  this  valve  will,  on  thrusting  down  the  piston,  be  closed 
by  the  pressure  of  the  included  air,  while  the  upper  valve  will  be 

opened ;  on  withdrawing 
the  piston  the  effect  is  re- 
versed, the  lower  valve  rises, 
and  the  air  enters,  while 
the  valve  in  the  piston  is 
firmly  closed.  Such  an  ar- 
rangement constitutes  the 
exhausting  syringe  or  air- 
pump  in  its  simplest  form. 
In  the  usiial  and  more  con- 
venient form  of  the  air- 
pump  (fig.  10),  a  brass  tube 
passes  from  the  bottom  of 
the  syringe  and  terminates 


Fig.  10. 
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in  the  centre  of  a  disk  of  brass  or  of  glass,  ground  accurately 
flat;  the  vessel  from  which  the  air  is  to  be  exhausted  also  has 
its  edge  ground  truly,  and  it  is  inverted  upon  the  plate.  On 
elevating  the  piston,  the  pressure  of  the  air  within  the  vessel 
or  receiver  raises  the  lower  valve,  and  the  dilated  air  enters  the 
vacuum  produced  in  the  lower  part  of  the  cylinder  by  the  with- 
drawal of  the  piston ;  the  air  thus  admitted,  again  raises  the 
valve  of  the  piston,  when  the  latter  is  so  far  depressed  as  to 
render  the  pressure  of  the  air  beneath  it  greater  than  that  of  the 
atmosphere  :  the  same  action  goes  on  with  every  successive 
motion  of  the  piston,  until  the  pressure  of  the  air  within  becomes 
so  much  diminished  as  to  be  insuflScient  to  raise  the  lower  valve. 
For  convenience,  two  of  these  exhausting  syringes  are  often 
combined  in  the  air-pump,  and  are  made  to  work  alternately  by 
a  rack  and  pinion. 

(30)  Air-Pump  with  Single  Barrel. — A.  more  complete  vacuum  may  be 
I  obtained  with  a  pump  of  simpler  construction,  but  the  labour  of  using  it  is  con- 
I  siderably  greater.    The  difference  between  this  form  of  the  instrument  and  the 
(  one  just  described  will  be  readily  understood  with  the  assistance 
I  of  fig.  Ti.    This  pump  consists  of  a  single  barrel,  within  which 
;  a  solid  plunger,  a,  moves  air-tight.     The  plunger  is  connected 

■  with  a  smooth  solid  rod,  s,  which  also  works  air-tight  through 
I  a  stuffing-box.  s,  at  the  top  of  the  barrel.  In  the  head  of  the 
I  cylinder  is  a  conical  metallic  plug,  or  valve,  v,  opening  upwards 
I  and  projecting  a  little  way  below  the  under  surface  of  the  head, 
'  which  is  ground  flat.  The  communication,  p,  between  the  plate 
I  of  the  pump  and  the  barrel,  is  made  at  a  sufficient  distance  from 
I  the  bottom  to  allow  the  plunger  to  pass  completely  beyond  it. 
.  In  order  to  use  the  instrument,  the  plunger  is  carried  down  to 
t  the  bottom  of  the  bairel,  the  receiver  is  then  attached  to  the 
]  plate,  and  the  piston  raised.  In  rising,  the  air  contained  in  the 
1  barrel  is  expelled  through  the  valve  in  the  cylinder  head,  and 
I  bubbles  up  through  the  oil  placed  there  to  keep  the  joints  air» 
;  tight.  When  the  piston  now  descends,  a  complete  vacuum  is 
1  formed  above  it,  until  it  passes  below  the  aperture  which  leads 
tto  the  receiver;  the  air  then  rushes  in  above  the  piston;  this 
'  portion  is  in  turn  expelled  by  raising  the  piston  again  ;  and  the  exhaustion  may 
:  m  this  way  be  carried  on  till  it  becomes  almost  complete,  because  the  valve  is 
I  now  raised  not  simply  by  the  elastic  force  of  the  air  confined  between  it  and 

■  the  piston,  but  it  is  pushed  up  by  the  upper  surface  of  the  piston  itself,  and  the 

■  last  bubble  of  air  is  displaced  by  a  drop  of  oil  which  flows  past  the  valve  and 
t  thus  effects  its  expulsion. 

(30  a.)  Sprengel's  Mercurial  Air-Pump. — A  very  ingenious  and  valuable 
1  instrument  has  been  described  by  Dr.  Sprengel  (Journ.  Chem.  Soc.  1865  [2], 
ui.  9),  by  which  a  very  high  degree  of  rarefaction  may  be  obtained.  The  pump 
18  based  on  the  s^me  principle  as.  that  of  the  blowing  apparatus  of  the  Catalan 
forge — -viz.,  the  carrying  of  a  stream  of  gas  down  a  tube  by  the  fall  of  a  liquid. 
The  simplest  form  of  the  Sprengel  that  was  first  described  is  shown  in  fig.  44 
(70);  in  this  apparatus,  the  mercury  from  the  funnel  in  falling  past  the  branch 
tube  incloses  bubbles  of  air,  which  are  carried  down  the  tube  and  delivered  at 
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the  orifice  under  the  mercury  in  the  vessel  at  the  hottom.  Many  alterations 
have  since  been  made  in  the  shape  of  the  apparatus,  and  that  shown  in  fig.  1 1  a, 

has  been  found  very  convenient.  The  mer- 
cury is  supplied  by  the  funnel.  A,  the  flow 
being  regulated  by  the  compression-cock,  B, 
from  which  it  descends  through  a  narrow 
tube  hanging  loosely  in  a  wider  tube,  c, 
any  air  bubbles  that  may  be  carried  down 
the  narrow  tube  escape  through  the  annular 
space  between  the  two  tubes.  Erom  c  the 
mercury  traverses  a  caoutchouc  tube  covered 
with  canvas  or  tape  into  the  air-trap,  d  (the 
action  of  which  will  be  described  directly), 
from  this  it  again  descends,  and,  by  means 
of  another  covered  caoutchouc  tube,  is  con- 
ducted into  the  tube,  E,  through  which  it 
rises  to  supply  the  fall-tube,  f,  which  is  the 
active  portion  of  the  pump.  The  vertical 
distance  between  the  lower  end  of  c  and  the 
bend  of  the  air-trap,  d,  must  not  be  less  than 
gQQmm.  -yfhen  the  apparatus  is  first  filled 
with  mercury,  the  compression-cock  on  the 
second  caoutchouc  tube  is  closed,  the  stop- 
per, d,  at  the  top  of  the  air-trap  removed, 
and  the  mercury  allowed  to  flow  gradually 
through  B,  until  the  air  is  entirely  expelled 
from  the  air-trap,  which  is  facilitated  by  re- 
moving the  latter  from  the  screw  on  which 
it  rests,  and  lowering  it  until  the  mercury 
reaches  the  orifice,  d,  when  the  stopper  is 
replaced  and  the  air-trap  again  suspended 
from  the  screw.  The  lower  compression- 
cock  may  now  be  opened,  which  permits 
the  mercury  to  rise  in  e,  and  enter  the  top 
of  the  fall-tube.  When  the  tubes  are  of 
the  proper  diameter  (about  i™™'),  and  the 
bend  at  the  top  of  the  fall-tube  rightly  con- 
structed, the  mercury  passes  down  the  fall- 
tube  in  separate  drops,  forming  pistons  of 
equal  length,  and  carr^'ing  the  gas  down 
quite  regularly.  The  receiver  to  be  ex- 
hausted is  connected  by  a  glass  ball  and 
socket-joint,  or  otherwise,  to  the  tube,  G ; 
and  the  gas  pumped  out  is  delivered  through 
the  mercury  in  the  funnel,  H.  After  the 
pump  has  been  at  work  for  some  time,  the 
fall-tube  is  liable  to  become  soiled,  which 
much  interferes  with  the  efficient  action  of 
the  apparatus.  The  tube  may  be  cleaned 
by  the  introduction  of  concentrated  sul- 
phuric aoid,  which  can  be  admitted  through 
the  tube,  J,  the  lower  end  of  which  passes 
through  the  cork  of  a  wide  tube  cPntaining  mercury,  covered  with  a  layer  of 
sulphuric  acid ;  to  introduce  the  agid,  the  block,  ^,  is  removed,  and  the  wide 
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tubes  lowered  until  the  end  of  J  Is  above  the  mercury,  the  acid  then  passes  up 
the  tube  into  the  pump.  The  second  tube,  L,  contains  sulphuric  acid,  to  dry  the 
air  before  it  comes  in  contact  with  that  which  is  to  be  used  for  the  pump.  The 
funnel,  H,  is  arranged  to  deliver  mercury  from  the  narrow  bent  tube  attached  to 
it,  the  sulphuric  acid  passing  over  the  lip.    When  the  pressure  in  the  receiver  is 
reduced  to  about  50™°^-  a  vacuum  is  formed  in  the  air -trap,  D,  and  the  mercury 
thus  falls  through  a  vacuum  before  reaching  the  fall-tube,  any  air  which  may  be 
dissolved  in  the  mercury  is  thus  given  up  in  the  trap,  and  not  into  the  receiver. 
By  using  caoutchouc  connexions  at  the  bottom  of  the  apparatus,  rigidity  is  avoided, 
which  is  of  great  value  when  fitting  up  the  pump,  the  fall-tube  merely  rests  in  the 
funnel,  being  held  upright  by  a  loose  support  at  M.    There  is  no  danger  of 
leakage  of  air  through  the  caoutchouc,  since  there  is  always  a  considerable  inter- 
nal pressure  of  mercury,  and  air  cannot  possibly  penetrate  into  the  receiver  if 
the  supply  funnel  becomes  empty,  for  the  difference  of  level  between  the  mer- 
cury in  the  bend  of  d  and  in  the  tube  c,  cannot  exceed  the  length  of  the  baro- 
metric column.    By  means  of  an  instrument  similar  to  this,  Mr.  W.  P.  Donkin  has 
obtained  some  very  perfect  exhaustions  {Chem.  News,  1874,  xxix.  125).  With- 
out the  air-trap,  and  by  connecting  the  receiver  to  the  pump  by  an  india-rubber 
joint  surrounded  by  glycerine,  the  pressure  was  reduced  to  xoTTiTo'o '0  ^^'^^ 
thp  atmosphere.   When  the  air-trap  was  employed,  and  the  receiver  hermetically 
sealed  on  to  the  pump,  the  best  exhaustion  obtained  was  -^si-^-koWoo 
atmospheric  pressure. 

(31)  Pressure  of  Air. — The  increase  in  volume  of  the  in- 
closed air,  and  consequent  decrease  in  its  pressure,  may  be 
illustrated  by  inserting  a  tube,  blown  into  a  bulb  at  one  end,  full 
of  air,  and  with  its  open  mouth  downwards  in  a  vessel  containing 
water,  which  is  placed  under  the  receiver  of  the  pump.  With  each 
movement  of  the  piston,  the  air  in  the  bulb  expands,  while  a 
portion  of  it  in  the  act  of  expanding  escapes,  and  bubbles  up 
through  the  water.  An  amusing  variation  of  this  experiment 
may  be  made  by  placing  a  number  of  shrivelled  apples  in  the 
receiver,  and  then  working  the  pump.  The  apples  contain  air  in 
their  pores,  which  is  prevented  from  escaping  by  the  rind ;  on 
working  the  pump  the  diminished  pressure  causes  this  imprisoned 
air  to  expand ;  in  consequence,  the  apples  swell  up,  and  regain 
their  fresh  and  plump  appearance.  The  illusion  vanishes  the 
moment  the  atmospheric  air  is  readmitted,  because  the  pressure 
of  the  external  air  reduces  that  in  the  apples  to  its  former  bulk. 
The  pressure  thus  exhibited  is  very  considerable,  as  may  be  shown 
by  the  following  experiment.  Take  a  thin  vessel,  such  as  a  light 
fiask,  and  seal  it  up  full  of  air ;  now  if  the  air  be  exhausted  from  a 
receiver  placed  over  it,  the  flask  will  be  burst  into  fragments.  The 
great  pressure  which  air  exerts  against  the  internal  surface  of  the 
vessels  in  which  it  is  contained,  may  also  be  exhibited  by  allowing 
a  weight  of  several  pounds  to  rest  upon  a  bladder  placed  under 
the  receiver  of  the  air-pump ;  on  exhausting  the  air  from  the  re- 
ceiver^ the  air  in  the  bladder  expands,  and  lifts  the  weight. 
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(32)  Condensing  Syringe.— li  the  valves  in  the  syringe  be 
made  to  open  in  the  direction  opposite  to  those  of  the  air-pump, 
the  instrument  constitutes  the  condensing  syringe.  By  attaching 
it  to  a  reservoir  capable  of  resisting  the  pressure,  as  shown  in 
fig  12,  air  may  be  compressed  without  difficulty,  and  stored  up 
as  a  mechanical  power ;  the  pressure  of  air  so  compressed  is 

PiGf.  12. 
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capable  of  being  brought  suddenly  into  exercise.  Instances  of 
this  kind  are  furnished  in  the  compressed  air-fountain,  and  in 
the  common  forcing-pump,  one  variety  of  which  constitutes  that 
invaluable  machine,  the  fire-engine.  A  still  more  striking 
illustration  is  seen  in  the  air-gun,  where  the  power  of  compressed 
air  is  made  to  execute  the  office  of  ordinary  gunpowder,  a  sub- 
stance which  may  be  regarded  as  a  magazine  of  condensed  air 
which  can  be  brought  into  action  at  will. 

(33)  Weight  of  the  Air. — By  means  of  the  air-pump  it  is  easy 
to  show  by  direct  experiment,  that  air,  in  common  with  every 
form  of  matter^  has  weight,  and  even  to  measure  its  weight.  For 


22,]  WEIGHT  OF  THE  AIR.  ' 

this  purpose  a  well-sliaped  globular  flask,  f,  fig,  13,  furnished  with 
a  small  stop-cock,  is  screwed  to  the  plate  of  the  pump,  and  the  air 
is  exhausted.  In  this  state  it  is  transferred  to  a  good  balance 
and  accurately  counterpoised ;  it  is  then  attached  to  a  graduated 
jar,  G,  filled  with  air,  also  provided  with  a  stop-cock,  and  stand- 
ing over  water ;  the  moment  that,  by  opening  the  stop-cocks,  a 
communication  is  made  between  the  jar  and  the  flask,  the  air 
rushes  into  the  exhausted  vessel.  The  amount  that  thus  enters 
is  read  oflp  by  noticing  the  level  of  the  water  before  the  stop- 
cocks are  opened,  and  then  estimating  its  rise  afterwards  by 
the  marks  on  the  side  of  the  jar.  On  transferring  the  flask 
back  to  the  balance,  it  will  be  found  to  have  increased  in  weigh,t 
several  grains. 

Minute  attention  to  a  variety  of  circumstances  is  required  to 
insure  a  correct  result  in  this  experiment.  It  is  by  experiments 
conducted  on  this  principle  that  the  density  of  the  air  has  been 
well  ascertained  (146), 

According  to  Prout,  100  cubic  inches  of  air  at  a  temperature 
of  60°  F,,  when  the  column  of  mercury  in  the  barometer  stands 
at  30  inches,  are  31*0117  grains.  Regnault  found  that  i  litre 
of  air  at  0°  C,  was  (barometer  760™™',  also  at  0°  C)  i •293187 
grammes.  This,  if  reduced  to  the  English  standards,  would  make 
the  100  cubic  inches  of  air  amount  to  30' 93 8  grains,*  or  13 
cubic  feet  of  air  would  be  about  i  lb. 

We  may  form  some  notion  of  the  density  of  the  air,  by 
calculating  the  quantity  contained  in  a  given  space.  Take,  for 
example,  a  room  10  metres  square,  and  5  metres  in  height,  offer- 
ing a  cubic  content  of  500  cubic  metres  :  since  a  litre  of  air  is 
1 '293187  grammes,  a  cubic  metre,  or  1000  litres,  will  be 
i'293i87  kilogrammes,  and  500  cub.  metres  of  air  will  be 
646  kilos.    Such  a  room  in  English  measures  would  be  about 


*  According  to  Eegnaulfc,  the  density  of  mercury  at  0°  C.  is  I3'596,  water 
at  4°  C.  being  taken  as  i ;  consequently  the  relative  densities  of  air,  water,  and 
mercury  will  be — 

Air  at  0°  C,  Water  at  4°  C,  Mercury  at  0°  C, 

I  :  773"3  :  loSiS'S 

under  a  barometric  pressure  of  760™™',  or  29*922  English  inches  at  0°  C. 
Calculating  these  values  all  at  the  temperature  of  60°  F.,  and  at  the  barometric 
pressure  of  30  inches,  the  mercurial  column  being  also  at  60°  F.,  and  allowing 
for  the  relative  expansion  of  water  and  mercury  by  heat,  the  ratios  will  be  the 
ollowing — 

Air,  Water,  Mercury, 

I  :  816-62  :  XI082 
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3 2"  809  feet  square,  and  16-4045  feet  high,  with  a  cubic  content 
of  17658*3  cub.  feet,  and  the  air  that  it  contains  at  60°  F.  and 
30  in.  barometer,  would  be  about  1349  lb.  or  12  cwt. 

It  is  obvious  that  if,  in  the  experiment  with  the  flask,  just 
described,  the  graduated  jar  had  contained  any  other  gas  instead 
of  atmospheric  air,  it  would  be  possible  to  ascertain  the  weight 
of  a  given  quantity  of  such  gas  ;  and  by  comparing  this  weight 
with  that  of  an  equal  volume  of  air,  to  ascertain  its  density. 

(34)  Household  Pump. — The  air  is  the  power  which  raises 
water  in  the  bore  of  an  ordinary  pump.    The  construction  of 

this  very  useful  machine  will  be  at  once 
understood  from  the  description  of  the  air- 
pump  which  has  been  already  given;  the 
arrangement  of  the  valves  being  similar. 
Suppose  that  at  first  there  is  no  water  in 
the  body  of  the  pump.  On  depressing  the 
piston  rod  (fig.  14),  air  escapes  through  the 
upper  valve,  a,  and  on  raising  it  again,  a 
fresh  portion  enters  from  the  pipe  attached 
below  the  second  valve,  b.  The  pressure  of 
the  atmosphere  upon  the  surface  of  the 
water  in  the  well  forces  up  a  portion  of  this 
liquid  till  it  reaches  a  height  at  which  the 
pressure  due  to  the  column  raised  together 
with  the  diminished  pressure  of  the  air  in 
the  barrel  is  equal  to  that  of  the  atmo- 
sphere ;  on  again  depressing  and  raising  the 
piston  several  times  successively,  the  whole 
of  the  air  at  length  has  its  place  supplied  by 
the  water  thus  raised  from  the  well  below, 
the  pressure  of  the  atmosphere  being  partly 
removed  from  the  surface  of  the  water  con- 
tained in  the  pipe  beneath  the  valves.  It  is 
manifest,  however,  that  there  must  be  a  limit 
in  the  height  to  which  water  can  be  raised 
in  this  way.  As  soon  as  the  column  of 
water  in  the  pump  above  the  level  of  that 
in  the  well  is  long  enough  to  balance  the  pressure  of  the 
air,  the  water  will  rise  no  higher.  Such  a  column  of  water 
is  about  33  feet,  10-33  metres  in  height.  If  a  tube  40  feet  (or 
nearly  12  metres)  long  be  closed  at  its  upper  end,  filled  with 
water,  and  then  placed  mouth  downwards  in  a  vessel  of  water,- 
the  water  in  the  tube  will  fall  till  it  stands  about  10  metres 
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above  the  level  of  that  in  the  cistern.  Such  a  tube^  forming, 
in  fact,  a  water  barometer,  was  placed  by  the  late  Professor 
Daniell  in  the  hall  of  the  Royal  Society.  It  is  very  sensitive 
to  changes  in  the  pressure  of  the  atmosphere,  the  column  during 
a  gale  of  wind  rising  and  falling  visibly  in  the  tube. 

(35)  Pressure  Gauge  and  Barometer. — If  the  tube  were  filled 
with  a  liquid  denser  than  water,  a  proportionately  shorter  column 
of  it  would  be  sustained  by  the  pressure  of  the  air,  the  length  of 
the  column  being  inversely  proportional  to  the  density  of  the 
two  liquids.  Now  as  mercury  is  rather  more  than  13  times 
denser  than  water,  this  liquid  metal  will  rise  to  a  height  only  about 
-jJg-  as  great  as  that  of  water,  or  to  a  height  of  about  30  inches 
(762  millimetres)  instead  of  10*33  metres.  This  result  is  easily 
verified ;  for  if  a  glass  tube  about  one  metre  in  length,  and  closed 
at  one  extremity,  be  completely  filled  with  mercury,  the  aperture 
closed  with  the  finger,  and  it  be  placed  mouth  downwards  in  a 
basin  of  mercury, — on  removing  the  finger,  the  column  of  fluid 
metal  will  partially  descend,  and  leave  a  void  space  of  340  or 
250  millimetres  (about  10  inches)  in  length  in  the  upper  part  of 
the  tube.  But  the  most  complete  demonstration  that  the  mercury 
is  sustained  solely  by  the  pressure  of  the  air  upon  that  in  the 
basin,  is  furnished  by  placing  the  whole  apparatus  under  the 
receiver  connected  with  the  air-pump :  as  the  air  is  exhausted, 
and  consequently  the  pressure  is  diminished,  the  column  sinks ; 
but  it  recovers  its  former  level  on  readmitting  the  air  from  without. 
A  tube,  or  air-gauge,  acting  on  this  principle,  is  usually  attached 
to  every  air-pump,  as  a  convenient  means  of  judging  of  the  per- 
fection of  the  vacuum.  If  it  were  possible  wholly  to  exhaust 
the  air  from  the  receiver,  the  mercury  would  rise  in  such  a  gauge 
(which  is  simply  a  tube  open  at  top  into  the  receiver,  and  dipping 
below  into  a  basin  of  mercury)  until  it  stood  at  the  same  level 
as  in  the  barometer  at  the  time  of  the  experiment :  but  this  result 
is  never  attained  in  practice ;  the  pressure  of  the  portion  of  air 
remaining  in  the  receiver  always  depresses  the  mercury  nearly  a 
millimetre  in  the  gauge  below  this  point.  By  means  of  the 
gauge,  the  density  of  the  air  still  remaining  in  the  receiver  is 
readily  ascertained,  for  the  density  is  always  proportional  to  the 
pressure.  Suppose,  then,  the  gauge  showed  a  residual  pressure 
of  2  millimetres,  the  remaining  air  would  have  only  of  the 
density  that  it  possessed  at  the  commencement,  if  the  atmospheric 
pressure  shown  by  the  barometer  at  the  time  were  equal  to  that 
due  to  a  column  of  760  millimetres  in  height. 

Reguault  employs  a  gauge,  at  the  side  of  which  an  ordinary 
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Fig.  II 


mercurial  barometer  plunging  into  the  same 
cistern  is  placed  (fig.  15)^  so  that  the  dif- 
ference in  height  between  the  two  columns  of 
mercury  may  be  read  off  with  great  accuracy 
by  means  of  a  graduated  scale  and  verniers, 


Fig.  16. 


V,  I) 

A  simple  pressure  gauge  or  manometer 
(from  [jiavog,  rare)  for  estimating  the  rarity  or 
condensation  of  air  in  a  confined  space,  is 
made  by  bending  a  tube  into  the  form  shown 
in  fig.  1 6,  and  pouring  water  into  the  bend : 
the  apparatus  is  attached  at  a  to  the  air  vessel, 
the  other  limb,  b,  being  open  to  the  atmo- 
sphere j  by  the  difference  of  level,  the  pres- 
sure of  the  gas  under  experiment  can  be 
accurately  estimated  by  a  scale  placed  between 
the  tubes.  When  the  pressures  are  con- 
siderable, mercury  is  used  instead  of  water. 
A  pressure  gauge  of  this  simple  description  is 
in  constant  requisition  in  coal-gas  works  for 
estimating  the  pressure  in  the  gasometer,  in 
the  street  mains,  or  at  any  part  of  the  services. 

A  simple  inverted  tube  when  filled  with 
mercury,  with  due  precautions  to  exclude 
every  particle  of  air,  and  furnished  with  accu- 
rate means  of  measuring  the  height  of  the 
column  above  the  level  of  the  mercury  in  the 
cistern,  constitutes  one  of  the  most  indis- 
pensable philosophical  instruments — the  baro- 
meter (from  (5apoc,  a  weight,  and  fxtTpov,  a 
measure).  The  diameter  of  the  tube  is  of  little 
consequence ;  but  a  tube  of  from  8  to  13  mil- 
limetres (J  or  J  an  inch)  wide,  or  wider,  is  pre- 
ferable to  one  of  smaller  bore.  A  slight  fixed 
correction  for  capillarity,  varying  with  the  dia- 
meter of  the  tube,  is  required  for  each  instru- 
ment. In  the  best  instruments  of  this  de- 
scription the  whole  scale  is  moveable  by  a  rack 
and  pinion,  p  (fig.  17),  and  can  be  adjusted  so 
that  its  lower  extremity,  which  for  convenience 
of  observation  is  made  to  terminate  in  a  fine 


The  dilTereuce  in  lieiglit  may  be  still  more  accurately  read  off,  without  the 
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steel  point  e,  can  be  bi'ought  to  coincide  ex-  Fig.  17. 
actly  with  the  surface  of  the  mercury  in  the 
cistern  :  unless  this  contrivance  were  adopted, 
it  would  not  be  possible  to  measure  accurately 
the  height  of  the  column  of  metal,  because  the 
level  of  the  mercury  in  the  cistern  is  con- 
tinually undergoing  slight  variations  :  as  the 
metal  rises  in  the  tube  it  falls  in  the  cistern, 
and  vice  versa :  part  of  the  cistern  is  con- 
structed of  glass,  to  allow  the  point  of  the 
scale  to  be  seen.  The  height  of  the  mercurial 
column  above  the  level  of  the  mercury  in  the 
cistern,  when  the  instrument  has  been  placed 
in  a  truly  vertical  position,  is  read  oflF  at  the 
top  by  a  vernier  v,  which  estimates  differences 
of  a  tenth  of  a  millimetre.  The  barometer 
has  been  constructed  in  a  great  variety  of 
forms,  but  the  simple  inverted  tube  is  the 
best  for  ordinary  purposes.* 

(36)  The  Syphon,  which  is  another  instru- 
ment in  frequent  use  in  the  laboratory,  de- 
pends for  its  operation  partly  upon  the  prin- 
ciple of  atmospheric  pressure.  The  syphon  is 
a  bent  tube,  by  means  of  which  liquids  may 
be  lifted  above  the  level  at  which  they  stand, 
provided  that  they  are  ultimately  transferred 
to  a  lower  level.  Suppose  that  it  be  desired 
to  draw  off  a  liquid  without  disturbing  a  powder  which  has  settled 
down  to  the  bottom  of  a  vessel ;  a  bent  tube  or  syphon  (s,  fig.  18), 
one  limb  of  which  is  longer  than  the  other,  is  filled  with  water, 
and  closed  by  placing  the  finger  at  the  end  of  the  longer  limb ; 
the  instrument  is  then  inverted,  and  the  short  limb  is  plunged 
rapidly  into  the  liquid  to  be  decanted.     On  removing  the  finger 


employment  of  verniers,  by  using  an  instrument  called  a  cathetometer  (from 
KaOfTOi,  a  perpendicular),  which  consists  of  a  telescope  of  short  focus,  furnished 
with  a  spirit  level,  by  which  its  horizontality  may  be  secured.  Upon  a  graduated 
scale,  which  is  placed  truly  vertical,  the  telescope  slides  up  and  down,  and  is 
raised  or  lowered  until  its  cross-wires  coincide  with  the  level  of  the  mercury. 
With  an  instrument  upon  this  pi-inciple  properly  constructed,  differences  in  ver- 
tical height  in  the  mercurial  columns  may  be  determined  with  minute  precision. 
It  is  the  method  uniformly  adopted  by  Regnault. 

*  A  table,  giving  the  values  of  the  barometric  pressure  in  millimetres, 
expressed  in  the  corresponding  number  of  English  inches,  will  be  found  at  the 
end  of  this  volume. 


62 


SYPHON — PKESSUltE  OF  THE  AIR. 


from  the  longer  limb,  the  liquid 
flows,  and  will  continue  to  do  so 
as  long  as  the  shorter  limb  re- 
mains below  the  surface  of  the 
liquid  in  the  vessel.  If  the  vessel 
V,  however,  be  raised  until  the 
longer  limb  of  the  syphon  is  im- 
mersed in  the  liquid  that  has  run 
over,  and  the  liquid  stands  at  the 
same  level  in  both  vessels,  no 
further  flow  will  take  place ;  if 
V  be  again  depressed,  the  flow 
through  the  syphon  will  again  be 
renewed.  "When,  as  was  effected  by  the  expedient  of  raising  the 
lower  vessel  till  the  liquid  stood  at  the  same  level  in  both,  the 
acting  limbs  of  the  syphon  are  of  equal  length,  the  column  of 
liquid  in  each  has  the  same  perpendicular  height,  and  the  down- 
ward pressure  of  each  column  will  be  the  same :  neither  column 
will  preponderate  over  the  other :  but  if  the  vertical  column  of 
liquid  be  longer  on  one  side  than  on  the  other,  this  longer  column 
will  necessarily  press  downwards  with  more  force  on  that  side 
than  the  column  in  the  shorter  limb  presses  in  the  opposite 
direction ;  the  atmospheric  pressure,  however,  is  equal  on  both 
sides ;  the  heavier  column  therefore  runs  out  of  the  tube,  drawing 
with  it  the  liquid  in  the  shorter  limb,  and  the  place  of  this  liquid 
is  supplied  by  a  fresh  portion  from  the  vessel,  owing  to  the  pres- 
sure of  the  atmosphere  which  drives  it  up  into  the  space  that 
would  otherwise  become  empty. 

(37)  P^'^ssure  of  the  Atmosphere. — From  what  has  been 
already  stated,  it  must  be  obvious  that  we  are  living  at  the 
bottom  of  a  vast  aerial  ocean,  and  subject  to  the  pressure  due  to 
the  superincumbent  mass, — a  pressure  which  amounts  to  about 
15  pounds  upon  every  square  inch  of  surface,  and  as  has  been 
estimated,  to  about  14  or  15  tons  weight  upon  the  siu-face  of 
the  body  of  a  man  of  average  stature.* 

The  existence  of  this  pressure  of  the  air  is  a  matter  of  the 
highest  importance  to  us.  It  admits  of  proof  by  experiment  in 
a  variety  of  ways.    The  receiver  of  the  air-pump  may  at  first  be 


*  Every  square  centimetre  supports  an  atmospheric  pressure  amounting  to  a 
little  more  than  the  weight  of  i  kilogramme,  or  more  exactly  1-033  kilog., 
when  the  barometer  stands  at  760™™',  and  the  surface  of  a  man's  body  would 
sustain  an  average  pressure  of  about  15000  kilogrammes. 
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lifted  from  the  brass  plate  without  difficulty,  but  after  a  few- 
strokes  of  the  pump  in  the  ordinary  process  of  exhausting,  it 
becomes  fixed  by  the  pressure  of  the  air,  uncompensated  by  that 
within  the  vessel.  It  is  for  this  reason  that  an  arched  form  is 
given  to  the  external  surface  of  vessels  designed  to  bear  ex- 
haustion. If  the  hand  be  placed  over  the  mouth  of  a  receiver 
having  at  the  top  an  opening  of  a  or  3  inches  (6  or  8  centi- 
metres) in  diameter,  a  very  partial  removal  of  the  air  will 
make  this  pressm-e  painfully  sensible ;  and  if  a  piece  of  bladder 
be  moistened  and  securely  tied  over  the  opening  and  then 
left  to  dry,  its  surface  will,  when  a  portion  of  the  inclosed 
air  is  removed,  become  very  tense  and  concave,  and  if  the  ex- 
haustion be  carried  far  enough,  it  will  suddenly  burst  with  a 
loud  report. 

But  the  question  will  naturally  arise,  how  is  it,  that  if  our 
bodies  are  subjected  to  the  pressure  above  indicated,  we  are  not 
only  able  to  support  it  without  being  crushed  or  rooted  to  the 
earth,  but  are  even  insensible  of  its  existence.  The  reason  is, 
that  the  pressure  is  equal  in  all  directions.  A  very  simple  ex- 
periment will  suffice  to  demonstrate  the  upward  pressure.  Take 
a  glass  jar  with  a  smooth  edge  (a  common  wine-glass  will  do), 
fin  it  with  water,  close  the  mouth  with  a  card  or  with  a  bit  of 
paper,  retain  the  card  in  its  place  with  the  hand,  and  turn  the 
jar  mouth  downwards;  the  hand  may  be  removed,  the  card  will 
remain  supported,  and  the  water  will  not  escape.  Indeed  we 
might  thus  support  a  column  of  water  10  metres  long  (but  not 
longer),  as  that  would  just  balance  the  pressure  of  a  column  of 
air  of  equal  diameter.  It  is  the  pressure,  exerted  in  all  direc- 
tions on  the  blood,  pervading  every  tissue  of  our  frame,  which 
renders  us  unconscious  of  the  atmospheric  pressure.  If  the 
pressure  upon  the  surface  of  the  body  be  decreased,  as  by 
ascending  in  a  balloon,  considerable  inconvenience  is  often  ex- 
perienced ;  bleeding  at  the  nose,  and  other  unpleasant  symp- 
toms sometimes  arising,  from  the  diminution  of  the  atmospheric 
pressure  on  the  surface  of  the  body.  Blood  flows  in  the  opera- 
I  tion  of  cupping,  because  the  atmospheric  pressure  is  partially 
1  removed  over  the  wounds  inflicted  by  the  lancets. 

(38)  Pneumatic  Trough. — Among  the  many  useful  contrivances 
I  depending  on  the  pressure  of  the  air,  is  a  simple  but  valuable 
i  apparatus  of  Priestley^s,  called  the  pneumatic  trough,  which  enables 
I  us  to  confine  air  and  gases  in  vessels,  and  to  decant  them  from 
(  one  to  another  with  as  much  ease  as  liquids  may  be  managed 
I  and  poured. 
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Fig.  20. 


[38. 

The  pneumatic  trough  consists  of  a  vessel  containing  water,  fig.  i  Q.across  which, 
at  the  depth  of  from  5  to  8  centimetres  from  the  top,  a  ledge  or  shelf  is  placed;  the 

jars  destined  to  receive 
Fig.  19.  the  gas  are  filled  with 

water,  and  placed  with 
their  mouths  downwards 
upon  the  shelf,  which  is 
kept  about  an  inch  (2  or 
3  centimetres)  under 
water ;  into  these  jars 
the  gas  is  allowed  to 
bubble  up,  and  it  may  be 
transferred  from  one  jar 
to  another  by  an  inverted 
pouring.  When  a  jar 
has  been  filled,  or  par- 
tially filled  with  ga-s, 
it  may  be  readily  re- 
moved from  place  to 
place  by  sliding  under 
its  open  mouth,  while 
still  immersed  in  water, 
a  plate  or  shallow  tray, 
containing  water,  on 
which  it  may  be  lifted 
out  of  the  pneumatic  trough  as  at  B. 

(39)  The  Gas-holder.— 
large  quantities  of  gas  are  to  be 
stored  up,  a  dififevent  apparatus, 
the  gas-holder,  is  employed,  and 
in  this  instrument  also,  advan- 
tage is   taken  of  the  pressure 
of   the    atmosphere.     The  gas- 
holder is  represented  in  fig.  20. 
It  consists  of  a  cylinder,  b,  sur- 
.  mounted  by  a  tray,  a,  for  holding 
water ;    this   tray  communicates 
with  the  cylinder  by  means  of  two 
pipes  provided  with  stop-cocks ; 
one  of  these  pipes,  f,  proceeds 
nearly  to  the  bottom  of  the  cylin- 
der, B,  and  is  open  at  both  extre- 
mities ;  the  other  pipe,  e,  ouly  just 
enters  the  top  of  tlie  lower  cavity  : 
at  the  lower  part  of  the  cylinder  is 
a  short  wide  pipe,  c,  passing  obliquely  upwards,  and  furnished  with  a  plug,  by  which 
it  can  be  closed  at  pleasure.    A  third  stop-cock  is  introduced  at  the  upper 
part  of  the  cylinder  at  g,  to  which  a  flexible  tube  may  be  attached  for  the 
convenience  of  transferring  the  gas.    Now  suppose  the  gas-holder  to  be  full  of 
atmospheric  air,  and  to  be  wanted  for  use ;  the  pipe,  c,  at  the  bottom  is  closed, 
water  is  poured  into  the  tray,  and  both  stop-cocks  in  the  vertical  pipes  are  opened  : 
the  water  descends  through  the  longer  pipe,  f,  whilst  the  air  escapes  in  bubbles 
through  the  shorter  one,  e :  when  B  is  completely  full,  the  stop-cock*  are  closed, 
and  the  plug  at  the  bottom  removed ;  no  water  escapes,  owing  to  the  pressure 
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of  the  atmosphere  upon  the  surface  of  the  liquid  in  the  wide  tuhe,  c,  the  water 
being  retained  just  as  in  the  ordinary  hird-fountain.  The  neck  of  the  retort,  R, 
or  other  vessel  for  producing  the  gas,  is  introduced  completely  within  the  cylinder, 
and  the  water  is  displaced  by  the  gas  which  rises  and  accumulates  in  the  upper 
part,  whilst  the  water  runs  off  into  a  vessel  placed  below.  The  progress  _  of  the 
experiment  may  be  watched  by  means  of  the  glass  tube,  d,  which  is  open 
both  at  top  and  bottom  into  the  cylinder,  B  j  the  level  of  the  water  within  the 
instrument  is  thus  always  exhibited.  In  order  to  use  the  gas  stored  up,  the 
plug  is  replaced  at  c,  and  the  stop-cock  in  the  long  pipe  opened  to  allow  the 
column  of  water  to  exert  its  pressure  on  the  gas,  which  escapes  on  cautiously 
turning  the  stop-cock,  e,  and  may  either  be  received  in  a  jar  placed  in  the  tray 
over  the  short  tube,  e,  or  it  may  be  conveyed  away  through  a  flexible  tube 
attached  to  the  stop-cock,  g. 

(40)  Water  dissolves  all  gases ; 
some  in  small  quantities^  and  others 
with  very  great  avidity ;  the  latter 
of  course  cannot  be  collected  over 
water.  Indeed,  in  all  cases  where 
great  accuracy  is  requisite,  some 
other  liquid  must  be  substituted 
in  the  trough  and  jars  for  water. 
Mercury  is  the  fluid  which  offers 
fewest  inconveniences,  and  .  it  is 
usually  employed  for  this  purpose  in  a  trough  of  earthenware, 
iron  or  wood,  the  form  of  which  is  seen  in  fig.  21. 

(41)  Correction  of  Gases  for  Pressure. — The  foregoing  mode 
of  collecting  gases  over  mercury  leads  us  to  consider  a  correction 

'  of  great  importance  in  cases  whei'e  an  accurate  measiirement  of 
the  volume  of  a  gas  is  requisite.     In  all  cases  a  portion  of  air 
1  or  gas  which  communicates  with  the  atmosphere  either  through 
•  the  walls  of  a  flexible  bag  or  bladder,  or  that  is  confined  over 
water  or  mercury,  is  subject  to  the  pressure  of  the  atmosphere, 
transmitted  to  it  either  through  the  flexible  material,  or  through 
'  the  interposed  portion  of  liquid.    If,  in  the  pneumatic  trough, 
;  the  liquid  within  and  without  the  jar  stand  at  the  same  level,  the 
1  pressure  upon  the  included  gas  will  be  exactly  that  due  to  the 
i  atmosphere  at  the  time ;  if,  however,  the  liquid  within  stand 
1  higher  than  that  in  the  bath,  the  gas  will  be  subjected  to  a 
i  pressure  less  than  that  of  the  atmosphere  at  the  time,  by  the 
^  amount  necessary  to  support  the  column  of  liquid  above  the 
*.  outer  level  of  that  in  the  bath. 

Observation  has  shown  that  the  pressure  of  the  atmosphere  at 
'  the  same  spot  is  liable,  from  different  causes,  to  continual  variation. 
1  The  average  pressure  at  the  sea-  level  is  equivalent  to  that  due  to 


66  CORRECTION  OF  GASES  FOR  PRESSURE.  [41.  1 

1 

a  coluran  of  mercury  760™™-  (or  29*92  inches)  in  height ;  but  in 
this  climate  it  is  sometimes  so  much  diminished  as  to  support  a  ■ 
column  of  only  about  yio'"'"- ;  at  other  times  the  pressure  will 
be  equivalent  to  nearly  780™°"-  of  mercury.    Now  the  same 
quantity  of  gas  will^  under  these  different  circumstances,  some-  | 
times  occupy  a  volume  considerably  greater,  at  others  considerably  ; 
less,  than  the  average. 

It  is  necessary,  therefore,  in  all  experiments  upon  the  density 
or  volume  of  gases,  to  observe  the  height  of  the  barometric 
column,  as  this  gives  the  pressure  to  which  the  gas  is  at  the  same  . 
time  subjected.    This,  however,  is  true  only  when  the  liquid  in 
the  bath,  and  that  in  the  jar,  are  on  tlie  same  level.    In  practice  1 
it  is  rarely  possible  to  make  them  rigidly  so.     The  liquid 
generally  stands  highest  in  the  jar.     Supposing  the  gas  to  have 
been  collected  over  mercury,  in  order  to  allow  for  the  dilatation  , 
occasioned  by  this  inequality  of  level,  the  difference  of  the  two  | 
levels  must  be  accurately  measured,  and  the  measurement  so  j 
obtained  must  be  subtracted  from  the  height  of  the  mercurial  ! 
column  in  the  barometer  at  the  time.    A  similar  correction  is  ■ 
required  if  the  gas  be  standing  oyer  water,  but  it  is  smaller  in 
amount,  a  column  of  water  of  I3'596  centimetres  in  height  being 
equivalent  to  i  centimetre  of  mercury.    When  the  necessary 
measurements  have  been  made,  a  simple  calculation  shows  the 
volume  that  any  gas  would  have  occupied,  assuming  it  to  have 
been  measured  under  a  barometric  pressure  of  760  millimetres.* 
Suppose   that  having    measured  50   cubic  centimetres  of 
oxygen  standing  over  mercury,  the  level  of  the  metal  in  the 
jar  being  25™™'  higher  than  that  in  the  bath,  the  barometer  at 
the  time  standing  at  740™™-,  it  is  desired  to  ascertain  what 
volume  the  gas  would  occupy  under  a  pressure  of  760™*"*    By  I 


*  In  tliis  country  the  standard  or  normal  pressure  to  which  gases  are  cor- 
rected, has  been  generally  that  of  a  column  of  mercury  30  inches  in  height ; 
the  French  standard  being  that  of  a  column  of  mercury  760  millimetres  (or 
29922  English  inches)  in  height:  consequently  100  cubic  inches,  measured 
under  the  English  standard  pressure  of  30  inches,  would,  under  the  French 
standard,  fill  a  space  of  100-263  cubic  inches. 

Strictly  speaking,  however,  the  observations  should  be  reduced  to  the 
pressure  of  a  column  of  mercury  29-922  inches  in  height  at  32°  F.  Such  a 
t!olumn,  owing  to  the  expansion  of  mercury  by  heat,  would  be  increased  of 
its  length,  at  the  mean  temperature  of  60°  F.,  and  consequently  would  then 
measure  30-006  inches:  and  under  this  pressure  100  cubic  inches  of  any  gas, 
measured' at  a  barometric  pressure  of  30  inches,  would  be  reduced  to  99-98  cubic 
inches,  a  difference  so  trilling  that  it  may  almost  always  be  neglected. 
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Boyle's  law  (37)  the  volume  of  a  gas  is  inversely  as  the  pressure. 
Therefore — 

Standard  pressure.      Observed  pressure.     Observed  vol.       Corrected  vol. 

760--     :        |7^5°^'"-or|  ^    p  (=47-039 

'  (749  —  25]  ^  [cub.  centim.) 

Or,  putting  the  whole  into  a  general  form : — 
If  V  be  the  corrected  volume  of  the  gas,  V  the  observed 
volume,  H  the  standard  height  of  the  barometer,  H'  the  observed 
height  at  the  time  of  the  experiment,  h  the  difference  of  level  in 
the  mercm'ial  bath ;  then 

V  iU'  -  h) 
H 

In  estimating  the  density  from  the  volume  of  a  gas,  it  is 
necessary  to  make  a  further  correction  for  the  temperature  (144), 
as  well  as  for  the  state  of  moisture  or  dryness  which  it  may 
possess  at  the  time. 

(42)  Density  of  the  Atmosphere  at  Different  Heights. — A 
remarkable  consequence  of  the  law  of  elasticity  in  gases  is  exhi- 
bited in  the  increasing  rarefaction  of  the  atmosphere  in  ascending 
from  the  surface  of  the  earth.  The  air  is  subject  to  a  pressure 
which  decreases  gradually  with  the  progressive  elevation  above  the 
sea-level.  This  will  be  evident  if  we  consider  the  atmosphere  to 
be  composed  of  a  series  of  layers  or  strata  :  the  lowest  layer  sup- 
ports the  pressure  of  the  entire  superincumbent  mass ;  the  one 
next  above  this  supports  the  pressure  of  all  but  the  lowest ;  the 
third  that  of  all  but  the  two  lower  ones,  and  so  on  in  succession. 
In  consequence  of  Boyle's  law — viz.,  that  the  volume  of  a  gas  is 
inversely  as  the  pressure,  it  is  found  that  if  the  air  be  examined 
;  at  a  series  of  heights,  increasing  according  to  the  terms  of  an 
arithmetical  progression,  the  density  of  the  air  decreases  accord- 
.  ing  to  the  terms  of  a  geometrical  progression.  In  the  following 
•  table  the  heights  above  the  surface  are  taken  in  arithmetical 
]  progression,  increasing  regularly  by  distances  of  3*5  miles ;  the 
i  volume  of  equal  weights  of  air  at  these  successive  heights  increases 
in  geometrical  progression,  the  volume  being  doubled  for  each 
!  step  in  the  ascent ;  while  the  density,  and  the  corresponding 
height  of  the  barometer,  decrease  in  the  same  geometric  ratio, 
1  being  at  each  successive  elevation  exactly  half  what  they  were  at 
J  the  preceding  one  : — 
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Density  of  the  Air  at  increasing  Altitudes. 

Heipht  of  Barometer. 


Miles  abovG 

Bulk  of  equal 
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95 
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The  annexed  diagram  (fig.  22), 
slightly  altered  from  one  in  Tomlin- 
son's  Treatise  on  Pneumatics,  is  sup- 
posed to  represent  a  vertical  section 
of  the  atmosphere ;  the  left-hand 
column  shows  the  height  in  miles 
above  or  below  the  sea-level ;  the 
right-hand  column  the  correspond- 
ing heights  of  the  barometer  in 
inches;  a  indicates  the  altitude  of 
the  highest  peaks  of  the  Himalaya  ; 
B,  the  altitude  of  7016  metres,  or 
23,019  feet,  the  height  attained  in 
a  balloon  by  Gay-Lussac  (17  Sept., 
1804);*  c,  Dolcoath  mine, Cornwall, 
260  fathoms,  or  475*48  metres ;  d, 
the  deepest  sea  sounding  yet  ob- 
tained, 7706  fathoms,  or  8  919  miles, 
(Capt.  Denham)  H.M.  ship  Herald, 
Oct.  20,  1852,  lat.  36°  49'  S.,  long. 
37°  6'  W.f 


*  The  height  reached  by  Mr.  Glaisher 
and  Mr.  Coxwell  in  their  celebrated  balloon 
ascent  on  Sept.  5,  1862,  was  about  37,000 
feet  (11,277  Dtietres),  or  7'i37  miles. 

f  This  very  deep  sounding,  however, 
I  according  to  subsequent  careful  observa- 
tions by  American  navigators,  appears  to  bH 
'  greatly  iu  excess  of  the  truth  :  the  line  was 
probably  dragged  by  strong  currents  so  as 
to  have  deceived  the  observer.  The  deepest 
soundings  which  appear  to  be  worthy  of  con- 
fidence were  obtained  to  the  southward  of 
the  great  banks  of  Newfoundland,  and  do 
not  exceed  4'825  miles,  or  about  7620 
metres  (25,000  feet).  The  deepest  sounding 
taken  in  the  dredging  expedition  of  1869  was  14,610  feet,  or  2-767  miles 
(4453  metres),  on  July  22,  in  lat  47°  38'  N.,  long.  12°  8'  W.    The  deepest 
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It  is  obvious  that  a  knowledge  of  the  law  of  the  decrease  of 
density  in  the  atmosphere  furnishes  the  means  of  ascertaining 
the  height  of  mountains  by  the  employment  of  the  barometer. 

Young  has  calculated  that  if  the  air  continued  to  diminish  indefinitely  in 
density,  according  to  Boyle's  law,  i  cubic  inch  (i6'38  cub.  centira.)  of  air  of  the 
mean  density  of  that  at  the  surface  of  the  earth  would,  at  a  distance  of  4000  miles 
from  the  earth's  surface  (or  at  a  distance  equal  to  the  earth's  radius),  fill  a  sphere 
the  diameter  of  which  is  equal  to  that  of  the  orbit  of  Saturn ;  and,  on  the  other 
hand,  if  a  mine  could  be  dug  46  miles  deep  into  the  earth,  the  air  at  the  bottom 
would  be  as  dense  as  quicksilver. 

The  observations  of  astronomers  upon  the  amount  of  refraction  experienced 
by  the  light  of  the  heavenly  bodies  in  traversing  the  atmosphere,  however,  led 
WoUaston  to  consider  it  to  be  probable  that  there  is  a  limit  to  the  upper  surface 
of  our  atmosphere,  as  definite  as  that  of  the  waters  of  the  ocean,  the  repulsion 
of  the  particles  being  at  length  exactly  balanced  by  their  gravitation  towards  the 
earth. 

§  II.  Cohesion. 

(43)  In  the  case  of  gases  the  predominance  of  elasticity 
due  to  repulsion  is  the  leading  characteristic ;  in  the  case  of 
solids  the  opposite  property  of  cohesion  is  that  which  first 
demands  attention.  Cohesion  is  the  action  which  binds  together 
the  same  kind  of  particles  into  one  mass.  It  is  this  action 
which  retains  a  bar  of  iron,  a  block  of  woodj  or  a  lump  of  ice 
in  a  single  piece. 

It  is  obvious  that  the  cohesJon  of  different  bodies  varies  greatly.  Cohesion, 
however,  appears  to  be  unilbi-m  between  particles  of  the  same  kind  placed 
under  circumstances  similar  as  to  temperature  and  structure.    Owing  to  the 
difiiculty  of  securing  uniformity  in  texture  and  freedom  from  flaws,  even  in  the 
most  compact  substances,  such  as  the  metals,  it  is  diSicult  to  estimate  the  co- 
efficient of  cohesion  in  any  material  with  precision ;  although  the  general  fact 
that  iron  is  much  tougher  than  copper,  and  copper  than  lead,  is  at  once  recog- 
nised.  Two  methods  have  been  generally  used  to  determine  the  cohesion  of  solids  ; 
the  first  consists  in  estimating  the  tension  required  to  stretch  rods  of  a  given 
.  diameter  of  the  substance  under  examination,  until  they  give  way  j  the  second, 
:  in  finding  the  amount  of  pressure  required  to  crush  a  cube  of  the  substance  of 
I  given  dimensions. 

The  strength  of  materials,  all-important  as  it  is  to  the  engineer 
;  and  to  the  architect,  has  little  to  do  with  chemistry,  although  varia- 
I  tions  in  cohesion  and  aggregation  of  the  same  substance  exercise 
;  a  marked  influence  on  the  rapidity  of  many  chemical  actions. 
'  Gunpowder,  for  example,  is  reduced  to  grains  in  order  that  each 
1  portion  may  ignite  quickly,  and  contribute  its  pressure  to  act 
upon  the  bullet ;  but  the  very  same  material,  before  it  has  been 


soundmg  yet  obtained  was  during  the  expedition  of  the  Challenger,  on  March 
23,  1875,  in  lat.  11°  24'  N.,  long.  143°  16'  E.,  where  the  depth  was  4575, 
fathoms,  27,540  feet  (8366  metres),  or  5-199  miles. 
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granulated,  and  whilst  in  the  form  of  hard  compact  masses,  as  it 
comes  from  the  press,  burns  comparatively  slowly,  like  a  fuse,  or 
a  portfire. 

(44)  Reunion  of  Divided  Solids  by  Cohesion. — Particles  of  a 
similar  nature  will,  under  the  influence  of  cohesion,  reunite,  after 
complete  separation,  if  brought  sufficiently  near  to  each  other. 
This  is  shown  on  pressing  together  two  clean,  smooth,  and  freshly- 
cut  surfaces  of  lead ;  they  will  cohere,  and  a  tension  of  some 
pounds  will  be  required  to  separate  them.  In  the  same  way,  too, 
perfectly  polished  plates  of  glass  cohere,  sometimes  so  completely 
that  they  may  be  cut  and  worked  as  a  single  piece.  This  has 
happened  in  plate-glass  manufactories. 

This  cohesion  of  divided  solids  is  well  exemplified  by  Whit- 
worth's  planes.  These  consist  of  two  masses  of  cast  iron  with 
true  surfaces,  which  when  pressed  together  require  the  exertion 
of  considerable  force  to  separate  them,  so  that  the  lower  mass 
may  be  raised  by  lifting  the  upper  one.  Tyndall  has  shown 
that  this  phenomenon  is  observed  in  vacuo  as  well  as  in  air. 

According  to  the  ratio  that  cohesion  bears  to  other  actions 
which,  like  heat  and  elasticity,  tend  to  separate  the  particles  of 
matter  from  each  other,  the  body  assumes  the  solid,  the  liquid,  or 
the  aeriform  state.  Considerable  differences  in  physical  properties 
are  produced  both  in  solids  and  in  liquids  by  variations  in  the 
degree  of  cohesion  existing  among  their  particles. 

{45)  Cohesion  of  Solids. — In  solids,  these  variations  give  rise 
to  differences  in  hardness,  elasticity,  brittleness,  malleability,  and 
ductility. 

The  hardness  of  a  body  is  measured  by  its  power  of  scratching 
other  substances,  and  it  consists  in  the  degree  of  resistance  which 
the  particles  offer  to  the  slightest  change  of  relative  position.  To 
the  mineralogist,  the  variations  in  the  degree  of  hardness  presented 
by  different  crystallized  bodies,  often  furnish  a  valuable  physical 
sign  by  which  one  mineral  may  be  discriminated  from  others  which 
resemble  it.  For  the  purpose  of  facilitating  such  comparisons, 
Mohs  selected  ten  well-known  minerals,  wdiich  are  enumerated  in 
the  following  table,  each  succeeding  one  being  harder  than  the  one 
which  precedes  it  :  thus  arranged,  they  constitute  what  he  terms 
a  Scale  of  Hardness,  which  has  been  generally  adopted.  In  the 
examples  selected,  each  mineral  is  scratched  by  the  one  that 
follows  it,  and  the  hardness  of  any  mineral  may  be  determined  by 
reference  to  the  types  thus  chosen.  Suppose,  for  example,  a  body 
neither  to  scratch  nor  to  be  scratched  by  fluor  spar— its  hardness 
is  said  to  be  4 :  if  it  should  scratch  fluor  spar,  but  not  apatite,  its 
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hardness  is  between  4  and  5;  the  degrees  of  hardness  being 
numbered  from  i  to  10.  The  figures  on  the  right  indicate  the 
number  of  minerals  known  of  the  same,  or  approximatively  the 
same  degree  of  hardness,  as  the  substance  opposite  to  -which  they 
stand : — 

Scale  of  Hardness  of  Minerals. 


1  Talc   23 

2  Compact  gypsum,  or  rock  salt  .  90 

3  Calo  spar  (any  cleavable  variety)  7I 

4  Fluor  spar   53 

5  Apatite  (crystallized)  ....  43 


6  Felspar  (any  cleavable  variety)  ,  26 

7  Limpid  quartz  .......  26 

8  Topaz  .........  5 

9  Sapphire,  or  corundum  .  .  .  i 
10  Diamond  i 


The  cause  of  the  varieties  of  hardness  observed  in  different 
bodies  is  not  well  understood.  Even  in  the  same  substance,  trifling 
variations  in  the  external  circumstances  to  which  the  body  is  sub- 
jected often  produce  extraordinary  differences  in  the  degree  of 
hardness  which  it  exhibits.  A  piece  of  steel  cooled  slowly  from 
a  red  heat  is  comparatively  soft ;  it  may  be  cut  with  a  file  ;  and 
under  strong  pressm-e,  it  will  even  take  impressions  from  a  die  : 
whilst  the  same  piece  of  steel,  if  heated  to  redness,  and  suddenly 
cooled,  becomes  as  brittle  as  glass,  and  nearly  as  hard  as  the 
diamond. 

Brittleness  is  exhibited  by  bodies  the  particles  of  which 
resist  displacement  with  regard  to  each  other,  except  within 
extremely  narrow  limits.  It  is  generally  observed  ifl  hard  and 
elastic  substances. 

Malleability  and  ductility,  or  the  property  of  extending  under 
the  hammer,  and  of  fitness  for  drawing  into  wire,  are  the  opposite 
of  brittleness,  the  molecules  of  the  solid  admitting  of  very  con- 
siderable relative  displacement  without  losing  their  cohesion. 
These  modifications  of  cohesion  are  exhibited  only  by  the  metals, 
and  by  a  few  only  of  them. 

(45  a)  Viscosity  of  Fluids. —Amongst  liquids,  considerable  dif- 
ferences are  observed  in  the  degree  in  which  the  cohesion  is 
exhibited.  Limpid  liquids  are  those  which,  like  ether  or  spirit 
of  wine,  display  great  mobility  of  their  particles ;  bubbles  pro- 
duced in  such  liquids  by  agitation,  rise  quickly  to  the  surface, 
break  and  disappear.  In  oil,  syrup,  and  gum- water,  the  particles 
move  sluggishly  ;  such  liquids  are  termed  viscous.  The  viscosity 
of  liquids  presents  a  certain  analogy  with  the  malleability  of 
solids.  In  a  few  instances,  whilst  the  solid  is  melting  under  the 
influence  of  heat,  a  viscous  state  is  observed  intermediate 
between  the  hardness  of  solids  and  the  perfect  mobility  of  liquids. 
Melted  sugar,  or  barley- sugar,  is  a  case  in  point.    The  occur- 
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rence  of  viscosity,  as  an  intermediate  state,  is  rare,  except  in  the 
case  of  a  mixture  of  two  substances,  one  of  -vvliich  melts  at  a 
temperature  a  little  higher  than  the  other.  Glass,  which  is  a 
mixture  of  several  silicates  of  different  degrees  of  fusibility, 
offers  a  striking  example  of  this  kind ;  indeed  to  this  condition 
It  owes  the  plastic  properties  by  which  it  is  rendered  capable 
of  adaptation  to  the  multifarious  purposes  to  which  it  is  now 
applied.  Other  bodies,  such  as  the  different  varieties  of  wax  and 
fat,  soften,  without  being  actually  viscous,  before  they  finally  melt. 
A  true  chemical  compound  usually  passes  at  once  from  the  solid 
to  the  liquid  form,  as  when  ice,  for  example,  by  fusion,  becomes 
water.  A  few  of  the  simple  bodies,  however,  present  some  re- 
markable cases  of  the  occurrence  of  viscosity  preceding  fusion  ; 
such,  for  instance,  as  phosphorus,  and  those  metals  which,  like 
iron  and  potassium,  admit  of  being  '  welded,'  a  process  in  which 
two  pieces  of  the  metal  are  united  into  one  mass  by  hammering 
or  pressing  them  together  whilst  they  are  in  the  soft  condition 
which  is  observed  before  fusion. 

(46)  Influence  of  Heat  on  Cohesion. — All  analogy  leads  to  the 
conclusion  that  cohesion  would  be  entirely  destroyed  in  every  ele- 
mentary body  by  a  sufficient  elevation  of  its  temperature  ;  though 
there  are  some  bodies  which  have  not  as  yet  been  liquefied,  and 
many  which  have  not  been  converted  into  vapour.  The  three 
conditions  in  w  hich  the  same  chemical  compound  may  exist,  exem- 
plified by  ice,  water,  and  steam,  according  to  the  temperature  to 
which  it  is  exposed,  are  shown  by  a  vast  number  of  other  bodies. 
Gold  itself  has  been  first  melted  and  then  volatilized  by  the  intense 
heat  of  the  sun's  rays,  concentrated  by  a  burning  lens.  On  the 
other  hand,  by  a  sufficient  reduction  of  temperature,  united  with 
a  certain  degree  of  pressure,  a  number  of  gases  have  been  reduced, 
first  to  the  liquid,  and  several  even  to  the  solid  condition.  The 
action  of  cohesion,  like  that  of  heat,  is  therefore  universal.  If  the 
repulsion  exerted  by  heat  could  be  carried  sufficiently  far,  there 
is  reason  to  believe,  that  every  known  substance,  not  actually  de- 
composable by  heat,  might  be  made  to  appear  as  a  gas ;  and,  by 
a  reduction  of  temperature  sufficient  to  allow  cohesion  to  exert 
its  sway,  every  known  gaseous  substance  would  probably  exist  in 
the  solid  state. 

In  gases,  cohesion  appeai-s  to  be  entirely  ovei-come,  and 
it  does  not  exert  itself  sensibly,  except  in  cases  where  the  gas  is 
approaching  the  point  at  which,  by  increase  of  pressure,  or 
reduction  of  temperature,  it  assumes  the  liquid  form  {NoiCy 
27  and  197). 
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§  III.  Adhesion — diffusion  of  liquids  and  gases, 

(47)  Adhesion. — Analogous  to  cohesion,  or  the  action  which 
holds  similar  particles  together,  is  that  of  adhesion,  which  is 
exerted  between  the  particles  of  dissimilar  kinds  of  matter.  It 
not  unfrequently  rises  high  enough  to  destroy  cohesion,  as  when 
sugar  or  salt  becomes  dissolved  in  water.  A  rod  of  glass  or  of 
wood  dipped  into  water  or  oil  comes  out  wetted  in  consequence 
of  this  action.  It  is  exerted  between  different  bodies  with  very 
different  degrees  of  intensity,  as  may  be  illustrated  by  the 
following  experiment : — 

Take  two  glass  dishes,  sift  over  the  hottom  of  one  a  layer  of  lycopodium  or 
of  finely-powdered  resin,  and  over  the  other  a  layer  of  powdered  glass  :  if  a  little 
water  be  sprinkled  upon  each,  the  drops  of  water  in  the  dish  of  resin  will  be 
covered  by  a  thin  film  of  the  powder,  and  when  the  dish  is  inclined  will  roll 
about  like  shot,  the  cohesion  of  the  particles  of  the  liquid  predominating  over 
their  adhesion  to  those  of  the  solid :  whilst  on  the  powdered  glass,  from  the 
superior  adhesion  of  glass  to  water,  the  drops  sink  in  and  are  absorbed. 

If  the  solid  hecomes  wetted,  a  certain  preponderance  of  the 
adhesion  over  the  cohesion  of  the  particles  is  obviously  necessary  ; 
for  if  the  cohesion  exceeds  the  adhesion,  as  when  glass  or  iron 
is  plunged  into  mercury,  the  solid  is  not  wetted.  Extraneous 
circumstances,  however,  greatly  modify  the  exertion  of  this 
action.  If  a  film  of  air,  of  oil,  or  of  any  foreign  matter,  be 
diffused  over  the  surface  of  the  solid,  it  is  no  longer  the  surface 
of  the  solid  and  the  liquid  which  are  concerned,  but  the  liquid  and 
the  surface  of  air  or  of  oil  with  which  the  solid  is  covered.  A 
clean  glass  is  immediately  wetted  with  water,  but  if  the  slightest 
film  of  grease  exist  upon  its  surface,  the  water  runs  off  almost 
entirely. 

Adhesion  gives  rise  to  a  variety  of  important  phenomena ;  it 
is  mainly  concerned  in  the  production  of  capillary  action,  of  solu- 
tion, and  of  the  diflFusion  of  liquids ;  it  is  also  exerted  in  osmosis, 
and  less  directly  in  the  process  of  the  intermixture  and  diffusion 
of  gases.  In  this  chapter  some  remarks  will  therefore  be  made 
upon  each  of  these  subjects  in  succession.  Adhesion  is  the  more 
especially  worthy  of  attentive  study  by  the  chemist,  because  in  its 
manifestations  it  is  more  nearly  allied  than  any  other  force  to 
chemical  attraction. 

Adhesion  is  exerted  between  bodies  of  all  kinds,  and  when  it 
occurs  between  solids,  it  is  the  principal  cause  of  that  resistance 
to  motion  which  is  termed /Hc^io?z.  As  a  general  rule,  friction  is 
greater  between  similar  kinds  of  matter,  less  between  those  which 
differ  in  nature.    An  iron  axle  moving  in  an  iron  socket  expe- 
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riences  under  similar  circumstances  a  greater  amount  of  friction 
than  if  revolving  in  a  brass  socket;  and  the  interposition  of  a 
substance  like  plumbago  or  grease,  the  particles  of  which  have 
but  very  little  cohesion,  is  a  familar  mode  of  reducing  the  amount 
of  friction  in  machinery. 

Few  substances  admit  of  a  greater  variety  of  useful  applications  from  their 
faculty  of  adhesion  than  caoutchouc ;  its  perfect  adhesion  to  glass  adapts  it 
admirably  for  stoppers,  and  enables  the  chemist  to  employ  it  for  air-tight  and 
flexible  joints.  This  property  of  adhesion  to  the  bodies  which  it  touches,  further 
fits  it  for  bands  for  driving  machinery,  and  for  numberless  other  purposes. 

(48)  Cements. — The  entire  value  of  cements  depends  upon  the 
operation  of  adhesion ;  and  in  the  variety  of  cements  rendered 
necessary  by  the  variety  of  materials  to  be  united,  we  have 
additional  proof  that  adhesion  is  exerted  between  different  kinds 
of  matter  with  very  varying  degrees  of  intensity.  Glue  or  gum 
may  be  used  for  joining  pieces  of  pasteboard  or  wood,  while  it 
totally  fails  as  a  cement  for  glass  or  china,  either  of  which  needs 
some  resinous  material  to  unite  its  fragments ;  whilst  for  the 
union  of  marble,  stone,  or  brickwork  with  each  other,  the  use  of 
mortar  or  some  calcareous  cement  is  required.  The  thinner  the 
layer  of  cement,  the  more  perfectly  does  it  perform  its  task,  as  it 
more  rapidly  and  completely  adapts  itself  to  changes  of  tempera- 
ture, which,  by  causing  it  to  expand  unequally,  would  destroy 
the  cohesion  of  its  own  particles  if  a  thick  mass  were  employed. 

Cements  of  various  kinds  are  in  continual  requisition  in  the  laboratory.  Well- 
boiled  paste  applied  on  thin  paper  forms  an  excellent  covering  for  corks  and 
other  joints  which  are  liable  to  be  porous ;  it  must  be  allowed  to  become  nearly 
di-y  before  it  is  used.  Plaster  of  Paris  made  into  a  paste,  not  too  stiff,  may  often 
be  used ;  when  dry  it  may  be  washed  over  with  oil  or  melted  paraffin  to  make  it 
air-tight.  Strips  of  well-soaked  bladder  may  sometimes  be  employed  advan- 
tageously; they  form  a  firm  joint  when  dry:  but  for  most  purposes  where  a 
temporary  joint  only  is  required,  nothing  is  so  convenient  as  a  strip  of  sheet 
caoutchouc  softened  at  the  fire,  and  bound  round  the  parts  to  be  connected ; 
when  softened  thus,  it  usually  adheres  perfectly  without  even  requiring  to  be 
tied.  When  the  joint  is  intended  to  be  permanent,  as,  for  example,  when  a 
brass  cap  is  to  be  attached  to  the  neck  of  an  air-jar,  a  resinous  cement,  con- 
sisting of  5  parts  of  resin,  i  of  yellow  wax,  and  i  of  finely-powdered  Venetian 
red,  forms  a  convenient  mixture :  the  resin  and  wax  are  melted  together  and 
incorporated  with  the  Venetian  red  by  stirring.  Before  applying  it,  both  the 
glass  and  the  metallic  cap  which  are  to  be  connected  together  must  be  warmed 
just  suflSciently  to  melt  the  cement.  When  the  joints  are  required  to  resist  a 
considerable  pressure  without  leaking,  a  mixture  of  equal  parts  of  red  and  white 
lead  ground  into  a  paste  with  linseed  oil,  worked  up  with  fibres  of  tow,  and 
packed  tightly  into  the  joint,  sets  firmly,  and  is  not  linble  to  crack. 

It  not  unfrequently  happens  that  the  adhesion  between  a  cement  and  the 
bodies  which  it  unites,  surpasses  the  cohesion  of  the  particles  which  compose 
the  bodies  themselves ;  from  this  cause  we  often  see  a  film  of  wood  split  off, 
adhering  to  the  surface  of  the  glue,  when  a  fracture  occurs  near  one  of  these 
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joinings.  The  feat  of  splitting  a  bank-note  into  two  laminae,  which  excited  so 
much  astonishment,  was  accomplished  by  cementing  it  firmly  between  two  flat 
surfaces,  and  afterwards  separating  them  j  the  cohesion  of  the  paper  being  feebler 
than  the  adhesion  to  the  cement,  the  paper  was  split  through  the  middle.  This 
method  of  splitting  paper  had,  however,  been  long  known  to  the  buhl-cutter  and 
inlayer. 

(49)  Capillarity. — The  existeuce  of  adhesion  between  solids 
and  liquids  is  so  well  known  as  to  need  no  further  illustration ; 
but  it  produces  many  very  important  results^  some  of  which 
must  be  noticed. 

It  is  to  the  adjustment  of  adhesion  and  cohesion  between 
solids  and  >  liquids  under  the  simultaneous  influence  of  gravity, 
that  the  important  phenomena  of  capillarity  are  due.  If  a 
perfectly  clean  glass  tube,,  with  a  fine  bore,  and  open  at  both 
ends,  be  plunged  into  water,  or  into  any  liquid  capable  of 
wetting  it,  the  liquid  will  be  found  to  rise  in  the  tube  considerably 
above  the  level  of  the  surface  in  the  vessel ;  and  the  finer  the 
tube  the  higher  does  the  liquid  rise.  The  surface  of  the  liquid 
will  also  be  seen  where 

it  approaches  the  out-  23. 
side  of  the  tube,  or  the 
side  of  the  vessel  con- 
taining it,  to  stand 
above  the  general  level 
(fig.  23,  a).  The  phe- 
nomenon may  also  be 
examined  by  placing 
vertically  in  a  shallow 
vessel  containing  a  little  coloured  liquid,  two  plates  of  glass 
with  parallel  faces,  which  are  in  contact  by  two  of  their  ver- 
tical edges,  and  slightly  separated  at  the  opposite  edges.  The 
liquid  will  rise  between  the  glass  plates,  the  height  of  the 
column  being  inversely  as  its  distance  from  the  angle  of  contact 
between  the  plates.  The  upper  boundary  of  the  liquid  will  con- 
sequently describe  a  hyperbolic  curve  (fig.  23,  b).  The  cause 
of  the  rise  of  the  liquid  is  the  adhesion  between  its  particles 
and  those  of  the  glass  ;  the  limits  to  that  rise  are  the  action 
of  gravity,  and  the  cohesion  amongst  the  liquid  particles.  As 
the  action  of  gravity  is  equal  under  ordinary  circumstances 
upon  all  the  particles  of  the  liquid,  it  reduces  the  liquid  surface 
to  a  uniform  level.  When  a  tube  is  introduced,  the  uniformity 
of  this  action  is  interfered  with,  as  the  following  considerations 
will  show  :— the  particles  in  immediate  contact  with  the  side  of 
the  tube  are  partially  supported  by  adhesion  to  its  surface; 
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a  longer  column  therefore  becomes  necessary  in  order  to  com- 
pensate for  the  diminution  of  downward  pressure.  Now  let 
us  conceive  the  particles  of  the  elevated  column  of  liquid  to  be 
arranged  as  a  series  of  contiguous  concentric  cylinders :  the 
particles  of  the  outermost  cylinder  are  sustained  laterally  by 
adhesion  to.  the  tube,  those  of  the  next  cylinder  are  hung  on  to 
these,  if  the  expression  may  be  allowed,  and  supported  solely  by 
cohesion  with  their  fellows ;  those  of  the  third  cylinder  are  hung 
on  to  the  particles  of  the  second,  and  so  on,  till  we  reach  the 
central  rod  of  particles.  The  surface  of  the  liquid  is  in  con- 
sequence necessarily  curved ; — the  outer  cylinder,  or  ^he  portion 
of  liquid  in  contact  with  the  tube  standing  at  the  highest  point. 
Now  since  adhesion  is  confined  to  the  superficial  layer,  and, 
between  the  same  substances,  is  cceteris  paribus,  constant  in 
quantity  for  an  equal  extent  of  surface,  the  wider  the  tube  the 
shorter  will  be  the  column  sustained,  as  the  contents  of  the 
column  raised  by  cohesion  increase  more  rapidly  than  the  surface 
of  the  cylinder.  The  height  of  the  column  is  found  to  be  in- 
versely as  the  diameter  of  the  tube. 

(50)  Variations  in  Capillarity. — The  elevation  of  the  column  of  liquid  in 
tubes  of  equal  diameter  varies  with  the  nature  of  the  liquid,  the  variation 
depending  partly  on  the  difference  of  cohesion  between  the  particles  of  the  liquid, 
pai-tly  upon  the  difference  of  adhesion  between  the  liquid  and  the  glass.  In 
consequence  of  the  decrease  of  both  these  forces  by  heat,  the  height  of  the  column 
diminishes  as  the  temperature  riser.. 

The  following  table  from  the  experiments  of  Frankenheim  shows  the  height 
at  which  the  different  liquids  enumerated  stand,  at  0°  C.  in  a  tube  i  millimetre 
in  radius,  (about  ^'75-  of  an  inch,)  with  the  coefficient  of  correction  for  tempe- 
rature, which  multiplied  by  t,  the  number  of  degrees  centigrade  above  0°  C, 
gives  the  amount  to  be  deducted  in  millimetres  from  the  number  in  column  3,  in 
Older  to  find  the  height  of  the  capillary  column  at  the  temperature  required  : — 


Capillary  Elevation  of  Liquids  in  Glass  Tube  of  i  mm.  Sadius,  at  0°  C. 


Height  iu 

Height  of 

Density  at 
0=  C. 

millimetres 

the  column 

CoeflScient 

Liquid  used. 

of  tlie 

ill 

for  t'orrcction  for 

capillary 
column. 

thousandths 
of  an  incli. 

Temperature. 

Water   

I'OOOO 

i5'336 

604 

—  0"02875< 

i\cetic  Acid   

I  "0522 

S-510 

335 

—  0-0097^ 

Sulphuric  Acid 

I  "8400 

8-400 

331 

_  \  0-0  153)' + 
(  0-000094 

Oil  of  Lemons  

0-8380 

7'23 

285 

—  0-0174^ 

Oil  of  Turpentin 

0-8902 

6-76 

266 

—  O'oibit 

Alcohol  (dilute) 

0-9274 

6'4i 

252 

  0-0I20^ 

Alcohol   

0-8208 

6-05 

238 

f  0  01 16^-|- 
\  0-00005 1 

Ether   

0-7370 

5'40 

213 

—  0-0254";! 

Carbonic  Bisulphide 

1-2900 

510 

201 

—  OOIOI^ 
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(51)  Capillary  Depression  of  Mercury. — In  liquids^  such  as 
mercury,  where  the  cohesion  preponderates  over  their  tendency 
to  adhere  to  the  sides  of  the  tube,  the  capillary  action  is  re- 
versed; the  surface  becomes  convex  instead  of  concave^  and  the 
height  of  the  column  within  the  tube  is  depressed  below  the 
general  level.  In  a  mass  of  liquid,  each  particle  is  maintained  in 
its  place  by  the  mutual  attraction  of  all  the  surrounding  ones  ; 
but  if  a  column  be  isolated  from  the  mass  of  liquid  by  the  in- 
terposition of  the  walls  of  the  tube,  the  sides  of  which  exert  little 
or  no  equivalent  adhesion,  the  cohesion  of  the  mass  below 
draws  down  the  upper  particles,  and  produces  a  depression  of  the 
column.  This  depression  of  mercury  in  glass  renders  a  certain 
correction  necessary  in  reading  off  the  height  of  the  mercurial 
column  in  the  barometer,  which  always  stands  a  little  lower 
than  the  elevation  due  to  the  atmospheric  pressure.  The  nar- 
rower the  bore  of  the  tube  the  greater  is  the  depression.  Expe- 
riment has  shown  that  this  capillary  depression  is  nearly  one- 
half  less  in  tubes  that  have  had  the  mercury  boiled  within  them, 
than  in  unboiled  tubes,  as  the  process  of  boiling  expels  the  film 
of  air,  which  adheres  to  the  glass  in  unboiled  tubes.  By  employ- 
ing a  tube  of  i6  or  20  millimetres  in  the  bore,  this  correction 
becomes  so  trifling  that  it  may  be  neglected.  In  a  tube  of  6™™' 
(1  inch)  in  diameter  in  which  the  mercury  has  been  boiled,  the 
depression  is  I*i7i™™',  while  with  a  similar  tube  of  13™™-  in 
diameter  it  is  only  0*223™™"  The  capillary  depression  of  mer- 
cury is  slightly  increased  by  elevation  of  temperature. 

In  reading  off  the  level  of  mercury  in  a  barometer,  or  in  a 
graduated  jar  used  for  the  measurement  of  gases,  the  height  of 
the  metal  should  be  taken  from 
the  convexity  of  the  curve ;  but  ^4- 
in  estimating  the  volume   of  a 
liquid  which  wets  the  surface  of 
the  glass  the  determination  should 
always  be  made  from  the  bottom 
of  the  curve.    The  lines  a  a,  b  b, 
fig.  24,  indicate  the  points  in  the 
two  cases.* 

(52)  Importance  of  Capillary  Actions. — Capillarity  plays  an 
important  part  in  the  operations  of  nature,  and  in  a  variety  of 
ways  has  been  rendered  subservient  to  the  wants  of  man.  A 


*  In  accurate  observations  on  the  volume  of  gases  confined  over  mercury,  it 
tecomes  uecessa^yr  to  estimate  the  amount  of  error  which  is  thus  introduced.  ' 


78  CAPILLARY  ACTIONS.  [52. 

familiar  illustration  of  its  employment  is  seen  in  the  wicks  of 
lamps  and  candles,  which,  being  composed  of  a  bundle  of  fibrous 
materials,  furnish  hair-like  channels  by  which  the  oil  or  melted 
combustible  is  elevated  to  the  flame,  and  supplied  as  fast  as  it  is 
consumed.  Capillarity  influences  the  circulation  of  the  liquids 
in  the  porous  tissues  of  organized  beings,  and  it  is  the  principal 
mode  in  which  water,  with  the  various  substances  which  it  holds 
in  solution,  is  supplied  to  the  roots  of  growing  plants.  By  its 
means,  during  the  droughts  of  summer,  fresh  supplies  of  moisture 
are  raised  towards  the  surface,  for  the  maintenance  of  vegetable 
life  ;  and  in  the  same  way,  when  during  winter  the  surface  is 
hard  bound  bv  a  long  dry  frost,  water  is  constantly  finding  its 
way  from  beneath,  is  solidified  upon  the  surface,  and  remains 
stored  up  until  a  thaw  ensues  ;  when  this  occurs,  the  accumulated 
moisture  mellows  the  soil  and  produces  the  well-known  soft  and 
plashy  state  of  the  ground  which  follows  long-continued  frosts, 
and  which  extends  deeper,  the  longer  the  duration  of  the  freezing 
temperature,  although  neither  snow  nor  rain  may  have  fallen. 
Few  persons  are  aware  of  the  immense  action  which  may  be  de- 
veloped by  capillarity ;  if  a  plug  of  dried  wood  be  fitted  into  a 
strong  glass  tube,  and  the  end  of  the  plug  be  immersed  in  water, 
the  wood  becomes  swelled  by  the  imbibition  of  liquid  owing  to 
capillary  action,  and  the  tube  is  split.  In  some  parts  of  Germany 
this  action  is  turned  to  account  in  splitting  millstones  fi'om  the 
rock :  holes  are  bored  into  its  substance  in  the  dii'ection  in 
which  it  is  to  be  split,  and  into  these  holes  wedges  of  dry  wood 
are  driven  tightly  ;  when  exposed  to  moisture  they  swell,  and 
large  blocks  of  stone  are  thus  detached  with  little  labour  or 
expense. 

A  curious  illustration  of  the  combined  action  of  ccliesion  and  adhesion, 
in  overcoming  gravity,  is  afforded  by  the  following  experiment : — Procure 
a  small  cylinder  of  fine  copper-wire  gauze,  about  8  centimetres  or  3  inches 
liigh,  and  5  centimetres  wide,  closed  also  above  and  below  with  the  same 
material,  and  furnished  with  a  stout  wire  to  serve  as  a  handle;  plunge  it  under 
water;  considerable  difficulty  will  be  experienced  in  expelling  the  air,  owing 
to  the  formation  of  a  film  of  moisture  over  its  surface,  which,  by  the  cohesion  of 
the  liquid  particles  composing  it  and  by  its  adhesion  to  the  wire  gauze,  prevents 
the  escape  of  the  air ;  when  about  half  filled  with  water,  lift  the  cylinder  out  of 
the  liquid — the  liquid  will  be  securely  retained  :  water  may  even  be  allowed  to 
fall  in  a  gentle  stream  upon  the  top  of  the  gauze,  when  it  will  pass  through  and 
run  out  below,  without,  however,* affecting  the  quantity  of  liquid  within  ;  but  by 
giving  the  handle  a  slight  jerk,  the  film  of  liquid  which  supported  the  pressure 
of  the  atmosphere  will  be  broken,  and  the  water  will  then  immediately  escape. 
(For  a  more  complete  treatise  on  Capillarity,  the  student  is  referred  to  Professor 
Clerk  Maxwell's  Theory  of  Beat,  and  to  the  article,  Ca/dhiry  Action,  by  the 
same  author,  in  the  ninth  edition  oi  i\LQ  EncyclojpcBdia  Britannica,  1876.) 
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(53)  Cohesion  of  Liquids. — Tu  liquids,  notwithstanding  the 
facility  with  which  their  particles  slide  one  over  the  other,  and  the 
unlimited  freedom  of  motion  of  each  molecule  within  the  mass  of 
liquid,  a  very  appreciable  amount  of  cohesion  still  exists,  and  is 
displayed  in  the  rounded  form  assumed  by  every  detached  drop. 
This  same  form  of  cohesion  is  also  beautifully  shown  in  the  case 
of  two  liquids  which  do  not  dissolve  each  other,  but  which  have 
precisely  the  same  density,  as  is  the  case  with  oil  and  spirit  of 
wine  of  a  certain  degree  of  dilution  :  if  a  little  oil  be  poured  into 
such  diluted  spirit,  it  remains  suspended  within  it  in  the  form  of 
a  perfectly  spherical  mass.  In  the  drops  of  dew  which  fringe  every 
leaf  in  a  fine  summer  morning,  we  have  an  admirable  natural 
illustration  of  this  fact.  A  striking  exemplification  of  cohesion 
in  the  particles  of  liquids  is  also  afforded  by  blowing  a  large  soap- 
bubble  upon  the  end  of  a  glass  tube  :  upon  presenting  the  open 
end  of  the  tube  to  a  lighted  taper,  whilst  the  bubble  is  still 
attached  to  the  other  end,  the  contraction  of  the  film  expels  the 
air  with  sufficient  velocity  to  extinguish  the  taper. 

The  researches  of  Denny  {Ann.  Chim.  Phys.  1846  [3],  xvi.  167)  have 
added  many  curious  facts  to  our  knowledge  of  the  cohesion  of  liquids.  The  fol- 
lowing form  of  one  of 

his  experiments  may  be  TlG.  25. 

cited  as  an  illustra- 
tion : — Atube,  A,  fig.  25, 
about  I  metre  or  40 
inches  long,  and  25°^™' 
or  I  inch  in  diameter, 
is  bent  at  its  middle  to 
an  angle  of  about  60° ; 
it  is  sealed  at  one  end, 
and  filled  with  distilled 
water,  which,  when  the 
tube  is  closed,  is  to  oc- 
cupy about  two-thirds  of  its  capacity ;  the  water  is  thoroughly  boiled  for  an 
hour,  and  the  tube  is  then  hermetically  closed  while  boiling.  In  this  condition 
the  tube  contains  only  water  and  the  vapour  of  water.  After'it  has  been  care- 
fully reversed,  as  at  a,  it  may  be  brought  into  the  position  represented  at  b, 
and  the  water  will  nevertheless  be  supported  above  the  level  of  the  liquid  in  the 
other  limb  by  adhesion  to  the  surftice  of  the  glass,  and  by  the  cohesion  among  its 
own  particles.  If  now  the  tube  be  inclined  in  such  a"  manner  that  a  minute 
bubble  of  aqueous  vapour  is  made  to  pass  up  into  the  full  limb,  the  column  of 
water,  having  its  continuity  broken,  at  one  point,  immediately  falls,  and  the 
level  of  the  liquid  in  both  limbs  becomes  the  same. 

The  same  phenomenon  is  often  observed  in  the  filling  of  barometer  tubes.  In 
order  to  remove  the  air  completely,  the  mercury  is  boiled  in  the  tube  (52),  and 
It  not  unfrequently  happens  that,  when  the  tube  is  inverted  after  coolin"  the 
mercury  adheres  so  strongly  to  the  gkss  that  the  column  does  not  fall  To  the 
usual  barometric  height.    A  concussion  separates  the  mercury  from  the  o-kss, 
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but  on  inclining  the  tube  so  as  to  allow  the  liquid  to  rise  to  the  top,  the  adhe- 
sion is  not  again  manifested. 

(54)  Influence  of  Surface  on  Adhesion.— Since  adhesion  takes 
place  solely  between  the  surface  of  bodies,  it  is  evident  that  any 
circumstance  which  increases  the  extent  of  that  surface  must 
materially  facilitate  the  exertion  of  this  force.  Minute  subdivision, 
by  thus  increasing  the  extent  of  surface,  greatly  exalts  the  effect 
of  adhesion  : — for  example,  a  cube  of  i  centimetre  in  the  side 
exposes  a  surface  of  6  square  centimetres ;  i.e.,  there  is  a  square 
centimetre  upon  each  of  its  6  faces ;  if  this  cube  be  subdivided 
into  a  number  of  smaller  cubes,  each  of  which  is  only  — ^-^^  of  a 
centimetre  in  the  side,  it  would  furnish  1,000,000  of  these  minute 
cubes.  Now  as  each  little  cube  has  6  sides,  the  surface  which 
it  will  expose  is  -i  0  of  a  square  centimetre,  or  10,000  of  them 
will  expose  6  square  centimetres  ;  that  is,  as  much  surface  as  a 
solid  cube  of  a  centimetre  in  the  side  :  the  1,000,000  cubes  will 
consequently  expose  100  times  as  great  a  surface,  or  600  square 
centimetres.  The  adhesion,  therefore,  by  sucb  a  subdivision, 
should  be  increased  somewhat  in  this  proportion. 

The  influence  of  this  kmd  of  subdivision  in  exalting  the  effect 
of  adhesion  is  strikingly  exhibited  in  the  case  of  charcoal.  The 
structure  of  the  wood  from  which  the  charcoal  is  procured  is 
cellular  :  when  heated  in  vessels  from  which  air  is  excluded,  the 
volatile  constituents  of  the  wood  are  expelled ;  and  the  charcoal, 
which  does  not  fuse,  remains  behind  in  a  very  porous  condition, 
retaining  the  form  of  the  wood  which  furnished  it.  Mitscherlich 
has  calculated  that  the  cells  of  which  a  cubic  inch  of  boxwood 
is  formed  expose  a  surface  of  not  less  than  73  square  feet. 

Adhesion  occurs  between  charcoal  and  other  bodies  in  very 
different  degrees.  For  many  colouring  matters  of  vegetable  and 
animal  origin  this  adhesion  is  extremely  energetic ;  so  that  if 
these  bodies  be  dissolved  in  any  liquid  and  agitated  with  char- 
coal, nearly  the  whole  of  the  colouring  matter  will  be  retained  by 
the  charcoal,  and  on  separating  the  latter  by  filtration,  the  liquor 
will  run  through  colourless.  Ordinary  vinegar  and  port-wine 
may  thus  be  obtained  in  a  colourless  condition.  Advantage  is 
taken  of  this  fact  in  the  refining  of  sugar,  in  which  process  the 
syrups  are  deprived  of  colour  by  filtration  through  a  column  of 
charcoal  30  or  40  feet  (13  metres  or  more)  in  thickness.  The 
species  of  charcoal  which  is  most  extensively  employed  for  this 
purpose  is  that  obtained  by  burning  bones  in  closed  vessels ;  and 
it  is  hence  termed  bone  black,  or  ivory  black,  or  frequently  animal 
charcoal.    The  charcoal  is  in  tliis  case  in  a  state  of  extreme  sub- 
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division ;  it  does  not  constitute  above  a  tenth  or  a  twelfth  of 
the  weight  of  the  mass  ;  the  remainder  consists  of  earthy  matters; 
chiefly  calcic  phosphate  and  carbonate.  When  bone  black  has 
been  used  for  filtering  liquids^  and  has  ceased  to  take  up  any 
more  colouring  matter^  it  is  thrown  aside  and  allowed  to  ferment: 
if  then  it  be  well  washed,  and  re-burned_,  it  may  be  used  again 
with  nearly  equal  eifect.  Other  animal  matters,  especially  dried 
blood,  furnishj  when  calcined  and  well  washed,  a  charcoal  which 
is  still  more  efficacious.  The  addition  of  potassic  carbonate  to 
the  mass  before  calcination,  still  further  increases  the  decoloriz- 
ing power. 

Many  other  matters  besides  those  possessed  of  colouring  pro- 
perties have  likewise  this  peculiarity  of  adhering  strongly  to 
charcoal.    Graham  has  shown  that  metallic  oxides  in  solution  in 
potash  or  ammonia,  arsenious  acid  in  water,  and  bodies  generally 
of  feeble  solubility,  possess  this  property  ;  a  variety  of  vegetable 
matters,  and  especially  the  bitter  principles,  are  thus  affected. 
If  porter  be  agitated  with  charcoal  and  filtered,  it  will  not  only 
be  deprived  of  colour,  but  also  of  much  of  its  bitterness.    It  was 
formerly  the  practice,  after  the  active  principles  of  medicinal 
plants  had  been  separated  from  the  woody  fibre  and  most  of  the 
I  extraneous  matters  with  which  they  are  associated,  to  free  them 
ifrom  the  colouring  matters  with  which  they  were  contaminated, 
Iby  digestion  with  animal  charcoal;  so  large  a  proportion  of  the 
:  active  principles  themselves,  however,  was  found  to  be  retained 
Iby  the  charcoal,  that  the  plan  was  abandoned.    In  consequence 
(of  this  property,  animal  charcoal  has  been  administered  with  good 
(effect  in  some  instances  of  poisoning  with  vegetable  matters  :  in 
ssuch  cases  it  can  never  be  unsafe,  and  may  often  be  of  great 
walue.    I  have  found  that  very  dilute  aqueous  solutions  of  salts 
i.of  lead  are  decomposed  by  filtration  through  a  column  of  animal 
ocharcoal :  plumbic  nitrate,  acetate,  and  chloride,  each  part  with 
itheir  metallic  base,  which  is  retained  by  the  charcoal,  probably 
as  a  basic  salt ;  whilst  free  nitric,  acetic,  or  hydrochloric  acid  is 
found  in  the  filtered  liquid. 

Many  finely-divided  substances  besides  charcoal,  such  as 
.hydrated  ferric  oxide,  hydrated  alumina,  hydrated  antimonious 
sulphide,  hydrated  bone  phosphate  (tricalcic  diphosphate,  CagPgOg), 
las  well  as  plumbic  iodide  and  sulphide  when  freshly  precipitated, 
also  exert  powerful  decolorizing  actions.  The  decolorizing  power 
varies  for  each  substance  with  the  nature  of  the  colouring  prin- 
ciple :  thus  tincture  of  litmus  yields  its  colouring  matter  more 
readily  to  calcic  phosphate,  and  to  hydrated  ferric  oxide,  than  it 
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does  to  animal  charcoal  freed  from  bone  phosphate  by  the  action 
of  acids.  On  the  other  hand,  the  colouring  matter  of  red  wine 
and  of  molasses  is  more  readily  absorbed  by  animal  charcoal  than 
it  is  by  hydrated  calcic  phosphate,  or  ferric  oxide.  (Filhol,  Ann. 
Chim.  Phys.,  1852  [3],  xxxv.  206.) 

(55)  Solution. — Adhesion  is  frequently  manifested  between 
solids  and  liquids  sufficiently  to  overcome  cohesion,  and  the 
substance  is  then  said  to  become  dissolved,  or  to  undergo  solu- 
tion. In  this  manner  sugar  or  salt  is  dissolved  by  water, 
camphor  or  rosin  by  spirit  of  wine,  lead  or  silver  by  mercury. 
Anything  that  weakens  cohesion  in  the  solid  favours  solution. 
For  instance,  if  the  substance  be  powdered,  it  becomes  dissolved 
more  quickly,  both  from  the  larger  extent  of  surface  which 
it  exposes,  and  from  the  partial  destruction  of  cohesion.  In  the 
same  way,  heat,  by  increasing  the  distance  between  the  particles 
of  the  solid,  lessens  its  cohesion,  and  probably  thus  contributes 
so  powerfully  to  assist  in  producing  solution.  If  a  solid  body 
be  introduced  in  successive  portions  into  a  quantity  of  a  liquid 
capable  of  dissolving  it,  the  first  portions  disappear  rapidly,  and 
as  each  succeeding  quantity  is  added,  it  is  dissolved  more  slowly, 
until  at  length  a  point  is  reached  at  which  it  is  no  longer  dis- 
solved. "When  this  occurs,  the  cohesion  balances  adhesion,  and 
the  liquid  is  said  to  be  saturated.  It  is  important  to  remark, 
that  in  cases  of  simple  solution,  the  properties  both  of  the  solid 
and  of  the  liquid  are  retained.  Syrup,  for  instance,  retains  the 
sweetness  of  the  sugar  and  the  liquid  form  of  water.  So,  when 
camphor  is  dissolved  in  spirit  of  wine,  the  resulting  tincture  par- 
takes of  the  properties  of  both,  having  the  smell  and  taste  both 
of  camphor  and  of  spirit.  Solution  is,  in  this  respect,  distin- 
guished broadly  from  those  cases  in  which  a  solid  disappears 
under  the  influence  of  a  liquid  owing  to  the  exertion  of  a  che- 
mical force  between  the  particles  of  the  two  bodies ;  as  when 
copper  is  dissolved  by  nitric  acid,  or  iron  by  sulphuric  acid. 
Solution  usually  occurs  more  readily  when  the  solvent  and  the 
body  dissolved  present  some  general  resemblance  in  properties  :  for 
example,  mercury  dissolves  many  of  the  metals,  alcohol  dissolves 
resins,  oils  dissolve  fatty  bodies  and  each  other.  Mere  solution 
is  attended  by  depression  of  temperature,  but  where  the  formation 
of  a  hydrate  (or  definite  chemical  compound  with  water)  occurs, 
elevation  of  temperature  is  produced,  a  circumstance  which,  as 
Graham  remarks,  indicates  an  essential  difference  between  solu- 
tion and.  chemical  combination.  It  is,  however,  possible  that  in 
cases  which  appear  to  be  merely  those  of  solution  a  chemical  action 
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takes  place,  but  that  the  heat  developed  is  more  than  counter- 
balanced by  the  quantity  absorbed  in  the  conversion  of  the  solid 
into  a  liquid.  The  solution  of  sodic  sulphate  in  concentrated 
hydrochloric  acid  produces  intense  cold ;  but  it  seems  probable 
that  the  rapid  conversion  of  the  solid  into  a  liquid  is  due  to 
chemical  action.  Again,  the  freezing  mixtures  obtained  by  mix- 
ture of  ice  with  sodic  and  calcic  chlorides  would  appear  to  owe 
their  efficacy  to  the  chemical  attraction  existing  between  these 
salts  and  water,  but  which  cannot  take  place  until  the  ice  is 
liquefied.  The  view  that  solutions  are  combinations  of  the  dis- 
solved bodies  with  the  solvents,  is  also  supported  by  the  changes 
which  occur  in  some  solutions  by  the  action  of  heat;  thus  the 
diminution  of  solubility  of  some  salts  by  heat  appears  to  be  due 
to  the  existence  at  the  higher  temperature  of  a  hydrate  contain- 
ing less  water,  and  the  changes  of  colour  of  solutions  of  cobalt 
salts  when  heated,  may  be  ascribed  to  the  same  cause.  In  cases 
of  chemical  action,  on  the  other  hand,  that  action  is  most  ener- 
getic between  bodies  the  properties  of  which  are  most  widely 
different;  the  metals,  for  example,  are  dissolved  by  acids,  oils 
by  the  alkalies,  and  silica,  if  melted  with  potash  or  soda,  becomes 
soluble  in  water.  The  extent  to  which  different  solids  are  dis- 
solved by  the  same  liquid  varies  almost  indefinitely.  In  water, 
baric  sulphate  is  almost  absolutely  insoluble ;  calcic  sulphate  or 
gypsum  is  soluble  in  the  proportion  of  about  i  part  in  700  of 
water ;  potassic  sulphate  in  about  i  part  in  16 ;  while  magnesic 
sulphate  may  be  dissolved  to  the  extent  of  2  parts  of  the  crystals 
in  3  of  water.  It  should  be  observed  that  water,  after  it  has 
been  saturated  with  one  salt,  will  still  continue  freely  to  dissolve 
others. 

Many  substances  in  which  the  cohesion  amongst  their  particles 
is  weak  are  extensively  soluble  in  water,  though  they  have  but 
little  adhesion  to  it.  Such  substances  will  often  be  displaced  by 
adding  a  solution  of  another  body  which  adheres  more  strongly  to 
water.  Prussian  blue,  for  example,  is  dissolved  by  distilled  water 
which  has  been  acidulated  with  oxalic  acid ;  but  it  is  precipitated 
by  adding  a  solution  of  common  salt,  or  of  sodic  sulphate,  and 
the  blue  compound  subsides  on  standing,  leaving  a  clear  colour- 
less liquid  above  it. 

Although  in  the  majority  of  instances  the  solubility  of  a  sub- 
stance is  increased  by  heat,  it  is  not  uniformly  so.  Lime  and 
several  of  its  salts  offer  remarkable  exceptions.  Water  just  above 
the  freezing  point  dissolves  nearly  twice  as  much  lime  as  it  does 
when  boiling ;  so  that  if  water,  satui-ated  with  lime  in  the  cold,  be 
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heated,  it  becomes  milky,  and  recovers  its  transparency  as  it  cools. 
Calcic  sulphate  is  also  slightly  more  soluble  in  M'ater  at  about 
ioo°  F.  (38°  C.)  than  it  is  in  boiling  water.  A  compound  of  lime 
and  sugar,  very  soluble  in  cold  water,  is  separated  from  the  solution 
almost  completely,  if  heated  to  boiling.  But  the  most  remarkable 
case  of  the  kind  occurs  in  sodic  sulphate  :  this  salt  (the  Glauber's 
salt  of  commerce)  when  crystallized  requires  about  to  times  its 
weight  of  ice-cold  water  for  solution,  and  its  solubility  increases 
rapidly  as  the  temperature  rises,  until  it  reaches  33°  (C.  gi°'4  F.): 
from  this  point  until  the  solution  boils,  the  solubility  decreases ;  so 
that  when  a  portion  of  the  liquid  saturated  at  33°  is  heated  more 
strongly  without  allowing  the  water  to  evaporate,  hard  gritty 
crystals  are  deposited,  and  the  liquid  when  it  boils  retains  only 
about  four-fifths  of  the  quantity  which  was  dissolved  at  33°.  Sodic 
seleniate  exhibits  the  same  peculiarity ;  so  also  does  ferrous  sul- 
phate, although  in  a  less  degree.  These  anomalous  results  may 
be  partly  explained  by  the  consideration,  that  heat  diminishes  the 
force  of  adhesion  as  well  as  that  of  cohesion ;  generally  speaking, 
cohesion  is  the  more  rapidly  diminished  of  the  two,  although  not 
uniformly  so ;  and  in  the  cases  of  which  we  are  now  speaking,  it 
would  aj)pear  that  the  adhesion  to  water  decreases  in  a  greater 
ratio  than  the  cohesion  of  the  saline  particles.  An  important  ob- 
servation in  relation  to  this  subject  has  been  made  upon  the  com- 
position of  the  salts  just  mentioned,  which  ha\e  been  found  to 
undergo  a  change  at  a  temperature  below  that  of  boiling  water  : 
at  the  temperature  of  the  air,  these  salts  contain  a  certain  quan- 
tity of  water,  known  as  water  of  crystallization ;  but  this  water  is 
either  wholly  or  partially  expelled  from  the  crystals  at  a  boiling 
heat.  The  hard  crystals  of  sodic  sulj)hate  which  are  deposited 
during  the  heating  of  the  saturated  solution  contain  no  water. 
The  supersaturation  of  saline  solutions  has  been  made  the  subject 
of  an  elaborate  series  of  researches  by  Lowel,  as  well  as  by  Gernez, 
Jeauncl,  Tomlinson,  and  De  Coppet.  In  the  course  of  these  in- 
quiries, it  appeared  that  in  many  instances  a  salt  which  ordinarily 
crystallizes  with  a  large  proportion  of  water  may  be  obtained  in 
two  or  more  different  cry&talliue  forms,  in  each  of  which  it  is 
generally  united  with  a  different  quantity  of  water  of  crystalliza- 
tion. Sodic  sulphate,  for  example,  may  be  obtained  in  three 
different  forms — viz.,  i,  the  anhydi-ous  salt(Na2S0J;  2,  a  hydrate 
with  7  HgO;  and  3,  a  hydrate  with  10  HoO.  Each  of  these 
varieties  has  its  specific  solubility,  which  differs  from  the  solu- 
bility of  the  other  varieties  of  the  same  salt.  It  is^  therefore, 
possible  to  have  two  or  more  solutions  of  the  same  salt  at  the 
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same  temperature,  each  of  whidi  shall  be  saturated,  and  yet  each 
of  which  shall  contain,  in  equal  weights,  different  quantities  of 
the  salt,  when  reduced  to  its  anhydrous  condition — the  variation 
depending  upon  differences  in  the  molecular  constitution  of  the 
salt.  Sodic  carbonate  (NagCOg),  besides  its  ordinary  form  with 
10  HgO,  crystallizes  in  two  different  forms,  each  of  which,  sin- 
gular to  say,  contains  7  H3O ;  but  the  solubility  of  these  two 
varieties  is  different ;  and  a  similar  observation  has  been  made 
in  the  case  of  magnesic,  zincic,  ferrous,  and  cupric  sulphates,  and 
a  few  other  salts.  Salts  which  do  not  yield  hydrated  crystals 
never  furnish  supersaturated  solutions.* 

Diffusion  of  Liquids. 

(56)  Adhesion  between  Liquids. — In  the  majority  of  instances 
adhesion  between  dissimilar  liquids  is  very  perfect ;  and,  from  the 
complete  mobility  of  the  particles,  the  two  liquids  become  per- 
fectly incorporated.  A  drop  of  alcohol  or  of  oil  of  vitriol  may  be 
perfectly  mixed  with  a  quart  or  any  other  quantity  of  water ;  or 
a  drop  of  water  with  a  quart  of  alcohol  or  of  oil  of  vitriol.  There 
are  instances,  however,  in  which  this  perfect  solution  does  not 
take  place  :  the  cohesion  of  the  particles  of  the  two  liquids  may, 
at  a  certain  point,  balance  their  adhesion  for  each  other,  and 
they  will  become  mutually  saturated.  For  this  reason,  when 
ether  is  mixed  with  water  by  agitation,  the  greater  part  will  sepa- 
rate on  allowing  the  mixture  to  repose :  the  ether  will  have  dis- 
solved an  eighth  or  a  tenth  of  its  bulk  of  water,  and  the  water 
will  have  taken  up  about  an  equal  proportion  of  ether.  In  a 
similar  way  the  essential  oils  are  soluble  only  to  a  very  small 
extent  in  water;  oil  of  peppermint,  for  instance,  if  agitated  with 
water,  and  then  left  to  rest,  will,  for  the  most  part,  separate, 
although  a  sufficient  quantity  will  have  been  dissolved  to  com- 
municate the  flavour  and  odour  of  the  essence  to  the  water.  In 


*  Gernez  enumerates  about  24  other  salts  in  addition  to  those  mentioned 
:  above,  as  being  able  to  furnish  supersaturated  solutions.  Among  these  he  in- 
'  eludes  potash  and  ammonia  alum,  and  several  double  sulphates,  sodic  and  amnionic 
1  phosphates ;  ammonic,  strontic,  and  uranic  nitrates ;  sodic,  zincic,  and  plumbic 
I  acetates  :  potassic  arseniate,  ammonic  oxalate,  as  well  as  sodic  borate,  thiosnlphate, 
I  (hyposulphite),  and  citrate ;  together  with  citric  and  tartaric  acids. 

Such  supersaturated  solutions  crystallize  at  once  on  the  addition  of  a  crystal 
<  of  the  salt  itself,  and  often  by  contact  with  a  glass  or  metallic  rod,  possibly  owing 
I  to  the  action  of  the  film  of  air  which  adheres  to  their  surface.  By  a  sufficient 
!  reduction  of  temperature,  all  these  supersaturated  solutions  crystallize,  some 
requiring  a  much  lower  temperature  than  others. 
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other  instances,  the  separation  of  the  two  liquids,  "as  when  oil  and 
water  are  mingled,  appears  to  be  complete. 

When  chloroform  is  dropped  into  distilled  water  it  sinks  gradually,  and  the 
drops  preserve  their  rounded  outline :  but  if  a  drop  or  two  of  an  alkaline  solu- 
tion be  added,  the  surface  of  the  chloroform  becomes  flattened ;  and  it  resumes 
its  rounded  character  on  again  adding  a  few  drops  of  an  acid.  This  experiment 
shows  what  slight  circumstances  may  modify  the  cohesive  powers  of  a  liquid, 
and  its  degree  of  adhesion  to  others ;  the  adhesion  of  water  to  chloroform  being 
increased  by  the  addition  of  an  alkali,  and  being  again  diminished  by  neutralizing 
the  alkali, 

(57)  Cohesion  Figures. — A  curious  illustration  of  the  struggle  between  the 
forces  of  cohesion  and  adhesion  is  exhibited  in  the  phenomena  of  cohesion  figures, 
to  which  attention  has  been  drawn  by  Tomlinson.  {Phil.  Mag.  i86i  [4],  xxii. 
249,  and  1862  [4],  xxiii.  186.)  Tliese  phenomena  may  be  best  examined  by 
allowing  a  drop  of  some  liquid  sparingly  soluble  in  water,  such  as  kreasote,  or 
one  of  the  essential  oils,  to  be  deposited  gently  upon  the  surface  of  clean  water 
in  a  wide  glass  vessel  perfectly  free  from  grease  :*  the  adhesion  of  the  drop  to 
the  surface  of  .the  water  will  cause  it  to  spread  out  into  a  film,  but  the  cohesion 

of  the  particles  composing  the  drop 
Fig.  26.  immediately  produces  a  reaction  ;  if 

■oil  of  lavender  be  used,  the  film 
opens  in  a  number  of  places,  pro- 
ducing a  worm-eaten  pattern,  re- 
sembling that  shown  in  fig.  26. 
The  arms  of  this  figure  tend  to 
gather  themselves  up  into  separate 
smaller  drops,  the  adhesion  of  the 
water  spreads  them  out  again,  then 
the  cohesion  of  the  oil  reacts  against 
this,  and  soon  prevails :  the  conse- 
quence being  the  speedy  formation 
of  the  original  drop  into  a  number 
of  discs,  with  sharp,  well-defined 
outlines  and  convex  surfaces.  This 
action  is  often  so  rapid  that  it  re- 
quires a  quick  eye  to  follow  all  the 
changes. 

Now  it  appears  that  every  liquid 
has  its  own  peculiar  figure,  ty  wliich  it,  indeed,  may  often  be  easily  distin- 
guished from  other  liquids.  These  figures  are  usually  more  or  less  permanent, 
according  as  the  liquid  under  trial  is  less  or  more  soluble  in  water.  The  more 
soluble  the  liquid,  the  more  quickly  does  the  figure  disappear.  The  figure 
of  kreasote  will  last  for  five  minutes;  that  of  ether,  or  of  alcohol,  but  for  the 
fraction  of  a  second.  These  figures  are  often  extx-emely  beautiful;  they  are 
usually  altered  when  two  liquids  are  mingled  with  each  other;  and,  in  many 
cases,  a  practised  eye  can,  by  the  form  of  the  figure  produced,  detect  with 
certainty  the  nature  of  the  substance  which  has  been  added  to  the  original 


*  The  best  way  to  secure  this  is  to  rinse  out  a  glass,  to  ordinary  appearance 
clean,  with  a  few  drops  of  oil  of  vitriol,  or  with  a  strong  solution  of  caustic 
potash,  which  must  be  allowed  to  flow  over  the  entire  surface,  then  to  wash  the 
glass  out  with  abundance  of  clean  water,  not  touching  the  inside  either  with  the 
Angers  or  a  cloth. 
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liquid.  Indeed,  it  appears  to  be  very  probable  tbat  this  fact  may  be  exten- 
sively useful,  as  affording  a  rapid  means  of  judging  approximately  of  the 
purity  of  such  bodies  as  the  essential  oils,  many  of  which  are  often  largely 
adulterated  with  the  fixed  oils,  or  still  more  often  with  oil  of  turpentine.  Fig.  27 


Pig.  28. 


I  shows  the  appearance  exhibited  by  kreasote ;  fig.  28,  of  pure  ether;  fig.  29,  of 
.  alcohol.   Indeed  the  films  of  fixed  oils  also  have  chai-acters  perfectly  distinguish- 


FiG.  29.  Pig.  30. 


abb.  Sperm,  fig.  30,  and  colza,  fig.  31,  each  have  their  own  cohesion  figures  ; 
ant  Tomlinson  considers  that  it  would  be  easy  for  any  one  to  detect  a  mixture 
of  he  two  by  the  appearance  of  the  film  produced  by  a  drop  of  such  a  mixture, 
the  result  being  such  as  is  shown  in  fig.  32. 

Fig.  31. 


(58)  Diffusion  of  Liquids. — If  two  liquids  susceptible  of  per- 
manent admixture  with  each  other,  but  of  different  densities,  be 
placed  in  the  same  vessel,  they  will  gradually  become  intermixed : 
—if,  for  instance,  a  tall  jar  be  filled  with  the  blue  infusion  of 
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Fio.  33. 


Tig.  34. 


litmus  for  about  two-thirds  of  its  capacity,  and  by  means  of  a  long 
funnel,  as  shown  in  fig.  33,  a  quantity  of  oil  of  vitriol  be  cau- 
tiously poured  in,  so  as  to  occupy  the  lower 
portion  of  the  jar,  it  will  be  found,  after  the  lapse 
of  two  or  three  days,  that  the  acid  has  become 
diffused  through  the  liquid,  which  will  conse- 
quently have  assumed  a  red  colour  throughout. 
If  watched  at  intervals,  the  progress  of  the  mix- 
ture may  be  traced  by  the  gradual  change  of 
colour  from  below  upwards. 

Graham  in  his  researches  upon  this  subject 
employed  a  very  simple  apparatus  (fig.  34),  for 
measuring  the  rate  at  which  the  diffusion  takes 
place.  His  experiments  were  performed  prin- 
cipally upon  solutions  of  saline  bodies,  which 
were  allowed  to  diffuse  into  water.  A  number 
of  small  phials  of  equal  capacity  (about  ii4*''*^' 
or  4  oz.  each),  were  prepared,  with  the  necks  ground  to  a  uniform 
aperture  of  31  "5™™"  or  i"24  inches  in  diameter;  into  these  phials 
the  solutions  for  experiment  were  poured,  to 
within  13™™'  or  half  an  inch  of  the  top ;  the 
phials  were  then  filled  up  with  pure  water. 
Thus  charged,  each  phial  was  closed  by  a  glass 
plate,  and  placed  in  a  cylindrical  vessel  con 
taining  about  20  oz.  (0-567  litre)  of  distillec 
water,  the  mouth  of  the  solution  phial  beinj 
at  least  25™™-  below  the  surface  of  the  wato" 
in  the  exterior  vessel.  The  glass  plate  wis 
then  cautiously  removed.  The  apparatus  wis 
afterwards  set  aside  in  an  undisturbed  place, 
and  maintained  at  a  steady  temperature  br 
several  days.  After  a  sufficient  lapse  of  time,  the  mouth  of  tie 
solution  phial  was  again  closed  with  a  plate  of  glass,  and  he 
vessel  withdrawn  from  the  larger  jar.  The  water  in  the  orter 
jar  was  evaporated,  and  the  salt  that  had  passed  into  it  ras 
easily  determined  by  weight.  [Phil.  Trans.  1850,  i  and  805, 
and  185 1,  483.)  This  plan  of  procedure  is  distinguished  by  the 
term  phial-diffusion. 

In  his  more  recent  experiments  Graham  adopted  the  method  of  Jar-dffu- 
sion:— In  these  a  cylindrical  jar  of  about  16  centimetres  in  height  and  10  enti- 
metres  in  width  was  employed  :  07  litre  of  distilled  water  was  placed  in  thi  jar, 
and  then  by  means  of  a  pipette  terminating  in  a  very  fine  capillary  tube,  o'llitre 
of  the  solution  for  diffusion  was  added  slowly  so  as  to  form  a  stratum  at  the  bdtom 
of  the  jar.   The  jar  was  then  set  aside  for  some  days  in  an  apartment  mamtimed 
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at  a  constant  temperature.  At  the  end  of  the  time  the  rate  of  diffusion  was 
ascertained  by  drawing  off  successive  layers  of  tlie  liquid  in  the  jar  by  means  of 
a  fine  syphon.  The  open  end  of  the  short  limb  of  the  syphon  was  kept  in  con- 
tact with  the  surface  of  the  fluid,  and  successive  measures  of  50  cub.  centim. 
(or  of  the  whole  contents  of  the  jar)  were  drawn  off  into  separate  vessels  and 
evaporated  or  analysed.  In  this  way  the  amount  of  diffusion  into  each  successive 
layer  of  liquid  was  ascertained. 

(59)  Laws  of  Diffusion  of  Liquids, — From  experiments  eon- 
ducted,  upon  tliis  principle  several  important  conclusions  have 
been  deduced : — 

i.  It  is  found  that  by  employing  solutions  of  the  same  sub- 
stancBj  but  of  different  degrees  of  strength,  the  quantities  of  the 
substance  diffused  in  equal  times^  are^  ceteris  paribus,  proportioned 
to  the  quantity  in  the  solution.  For  example^  four  different  solu- 
tions of  common  salt,  in  water,  were  prepared^  containing  respec- 
tively, I,  2,  3,  and  4  parts  of  salt  to  100  parts  of  water.  In 
eight  days^  time  the  quantities  diffused  were,  in  the  first  solution, 
3"78  grains;  in  the  second,  5*54  grains,  or  just  double  the  amount; 
in  the  third,  8*37  grains,  or  three  times  the  quantity;  and  in  the 
fourth,  1 1  •  1 1  grains,  or  almost  exactly  four  times  the  amount 
diffused  from  the  first  solution. 

ii.  No  direct  relation  is  observable  between  the  density  of 
a  solution  and  its  diffusibility,  but  the  quantities  of  the  sub- 
stance diffused  from  solutions  containing  equal  weights  of  different 
bodies  vary  with  the  nature  of  the  substance,"  as  will  be  seen  by 
reference  to  the  following  table.  The  solutions  in  each  case  con- 
tained 20  parts  of  the  solid,  dissolved  in  100  parts  of  water,  and 
were  exposed  for  eight  days  at  a  temperature  of  16°  C. 


Diffusibility  of  Solids  in  Solution. 


Substances  used. 


Sodic  Chloride  

Magnesic  Sulphate  ... 

Sodic  Nitrate  

Sulphuric  Acid 

Sugar  Candy  

Barley  Sugar  

Starch  Sugar  

Treacle  (of  Cane  Sugar). 

Gum  Arabic   

Albumin  


Density  of  solution 
at  16°  C.  or  60°  F. 


1-185' 

I*I20 

rio8 
I '070 
i"o66 
1061 
I '069 
I '060 
I '053 


Weight  in  grains 
diffused. 


58-68 
27-42 

69-32 
26-74 
26-21 
26-94 

32-55 
I3"24 
3'o8 


The  extreme  slowness  with  which  albumin  becomes  diffused  is 
remarkable ;  and  is  no  doubt  connected  with  lis  functions  in  the 
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animal  system,  where  it  is  present  so  abundantly  in  the  serum  of 
the  blood  and  in  other  important  liquids. 

On  comparing  together  the  times  in  which  different  sub- 
stances are  diffused  in  equal  quantities,  some  remarkable  nume- 
rical relations  were  discovered,  and  a  close  parallelism  was 
observed  to  hold  between  the  phenomena  of  liquid  diffusion  and 
those  which  accompany  the  diffusion  of  gases  (67), 

It  has  been  found  that  saline  substances  may  be  arranged 
in  groups,  the  members  of  each  group  being  equi-diffusive,  and 
the  rates  of  diffusion  in  each  group  being  connected  with  the 
rate  of  diffusion  of  the  other  groups  by  a  simple  numerical 
relation.  Equi-diffusive  groups  coincide  in  many  cases  with 
isomorphous  groups,  but  are  often  more  comprehensive.  The 
relations  of  the  most  important  of  these  equi-diffusive  groups 
may  be  pointed  out,  as  follows  : — 

The  first  group  contains  hydrochloric,  hydriodic,  and  hydro- 
bromic  acids;  perhaps  also  nitric  acid.  These  acids  are  the 
most  diffusible  substances  known.  The  second  group  contains 
potassic  hydrate,  and  probably  ammonia.  The  third  group, 
nitrates  of  potassium  and  ammonium,  chloride,  bromide,  iodide, 
and  chlorate  of  potassium,  and  chloride  of  ammonium.  The 
fourth,  sodic  nitrate,  chloride,  bromide,  and  iodide.  The  fifth, 
potassic  sulphate,  carbonate,  and  ferrocyanide,  as  well  as  ammo- 
nium sulphate ;  probably  also  the  normal  and  acid  chromate, 
acid  carbonate,  acetate  and  ferricyanide  of  potassium.  The  sixth 
group  contains  sodic  sulphate  and  carbonate ;  and '  the  seventh, 
magnesic  and  ziucic  sulphates.  The  nitrates  of  barium,  stron- 
tium, and  calcium  also  form  an  equi-dift'usive  group. 

On  comparing  together  the  squares  of  the  times  in  which 
equal  quantities  of  these  different  salts  are  diffused,  these  numbers 
exhibit  a  very  interesting  ratio  to  each  other,  which  is  illus- 
trated by  the  following  table.  In  the  first  column  of  figui-es 
the  relative  diffusibility  of  the  different  groups  is  given  as  com- 
pared with  the  hydrochloric  acid  group;  the  second  shows  the 
times  required  for  the  diffusion  of  equal  weights  of  the  individuals 
composing  each  group ;  and  in  the  third  is  shown  the  ratio  of 
the  squares  of  those  times  of  equal  diffusion. 
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Groups. 


Hydrochloric  Acid  . . . 
Potassic  Hydrate  ... 
Potassic  Nitrate 

Sodic  Nitrate  

Potassic  SuljDhate  ... 
Sodic  Sulphate...  . ., 
Magnesic  Sulphate  ... 


Eate  of 
Difl'usion. 


Times  of  equal 
Difi'usion. 


I  OOO 

o'Soo 

0565 
0462 
o'400 
0'326 

0"200 


I  "OOO 

1-  250 
1770 

2-  154 

2-  500 

3-  067 

5"ooo 


Eatio  of 
Squares  of  times 
of  =  Diffusion. 


X 

1-62 

3'24 
4'75 
625 

9 
25 


It  has  been  observed  that  in  the  case  of  gases  {6y),  the 
squares  of  the  times  required  for  the  diffusion  of  equal  volumes 
are  to  one  another  in  the  inverse  ratio  of  their  densities.  And 
hence  it  has  been  inferred  by  analogy  that  the  molecules  of  these 
salts  as  they  e-xist  in  solution,  possess  densities  which  are  to 
each  other  as  the  squares  of  their  times  of  equal  diffusion  :  that, 
for  example,  the  solution  densities  of  hydrochloric  acid,  potassic 
hydrate,  and  potassic  nitrate,  are  as  i  :  1-62  :  3*24. 

All  experiments  on  the  diflFusion  of  liquids  proceed  with 
greater  regularity  in  dilute  solutions  :  as  the  liquid  approaches 
the  point  of  saturation  the  uniformity  of  action  is  interfered  with, 
by  the  tendency  to  cohesion  of  the  particles  of  the  solid. 

iii.  The  quantity  of  any  substance  diffused  from  a  solution  of 
uniform  strength  increases  as  the  temperature  rises  :  for  example, 
the  rate  of  diflfusion  of  hydrochloric  acid  increases  as  follows  : — 


P. 

C. 

DiflFusion  at  60° 

i5°'55    •  • 

80° 

a6°-66     .  , 

•    =    I  "3545 

„  100° 

27°77    •  . 

•    =  -17732 

„  120° 

48°-88    .  . 

=  3'l8l3 

Graham  supposed  from  his  early  experiments  that  the  ratio 
<  of  diflFusion  between  diflFerent  bodies,  if  compared  at  the  same 
'temperature,  remains  constant,  whatever  the  temperature  at 
•  which  the  comparison  is  made ;  but  subsequent  experiments 
lied  him  to  the  conclusion,  that  the  more  highly  diflFusive 
t  the  substance,  the  less  does  it  gain  in  diflFusiveness  by  rise  of 
1  temperature. 

iv.  It  is  found  that  if  two  substances  which  do  not  combine 
^  chemically,  and  which  possess  diflFerent  degrees  of  diflFusiveness, 
'  be  mixed  in  solution,  and  be  placed  in  a  diflFusion  cell,  they  may 
be  partially  separated  by  the  process  of  diflFusion,  the  more  dif- 
I  fusible  one  passing  out  the  more  rapidly ;  the  salt  which  is  least 
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soluble  having,  however,  its  diffusiveness  somewhat  reduced  in 
proportion  to  the  other.  Upon  this  fact  Graham  observes, 
'  The  mode  in  which  the  soil  of  the  earth  is  moistened  by  rain  is 
peculiarly  favourable  to  separations  by  diflFusion.  The  soluble 
salts  of  the  soil  may  be  supposed  to  be  carried  down  together, 
to  a  certain  depth,  by  the  first  portion  of  rain  which  falls,  while 
they  afterwards  find  an  atmosphere  of  nearly  pure  water  in  the 
moisture  which  falls  last,  and  occupies  the  surface  stratum  of  the 
soil ;  diffusion  of  the  salts  upwards,  with  its  separations  and 
decompositions,  must  necessarily  ensue.  The  salts  of  potash  and 
ammonia,  which  are  most  required  for  vegetation,  possess  the 
highest  diffusibility,  and  will  rise  first.  The  pre-eminent  diffu- 
sibility  of  the  alkaline  hydrates  may  also  be  called  into  action  in 
the  soil  by  hydrate  of  lime,  particularly  as  quicklime  is  applied 
as  a  top-dressing  to  grass  lands.^ 

In  some  cases  even  chemical  decomposition  may  be  effected 
by  the  process  of  liquid  diffusion.  Thus,  if  a  solution  of  ordinary 
alum  (which  is  a  compound  of  potassic  and  aluminic  sulphates  in 
fixed  proportions)  be  placed  so  as  to  become  diffused  into  water, 
the  potassic  sulpbate  will  pass  out  more  rapidly  in  proportion  to 
the  quantity  present  than  the  aluminic  sulphate. 

V.  Provided  that  the  liquids  be  dilute,  it  appears  that  one 
substance  will  become  diffused  into  water  already  containing 
another  body  in  solution,  just  as  into  pure  water  ;  but  the  rate  is 
materially  reduced  if  a  portion  of  the  diffusing  substance  be 
already  present  in  the  surrounding  liquid. 

In  comparing  with  these  the  phenomena  of  gaseous  diffusion 
(67),  it  will  be  seen  how  closely  all  these  points  coincide  in  the 
two  cases. 

(60)  Osmose. — Intimately  connected  with  the 
i'lo.  35.      process  of  liquid  diffusion  are  the  changes  which 

(occur  when  the  two  liquids  are  separated  by  the  in- 
_  tervention  of  a  porous  diaphragm.    The  phenomena 

here  are,  however,  more  complicated,  from  the  part 
exercised  upon  the  result  by  the  adhesion  of  the 
two  liquids  to  the  material  of  the  diaphragm.  The 
process  of  mixture  will  go  on  in  this  case  notwith- 
standing the  direct  opposition  of  gravitation. 

The  following  experimeut  exhibits  this  fact  in  a  striking 
manner :— Provide  a  funnel,  or  a  small  jar  (fig.  35),  open  at  top 
and  bottom,  and  furnished  with  a  long,  narrow  stem  :  over  the 
open  mouth  of  the  jar  tie  a  piece  of  moistened  bladder ;  fill  the 
jar  and  a  portion  of  the  stem  with  spirit  of  wine  (or  with  a 
solution  of  sugar  in  water),  then  place  the  jar,  with  its  broad 
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end  downwards,  in  a  shallow  vessel  containing  water,  noting  the  height  at 
which  the  spirit  or  the  solution  stands  in  the  stem.  In  the  course  of  a  few  hours 
the  column  of  liquid  will  be  found  to  have  increased  in  height,  and  if  sufficient 
time  be  allowed,  it  will  have  risen  to  the  top  of  the  tube,  and  will  at  length 
overflow.    This  phenomenon  has  been  explained  in  the  following  manner : — 

Owing  to  its  greater  adhesion  to  water  than  to  spirit,  the 
bladder  is  easily  moistened  by  the  water  in  contact  with  its  lower 
surface,  whilst  the  spirit  above  wets  the  bladder  with  difficulty ; 
the  water  rises  into  the  bladder  by  capillarity,  and  fills  its 
pores ;  it  thus  reaches  the  upper  surface,  where  it  comes  into 
contact  with  the  spirit ;  a  true  liquid  diflFusion  of  the  water 
through  the  spirit  then  commences  (owing  to  the  combination 
between  the  two  liquids)  ;  a  fresh  portion  of  water  rises  from 
below  into  the  pores  of  the  bladder  to  supply  the  place  of  that 
which  has  been  removed,  and  thus  the  liquid  within  the  funnel  is 
constantly  increasing  in  bulk,  until  at  length,  even  in  opposition 
to  gravity,  the  liquid  overflows ;  this  flowing  in  of  the  liquid  was 
termed  by  Dutrochet,  who  first  particularly  examined  it,  endos- 
mosis (from  iv^ov,  inwards,  and  loa/LLog,  impulse).  At  the  same 
time  that  this  action  proceeds  from  without  inwards,  a  very 
small  quantity  of  spirit  is  passing  out  by  a  similar  process  into 
the  water  below,  and  this  flowing  out  of  the  vessel  is  designated 
exosmosis.  Upon  this  view  the  conditions  essential  to  the  phe- 
nomenon are  the  more  complete  adhesion  of  the  bladder  to  one 
liquid  than  to  the  other,  and  the  existence  of  a  certain  degree  of 
chemical  attraction  between  the  two  liquids.  Whenever  these 
conditions  are  realized,  no  matter  what  the  liquids  may  be,  the 
liquid  which  most  freely  wets  the  membrane  passes  out  more 
rapidly  than  the  other  passes  in.  If  a  film  of  collodion,  which 
is  more  easily  wetted  by  alcohol  than  by  water,  be  substituted 
for  the  bladder  in  the  foregoing  experiment,  the  direction  of  the 
osmose  will  be  reversed,  and  the  alcohol  will  pass  into  the  water 
more  rapidly  than  the  water  into  the  alcohol. 

The  foregoing  exj)lanation,  although  it  is  probably  true  for 
the  particular  experiment  with  alcohol  and  water,  is  however 
inadequate  to  explain  the  phenomenon  generally,  which  is  one  of 
continual  occurrence,  and  is  of  importance,  especially  when  viewed 
in  its  physiological  bearings  :  the  investigations  of  Graham  {Phil. 

'ans.  1854,  177)  have  also  proved  it  to  possess  considerable 
interest  in  a  purely  chemical  sense. 

(61)  Conditions  of  Osmose. — The  osmometer  used  in  these  experiments  is 
represented  in  fig.  36.  It  consists  of  a  bell-jar,  a,  of  a  capacity  of  5  or  6 
ounces  (from  150  to  200  cub.  centimetres),  over  the  open  mouth  of  which  a 
plate  of  perforated  zinc  is  placed,  and  over  this  is  securely  tied  a  piece  of  fresh 
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Fig.  36. 


ox  bladder  with  the  muscular  coat  removed,  or  else  an  artificial  membrane  formed 
by  calico  soaked  in  white  of  egg  and  dipped  into  boiling  water  to  coagulate  it ;  to 
the  upper  aperture  of  the  bell-jar,  a  tube,  orte-tenth  of  the 
diameter  of  the  lower  opening  of  the  jar,  is  fitted.  This 
tube  is  open  at  both  ends,  and  is  graduated  into  millimetres. 
A  rise  or  fall  of  liquid  in  the  narrow  tube  amounting  to 
100  millimetres  therefore  represents  the  entrance  or  removal 
of  a  stratum  of  liquid  of  i  millimetre  in  thickness  over  the 
whole  surface  of  the  membrane.  In  using  the  instrument, 
the  membrane  is  well  macerated  in  pure  water,  and  the 
saline  solution  introduced  into  the  jar,  a,  until  it  stands 
at  a  fixed  mark  in  the  narrow  tube.  The  apparatus  is  then 
placed  on  a  tripod  stand  in  a  tall  cylindrical  jar,  B,  and 
distilled  water  poured  in  until  it  stands  exactly  at  the  level 
of  the  liquid  in  the  tube.  During  the  whole  experiment 
this  level  is  carefully  maintained,  by  the  addition  or  re- 
moval of  water  in  the  outer  jar,  as  ch-cumstances  require. 

The  principal  points  which  were  ascertained  by  experiments 
conducted  in  this  way  were  the  following  : — 

i.  Neutral  organic  substances^  such  as  urea,  gum  arable,  sugar 
of  milk,  gelatin,  and  salicin,  exercise  little  or  no  osmotic  action. 

ii.  Strictly  neutral  salts,  such  as  magnesic  sulphate,  sodic 
chloride,  and  baric  chloride,  exercise  no  peculiar  osmotic  power, 
but  appear  to  follow  nearly  the  same  rate  of  diffusion  as  that 
which  is  observed  when  no  porous  partition  is  used. 

iii.  Alkaline  solutions,  and  especially  the  solutions  of  the 
potassic  and  sodic  carbonates,  on  the  contrary,  produce  endos- 
mosis  to  a  most  remarkable  extent.  This  effect  is  observed  even 
in  solutions  which  contain  not  more  than  i  part  of  the  salt  to 
1000  of  water.  Indeed,  it  was  found  generally  that  these 
osmotic  phenomena  were  most  strongly  developed  in  dilute  solu- 
tions, such,  for  instance,  as  did  not  contain  more  than  2  per 
cent,  of  the  salt.  In  these  experiments  a  large  bulk  of  water 
entered  the  osmometer  whilst  only  a  very  small  portion  of  the 
alkaline  salt  escaped  into  the  water  of  the  outer  jar.  For 
example,  in  5  hours,  when  a  solution  of  potassic  carbonate  con- 
taining I  part  of  the  salt  in  1000  of  water  was  placed  in  the 
osmometer,  the  liquid  in  the  stem  of  the  instrument  rose 
through  192  divisions ;  and  for  each  milligramme  of  potassic 
carbonate  that  became  diffused  into  the  outer  cylinder,  upwards 
of  550  mgrms.  of  water  entered  the  osmometer;  but  when  a 
solution  which  contained  i  per  cent,  of  potassic  carbonate  was 
used,  not  much  more  than  63  mgrms.  of  water  entered  the 
instrument  for  each  milligramme  of  carbonate  that  became 
diffused  into  the  outer  cylinder.  When  the  liquid  7'ises  in  the 
osmometer,  Graham  distinguishes  it  as  positive  osmose. 


(5,  J  OSMOSIS. 

iv.  On  the  other  hand,  dilute  acids,  and  solutions  of  acid 
salts  generally,  produce  a  current  in  the  opposite  direction  ;  con- 
sequently the  column  falls  in  the  stem  of  the  osmometer.  This 
effect  is  distinguished  as  negative  osmose. 

Salts  which  admit  of  division  into  a  basic  salt  and  free 
acid  exhibit  osmotic  properties  in  a  high  degree.  This  is  well 
seen  in  the  case  of  aluminic  acetate,  plumbic  nitrate,  zincic 
chloride,  and  the  chromic  and  ferric  salts.  The  acid  travels 
outwards  by  diffusion,  and  the  inner  surface  of  the  membrane 
is  left  in  a  basic  condition,  whilst  the  outer  surface  is  acid — 
conditions  highly  favourable  to  rapid  positive  osmose. 

V.  In  every  instance  in  which  osmotic  action  is  observed 
(except  in  the  cases  of  alcohol  and  cane  sugar),  a  chemical 
action  on  the  material  of  the  septum,  whether  it  consists  of 
bladder  or  of  earthenware,  invariably  occurs;  and  it  is  re- 
markable, that  if  porous  materials^  not  susceptible  of  decom- 
position by  the  liquids,  be  made  use  of  as  a  partition,  the 
osmotic  phenomena  become  insignificant : — for  instance,  a  plug 
of  gypsum,  of  washed  unbaked  clay,  of  tanned  leather,  or  of 
compressed  charcoal,  although  sufficiently  porous,  gives  rise  to 
little  or  no  osmotic  action.  To  induce  osmose  under  the  most 
favourable  circumstances,  the  chemical  action  on  the  septum 
must  be  different  on  the  two  sides,  not  only  in  degree,  but  also 
in  kind;  such  as  is  produced  by  the  presence  of  acid  upon  one 
surface,  and  of  alkali  on  the  other,  and  the  septum  itself  must 
belong  to  the  class  of  colloids  (62).  These  circumstances  are 
specially  interesting  from  their  chemical  bearings,  as  is  also  the 
next  point,  which  is  no  doubt  connected  with  the  influence  of 
the  colloid  employed  as  the  septum. 

vi.  Two  salts,  when  mixed,  often  have  an  osmotic  action  very 
different  from  that  which  they  exercise  separately.  For  example, 
perfectly  neutral  potassic  sulphate  has  a  feeble  positive  osmose, 
represented  by  a  rise  of  20™°^'  in  5  hours.  The  addition  of 
I  part  of  potassic  carbonate  to  10,000  of  the  solution  raised  it  to 
nearly  loo™™"  iti  5  hours,  whilst  an  equally  minute  trace  of 
hydrochloric  acid  stopped  the  osmose  almost  entirely.  Similar 
results  were  obtained  with  sodic  sulphate.  Sodic  chloride,  ou 
the  other  hand,  exhibits  a  remarkable  power  of  reducing  osmotic 
action  in  other  salts.  The  osmose  of  a  solution  of  sodic  carbonate, 
containing  -^-^^  of  the  carbonate,  was  reduced  from  179™™-  to 
Sa"^""",  by  the  addition  of  i  per  cent,  of  sodic  chloride.  From 
other  experiments,  it  appears  further  that  two  different  saline 
solutions,  one  placed  in  the  osmometer,  the  other  in  the  outer 
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jar,  eacli  solution  holding  equal  weights  of  the  diflPercnt  salts 
dissolved  in  the  same  bulk  of  water,  may  also  give  rise  to  osmotic 
action,  when  separated  by  a  suitable  porous  partition. 

Liebig  has  shown  that  the  mechanical  force  of  the  osmotic 
current  may  be  measured  by  the  following  simple  means  : — Let  the 
open  extremity  of  the  shorter  limb  of  a  glass  tube  bent  into  the 
form  of  a  syphon  be  closed  by  a  piece  of  bladder,  pour  a  little 
mercury  into  the  bend  of  the  tube,  and  fill  the  shorter  limb  Avith 
the  saline  liquid  under  experiment ;  immerse  the  bend  of  the 
tube  and  the  membrane  in  water,  leaving  the  extremity  of  the 
longer  limb  open  :  as  the  water  enters  the  tube,  the  mercury  will 
be  raised  in  the  longer  limb,  and  when  the  column  reaches  a 
certain  height,  the  two  liquids  will  intermix  without  change  of 
volume.  The  length  of  the  column  which  has  been  raised  above 
the  level  of  the  surface  of  the  mercury  in  the  shorter  limb  must 
be  measured,  and  when  compared  with  the  length  of  the  column 
obtained  with  other  liquids  under  similar  circumstances,  it  offers 
a  comparative  measure  of  the  osmotic  force  for  each.  Osmotic 
action  thus  offers  an  interesting  case  of  the  direct  conversion  of 
chemical  attraction  (on  the  septum)  into  motive  power,  the  extent 
of  which  admits  of  ready  numerical  expression. 

Osmotic  phenomena  are  constantly  going  on  both  in  plants 
and  in  animals ;  for  in  their  tissues,  liquids  of  very  different 
natures,  sometimes  acid,  still  more  often  alkaline,  are  circulating 
through  vessels  necessarily  constructed  of  flexible  and  porous 
materials ;  and  in  the  economy  both  of  the  vegetable  and  of  the 
animal  creation  such  actions  are  of  the  highest  importance  to  the 
due  performance  of  the  vital  functions.  In  fact,  we  as  yet  know 
not  how  intimately  the  entire  processes  of  absorption,  nutrition, 
and  secretion  are  connected  with  the  operations  of  liquid  diffusion 
and  of  endosmosis. 

(6a)  Dialysis — Crystalloids  and  Colloids. — In  a  subsequent 
memoir  {Phil.  Trans.  1861,  183),  Graham  has  pursued  the 
subject  of  liquid  diffusion,  and  applied  the  process  to  the  purposes 
of  chemical  analysis.  The  most  remarkable  conclusion  at  which 
he  arrives  in  this  memoir  is  that  all  bodies  are  chemically  re- 
ferable to  one  or  other  of  two  great  classes,  which  he  distingushes 
as  crystalloids  and  colloids.  Bodies  susceptible  of  crystallization, 
or  crystalloids,  form  a  solution  generally  free  from  viscosity,  and 
they  are  always  sapid ;  they  are  especially  endowed  with  the 
tendency  to  diffusion  through  a  porous  septum  :  whilst  the  colloids, 
or  jelly-like  substances  (from  KoWr,,  glue),  such  as  gum,  starch, 
dextrin,  tannin,   gelatin,  albumin,  and  caramel,    are  charac- 
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terized  by  a  remarkable  sluggishuess  and  indisposition  to  diffu- 
sion or  to  crystallization ;  when  pure^  they  are  also  tasteless  or 
nearly  so. 

Magnesic  sulphate,  for  instance,  one  of  the  least  diffusible 
crystalline  bodies,  has  a  diffusibility  7  times  as  great  as  that  of 
albumin,  and  14  times  as  great  as  that  of  caramel,  if  compared 
by  determining  the  relative  weights  which  are  diffused  in  equal 
times  under  similar  circumstances. 

If  we  compare  together  the  times  required  for  the  diffusion  of 
equal  weights  of  diff'erent  substances,  calling  the  time  of  hydro- 
chloric acid,  the  most  diffusible  of  known  bodies,  unity,  the  fol- 
lowing table  may  be  formed  of 

Approximate  Tines  of  Equal  Diffusion. 


Hydrochloric  acid  i 

Sodic  chloride  2  "33 

Cane-sugar  7 

Magnesic  sulphate  7 

Albumin  49 

Caramel  98 


In  making  these  experiments,  some  insoluble  colloid,  such  as 
a  sheet  of  the  paper  modified  by  sulphuric  acid,  which  is  well 
known  under  the  name  of  '  parchment  paper,^  is  employed  as  a 
septum  through  which  the  diffusion  may  take  place.  A  ready 
dialysis  (from  Sia,  asunder,  Xvctiq,  separation),  or  separation  of 
crystalloid  and  colloid  bodies,  may  be  effected  in  the  following 
manner :  —  Prepare  a  shallow  tray  by  stretching  a  sheet  of  parch- 
ment paper  over  one  side  of  a  hoop  of  gutta  percha ;  place  the 
mixture  for  experiment  in  the  tray,  and  then  float  it  in  a  shallow 
dish  of  pure  water,  the  volume  of  the  water  being  from  4  to  10 
times  that  of  the  mixture.  In  the  course  of  24  or  48  hours,  the 
separation  will  have  taken  place  more  or  less  completely.  In  this 
way  a  solution  of  arsenious  acid,  for  instance,  after  admixture 
with  various  articles  of  food,  readily  diffuses  out.  If  the  dif- 
fusate  be  evaporated  down  to  a  small  volume,  the  arsenious  acid 
may  be  obtained  nearly  free  from  organic  matter,  and  sufficiently 
pure  to  yield  a  yellow  precipitate  with  sulphuretted  hydrogen. 

The  process  of  dialysis  has  already  received  important  appli- 
cations both  in  pharmacy  and  in  the  laboratory.  In  the  exami- 
nation of  organic  mixtures  for  poisons,  it  affords  a  simple  method 
of  separating  almost  all  crystalline  bodies,  such  as  the  mineral 
poisons  and  the  vegetable  alkaloids,  from  the  mass  of  organic 
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fluids  without  introducing  any  extraneous  substance,  thus  leaving  ! 

the  mixture  perfectly  fit  for  other  modes  of  examination.  ! 

By  dialysing  solutions  of  salts  of  aluminium,  chromium,  and  ' 
iron,  the  hydrates  of  the  metals  remain  in  the  soluble  condition,  \ 
the  crystallized  acids  having  been  separated.  When  a  solution  of  I 
an  alkaline  silicate  to  which  an  excess  of  dilute  hydrochloric  acid  i 
has  been  added  is  treated  in  a  similar  manner,  the  sodic  chloride  j 
and  free  hydrochloric  acid  are  removed  and  the  silicic  acid  re-  j 
mains  in  the  soluble  colloid  condition.  The  solutions  of  aluminic,  j 
ferric,  and  chromic  hydrates  and  silicic  acid  thus  obtained  in  the  j 
colloid  condition  are  very  unstable,  showing  a  great  tendency  to  . 
gelatinize,  a  change  which  is  hastened  by  heat,  and  by  the  addi- 
tion of  certain  salts.  A  solution  containing  ,  ^  J  ^  pth  part  of  : 
any  alkaline  or  earthy  carbonate  efiects  the  coagulation  of  the  j 
colloid  silicic  acid  in  a  few  minutes,  arid  a  few  drops  of  well  water,  ' 
caused  the  gelatinization  of  a  solution  containing  a  or  3  per  cent.  ; 
of  alumina. 

Many  colloidal  bodies  of  organic  origin,  such  as  gum,  albumin, 

or  caramel,  may  in  a  similar  way  be  freed  from  saline  impurities,  - 

which  it  is  very  difficult,  if  not  impossible,  to  remove  by  other  1 
means.     Diffusion,  indeed,  takes  place  very  perfectly  from  solid 

hydrated  colloids ;  this  may  be  shown  in  a  striking  manner  by  the  ^ 

following  experiment : —  j 

Let  10  parts  of  common  salt  and  2  of  gelose,  or  Japanese  gelatine,  be  dis-  [ 

solved  in  hot  water,  which  must  be  added  till  it  forms  100  parts  of  solution,  i 

If  this  be  poured  into  a  glass  jar,  it  will  set,  on  cooling,  into  a  fii"m  jelly;  now  ' 

pour  upon  this  700  parts  of  a  similar  solution  of  gelose,  but  containing  no  sodic  ; 

chloride ;  this  also  will  set  into  solid  jelly.    In  an  experiment  made  in  this  way,  i 

the  whole  was  left  undisturbed  for  eight  days,  and  the  result  was  compared  with  | 

a  similar  experiment,  in  which  diffusion  of  the  salt  was  allowed  to  take  place  j 

into  an  upper  stratum  of  water  instead  of  one  of  gelose.    The  rate  of  difl'usion  | 

was  found  to  be  nearly  the  same  in  the  two  cases,  but  rather  the  more  rapid  ! 

in  the  case  of  the  solid  jelly.    This  process  may  be  watched  very  readily  by  ] 

substituting  a  coloured  salt,  such  as  cupric  sulphate,  or  potassic  dicliromate,  ibr  , 

sodic  chloride.  j 

Graham  has  suggested  the  following  explanation  of  the  process  | 
of  dialysis : — The  water  in  the  colloidal  septum  is  not  directly 
available  as  a  medium  for  diffusion,  being  in  a  state  of  true  chemical 
combination,  feeble  though  it  be.    Soluble  crystalloids,  however, 

can  separate  water,  molecule  after  molecule,  from  the  hydrated  ! 
colloid  constituting  the  septum ;  the  crystalloid  in  this  manner 
obtains  the  liquid  medium  required  for  its  diffusion,  and  thus 
makes  its  way  through  the  gelatinous  septum. 

Graham  indeed  supposes  that  the  coats  of  the  stomach  dialyse  S 

the  food  during  digestion,  absorbing  the  crystalloids  and  rejecting  ij 
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ail  the  colloids,  an  action  favoui'cd  by  the  thick  coating  of  mucus 
which  generally  lines  the  stomach.  This  suggestion  probably 
requires  some  limitation ;  otherwise  starch,  gelatin,  and  other  col- 
loids, imless  previously  converted  into  crystalloids,  would  be 
wholly  unabsorbed  after  they  have  been  swallowed.  The  process 
of  dialysis,  though  most  commonly  exhibited  in  animal  and  vege- 
table textures,  is  not  confined  to  them.  For  example,  the  cemen- 
tation of  iron,  or  the  process  of  its  slow  carburation  during  its 
conversion  into  steel,  is  supposed  to  be  due  to  colloid  diffusion, 
the  pasty  condition  to  which  iron  is  reducible  at  a  ceitain  eleva- 
tion of  temperature  being  referred  by  Graham  to  its  assumption 
of  the  colloidal  form. 

Colloid  bodies  do  not  necessarily  belong  to  the  organic  king- 
dom, though  they  are  most  frequently  met  with  amongst  its  con- 
stituents ;  and  owing  to  their  tendency  to  undergo  slow  but 
perpetual  molecular  change,  together  with  their  peculiar  relations 
to  water,  they  seem  to  be  especially  suited  to  form  the  plastic 
materials  required  for  building  up  the  tissues  of  the  living 
organism. 

Indeed,  the  crystalloid  appears  to  be  the  static,  whilst  the  col- 
loid is  the  dynamic  conditiqn  of  a  body ;  and  the  usual  tendency 
of  the  colloid  is  gradually  to  approach  the  crystalloid  form. 

The  chemistry  of  a  body  in  the  colloid  condition  is  very  dif- 
ferent from  that  of  the   same  body  in  its  crystalloid  form. 
Hydrated  or  gelatinous  silicic  acid,  soluble  alumina,  a  particular 
soluble  form  of  hydrated  ferx'ic  oxide,  and  of  chromic  oxide,  are 
instanced  by  Graham  as  belonging  to  the  class  of  inorganic  col- 
!loids.    Each  of  them,  in  this  state,  possesses  properties  quite 
I  diff'erent  from  those  which  it  exhibits  in  its  ordinary  or  crystalline 
I  form.    Some  colloids  are  soluble  in  water,  as  gelatin  and  gum 
i  arable ;  some  are  insoluble,  like  gum  tragacanth  :  some  form  solid 
(Compounds  with  water,  as  for  example,  gelatin  and  tragacanth; 
'whilst  others,  like  tannic  acid,  do  not.     In  colloids  water  of 
•gelatinization  appears  to  represent  in  some  measure  the  water  of 
I  crystallization  in  crystalloids.     Colloids,  though  often  largely 
s  soluble,  are  held  in  solution  by  a  very  feeble  force.    Fluid  colloids 
i  appear  always  to  have  a  gelatinous  or  pectous  condition,  and  they 
(easily  pass  from  the  liquid  to  the  gelatinous  state. 

The  combining  proportion  of  colloids  is  generally  high,  although 
tthe  ratio  between  the  elements  of  the  substance  may  be  simple, 
a  and  it  seems  not  to  be  improbable  that  the  grouping  together  of 
a  a  number  of  crystalloid  molecules  may  be  one  of  the  essential 
rrequisites  for  the  development  of  the  colloid  condition. 
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(63)  Flow  of  Liquids  through  Capillary  Tubes.— kn  interest- 
ing and  close  connexion  exists  between  the  subjects  which  have 
just  been  considered  and  liquid  transpiration,  or  the  flow  of  liquids 
through  capillary  tubes.  The  most  extensive  and  complete  set 
of  experiments  hitherto  made  upon  this  branch  of  research  is  due 
to  Poiseuille.     {Ann.  Chim.  PMjs.  1847  [3],  xxi.  76.) 

Fig.  37  will  explain  tlie  method  of  conducting 
•  37-  these  experiments:  a  is  a  hollow  conical  metallic 

vessel  which  can  be  attached  by  a  screw  joint  to  a 
capacious  receiver  of  condensed  air,  the  exact  pres- 
sure of  which  can  be  regulated  by  means  of  a  gauge 
attached  to  it ;  b  is  a  glass  globe,  of  about  half  a 
cubic  inch  (8°"°-)  in  capacity,  which  contains  the 
liquid  under  experiment ;  it  is  connected  with  the 
metallic  vessel,  a,  by  a  glass  tube  of  narrow  bore. 
A  similar  tube  proceeds  from  the  lower  part  of  the 
globe,  and  to  this  is  attached  the  capillary  tube,  c, 
the  diameter  and  length  of  which  are  carefully 
determined.  The  object  of  the  little  bulb,  d,  is 
merely  to  enable  the  observer  accurately  to  define 
the  termination  of  tlie  capillary  tube.  G  is  a  vessel 
which  is  filled  with  water,  provided  with  an  accu- 
rate thermometer,  for  ob.serving  and  regulating  the 
temperature.  When  an  experiment  is  to  be  made, 
the  end  of  the  capillary,  c,  is  introduced  into  the 
liquid,  and  the  globe,  B,  is  filled  by  attaching  it  to  an  exhausting  syringe.  When 
the  liquid  has  risen  a  little  above  the  line,  e,  the  syringe  is  detached,  and  the 
apparatus  connected  with  the  vessel  of  condensed  air.  The  pressure  of  this 
confined  air  continues  without  appreciable  change  during  the  experiment. 
By  opening  a  stop-cock,  the  condensed  air  exerts  its  pressure  upon  the  liquid, 
which  is  expelled  through  the  capillary  tube,  c,  and  the  column  descends  in 
the  tube  e  f.  Ey  means  of  a  stop-watch,  the  time  at  which  it  reaches  the 
line,  e,  is  exactly  noted,  and  the  time  is  again  observed  when  the  globe  has 
become  emptied,  and  the  liquid  has  reached  the  lower  line/l  The  object  of  the 
conical  metallic  vessel,  a,  is  to  act  as  a  trap  or  lodging  place  for  any  particles  of 
dust  that  might  be  suspended  in  the  compressed  air,  and  which,  by  obstructing 
the  capillary  tube,  would  mar  the  result. 

From  the  inquiries  of  Poiseuille^  it  appears  that  when  a  tube 
exceeds  a  certain  length  (which  is  greater  as  the  diameter  in- 
creases), the  following  laws  regulate  the  rate  of  efflux  of  the 
liquid: — I.  That  the  flow  increases  directly  as  the  pressure; 
so  that,  with  a  double  pressure,  double  the  amount  of  liquid  is 
discharged  in  equal  times.  2.  That  with  tubes  of  equal  dia- 
meter, and  under  equal  pressure,  the  quantities  discharged  in 
equal  times  are  inversely  as  the  length  of  the  tube  :  if  from  a 
tube  I  decimetre  in  length,  jo  grammes  escape  in  five  minutes, 
from  a  similar  tube,  a  decimetres  long,  only  5  grammes  would 
flow  out  in  the  same  time.  3.  That  in  tubes  of  equal  lengths, 
but  of  difl'erent  diameters,  the  flow  is  as  the  fourth  powers  of  the 
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diameters ;  for  example,  if  tubes,  one  of  0*4  millimetre,  another 
of  0  2  millimetre  in  diameter,  be  compared  together,  the  efflux 
from  the  larger  tube  would  be  16  times  as  great  as  from  the 
smaller,  being  in  the  proportion  of  2*  :  4*,  or  as  i  :  16,  although 
the  diameter  of  the  tube  is  only  twice  as  great. 

To  the  chemist,  however,  the  most  interesting  part  of  these 
experiments  is  that  which  displays  the  effect  produced  by  varying 
the  kind  of  body  which  is  allowed  to  flow  through  the  capillary 
tube.  The  material  of  which  the  tube  itself  is  made  does  not 
appear  to  influence  the  result;  but  the  nature  of  the  solution 
employed  exercises  the  most  marked  effect.  The  liquids  used 
were,  in  most  cases,  solutions  in  water  of  various  bodies,  espe- 
cially of  salts.  In  the  majority  of  instances  the  flow  of  the  solu- 
tion was  slower  than  that  of  distilled  water.  All  the  alkalies 
occasioned  this  retardation.  In  a  few  cases  no  sensible  effect 
was  produced.  Thus,  neither  argentic  nitrate,  corrosive  sublimate, 
sodic  iodide,  ferrous  iodide,  nitric,  hydriodic,  bromic,  nor  hydro-- 
bromic  acid  seemed  to  have  any  influence  ;  whilst  the  hydrosul- 
phuric  and  hydrocyanic  acids,  and  a  few  of  the  salts  of  potassium 
and  ammonia — viz.,  the  nitrates  and  chlorides  of  potassium  and 
ammonium,  the  iodide,  bromide,  and  cyanide  of  potassium — in- 
creased the  rapidity  of  the  flow ;  but  it  is  remarkable  that  con- 
centrated solutions  of  potassic  iodide  above  a  temperature  of 
60°  C,  and  of  potassic  nitrate  above  40°  C,  actually  flow  more 
slowly  than  distilled  water  does.  Strict  attention  to  the  tempe- 
rature at  which  these  comparisons  are  made  is  absolutely  neces- 
sary, for  both  with  water  and  with  dilute  solutions  generally,  a 
slight  elevation  of  temperature  produces  a  great  increase  in  the 
rapidity  of  efflux.  Water,  for  instance,  at  45°  C,  escaped 
through  the  same  tube  with  a  rapidity  of  2J  times  as  great  as  it 
did  at  5°  C. 

Hitherto  no  connexion  has  been  traced  between  the  rate  of 
efflux  of  the  liquid  and  its  density,  capillarity,  or  fluidity.  The 
capillarity  of  alcohol,  as  well  as  its  density,  increases  as  it  is 
diluted  with  water,  whilst  its  fluidity  diminishes  ;  but  experiment 
has  proved  that  a  mixture  of  equal  parts  of  spirit  of  wine  and 
water  flows  out  with  considerably  less  than  half  the  rapidity  of 
pure  alcohol,  and  with  less  than  one-third  of  that  of  distilled 
water.  The  dilution  of  alcohol,  therefore,  to  a  certain  point, 
retards  its  efflux,  and  beyond  that  point  increases  it :  the  minimum 
ate  of  efflux  corresponds  with  that  particular  mixture  of  alcohol 
and  water,  which  is  attended  with  the  maximum  of  contraction 
after  admixture  of  the  two  liquids.    The  degree  of  solubility  of  a 
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body  in  water  appears  to  exercise  but  a  secondary  influence  on 
the  phenomenon.  Poiseuille  shows  it  to  be  highly  probable  that 
the  various  solutions,  when  introduced  into  the  blood  of  a  living 
animal,  provided  that  they  do  not  cause  the  serum  to  coagulate, 
produce  efllEcts  of  acceleration  or  retardation  on  the  capillary  cir- 
culation, corresponding  with  those  which  are  observed  with  the 
same  liquids  in  capillary  tubes  of  glass.  He  has  proved  this  to 
be  the  case  by  direct  experiment  with  potassic  iodide  when  in- 
jected into  the  veins  of  the  horse;  and  has  shown  that  when 
various  salts  are  mingled  with  serum,  and  the  liquids  are  allowed 
to  flow  out  through  small  tubes,  retardation  or  acceleration  occurs, 
as  in  the  corresponding  cases  with  their  aqueous  solutions. 

Efflux  of  Liquids  through  Fine  Tubes. 


Temperature  52°-i6  F.  (ii'^-2  C.) 

S3°-24  F. 
(ii°-8  C.) 

S3°-42  F. 
(ii°-9  C.) 

Distilled  Water. 

575"-8 

566"-2 

565"-o 

Nitrate. 

Sulphate. 

Phos- 
phate. 

Arseniate. 

Car- 
bonate. 

Oxalate. 

Chloride. 

Potassium 
Ammonium  ... 

Sodium  

Lead   

Strontium 

Calcium  

Magnesium  ... 

564"-5 
569'4 
575*9 

577-  8 

578-  8 
58r-2 
583-2 

578"-9 
582-0 

590-3 
590-5 

583"-4 

590-2 

5886 

583"-3 
588-0 

588"-3 
592-5 

57i"-i 

574-2 

578-4 

56o"-8 
560-9 
569-4  1 

57^2 
574'9 

Alum   

592-4 

Tartar  Emetic,  581-2 

Distilled  water    ...  575'''8 

Arsenious  acid    ...  57 8  6 

Phosphoric  acid  ...  582-8 

Oxalic  acid   582-9 

Acetic  acid   585^5 

Citric  acid    586-0 


Arsenic  acid  ... 
Sulphuric  acid 
Pure  serum,  Ox 
Madeira  wine 
Sparkling  Sillery 
Jamaica  rum  ... 


586"-3 
589-6 
1048-5 

1134-1 
1462-8 

1831-9 


The  preceding  table  contains  several  of  Poiseuille^s  results, 
numerically  expressed.  The  solutions  employed  contained  i  per 
cent,  of  the  various  substances  mentioned,  except  in  the  case  of 
the  last  four  liquids.  They  were  exposed  to  a  pressure  equal  to 
that  of  a  column  of  water  i  metre  (39-37  inches)  in  height,  at  the 
temperature  of  ii°'2  C,  unless  otherwise  noted;  and  escaped 
through  a  tube  64  millimetres  in  length,  and  0-24946'""-  in  dia- 
meter. The  numbers  in  the  table  indicate  the  time  occupied  in 
seconds,  for  the  cflSux  of  equal  bulks  of  the  liquids  used — viz., 
6'6  cubic  centimetres. 
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The  observation  of  Poiseuillej  that  diluted  alcohol  has  a  point 
of  maximum  retardation  coincident  with  the  degree  of  dilution 
at  which  the  greatest  condensation  of  the  mixed  liquids  occurS;, 
or  at  a  point  in  which  i  molecule  of  alcohol  and  3  of  water 
(C,HgOj  3  HjO)  are  present  in  mixture,  served  as  a  starting-point 
to  Graham  for  a  new  inquiry.  [Phil.  Tram.  186 1,  373-)  The  rate 
of  transpiration  he  has  proved  to  be,  in  certain  cases,  connected 
with  chemical  composition.  The  3-molecule  hydrate  of  methylic 
alcohol,  although  not  distinguished  by  any  particular  degree  of 
condensation  in  volume,  exhibits  a  peculiarity  in  its  transpira- 
tion-rate similar  to  that  of  dilute  vinic  alcohol.  The  acids,  also, 
in  many  cases,  exhibit  a  characteristic  retardation  of  transpiration 
at  a  particular  degree  of  hydration. 

As  a  result  of  his  inquiries,  Graham  also  concluded  that  as 
far  as  his  observations  upon  different  alcohols,  ethers,  and  acids, 
extended,  the  order  af  succession  of  individual  substances  in  any 
homologous  series  would  be  indicated  by  the  degree  of  transpira- 
bility  of  these  substances  as  clearly  as  it  is  by  their  comparative 
volatility. 

The  following  table  contains  a  resume  of  some  of  the  most 
interesting  results  obtained  by  Graham  upon  this  subject.  The 
transpiration  time  of  water  at  the  particular  temperature  em- 
ployed is,  in  all  cases,  taken  as  the  unit  of  comparison  : — 


Liquid  (undiluted). 


Water  

Methylic  Alcohol,  CH^Q 
Vinic  Alcohol,  C^HgO 
Amylic  Alcohol,  CsHj^O 

Ethyl  Pormiate  

Ethyl  Acetate   

Ethyl  Butyrate  

Ethyl  Valerate   

Acetic  Acid  (HCoHjOa) 
Butyric  Acid  (HC4H-O2) 
Valeric  Acid  (HC5H9OJ 
Nitric  Acid  (HNO3)  ■•• 
Sulphuric  Acid  (H^SOJ 
Acetone  (CgHgO) 


Transpira- 
tion time. 


I  'OOOO 

o"63oo 

3-6490 
o'5iio 

07500 
o'827o 
i-28oi 

1-  5650 

2-  1550 
0-9899 

21-6514 
0-4010 


Degree  of 
Hydration. 


+  3H3O 

+  3  H2O 


+  H,0 
+ 


H2O 
6  H2O 


+ 
+ 


Transpira- 
tion time. 


1 -  802 1 

2-  7872 


2-  7040 

3-  2790 
3-8390 
2-1034 

23-7706 
16040 


In  hydrated  substances,  the  extent  to  which  transpiration  is 
affected  by  the  annexation  of  water,  is  by  no  means  in  proportion 
to  the  intensity  of  combination.  In  sulphuric  acid,  for  instance, 
the  maximum  transpiration  time  occurs  with  the  hydrate 
(HgSO^jHgO),  in  acetic  acid  with  the  compound  [llC^p^^^^f))^ 
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in  nitric  acid  with  (2  HNO3,  3  Hp),  and  in  alcohol  with  the 
hydrate  (C^HgO,  3  II^O). 

(64)  Adhesion  of  Gases  to  Liquids. — The  adhesion  of  gases 
to  liquids,  although  not  quite  so  evident  as  that  of  solids  to 
liquids,  is  yet  attended  with  results  almost  equally  important. 
It  is  exemplified  in  the  pouring  of  liquids  from  one  vessel  to 
another,  by  the  bubbles  which  are  carried  down  with  the  de- 
scending stream,  and  which  rise  and  break  upon  the  surface  of 
the  liquid. 

Adhesion,  however,  produces  in  the  effects  of  solution  which 
attend  the  mutual  action  of  gases  and  liquids,  results  which  are 
far  more  general  in  their  operation.  All  gaseous  bodies  are  in  a 
greater  or  less  degree  soluble  in  water :  some,  as  hydrochloric  acid 
and  ammonia,  being  absorbed  by  it  with  extreme  rapidity,  the 
liquid  taking  up  400  or  600  times  its  volume  of  the  gas  ;  in  other 
instances,  as  occurs  with  carbonic  anhydride,  water  takes  up  a 
volume  equal  to  its  own ;  whilst  in  the  case  of  nitrogen,  oxygen, 
and  hydrogen,  it  does  not  take  up  much  more  than  from  a 
twentieth  to  a  fiftieth  of  its  bulk.  As  the  elasticity  of  the  gas  is 
the  power  which  is  here  opposed  to  adhesion,  and  which  at  length 
limits  the  quantity  dissolved,  it  is  found  that  the  solubility  of 
each  gas  is  greater,  the  lower  the  temperature,  and  the  greater  the 
pressure  exerted  upon  the  surface  of  the  liquid.  Dr.  Henry  found 
that  at  any  given  temperature,  the  volume  of  any  gas  which  was  ab- 
sorbed was  uniform,  whatever  might  be  the  pressure;  consequently 
that  the  weight  of  any  given  gas  absorbed  by  a  given  volume  of 
any  liquid  at  a  fixed  temperature  increased  directly  with  the 
pressure.  If  the  pressure  be  uniform,  th§  quantity  of  any  given 
gas  absorbed  by  a  given  liquid  is  also  uniform  for  each  tempe- 
rature ;  and  the  numerical  expression  of  the  solubility  of  each  gas 
in  such  liquids  is  termed  its  coefficient  of  absorption,  or  of  solubi- 
lity, at  the  particular  temperature  or  pressure;  the  volume  of  the 
gas  absorbed  being  in  all  cases  calculated  for  0°  C,  under  a  pres- 
sure of  760°"™'  of  mercury.  For  instance,  i  volume  of  water,  at 
0°  C,  and  under  a  barometric  pressure  of  760™°^',^  dissolves 
o"04i  14  of  its  volume  of  oxygen ;  and  this  fraction  repriesents  the 
coefficient  of  absorption  of  oxygen  at  that  temperature  and 
pressure.  All  water  contains  a  certain  small  proportion  of  air 
in  solution,  in  consequence  of  the  solubility  of  the  gases  of  which 
the  atmosphere  consists ;  and  if  placed  in  a  vessel  under  the  air- 
pump,  so  as  to  remove  the  atmospheric  pressure  from  its  surface, 
the  dissolved  gases  rise  through  the  liquid  in  minute  bubbles. 
Small  as  is  the  quantity  of  oxygen  thus  taken  up  by  water  from 


64.] 


ABSORPTION  OF  GASES  BY  LIQUIDS. 


105 


the  atmosphere,  it  is  the  means  of  maintaining:  the  life  of  all 
aquatic  plants  and  animals;  if  the  air  be  expelled  from  water 
by  boiling,  and  it  be  covered  -with  a  layer  of  oil  to  prevent  it 
from  again  absorbing  air,  fish  or  any  aquatic  animals  placed  in 
such  water  quickly  perish.  Even  the  life  of  the  superior  animals 
is  dependent  upon  the  solubility  of  oxygen  in  the  fluid  which 
moistens  the  air-tubes  of  the  lungs,  in  consequence  of  which  this 
gas  is  absorbed  into  the  mass  of  the  blood  as  it  circulates  through 
the  pulmonary  vessels. 

If  a  mixture  of  two  or  more  gases  be  placed  in  contact  with 
a  liquid,  a  portion  of  each  gas  will  be  dissolved,  and  the  amount 
of  each  so  dissolved  will  be  proportional  to  the  relative  volume 
of  each  gas  in  the  mixture  multiplied  into  its  coefficient  of  solu- 
bility at  the  observed  temperature  and  pressure  : — For  instance, 
if  it  be  assumed  in  round  numbers,  that  atmospheric  air  contains 
one-fifth  of  its  bulk  of  oxygen,  and  four-fifths  of  its  bulk  of 
nitrogen,  the  amount  of  each  of  these  gases  which  water  should 
:  absorb  from  the  air  at  a  temperature  of  15°  C.  under  a  pressure 
1  of  760™™",  may  be  calculated  in  the  following  manner.     The  co- 
1  efficient  of  absorption  for  oxygen  at  15°  C.  is  o'0:Z989,  that  of 
.  nitrogen  is  o'oi478  : — 

^  0*02989  =  0*00597  proportion  of  oxygen  dissolved. 
^  o"oi478  =  o'oii82  proportion  of  nitrogen  dissolved. 

o"oi779'  proportion  of  air  dissolved. 
'  The  proportion  of  nitrogen  thus  required  by  calculation  is  rather 
Hess  than  double  that  of  the  oxygen,  or  66' i  :  33'9,  a  proportion 
'which  agrees  almost  exactly  with  the  results  of  experiment. 

When  water  saturated  with  one  gas  is  brought  into  contact 
'  with  another  gas,  the  second  gas  will  gradually  expel  the  first, 
i  and  if  the  quantity  of  this  new  gas  be  very  large,  it  may  displace 
Ithe  first  altogether.  Hence  it  is  impossible  to  preserve  gases  in 
:  a  pure  condition  over  water.  Every  gas  is  to  a  certain  extent 
!  soluble  in  water,  and  this  solution  is  perpetually  giving  out  its 
L  gas  into  the  atmosphere,  and  absorbing  oxygen  and  nitrogen  from 
;the  air,  so  that  these  gases  become  difi'used  slowly  into  the  jar 
» which  confines  the  gas  under  experiment.  A  jar  of  hydrogen 
( confined  over  water  in  the  pneumatic  trough  will  thus  in  a  few 
f  days  become  contaminated  with  atmospheric  air,  although  it  may 
1  have  experienced  little  apparent  change  in  bulk. 

From  the  experiments  of  Bunsen,  of  Eoscoe,  and  others,  it 
:  appears  that  Henry's  law  is  exact  for  the  gases  of  moderate  solu- 
bility, but  the  more  soluble  gases,  such  as  ammonia,  hydrochloric 
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acid,  and  sulphurous  anhydride,  except  under  moderate  pressure, 
and  at  mean  temperatures,  do  not  strictly  follow  the  law.  In 
these  instances  disturbing  causes  are  evidently  at  Avork.    In  the 
case  of  chlorine,  for  example,  at  low  temperatures  a  definite  crys- 
talline hydrate  is  formed,  so  that  true  chemical  attraction  con- 
spires to  exalt  the  effect  of  adhesion.   In  the  solution  of  the  very 
soluble  gases  a  considerable  elevation  of  temperature  occurs,  and  | 
a  great  increase  in  the  bulk  of  the  liquid  takes  place.  i 
The  following  table  shows  the  solubility  of  some  of  the  prin-  | 
cipal  gases,  both  in  water  and  in  alcohol,  with  the  barometer  at  i 
760™™-     (Bunsen,  Liebig's  Annal.  1855,  xciii.  i,  and  Carius,  lb.  j 
^^55)  xciv.  129.)     All  these  gases,  Avith  the  exception  of  hydro-  } 
chloric  acid,  may  be  expelled  from  the  water  by  long-continued  j 
boiling : — 


Solubility  of  Gases  in  Water  and  in  Alcohol. 


Volumes  of  each  Gas  dissolved  in  i 

Volume 

Gases. 

Of  Water. 

Of  Alcohol. 

At  32°  P. 

At  59°  F. 

At  32°  F. 

At  59°  F. 

or  0°  C. 

or  15°  C. 

or  0°  C. 

or  15°  C. 

Ammonia   

i049'6o 

727-2 

Hydrochloric  Acid  ... 

458-0 

Sulphurous  Anhydride 

68861 

43'564 

32862 

M4"55 

Sulphuretted    Hy- ") 
drogen   ) 

4-3706 

3-2326 

17-891 

9"539 

Chlorine  

solid 

2-368 

Carbonic  Anhydride 

1-7967 

1-0020 

4'3295 

3"i993 

Nitrous  Oxide  

I '3052 

0-7778 

4-1780 

3-2678 

defiant  Gas   

0-2563 

0-1615 

3"595o 

2-8825 

Nitric  Oxide   

o*3 1 606 

0-27478 

Marsh  Gas   

0-05449 

003909 

0-52259 

0-48280 

Carbonic  Oxide 

003287 

0-02432 

0-20443 

0-20443 

Oxygen   

0-041 14 

0-02989 

0-28397 

0-28397 

Nitrogen   ... 

0-02035 

0-01478 

0*12634 

0-12142 

Air  

0-02471 

0-01795 

0-06725 

Hydrogen   

0-01930 

0-01930 

0-06925 

Other  liquids  besides  water  and  alcohol  dissolve  the  gases  j 
with  greater  or  less  avidity.  | 

(65)  Adhesion  of  Gases  to  Solids.  —  When  iron  filings  are 
gently  dusted  over  the  surface  of  a  vessel  of  water,  a  considerable 
body  of  iron  dust  may  be  accumulated  upon  the  surface,  until  at 
length  it  falls  in  large  flakes,  carrying  down  Avith  it  bubbles  of 
air  of  considerable  size.  The  adhesion  of  these  bubbles  caused 
the  particles  of  iron  to  float,  for  such  particles  are  nearly  eight 
times  as  heavy  as  water.  Contrasted  with  this  result  is  the  effect 
of  dusting  magnesia  in  fine  poAvder  over  the  surface  of  Avater;  the 
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particles,  although  not  one-third  of  the  density  of  the  iron,  imme- 
diately become  moistened  and  sink.  In  consequence  of  this  adhe- 
sion of  air  to  their  surface,  many  small  insects  are  enabled  to 
skim  lightly  over  the  surface  of  water,  which  does  not  wet  them. 
If  a  slip  of  clean  platinum  be  placed  in  mercury,  it  is  found  on 
withdrawing  it  to  come  out  dry,  but  if  the  mercury  be  boiled  on 
the  platinum,  the  film  of  air  which  separated  the  two  metals  is 
expelled,  and  the  mercury  will  be  found  to  have  wetted  the  surface 
completely.  It  is  this  adhesion  of  air  to  the  surface  of  glass 
which  renders  it  necessary,  in  making  barometers,  to  boil  the 
mercury  in  the  tubes  after  they  have  been  filled,  in  order  com- 
pletely to  expel  the  film  of  air  with  which  the  tube  is  lined. 
But  the  most  striking  instances  of  adhesion  between  gases  and 
solids  are  exhibited  when  finely-divided  bodies  are  made  the  sub- 
ject of  experiment.  We  have  already  had  occasion  to  notice  the 
efi'ect  of  charcoal  when  introduced  into  solutions  (54) .  Its  effects 
on  gases  are  equally  remarkable.  If  a  piece  of  well-burnt  box- 
wood charcoal  be  plunged  whilst  red-hot  under  mercury,  and  in- 
troduced without  exposure  to  the  air  into  a  jar  of  ammonia  or  of 
hydrochloric  acid,  it  will  absorb  these  gases  with  great  rapidity, 
and  will  indeed  reduce  them  into  a  bulk  less  than  that  which  they 
would  occupy  in  the  liquid  form.  A  piece  of  freshly-burned 
charcoal  when  exposed  to  the  air  condenses  moisture  rapidly 
within  its  pores,  and  has  been  observed  from  this  cause  to  increase 
in  weight  nearly  one-fifth  in  a  few  days. 

Owing  to  this  property  of  charcoal,  water  saturated  with 
many  gases  may  be  freed  from  them  when  filtered  through  a 
body  of  ivory  black  :  sulphuretted  hydrogen  may  thus  be  removed 
so  completely,  that  it  cannot.be  detected  either  by  its  nauseous 
odour,  or  by  the  ordinary  tests.  De  Saussure  [Thomson's  Annals 
of  Philosophy,  1815,  243)  found  that  freshly-burned  boxwood 
charcoal  absorbed  diflFerent  gases  in  very  different  proportions, 
as  will  be  seen  in  the  following  tabular  view  of  his  results, 
where  the  bulk  of  the  charcoal  used  in  each  experiment  is 
taken  as  i : — 

Absorption  of  Gases  by  Charcoal. 

Ammonia  

Hydrochloric  Acid  ...  . 
Sulphurous  Anhydride  . 
Sulphuretted  Hydrogen  . 

Nitrous  Oxide  

Carbonic  Anhydride... 

It  Will  be  seen  that  these  results  follow  an  order  almost  exactly 
the  same  as  that  of  the  solubility  of  the  gases  in  water  (64). 


90 

defiant  Gas 

•    -  35 

Carbonic  Oxide  ... 

.    ...  9-42 

65 

Oxygen   

•    •••  9'25 

55 

Nitrogen   

  7-5 

40 

Marsh  Gas  

.    ...  5-0 

35 

Hydrogen  

•    -  17s 
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DiflPerent  kinds  of  charcoal  vary  considerably  in  this  absorbent  ' 
power.  The  denser  the  charcoal  the  greater  is  its  absorbent 
power.  Hunter  found  that  formed  from  the  shell  of  the  cocoa- 
nut  was  the  most  powerful  absorbent  of  any  which  he  tried, 
both  ebony  and  logwood  charcoal  being  much  inferior.  Stenhouse 
found,  on  comparing  equal  weights  of  three  different  forms 
of  charcoal,  that  the  relative  absorbent  power  of  each  was  as 
follows : — 


Gas  used. 

Kind  of  Charcoal  employed. 

Wood. 

Peat. 

Animal. 

Ammonia   

Hydrochloric  Acid   

Sulphuretted  Hydrogen 
Sulphurous  Anhydride 

Carbonic  Anhydride  

Oxygen   

450 
30-0 

140 

0-8 

g6'o 

600 
28-5 

27-5 
100 
06 

435 

90 
17-5 
5"o 
0-5 

In  these  experiments,  0-5  gramme  of  each  kind  of  charcoal  ; 
was  employed,  and  the  numbers  in  the  table  indicate,  in  cubic 
centimetres,  the  quantity  of  each  gas  absorbed.    The  more  recent  j 
experiments  of  Hunter  and  Angus  Smith  confirm  these  results.  j 
This  absorbent  action  of  charcoal  renders  it  a  valuable  agent  in 
the  purification  of  atmospheric   air  when  contaminated  with 
off'ensive  products  of  decay  or  putrefaction,  such  air  being,  as 
Stenhouse  has  shown,  rendered  inodorous  by  simply  passing  it  j 
over  fragments  of  wood  charcoal,  a  true  oxidation  of  many  of  j 
these  bodies  being  effected  in  the  pores  of  the  charcoal  (366).  ! 

Charcoal  which  is  saturated  with  one  gas,  if  put  into  a  j 
diflferent  gas,  gives  up  a  portion  of  that  which  it  had  first  j 
absorbed,  and  takes  up  in  its  place  -  a  quantity  of  the  second. 
Finely  divided  metallic  platinum  also  condenses  in  its  pores  a  i 
large  quantity  of  many  gases,  amounting  in  the  case  of  oxygen 
to  very  many  times  its  own  volume.    If  a  jet  of  hydrogen  gas 
be  allowed  to  fall  in  the  open  air  upon  a  ball  of  spongy  platinum, 
or  platinum  in  a  fine  state  of  subdivision,  the  metal  becomes 
incandescent ;  the  oxygen  and  hydrogen  combine  rapidly  within 
the  pores  of  the  metal,  and  the  heat  given  out  usually  sets  fire  to 
the  jet  of  hydrogen  :  ether  and  alcohol,   when  dropped  upon 
platinum  black,  another  still  more  finely-divided  form  of  the  metal, 
produce  a  similar  appearance  of  incandescence.    This  property 
of  platinum  is  turned  to  account  in  effecting  many  important 
chemical  changes. 

'i 

■i 


I 


DESICCATION    OF  GASES.  109 

(66)  Desiccation  of  Gases. — It  frequently  happens  that  in  the 
course  of  his  operations^  the  chemist  requires  the  gases  which  are 
the  subjects  of  his  experiments  to  be  in  a  perfectly  dry  state. 
Gases  are  usually  prepared  in  contact  with  water,  and  hence 
become  charged  with  a  variable  quantity  of  aqueous  vapour 
which  adheres  to  them,  and  whether  it  be  desired  to  ascertain 
their  density,  or  to  submit  other  bodies  to  their  chemical  in- 
fluence, it  becomes  necessary  to  remove  this  moisture  completely. 
The  gas  to  be 

dried,  which  we  3^- 
will  suppose  to 
be  in  the  act  of 
formation  in  the 
glass  bottle,  a, 
fig.  38,  is  al- 
lowed to  pass 
slowly  through  a 
long  tube,  b,  filled 
with  fragments  of 
fused  potash,  or  of  calcic  chloride,  or  of  quicklime,  or  of  phos- 
phoric anhydride,  or  of  pumice-stone  moistened  with  oil  of  vitriol, 
according  to  the  nature  of  the  gas.  The  bulb,  d,  may  contain  the 
substance  upon  which  the  action  of  the  gas  is  to  be  exerted,  and 
the  gas  when  it  reaches  it  will  be  in  a  dry  state ;  since  all  the 
bodies  just  mentioned  possess  the  property  of  combining  with 
water  and  aqueous  vapour ;  and  if  allowed  a  sufficient  length  of 
time,  will  remove  nearly  every  trace  of  moisture  from  the  gases 
which  are  brought  into  contact  with  them.  The  dififerent  parts  of 
the  apparatus  are  connected  by  flexible  tubes  of  caoutchouc,  c,  c. 

Diffusion  of  Gases. 

The  process  of  intermixture  in  gases,  and  the  motions  of 
these  bodies,  have  been  even  more  completely  investigated  than 
the  corresponding  processes  in  liquids.  The  movements  of  gases 
may  be  considered  under  four  heads ;  viz., — 

I.  Diffusion,  or  the  intermixture  of  one  gas  with  another. 

3.  Effusion,  or  the  escape  of  a  gas  through  a  minute  aperture 
in  a  thin  plate  into  a  vacuum. 

3.  Transpiration,  or  the  passage  of  diflFerent  gases  through 
1  long  capillary  tubes  into  a  rarefied  atmosphere. 

4.  Osmosis,  or  the  passage  of  gases  through  diaphragms. 
(67)  Diffusion  of  Gases. — In  consequence  of  the  absence  of 

'  cohesion  among  the  particles  of  which  gases  and  vapours  consist, 
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mixture  takes  place  amongst  tliese  bodies  very  freely,  and  in  all 
proportions.  Very  great  differences  in  density  occur  amongst 
the  gases.  Chlorine  is,  for  instance,  nearly  36  times  denser  than 
hydrogen,  the  lightest  of  the  gases,  so  that  there  is  about  three 
times  as  great  a  difference  between  the  relative  weights  of  these 
two  gases,  as  between  those  of  mercury  and  water.  But  the 
mingling  together  of  gaseous  bodies  of  different  densities  pro- 
duces a  result  very  different  from  that  obtained  by  the  mingling 
together  of  two  liquids,  such  as  mercury  and  water;  for,  if  these 
liquids  be  mixed  by  agitation,  they  separate  the  instant  that  the 
agitation  is  discontinued.  Chlorine  and  hydrogen,  on  the  other 
hand,  after  they  have  once  become  mixed,  never  separate,  however 

long  they  may  remain  at  rest.  Indeed,  if 
the  gases  be  placed  in  two  distinct  vessels, 
and  be  allowed  to  communicate  only  by 
means  of  a  long  tube,  the  hydrogen  or 
lightest  gas  being  placed  uppermost,  as  re- 
presented at  H,  fig.  39,  the  heavier  chlorine 
in  A,  will,  in  the  course  of  a  few  hours,  find 
its  way  into  the  upper  jar,  as  may  be  seen 
by  its  green  colour,  whilst  the  hydrogen  will 
pass  downwards  into  the  lower  one,  and 
ultimately  the  gases  will  be  equally  inter- 
mixed throughout.  If  a  sufficient  interval 
of  time  be  allowed,  this  equal  intermixture 
occurs  with  all  gases  and  vapours  which  do 
not  act  chemically  upon  each  other ;  and 
when  once  such  a  mixture  has  been  effected 
it  continues  to  le  permanent  and  uniform. 
The  rapidity  with  which  this  diffusion  oc- 
curs varies  with  the  density  of  the  gases; 
and,  contrary  to  what  a  superficial  con- 
sideration might  lead  us  to  suppose,  the  more  widely  the  two 
gases  differ  in  density,  the  more  rapid  is  the  process  of  inter- 
mixture. If  two  tall  narrow  jars  of  equal  diameter  be  about 
half  filled,  the  one  with  hydrogen,  the  other  with  common  air, 
which  is  more  than  fourteen  times  as  heavy  as  the  hydrogen,  so 
that  the  water  in  both  shall  stand  at  the  same  level,  and  a  small 
quantity  of  ether  be  thrown  up  into  each  jar,  the  ether  will 
evaporate  in  both,  and  cause  in  each,  ultimately,  an  equal 
depression ;  but  the  vapour  of  the  ether  will  dilate  the  hydrogen 
at  first  much  more  rapidly  than  the  air,  for  its  vapour  wiU 
become  more  quickly  diffused  through  the  lighter  hydrogen.  A 


1 


67-] 


DIFFUSION  OF  GASES. 


Ill 


very  simple  and  striking  illustration  of  tlie  rapidity  with  which 
a  light  gas  becomes  diffused  into  a  heavier  one^  is  shown  as 
follows  : — 

Take  a  tube  25  or  30  centimetres,  or  jijg^ 

about  10  or  12  inches  long,  one  end  of 

which   is  closed  with  a  porous  plug  of 

plaster  of  Paris,  5^™"  thick,  that  has  been 

allowed  to  becomedry,and  fill  it  with  hydro- 
gen gas,  without  wetting  the  porous  plug : 

this  is  readily  effected  by  introducing  the 

shorter  limb  of  an  inverted  syphon,  s,  into 

the  jar,  h,  fig,  40,  till  it  reaches  the  top, 

and  then  lowering  the  jar  in  a  deep  vessel 

of  water,  A ;  when  the  air  has  escaped,  the 

open  limb  of  the  syphon  is  closed  with  the 

finger,  and  the  jar  raised  until  the  syphon 

can  be  conveniently  withdrawn :  the  jar 
.  can  now  be  filled  with  hydrogen  prepared 
■  in  a  retort  in  the  usual  manner.    If  the 

jar  after  being  filled  with  hydrogen  be 
;  supported  so  that  the  water  within  and 
•  without  shall  stand  at  the  same  level,  the  water  in  the  jar  will  immediately 

begin  to  rise,  and  will  continue  to  do  so  in  opposition  to  gravity,  until,  in  the 
I  course  of  three  or  four  minutes,  it  will  stand  some  inches  higher  than  the  surface 
I  of  the  water  in  the  outer  vessel,  in  consequence  of  the  hydrogen  passing 
I  through  the  pores  of  the  stucco,  and  becoming  diffused  into  the  air  much  more 
I  rapidly  than  the  air  passes  in  and  becomes  diffused  through  the  hydrogen. 

Any  dry  porous  substance  may  be  substituted  for  the  plaster ; 
I  a  film  of  collodion  on  paper  gives  excellent  results^  and  unglazed 
1  biscuit- ware,  or  compressed  plumbago,  is  still  better. 

By  means  of  this  simple  diffusion  tube,  taking  care  to  main- 
Itain  the  surface  of  the  water  within  and  without  the  jar  on  the 
!same  level,  as  shown  at  in  order  that  the  results  may  not  be 
i  interfered  with  by  the  disturbing  force  of  gravity^  Graham  has 
( determined  the  law  which  regulates  the  rapidity  of  gaseous  diffu- 
ision.  Experiments  so  made  show  that  the  diffusiveness  or 
(diffusion  volume  of  a  gas  is  in  the  inverse  proportion  of  the 
s square  root  of  its  density;  consequently  the  squares  of  the  times 
cof  equal  diffusion  of  the  different  gases  are  in  the  ratio  of  their 
iispecific  gravities.  For  instance,  the  density  of  air  being  i,  the 
s  square  root  of  that  density  is  1,  and  its  diffusion  volume  is  also 
ti;  the  density  of  hydrogen  is  o-o6g26,  the  square  root  of  that 
idensity  is  0-26317,  and  its  diffusion  volume  -g-.airirTT^ 37998  ;  or 
las  actual  experiment  shows,  ^^^^^  ^^J>  experi- 

iment  conducted  with  due  precautions,  whilst  i  measure  of  air  is 
passing  into  the  diffusion  tube,  3'83  measures  of  hydrogen  are 
passing  out  of  it. 
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In  the  case  where  different  gases  are  mixed  and  then  intro- 
duced into  the  diffusion  tube,  each  preserves  the  rate  of  diffusion 
peculiar  to  itself.  If,  for  instance,  hydrogen  and  carbonic 
anhydride  be  mixed  and  placed  in  the  diffusion  tube,  the  hydrogen 
passes  out  with  much  the  greater  rapidity  :  a  partial  mechanical 
separation  of  two  gases  differing  in  density  may  thus  be  effected.* 


*  In  particular  cases  advantage  may  be  taken  of  this  fact  in  the  analysis 
of  a  mixture  of  different  gases.  Suppose  it  be  desired  to  ascertain  whether  a 
certain  gas  be  a  mixture,  or  a  single  gas — to  distinguish,  for  example,  marsh 
gas  (2  CH4)  from  a  mixture  of  equal  measures  of  hydrogen,  and  hydride  of 
ethyl  (Hj  +  CjHg) — the  two  would  give  exactly  similar  amounts  of  carbonic 
anhydride  and  water  when  detonated  with  oxygen.  But  suppose  that,  by  eudio- 
metric  analysis  of  a  portion  of  the  mixture,  the  pi'oportions  of  carbon  and 
hydrogen  have  been  dttermined,  if  another  portion  be  submitted  to  diffusion,  and 
the  residue  be  again  analysed,  the  proportions  of  carbon  and  hydrogen  will 
remain  unaltered  if  the  gas  consist  of  marsh  gas  only;  whereas,  if  it  be  a 
mixture,  the  proportion  of  hydrogen  will  be  diminished.  Pebal  has  ingeniously 
applied  this  method  to  the  examination  of  the  question  whether  the  vapours 
of  certain  compounds  which,  like  hydrochlorate  of  ammonia,  yield  anomalous 
vapour  volumes,  are  not  really,  as  Cannizzaro  supposes,  mixtures  at  those  high 

temperatures,  instead  of  chemical 
Fig-.  41.  compounds,  and  he  has  succeeded 

in  demonstrating  the  truth  of 
this  hypothesis  {Liebig's  Annal. 
1862,  cxxiii.  199).  He  places 
a  plug  of  amianthus  (c,  fig.  41), 
on  which  some  fragments  of  sal- 
ammoniac  d  ai-e  supported,  within 
a  tube  C,  drawn  out  to  a  capil- 
lary end :  this  tube  is  supported 
in  a  wider  one  D,  and  a  current  of 
hydrogen  is  transmitted  through 
the  tubes  a  A,  h  B,  which  are 
surrounded  by  a  charcoal  fur- 
nace, by  which  they  may  be  suffi- 
ciently heated  to  volatilize  the 
hydrochlorate  of  ammonia.  Tiie 
vapours  of  the  hydrochlorate 
being  formed  in  the  inner  tube, 
above  the  plug  of  asbestos,  am- 
moniacal  gas  diffuses  through  the 
plug  into  the  hydrogen  in  the 
tube  C,  and  may  be  demonstrated 
by  causing  the  issuing  gas  to 
come  into  contact  with  the  red- 
dened litmus  paper  in  B ;  while  the  hydrogen  which  traverses  the  space  between 
the  two  tubes  contains  the  corresponding  hydrochloric  acid,  and  reddens  blue 
litmus  in  A.  Hence  it  is  evident  that  the  sal-ammoniac  when  converted  into 
vapour  becomes,  partially  at  least,  dissociated,  as  Deville  calls  it,  into  its  con- 
stituents, ammonia  and  hydrochloric  acid,  since  the  ammonia,  which  is  the  more 
diffusible,  passes  out  thi-ough  the  plug  the  more  rapidly  of  the  two. 
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A  still  more  remarkable  result  may  be  obtained  by  the  use  of  an  apparatus 
like  the  following : — A  porous  tube,  such  as  the  long  stem  of  a  tobacco-pipe,  is 
fixed,  like  the  inner  tube  of  a  Liebig's  refrigerator,  by  means  of  perforated  corks, 
within  a  glass  or  metallic  tube  a  few  centimetres  less  in  length,  and  about  38™™' 
(ij  inch)  in  diameter.  A  second  quill  tube  is  made  to  pass  through  one  of  the 
corks,  and  affords  the  means  of  communication  between  the  annular  space  and 
the  vacuum  of  an  air-pump.  If  a  vacuum  be  maintained  in  the  outer  tube,  and 
a  current  of  the  mixed  gases  be  transmitted  through  the  tobacco-pipe,  a  portion  of 
this  gas  will  be  drained  off;  whilst  another  portion  will  pass  off  at  the  open 
extremity  of  the  porous  tube,  and  may  be  collected.  The  stream  of  gas  dimi- 
nishes as  it  proceeds,  the  more  diffusible  gas  being  dramed  away  the  most  rapidly ; 
and  the  more  slowly  the  gas  is  passed  though  this  atmolyser,  as  the  apparatus 
is  termed  by  Graham,  the  more  concentrated  does  the  heavier  gas  become. 

For  example,  a  mixture  of  l  volume  of.  oxygen  and  2  of  hydrogen  was 
transmitted  at  the  rate  of  9  litres  per  hour :  o  45  litre  of  the  mixed  gas  was 
collected.  Instead  of  0  33-3,  H  66-7,  it  now  contained  0  907,  and  H  9-3.  It 
was  no  longer  explosive,  but  rekindled  a  glowing  match. 

Since  all  gases  expand  equally  (134)  by  the  action  of  equal 
additions  of  heat,  their  relative  densities  are  preserved,  and  the 
relative  velocities  of  diffusion  are  therefore  preserved  also,  what- 
ever the  temperature,  provided  that  both  gases  be  heated  equally. 
The  rate  of  diffusion  of  equal  volumes  of  different  gases  becomes, 
as  we  might  expect,  accelerated  by  a  rise  of  temperature ;  for  by 
heat  all  gases  are  rendered  specifically  lighter ;  but  the  rate  of 
diffusion  does  not  increase  so  rapidly  as  the  direct  expansion  of 
gases  by  heat.  Consequently  the  same  absolute  weight  of  any 
gas  will  be  diffused  more  rapidly  at  a  low  than  at  a  high  tem- 
perature. 

The  process  of  diffusion  is  one  which  is  continually  per- 
formicg  an  important  part  in  the  atmosphere  around  us.  Accumu- 
lations of  gases,  which  are  unfit  for  the  support  of  animal  and 
vegetable  life,  are  by  its  means  silently  and  speedily  dispersed,  so 
'that  this  process  contributes  largely  to  maintain  that  uniformity 
in  the  composition  of  the  aerial  ocean  which  is  so  essential  to  the 
1  comfort  and  health  of  the  animal  creation.     Respiration  itself, 
1  but  for  the  process  of  diffusion,  would  fail  in  its  appointed  end, 
I  of  rapidly  renewing  to  the  lungs  a  fresh  supply  of  au',  in  place 
I  of  that  which  has  been  rendered  unfit  for  the  support  of  life  by 
■  the  chemical  changes  which  it  has  undergone. 

Graham  applied  to  gases  a  method  resembling  that  of  jar  diffusion  employed 
t  for  liquids  (58).  A  glass  cylinder  of  0*57  metre  high  (22'44  inches)  was  filled 
I  for  the  lower  tenth  of  its  volume  with  carbonic  anhydride,  at  16°  C,  the 
I  remainder  being  filled  with  air.  The  air  in  the  upper  tenth  of  the  jar  was 
I  then  examined  after  the  lapse  of  a  certain  tinie  for  carbonic  anhydride.  After 
s  an  interval  of  five  minutes,  o'4  per  cent,  in  one  experiment,  and  in  a  second 
c  0*32  per  cent,  of  this  gas  was  found  in  this  stratum,  and  in  seven  minutes 
t  the  amount  of  00^^  was  nearly  i  per  cent. ;  so  that  it  appears  that  about  i  per 
<  cent,  of  carbonic  anhydride  will,  under  these  circumtitances,  become  diffused  to  a 
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distance  of  half  a  metre  in  seven  minutes.  On  repeating  the  experiment  with  a 
light  gas,  such  as  hydrogen,  it  was  found  to  travel  downwards  in  the  same  jar 
about  five  times  as  rapidly  as  the  carbonic  anhydride  ascended ;  and  Graham 
concludes  that  the  molecules  of  hydrogen  in  a  gas  apparently  motionless  disperse 
themselves  to  the  distance  of  a  third  of  a  metre  in  a  single  minute  {Phil.  Trans. 
1863,  405). 

Diffusion  and  Effusion  of  Gases. 


Square 
Density. 

I 

^  Density. 

Velocity  of 
Ditfusion. 
Air=i. 

Bate  of 
ElfasioB. 

Hydrogen  

0  06926 

0-2617 

3*7998 

3-83 

3'6i3 

Marsh  Gas   

0-559 

07476 

i'3375 

1'344 

1-322 

Steam   

06235 

0-7896 

i'2664 

Carbonic  Oxide  

o'9678 

0-9838 

1-0165 

1-0149 

10123 

Nitrogen   

0-9856 

1-0147 

1-0143 

10164 

Olefiant  Gas   

0*978 

0-9889 

1-0112 

10191 

Nitric  Oxide   

I  039 

i"oi93 

0-9810 

Oxygen   

1*1056 

I  "05 1 5 

0-9510 

0-9487 

0-950 

Sulphuretted  Hydrogen  ... 

I'I9I2 

I -0914 

0-9162 

o'95 

Nitrous  Oxide  

i'527 

i'2357 

0  8092 

0-82 

0-834 

Carbonic  Anhydride  

1-53901 

1-2365 

0-8087 

o-8i2 

0-821 

Sulphurous  Anhydride  ... 

2-247 

1-4990 

0-667 1 

0-68 

Tlie  preceding  table  gives  the  density  of  several  important 
gaseS;  the  square  root  of  the  density,  or  ratio  of  the  times  re- 
quired for  the  diffusion  of  equal  volumes,  if  the  time  for  air  =  i, 
the  reciprocal  of  that  square  root,  or  calculated  diffusiveness  of 
the  gas,  and  the  actual  numbers  obtained  by  experiment,  when 
the  barometric  pressure  and  the  temperature  were  the  same  for 
each  gas. — (Graham,  Phil.  Mag.  1833,  ii.  352.) 

(68)  Effusion. — The  numbers  in  the  last  column  of  the  table  headed  '  Rate 
of  Efi'usiou,'  are  the  results  obtained  by  experiment  upon  the  rapidity  with 
which  the  different  gases  escape  into  a  vacuum  through  a  minute  aperture, 
about  -g-^  of  an  inch  (o"o86'^™-)  in  diameter,  perforated  either  in  a  thin  sheet  of 
metal  or  in  glass  (Graham,  PkiL  Trans.  1846,  574).  It  is  evident  that  they 
coincide,  within  the  limits  of  experimental  errors,  with  the  relative  rates  of  diffu- 
sion of  each  gas ;  and  that  the  velocities  with  which  different  gases  pass  through 
the  same  small  aperture  into  a  vacuum,  are  inverselj'  as  the  square  roots  of 
the  densities  of  the  gases.  The  lightest  gas  enters  the  most  rapidly.  Change  in 
tbe  density  of  the  gas  has  but  little  influence  on  the  rate  of  effusion,  the  volume 
iff  .sed  in  a  given  time  being  nearly  uniform,  whatever  the  amount  of  condensa- 
tion or  of  rarefaction. 

The  rate  of  the  efflux  of  liquids,  when  passing  through  an  apeiiure  in  a  very 
thin  plate,  is  found  also  to  be  inversely  as  the  square  roots  of  their  densities. 

On  the  velocity  of  effusion  of  gases  Bunsen  has  founded  an  elegant 
method  of  determining  their  densities.  The  gas  is  introduced  into  a  tube,  from 
which  it  is  allowed  to  escape  through  a  minute  hole  in  a  thin  platinum  plate, 
the  time  occupied  by  the  effusion  of  a  known  volume  being  carefully  noted.  The 
experiment  is  then  repeated  with  air  or  some  gas  of  known  density,  and  from 
the  numbers  obtained  the  density  of  the  first  gas  is  easily  calculated  {Bunsen  s 
Gasometry,  Koscoe's  translation,  1857,  121). 


69.]  TKANSPIRATION   OF  GASES. 

(69)  Transpiratio7i  of  Gases. — When  gases  are  transmitted 
througli  fine  tubes,  a  result  very  different  from  that  furnished 
by  diffusion  is  obtained,  corresponding  with  the  effect  already 
described  in  the  case  of  liquids  which  are  allowed  to  escape 
through  fine  tubes.  A  series  of  experiments  on  gases  and 
vapours  (Graham,  Phil.  Trans.  1846,  591,  and  1849,  349^' 
analogous  to  those  upon  liquids  by  Poiseuille,  already  described 
(63),  showed  that  the  rate  of  efflux  for  each  gas  or  the  velocity 
of  transpiration  (as  Graham  terms  this  passage  of  gas  through  long 
capillary  tubes),  is  entirely  independent  of  its  rate  of  diffusion. 
In  the  performance  of  these  experiments,  the  gas  was  placed  over 


water,  in  a  graduated  jar,  a,  fig.  42,  so  suspended  that  the  hquid 
in  the  jar  and  in  the  bath  could  be  readily  kept  at  the  same  level. 
The  gas  was  dried,  by  causing  it  to  pass  through  a  tube,  b,  filled 
with  calcic  chloride,  and  was  then  allowed  to  enter  through  a 
long  fine  capillary  tube,  c,  into  the  exhausted  receiver,  d,  of  the 
air-pump,  which  was  sometimes  kept  vacuous  by  continued 
pumping ;  at  other  times,  the  state  of  the  exhaustion  was 
ascertained,  at  intervals,  by  means  of  the  gauge,  g.  In  all 
cases,  the  quantities  of  gas  that  entered  in  a  given  time  were 
carefully  observed. 
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Transpirability  of  Gases. 


Gases. 


Oxygen   

Air.  

[  Nitrogen   

<  Nitric  Oxide   

(  Carbonic  Oxide   

(  Nitrous  Oxide   

<  Hydrochloric  Acid 

(  Carbonic  Anhydride  ... 

Chlorine  

Sulphurous  Anhydride... 
Sulphuretted  Hydrogen 
Marsh  Gas 
Ammonia 
Cyanogen 
Olefiant  Gas 
Hydrogen 


Times  for 
Triinfipiration  of 
Equal  Volumes. 

Veloeity  of 
Transpiration. 

I  '0000 

I  0000 

I  JO74 

0-8768 

0*8764 

1*141 

^  ^  1 0 1 

1*T  Ad 

/4yi 

I  333 

C-7300 

r'Q'TO  ' 

0-6664 

0-6500 

1-538 

0  6195 

1-614 

1-815 

o'5"5 

1-955 

0-5060 

1-976 

0-5051 

1-980 

0-4370 

2-288 

It  is  necessary,  in  order  to  overcome  the  influence  of  effusion,  and  to  furnish 
uniform  results,  to  employ  a  certain  length  of  tube,  which  increases  with  the 
diameter,  and  is  not  uniformly  the  same  for  all  gases.  If  this  precaution 
be  observed,  it  appears,  when  the  gases  flow  through  capillary  tube  into  a 
vacuum — 

I.  That  the  rate  of  transpiration  for  the  same  gas  increases,  cfsteris  paribus, 
directly  as  the  pres.sure;  in  other  words,  equal  volumes  of  air,  at  different  den- 
sities, require  times  inversely  proportional  to  the  densities.  For  example,  a  pint 
of  air  of  double  the  density  of  the  atmosphere  will  pass  through  the  capillary 
tube  into  the  vacuum  in  half  the  time  that  would  be  required  for  a  pint  of  air  of 
its  natural  density.  This  is  a  very  remarkable  result,  and  stamps  the  process  of 
transpiration  with  a  character  quite  unlike  that  of  diffusion  or  effusion.  2.  That 
with  tubes  of  equal  diameter,  the  volume  transpired  in  equal  times  is  inversely 
as  the  length  of  the  tube;  if  500  cubic  centimetres  were  transpired  through  a 
tube  3  metres  long,  in  five  minutes,  a  similar  tube,  6  metres  in  length,  would 
allow  the  passage  of  only  250  cubic  centimetres  in  the  same  time.  3.  That  as 
the  temperature  rises,  the  transpiration  of  equal  volumes  becomes  slower.  4. 
That  whether  the  tubes  were  of  copper  or  of  glass,  or  whether  a  porous  mass  of 
stucco  were  used,  the  same  uniformity  in  the  results  was  obtained.  By  com- 
paring together  different  gases  under  similar  circumstances,  the  rate  of  tran- 
spiration, or  rapidity  of  passage  into  a  vacuum  through  a  capillary  tube,  was 
found  to  vary  with  the  chemical  nature  of  the  gas.  These  velocities  of  d-fferent 
gases  bear  a  constant  relation  to  each  other,  totally  independent  of  their  densities, 
or  indeed  of  any  other  known  property  of  the  gases. 

Graham  considers  that  it  is  most  probable  that  the  rate  of  transpiration  is 
the  resultant  of  a  kind  of  elasticity  depending  upon  the  absolute  quantity  of  heat, 
latent  as  well  as  sensible,  which  different  gases  contain  under  the  same  volume ; 
and  therefore  that  it  will  be  found  to  be  connected  more  immediately  with  the 
specific  heat  than  with  any  other  property  of  gases. 

Of  all  the  gases  tried,  oxygen  has  the  slowest  rate  of  transpiration  ;  and  hence 
that  gas  may  be  conveniently  taken  as  tlie  standard  of  comparison  for  the  other 
gases,  as  has  been  done  in  the  preceding  table,  which  shows  the  relative  times  in 


yO.]  PASSAGE   OF   GASES  THROUGH  DIAPHRAGMS.  11/ 

which  equal  volumes  of  the  different  gases  are  transpired,  and  their  relative 
velocities ;  these  are  of  course  inversely  as  the  times. 

A  mixture  consisting  of  equal  volumes  of  two  gases  which  differ  in  their 
rates  of  transpiration,  does  not  always  exhibit  a  transpirability  the  mean  of  that 
of  the  two  gases  when  separate.  The  trauspiration-time  of  hydrogen  is  greatly 
prolonged  by  admixture  with  oxygen ;  equal  volumes  of  these  two  gases  had  a 
rate  of  0-9008  instead  of  072,  which  would  be  the  mean  of  the  two. 

In  the  following  table  the  transpirability  of  some  vapours  is  given.  These 
results,  however,  from  the  necessity  of  experimenting  upon  the  bodies  in  a  state 
of  mixture  with  some  permanent  gas,  are  not  equally  precise  with  those  attained 
in  the  case  of  the  gases  above  enumerated : — 

Transpirability  of  Vapours. 
(Times  required  for  equal  volumes.) 

Oxygen   I'oooo  Ethyl  Chloride   0*4988 

Bromine  (about)   I'oooo  Methyl  Oxide   0-4826 

Sulphuric  Anhydride  ...  I'oooo  Hydrocyanic  Acid    0*4600 

Carbonic  Bisulphide    ...  0-6195  Ether  (about)    0-4400 

Methyl  Chloride    0-5475 

Some  very  simple  relations  in  the  transpirability  of  several  of  the  foregoing 
1  gases  may  be  observed.    Thus  it  has  been  found — 

1.  That  equal  weigMs  of  oxygen,  nitrogen,  air,  and  carbonic  oxide  are  trau- 
i  spired  in  equal  times. 

2.  That  the  velocities  of  nitrogen,  nitric  oxide,  and  carbonic  oxide  are  equal. 

3.  That  the  velocities  of  hydrochloric  acid,  carbonic  anhydride,  and  nitrous 
( oxide  are  equal. 

4.  That  the  velocity  of  hydrogen  is  double  that  of  nitrogen,  of  cai-bonic  oxide, 
i  and  of  nitric  oxide. 

5.  That  the  velocities  of  chlorine  and  oxygen  are  as  3  :  2. 

6.  That  the  velocities  of  hydrogen  and  marsh  gas  are  as  5  : 4. 

7.  That  defiant  gas,  cyanogen,  and  ammonia  have  each  nearly  double  the 
\  velocity  of  oxygen. 

8.  That  the  transpiration  time  of  hydrogen  is  the  same  as  that  of  the  vapoui- 
cof  ether,  and  that  of  sulphuretted  hydrogen  is  the  same  as  the  transpu-ation-time 
(of  the  vapour  of  carbonic  disulphide. 

Carbonic  oxide  and  nitrogen  have  the  same  density  and  the  same  rate  of 
ttranspiration ;  so  have  carbonic  anhydride  and  nitrous  oxide.  The  rates  of  tran- 
sspiration  of  atmospheric  air,  oxj'gen,  niti'ogen,  and  carbonic  oxide  are  likewise  in 
ddirect  proportion  to  their  densities ;  but  these  seem  to  be  concurrences  rather  than 
imecessary  consequences,  as  no  regular  connexion  between  the  transpiration-time 
aand  the  density  of  the  gas  can  be  traced. 

(70)  Passage  of  Gases  through  Diaphragms. — As  in  the  case  of 
tthe  diffusion  of  liquids  the  results  are  often  modified  by  the 
cemployment  of  a  diaphragm,  and  the  introduction  of  the  disturb- 
iing  force  of  adhesion  to  the  material  of  which  it  consists,  so  it  is 
aalso  in  respect  to  gases.  This  disturbance  of  the  law  of  diffusion 
i.is  strikingly  seen  in  the  case  of  soluble  gases,  when  the  diaphragm 
lis  moist.  If  a  moist  thin  bladder,  or  a  rabbit^s  stomach,  be 
(Idisteuded  with  air,  and  suspended  in  a  jar  of  gaseous  carbonic 
anhydride,  the  gas  being  soluble  in  the  water  with  which  the- 
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membrane  is  wetted,  is  conveyed  through  its  pores  by  adhesion, 
and  passes  rapidly  into  the  inside  :  the  air  in  the  interior  is  but 
sparingly  soluble,  and  is  transmitted  outwards  very  slowly ;  the 
carbonic  anhydride,  consequently,  notwithstanding  its  lower 
diffusive  power,  accumulates  within,  and  at  length  often  bursts 
the  bladder.  A  similar  phenomenon,  arising  from  the  same 
cause,  is  exhibited  on  placing  a  jar  of  air,  the  mouth  of  which  is 
covered  by  a  film  of  soapy  water,  in  a  vessel  of  nitrous  oxide. 
Where  the  diaphragm  does  not  exert  this  solvent  power,  the 
usual  law  of  diffusiveness  prevails.. 

This  is  strikingly  exemplified 
Fig.  43.  by  taking  two  similar  small  jars, 

shown  at  A  and  n,  fig.  43,  h  being 
filled  with  hydrogen,  a  with  air,  and 
tying  a  sheet  of  caoutchouc  over 
the  open  mouth  of  each.  Over  the 
one  containing  air  invert  a  large 
jar  full  of  hydrogen,  n';  leave  the 
other  exposed  in  a  jar  of  air  a'  ;  in 
the  course  of  ten  days  or  a  fort- 
night the  caoutchouc  over  the  jar 
filled  with  air  will  have  become  convex  from  the  endosmosis  of  the  hydrogeji ; 
over  the  other  it  will  have  become  concave  from  its  exosmosis;  the  motion  of 
the  hydrogen  in  both  cases  through  the  caoutchouc  being  more  rapid  than  the 
simultaneous  passage  of  the  air  through  it  in  the  opposite  direction. 

It  was  proved  many  years  ago  by  Mitchell,  that  caoutchouc 
has,  like  charcoal,  the  power  of  condensing  large  quantities  of 
many  gases  by  the  force  of  adhesion ;  for  example,  it  rapidly 
absorbs  ammonia,  nitrous  oxide,  and  sulphurous  anhydride. 
Indeed,  it  is  impossible  to  employ  any  diaphragm  in  which  this 
disturbing  force  is  not  in  a  certain  degree  observable  ;  even  with 
plaster  of  Paris  it  is  ai)preciable,  and  slightly  modifies  the  ex- 
perimental results  of  diffusion  where  condensation  occurs  in 
the  membrane  to  a  large  amount,  the  gas  is  frequently  reduced 
in  bulk  as  much  as  would  be  needed  for  its  liquefaction  ;  it  then 
evaporates  from  the  opposite  surface  of  the  diaphragm  into  the 
other  gas,  just  as  a  very  volatile  liquid  would  do. 

This  action  of  colloids  upon  gases  has  been  made  the  subject  of  careful  inves- 
tigation by  Graham  {PMl.  Trans.  1866,  399),  who  regards  the  absorption  of 


*  Bunsen,  in  his  experiments  {Gasometry,  translation  by  Eoscoe,  198- 
233),  used  a  plug  of  gypsum  from  12  to  25"™",  or  half  an  inch  to  an  inch  in 
thickness,  and  the  results  showed  that  the  phenomena  of  transpiration  must  also 
be  allowed  for,  but  I'rom  estimating  its  importance  unduly,  he  was  led  to  question 
the  accuracy  of  Graham's  law  of  effusion,  which  is  no  doubt  correct.  An  ela- 
borate re-investigation  of  the  whole  subject  by  Graham  has  placed  this  beyond 
question  {F/iil.  Trans.  1863,  385). 
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cases,  under  these  circumstances,  as  due  to  a  species  of  solution.  He  says 
(p.  403),  referring  to  the  action  of  rubber  on  carbonic  anhydride,  *  The  hrst 
absorption  of  the  gas  by  rubber  must  depend  upon  a  kind  of  chemical  affinity 
subsisting  between  the  material  of  the  gas  and  substance  of  rubber,  analogous  to 
that  attraction  which  is  admitted  to  exist  between  a  soluble  body  and  its  solvent, 
conducing  to  solution.  Carbonic  acid  being  soluble  in  ether  and  volatile  oils,  it 
is  not  wonderful  that  it  is  also  dissolved  by  the  hydrocarbons  of  rubber.  The 
rubber  being  wetted  through  by  the  liquefied  gas,  the  latter  comes  to  evaporate 
into  the  vacuum,  and  reappears  on  the  other  side  of  the  membrane.' 

In  a  series  of  experiments  made  upon  the  absorptive  power  of  rubber  upon 
different  gases,  Graham  employed  a  diffusion  tube  about  22™°*'  in  diameter,  and  a 
metre  in  length,  closed  at  the  upper  end  by  a  thin  plate  of  stucco,  and  open  below. 
A  thin  film  of  rubber  from  a  small  caoutchouc  balloon  was  stretched  over  the 
plate  of  stucco,  secured  with  copper  wire,  and  cemented  to  the  glass  with  gutta 
percha  softened  by  heat.  The  tube  was  filled  with  mercury,  and  inverted  in  a 
vessel  of  mercury  so  as  to  obtain  a  Torricellian  vacuum,  into  which  different  gases 
wei'e  allowed  to  penetrate,  by  enclosing  the  upper  end  of  the  tube  in  a  hood  of 
thick  vulcanized  rubber,  provided  with  an  entrance  and  exit  tube  for  gas.  The 
gas  to  be  operated  on  was  then  transmitted  steadily  through  the  chamber  formed 
above  the  film  of  rubber  by  the  hood ;  the  excess  of  gas  being  allowed  to  escape 
into  the  air.  The  mercurial  column  gradually  fell  in  the  diffusion  tube,  and  the 
time  occupied  during  a  fall  of  25™™'  was  observed. 

Taking  the  time  occupied  for  the  passage  through  the  film  of  a  constant  volume 
of  carbonic  anhydride  as  i,  the  time  occupied  by  the  entrance  of  equal  volumes 
•of  the  following  gases  was  found  by  Graham  to  be  represented  by  the  numbers 
subjoined : — 

Carbonic  anhydride   .  I 

Hydrogen  2*470 

Oxygen  5-316 

Marsh  gas  (CHJ  6-326 

Atmospheric  air  11-850 

Carbonic  oxide  12-203 

Nitrogen  ,i3"585 

No  relation  between  either  the  diffusibility  of  a  gas  or  its  solubility  in  water  is 
exhibited  by  these  numbers. 

The  penetration  of  rubber  by  gases  is  much  affected  by  temperature,  the 
softening  of  the  film  by  heat  increasing  the  rate  at  which  permeation  takes  place, 
notwithstanding  the  increase  of  volume  conferred  upon  the  various  gases  by 
rise  of  temperature.  Air,  for  instance,  passed  through  a  septum  of  rubber  at 
4°  C.  with  only  -^^  of  the  velocity  with  which  it  passed  through  the  same  sep- 
tum at  60°  C. 

The  difference  in  the  facility  with  which  oxygen  and  nitrogen  pass  through 
caoutchouc  suggested  the  possibility  of  mechanically  separating  the  constituents 
of  atmospheric  air  to  a  considerable  extent ;  and  the  method  by  which  Graham 
was  enabled  to  accomplish  this  object  most  readily  and  completely  was  the  fol- 
lowing : — A  Sprengel's  air-pump  {Chem.  Soe.  Journ.  1865  [2],  iii.  9)  is  attached 
by  means  of  the  branch  tube,  t,  to  an  air-tight  gas-bag,  B.  This  bag  is  best 
made  of  a  thin  but  close  silk  fabric,  coated  with  black  rubber  upon  one  side  only. 
The  varnished  side  is  turned  inwards,  and  between  the  two  surfaces  a  double 
thickness  of  common  felt  carpet  is  placed.  A  glass  quill  tube  projects  inwards 
for  a  few  inches,  and  is  connected  by  means  of  black  vulcanized  tubing,  secured 
with  coils  of  thin  copper  wire,  and  varnished  with  fused  rubber.  An  exhaasting 
syringe  connected  with  the  tube,  c,  is  used  to  commence  the  removal  of  the  air, 
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the  tube  being  closed  above  by  the  clamp  at  c;  the  syringe  is  removed,  and  the 
tunnel,  f,  is  filled  with  mercury,  and  on  relaxing  the  clamp,  the  residual  air  in 

B  gains  access  to  the  descending 
"4-  tube,  and  is  swept  on  by  the  falling 

mercury.  It  may  be  collected  when 
desired  by  placing  a  small  receiver, 
E,  over  the  recurved  extremity  of 
the  descending  tube,  which  should 
be  of  internal  diameter  (J^ 

inch).  After  all  the  contents  of  the 
bag  had  been  thus  extracted,  and  the 
collapse  was  complete,  the  Sprengel 
tube  began  to  throw  out  air  in  a 
slow  but  very  regular  manner.  The 
air  thus  collected  was  found  to  have 
experienced  what  is  regarded  by 
Graham  as  a  process  of  dialysis.  A 
square  metre  of  such  silk  (at  20°  C.) 
allowed  the  passage  of  about  2-25 
cub.  centim.  air  per  minute,  and  the 
proportion  of  oxygen  was  usually 
from  41  to  42  per  cent.  If  a  glow- 
ing chip  be  introduced  into  such  air, 
it  is  rekindled.  In  one  observation, 
at  a  temperature  of  4°  C,  the  pro- 
portion of  oxygen  in  the  dialysed 
air  was  found  to  rise  as  high  as 
47 '4  per  cent. 

No  doubt,  if  on  a  large  scale  it 
were  possible  by  such  mechanical 
means  to  reduce  the  proportion  of 
nitrogen  to  one-half  of  that  which 
exists  in  air,  the  concentrated  oxy- 
gen mixture  might  be  applied  to 
many  useful  purposes. 

(70  a)  Passage  of  Gases 
through  Metallic  Septa. — Something  analogous  to  this  action 
of  caoutchouc  has  been  proved  by  the  experiments  of  Deville 
and  Troost  to  occur  in  the  case  of  certain  metals — viz.,  platinum 
and  iron,  which  they  found  to  become  permeable  to  hydrogen 
at  elevated  temperatures  in  a  very  remarkable  and  unexpected 
manner : — A  tube  of  hammered  platinum  was  fitted  by  means 
of  corks  into  the  axis  of  a  shorter  and  wider  porcelain  tube  ; 
tt  slow  current  of  pure  and  dry  hydrogen  was  directed  through 
the  outer  tube,  whilst  a  current  of  dry  air  was  transmitted 
through  the  platinum  tube.    At  ordinary  temperatures  no  mois- 
ture was  observed  in  the  air  which  passed  through  the  pla- 
tinum tube;  the  porcelain  tube  and  the  platinum  within  were 
then    gradually  raised  to  a  red  heat;  at  a  temperature  of 
iJoo°  C.  (2012°  F.)  the  oxygen  contained  in  the  air  had  entirely 
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,  disappeared,  nothing  but  nitrogen  and  steam  passing  out  of  the 
;  platinum  tube ;  whilst  at  still  higher  temperatures  the  moist 
;  nitrogen  was  mixed  with  hydrogen.  As  the  tube  cooled,  the 
rsame  phenomena  were  observed,  but  in  the  inverse  order,  till 
jat  ordinary  temperatures  no  diffusion  of  hydrogen  was  per- 
iceptible.  A  cast  tube  of  platinum  a™"'-  thick  gave  similar 
I  results.  (Comptes  Rendus,  1863,  Ivi.  977,  and  Phil.  Mag. 
1863  [4],  xxvi.  336.)  Carbonic  anhydride  does  not  experience 
(diffusion  in  the  platinum  tube. 

Analogous  experiments  upon  a  tube  of  soft  east  steel  drawn 
I  down  to  a  tube  the  sides  of  which  were  from  3  to  4™™'  thick, 
s  showed  that  this  material  also  is  porous  at  high  temperatures, 
lln  this  experiment  the  steel  tube  was  soldered  at  each  end  by 
means  of  silver  solder  to  narrow  tubes  of  copper ;  it  was  then 
(enclosed  in  a  porcelain  tube,  to  protect  it  from  the  fire,  and 
iraised  gradually  to  a  strong  red  heat:  one  end  of  the  copper 
ttubing  was  connected  with  an  apparatus  which  disengaged 
{hydrogen ;  the  other  terminated  in  a  long  glass  tube,  which  was 
{plunged  into  mercury.  After  the  hydrogen  had  been  transmitted 
ffor  several  hours  through  the  ignited  tube,  the  tube  which  con- 
^yeyed  the  gas  was  sealed  by  fusion ;  and  immediately  the  mer- 
(cmy  rose  in  the  glass  tube  to  a  height  of  740™™"  (29"  13  inches), 
sso  that  an  almost  perfect  vacuum  was  produced  by  the  escape  of 
tthe  hydrogen  through  the  substance  of  the  hot  steel  tube 
[{Comptes  Rendus,  1863,  Ivii.  965). 

This  subject  has  been  pursued  by  Graham  in  the  paper  already  quoted  ( Phil. 
iTrans.  1866) : — By  means  of  the  Sprengel  pump  attached  to  one  of  Deville's 
ttubes,  the  platinum  tube  was  found  to  be  tight  to  either  atmospheric  air  or 
hhydrogen  at  ordinary  temperatures,  and  at  all  temperatures  below  a  dull  red 
hheat ;  but  as  soon  as  the  outer  porcelain  tube  became  visibly  red,  the  hydrogen 
ppassed  through  the  pores  of  the  platinum,  and  in  7  minutes,  I5'47  cub.  centim. 
oof  gas  were  collected,  of  which  were  hydrogen.    The  platinum  tube 

?which  was  used  in  this  experiment  was  joined  without  solder ;  it  was  drawn 
fifrom  a  mass  of  the  fused  metal,  and  was  I'l  millimetre  in  thickness,  i  sq. 
nmetre  of  such  a  tube  delivered  hydrogen,  at  a  temperature  approaching  a  white 
hheat,  in  quantity  of  489*2  cub.  centim.  per  minute:  this  was  nearly  4  times  as 
fifast  as  the  passage  of  hydrogen  at  20°  C.  through  a  septum  of  rubber  o"Oi4"'". 
tthick.  Oxygen  and  nitrogen  were  tried  under  similar  circumstances,  but  neither 
oof  these  gases  permeated  the  platinum.  Carbonic  anhydride,  chlorine,  hydro- 
cchloric  acid,  and  aqueous  vapour  were  equally  unable  to  penetrate  the  ignited  metal. 

No  hydrogen  was  found  when  either  of  the  gases  last  named  was  used ; 
titherefore  it  may  be  inferred  that  no  dissociation  of  their  constituents  occurred 
lat  this  temperature.  When  either  ammonia,  coal  gas,  or  hydrosulphuric  acid 
"•was  tried,  pure  hydrogen  was  found  to  have  penetrated  the  tube,  but  none  of  the 
ttundecomposed  gas  itself  passed  through. 

The  experiments  were  then  varied  in  the  following  manner : — A  porcelain 
;tube  was  fitted  with  quill  glass  tubes  and  sound  corks,  and  either  closed  hermeti- 
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cally,  or,  when  necessary,  connected  with  a  gas  delivering  apparatus  at  one  ex- 
tremity, and  at  the  other  with  a  Sprengel  tube.  A  quantity  of  clean  platinum 
wire  drawn  from  fused  metal  was  introduced  into  tlie  porcelain  tube,  exhausted, 
and  heated  for  an  hour.  Then  pure  and  dry  hydrogen  was  admitted  into  the 
porcelain  tube  at  a  cherry-red  heat,  and  the  temperature  allowed  to  fall  gra- 
dually, so  as  to  expose  the  metal  for  about  twenty  minutes  at  a  heat  a  little  below 
redness  to  an  atmosphere  of  hydrogen.  It  was  then  allowed  to  cool  completely, 
and  the  excess  of  hydrogen  was  swept  out  by  a  current  of  air  or  of  nitrogen. 
The  closed  tube  was  now  exhausted  in  the  cold,  but  no  hydrogen  came  oil  The 
platinum  being  still  retained  in  a  good  vacuum,  heat  was  again  very  gradually 
applied,  and  the  action  of  the  Sprengel  pump  maintained.  Gas  began  to  come  off 
as  soon  as  visible  redness  was  attained;  and  in  the  course  of  one  hour  201  grms. 
of  platinum  gave  off  2-i2°-°-  of  gas,  1-93  of  which  consisted  of  hydrogen,  and 
0-19  of  nitrogen.  The  platinum  had  consequently  absorbed  one-fifth  of  its  bulk 
of  hydrogen  (or  nearly  half  its  bulk,  if  calculated  at  a  red  heat)  without  any 
sensible  change  in  lustre,  or  otherwise.  Eepeated  heatings  somewhat  diminished 
the  volume  of  hydrogen  absorbed  by  this  mass  of  platinum.  Spongy  platinum, 
when  similarly  treated,  absorbed  1-48  its  volume  of  hydrogen,  with  a  sensible 
amount  also  of  nitrogen.  Sheet  platinum  from  an  old  crucible  absorbed  a  still 
larger  quantity  of  hydrogen,  the  amount  exceeding  five  volumes.  The  gas  thus 
absorbed  appears  to  be  permanently  retained.  In  one  experiment  a  piece  of  plati- 
num which  had  been  charged  with  hydrogen  was  hermetically  sealed  in  a  tube 
with  air,  and  left  for  two  months.  No  hydrogen  escaped  into  the  tube ;  and  on 
heating  the  platinum  in  the  manner  already  described,  it  gave  off,  in  different 
experiments,  from  2  28  to  379  times  its  bulk  of  hydrogen.  Platinum  foil  was 
observed,  when  heated  in  hydrogen  only  to  230°  C.  for  three  hours,  to  absorb 
I  "45  its  volume  of  hydrogen,  which  could  not  be  extracted  in  vacuo  until  the 
temperature  was  raised  to  redness.  Copper,  by  similar  modes  of  experiment,  was 
found  to  absorb  from  0*3  to  0  6  of  its  bulk  of  hydrogen.  Gold  absorbed  o"48  its 
volume  of  hydrogen,  and  o'3  of  carbonic  oxide.  It  also  absorbed  nitrogen  from 
the  air  to  the  extent  of  about  0*4  of  its  volume;  86'3  per  cent,  of  the  absorbed 
gas  consisting  of  nitrogen,  5-3  of  oxygen,  and  the  remainder  8"4,  of  carbonic 
anhydride.  Silver  wire  absorbed  o'2i  its  volume  of  hydrogen,  and  0*745  of 
oxygen.  In  three  different  experiments  silver  sponge  (reduced  from  the  oxide) 
retained  6'i5,  8"o5,  and  7*47  volumes  of  oxygen,  at  all  temperatures  below 
incipient  redness,  but  showed  no  visible  tarnish  of  its  surface. 

Iron  wire  retained  from  0-46  to  0*42  its  volume  of  hydrogen.  The  same 
iron,  after  the  expulsion  of  the  hydrogen,  was  exposed  to  carbonic  oxide :  the 
pure  iron  was  thus  found  to  be  capable  of  taking  up  at  a  low  red  heat,  and  hold- 
ing when  cold,  4' 15  volumes  ol'  carbonic  oxide.  The  wire  remained  soft,  and 
did  not  become  hard  when  heated  red  hot  and  suddenly  cooled,  neither  was  it 
altered  in  aspect  or  in  solubility  in  acids.  Indeed,  as  Graham  remarks,  '  in  the 
course  of  its  preparation  wrought  iron  may  be  supposed  to  occlude  six  or  eight 
times  its  volume  of  carbonic  oxide  gas,  which  is  carried  about  ever  after.'  This 
diffusion  of  carbonic  oxide  through  the  mass  of  the  iron  is  regarded  by  Graham 
as  the  ordinary  means  of  distributing  carbon  through  iron  in  the  process  of 
converting  it  into  steel.  The  Lenarto  meteorite  was  found  to  contain  2*85  times 
its  volume  of  gas,  of  which  85 '68  per  cent,  was  hydrogen,  9'86  nitrogen,  and 
4*46  carbonic  oxide  {Proc.  Boy.  Soc.  1867,  xv.  502). 

The  most  remarkable  results  upon  the  absorption  of  gases  by  the  metals  were 
obtained  in  the  case  of  palladium.  A  particular  piece  of  palladium  foil  was  first 
heated  in  vacuo  to  redness,  and  then  exposed,  at  a  heat  not  exceeding  245°  C, 
to  hydrogen,  after  which  it  was  allowed  to  cool  very  slowly.  When  exposed  at 
ordinary  temperatures  iji  vacuo,  it  gave  off  no  hydrogen ;  but  as  soon  as  heat 
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was  applied,  the  gas  was  evolved  freely,  and  amounted  to  ^'26  volumes  for 
I  volume  of  the  metal.  The  same  piece  of  foil,  when  heated  for  three  hours  to 
between  90°  and  97°  C,  absorbed  643"3  volumes  of  hydrogen ;  and  if  the  metal, 
alter  heating  to  redness,  was  allowed  to  cool  mj  vacuo,  it  absorbed,  even  at 
common  temperatures,  fully  376  volumes  of  the  gas.  No  alteration  was  sensible 
in  the  metallic  appearance  of  the  foil.  Spongy  palladium  took  up  686  volumes  of 
hydrogen,  but  exhibited  no  tendency  to  absorb  oxygen  or  nitrogen.  Palladium 
foil  prepared  from  a  piece  of  the  metal  which  had  been  fused,  absorbed  hydrogen 
much  less  abundantly;  the  maximum  amount  not  exceeding  68  volumes. 

A  still  larger  quantity  of  hydrogen  can  be  occluded  by  palladium  when  a 
wire  of  this  metal  is  made  the  negative  pole  of  a  voltaic  cell,  decomposing  water 
acidulated  with  sulphuric  acid.  As  much  as  936  volumes  of  hydrogen  may 
thus  be  absorbed  by  i  volume  of  palladium.  Dui'ing  this  occlusion,  the  palla- 
dium increases  in  bulk  in  the  proportion  of  100  to  l04"9o8,  or  sixteen  times  the 
expansion  it  would  undergo  in  being  heated  from  0°  to  100°  C.  On  heating 
the  metal  charged  with  hydrogen  in  vacuo  the  gas  escapes,  and  the  metal  con- 
tracts to  an  extent  nearly  double  of  that  which  it  had  expanded  in  absorbing  the 
hydrogen:  thus  a  wire  of  palladium  6o9'i44™™"  long  expanded,  on  absorbing 
936  volumes  of  hydrogen,  to  a  length  of  6i8'923,  showing  an  increase  of  977  ; 
after  heating  in  vacuo  the  length  was  found  to  be  599'444™™',  or  a  contraction 
from  the  original  length  of  97.  This  contraction  is  in  length  only,  for  the 
density  of  the  palladium  at  the  conclusion  of  the  experiment  is  almost  exactly 
what  it  was  at  the  commencement. 

On  making  a  piece  of  palladium  charged  with  hydrogen  the  positive  pole  of 
the  battery,  the  hydrogen  is  rapidly  converted  into  water  by  the  nascent  oxygen ; 
and  by  proper  arrangements  the  expansion  and  contraction  of  the  metal  can  easily 
be  observed  on  reversing  the  current  in  the  cell. 

Palladium  charged  with  hydrogen  is  liable  to  become  suddenly  hot  when 
exposed  to  the  atmosphere,  and  the  hydrogen  removed  by  oxidation ;  on  heating 
the  end  of  a  piece  of  charged  wire  by  a  spirit-lamp,  the  hydrogen  burns,  and  the 
flame  travels  along  the  wire. 

Prom  the  measurements  of  the  expansion  and  contraction  of  palladium  on 
absoi-bing  and  losing  hydrogen,  Graham  has  calculated  that  the  density  of  hydro- 
gen in  this  condition  (or  hydrogeniwm,  as  he  has  named  it)  is  between  0-854 
and  o'872. 

The  metal  when  charged  with  hydrogen,  perfectly  retains  its  metallic  lustre, 
and  will  even  receive  an  impression  in  a  coining  press  without  alteration.. 

A  solid  palladium  tube  i"™-  thick  was  found  to  be  tight  to  atmospheric  air 
when  heated  to  redness;  but  at  a  temperature  of  240°  C,  hydrogen  began  to 
pass  through  it;  and  when  it  was  heated  to  a  point  just  short  of  redness,  the  gas 
passed  at  the  rate  of  423  cub.  centims.  per  minute  for  a  square  metre  of  surface. 

_  When  coal  gas  was  employed  instead  of  pure  hydrogen,  and  the  heat  was 
raised  to  270°,  pure  hydrogen,  completely  free  from  any  smell  of  coal  gas,  passed 
mto  the  interior  of  the  metallic  tube.  Ether  vapour  was  found  to  pass  through 
palladium  foil  at  common  temperatures,  although  hydrogen  did  not  pass. 

From  these  remarkable  investigations  Graham  concluded  that 
there  is  a  progression  in  degrees  of  porosity.  He  says,  '  there 
appear  to  be  (i)  pores  through  which  gases  pass  under  pressure, 
or  by  capillary  transpiration,  as  in  dry  wood  and  many  minerals; 
(2)  pores  through  which  the  gases  do  not  pass  under  pressure, 
but  pass  by  their  proper  molecular  movement  of  diffusion,  as  in 
artificial  graphite  ;  and  (3)  pores  through  which  gases  pass  neither 
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by  capillary  transpiration,  nor  by  their  proper  diffusive  movement, 
but  only  after  liquefaction— such  as  the  pores  of  wrought  metals 
and  the  finest  pores  of  graphite/ 

This  latter  porosity  Deville  conceives  to  be  an  intermolecular 
porosity  due  entirely  to  dilatation.  The  intermolecular  porosity 
of  platinum  and  iron  is  not  sufficient,  he  supposes,  to  admit 
any  passage  of  gas  at  low  temperatures,  but  is  developed  by  the 
expansive  agency  of  heat  upon  these  metals,  and  becomes  sensible 
in  these  particular  cases  about  the  temperature  of  ignition. 

The  absorption  of  a  gas  by  a  liquid  or  a  colloid  substance  is 
not  a  purely  physical  effect.  Some  relation  in  composition  is 
necessary;  hence  it  is  asked  by  Graham  whether  a  similar  analogy 
may  not  be  looked  for  between  hydrogen  and  colloid  bodies  of  the 
metallic  class. 

The  phenomena  of  diffusion  in  gases  were  viewed  by  Dal  ton 
as  a  necessary  consequence  of  the  self-repulsive  property  of  the 
particles  of  gaseous  bodies.  He  considered  that  each  gas  idti- 
mately  dilates  until  the  whole  space  through  which  the  diffusion 
occurs  is  filled  with  an  atmosphere  of  that  gas,  of  a  density  pro- 
portional to  the  quantity  of  the  gas  present.  Observation  shows 
that  each  gas  becomes  diffused  through  a  limited  space  filled  with 
any  other  gas,  as  it  would  be  through  a  vacuum,  the  other  gas 
only  acting  mechanically  to  retard  the  period  at  which  such  uni- 
formity of  diffusion  is  attained. 

It  has  been  remarked  by  Graham,  that  if  this  view  were  true, 
there  should  be,  contrary  to  experience,  a  depression  of  tempe- 
rature when  two  gases  become  intermixed.  It  does  not,  however, 
appear  that  this  is  a  necessary  consequence,  since  the  particles  of 
each  gas  may  merely  glide  amongst  those  of  the  other  kind,  as 
the  particles  of  water  do  amongst  those  of  sand,  the  self-repulsion 
of  the  particles  still  being  the  power  which  determines  the  pro- 
cess of  diffusion. 

The  phenomena  of  the  diffusion  of  liquids  seem,  however,  to  be 
more  easily  reconciled  with  the  supposition  of  a  feeble  superficial 
attraction  between  the  particles  of  one  liquid  and  those  of  an- 
other, and  the  supposition  that  an  analogous  attraction  exists 
between  the  particles  of  one  gas  and  those  of  a  gas  of  different 
nature  might  sufficiently  account  for  the  process  of  intermixture 
in  the  case  of  elastic  fluids. 

It  is  to  be  borne  in  mind  that  in  the  intermixture  of  gases, 
the  diffusion  volume  has  no  necessary  relation  to  the  chemical 
equivalent  of  the  body.  The  ratios  which  have  been  observed 
are  dependent  upon  the  relative  density  of  the  gases  compared, 
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quite  irrespective  of  the  combining  proportion.  In  liquids,  a 
similar  want  of  connexion  between  the  chemical  equivalent  and 
the  diffusion  volume  is  observed;  the  relation  in  this  case  is  a 
multiple  of  the  absolute  weight  diffused. 

(7 1 )  Separation  of  Bodies  by  Cold  or  Heat. — It  often  happens, 
where  adhesion  has  proceeded  so  far  as  to  produce  the  solution 
of  a  solid  in  a  liquid,  as  in  the  cases  just  considered,  that  the 
chemist  has  occasion  to  destroy  this  adhesion,  and  to  obtain  one 
substance  or  both  of  them  in  a  separate  form.  This  separation 
is  generally  effected  with  the  aid  of  heat.  Depression  of  tem- 
perature will  sometimes  cause  the  cohesion  of  the  particles  of  the 
solid  to  acquire  the  ascendancy  over  the  force  of  adhesion.  When, 
for  example,  brandy  is  exposed  to  intense  cold,  many  degrees 
below  that  necessary  to  freeze  water,  the  spirituous  portion  re- 
tains its  liquid  form,  and  separates  from  the  aqueous  part,  which 
solidifies  as  ice.  Indeed  water,  in  the  act  of  freezing,  becomes 
completely  separated  from  everything  which  is  previously  held  in 
solution.  It  is  owing  to  the  separation  of  air  previously  dis- 
solved in  the  water,  that  ice  so  often  presents  a  blebby,  honey- 
combed appearance. 

Faraday  has  shown  that,  even  on  a  small  scale,  this  complete 
separation  of  foreign  matters  from  water  may  be  easily  effected 
by  the  process  of  freezing  :— If  sulphuric  acid,  or  a  strong  solu- 
tion of  indigo,  or  one  of  common  salt,  be  mixed  with  90  or  100 
times  its  volume  of  water,  and  this  mixture  be  placed  in  a  tube  of 
about  an  inch  in  diameter,  and  immersed  in  a  freezing  mixture 
(17  5),  at  the  same,  time  that  the  separation  of  the  foreign  matter 
is  mechanically  facilitated  by  stirring  the  liquid  round  and  round 
briskly  and  constantly  with  a  feather,  the  sides  of  the  tube  will, 
in  a  few  minutes,  be  lined  with  a  coat  of  transparent,  chemically 
pure  ice,  all  the  foreign  matters  having  accumulated  in  the  central 
portion,  which  still  remains  liquid. 

It  would  appear  that  when  the  freezing  of  saline  solutions 
takes  place  on  a  large  scale,  as  in  the  neighbourhood  of  the  Poles, 
the  ice  formed  is  by  no  means  free  from  salt,  Mr.  Walker,  who 
accompanied  Sir  L.  M'Clintock  in  the  Fox,  made  numerous  obser- 
vations on  the  freezing  of  sea  water  in  the  Arctic  regions.  He 
found  that  when  the  temperature  fell  below  —2°  C,  ice  began  to 
form,  at  first  as  a  thin  pellicle,  which  gradually  acquired  a  verti- 
cally striated  appnarance  as  it  increased  in  thickness,  plumose 
saline  crystals  separating  upon  the  surface  of  the  ice.  Although 
he  observed  the  formation  of  ice  from  sea  water  at  all  tempera- 
tures between  —  a°  and  -41°  C,  he  never  from  this  source  could 
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obtain  ice  which  on  melting  furnished  fresh  water.  The  purest  j 
ice  was  that  formed  at  the  lowest  temperature ;  but  even  that  | 
when  melted  furnished  water  of  sp.  gr.  1-005.  re-melted  the  ' 

ice  from  sea- water,  and  froze  it  again,  repeating  the  operation  | 
several  times  upon  the  same  portion  of  water,  but  never  by  this  ' 
means  succeeded  in  obtaining  water  of  less  density  than  I'ooa.  • 
Dr.  Rae  found  that  the  ice  of  the  previous  winter,  if  above  the  j 
level  of  the  surrounding  water,  was  usually  fresh,  probably  from  ; 
the  draining  away  of  the  unsolidified  brine  previously  entangled  | 
in  the  ice.    {Proc.  Phys.  Soc.  1874,  i.  J4.)  Mr.  Buchanan  made  | 
some  experiments  during  the  Antarctic  cruise  of  the  Challenger.  ' 
He  found  that  when  pack  ice  was  melted,  the  liquid  which  first 
flowed  away  contained  more  salt  than  the  later  portions,  and  that  ' 
before  the  whole  of  the  ice  has  disappeared,  its  temperature  had  | 
risen  from  —  1°  to  o"  C.    At  this  temperature  almost  fresh  water 
was  obtained.     [Proc.  Roy.  Soc.  1876,  xxiv.  609.)    Dr.  Guthrie 
has  shown  that  when  sea-water  is  frozen  on  a  small  scale  by  a 
freezing  mixture,  and  the  ice  immediately  strongly  pressed  be- 
tween flannel,  the  ice  contains  only  y^-  of  the  quantity  of  salts 
present  in  the  original  water.     {Proc.  Phys.  Soc.  1874,  i.  72.)  : 

In  studying  the  eflfect  of  cold  on  solutions,  Dr.  Guthrie  {Proc. 
Phys.  Soc.  1874,  i.  53,  1875,  ii.  i  and  53)  has  obtained  some  very 
remarkable  results.   The  first  series  of  experiments  was  conducted 
on  solutions  of  sodic  chloride  in  water.     When  a  dilute  solution 
of  this  salt  is  cooled  below  0°  C.  with  constant  stirring,  ice  is 
gradually  deposited,  the  temperature  at  which  the  ice  forms  de-  I 
pending  on  the  quantity  of  salt  present.    Thus  a  solution  with  I 
5-254  per  cent,  of  salt  deposits  ice  at  —  3°'4,  with  10-508  per  I 
cent,  at  7^-7,  with  15-762  per  cent,  at  — 12^-4,  and  with  18-389  E 
per  cent,  at  —15^-4.    If,  on  the  other  hand,  a  saturated  brine  I 
containing  26-27  per  cent,  of  salt  is  cooled,  a  difl^erent  result  is  11 
observed;  at  —7°  crystals  of  the  hydrate  of  sodic  chloride  NaCI,  I 
aHgO  are  deposited,  and  this  continues  until  the  temperature  I 
reaches  —  22°,  when  the  whole  solidifies.    By  separating  the  crys-  |i 
tals  as  they  are  formed  until  the  temperature  falls  to  —22°,  a  |i 
liquid  is  obtained  possessing  a  composition  approximately  re- 
presented  by  the  formula  2  NaCl, 211130,  and  which  solidifies  at  L 
^22°,  the  solid  exhibiting  a  constant  fusing  point.     This  com-  l| 
pound,  or  cryohydrate,  may  be,  ■  therefore,  produced  on  cooling  j{ 
either  a  dilute  solution,  when  ice  first  separates;  or  a  strong  solu-  \{ 
tion,  when  salt  first  separates.    The  same  treatment  has  been  1^ 
applied  to  a  large  number  of  other  solutions  with  perfectly  similar 
results,  a  series  of  cryohydratcs  being  formed,  each  possessing  a 
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definite  fusing  point  and  composition.  The  fusing  point  of  the 
cryohydrate  is  the  minimum  temperature  obtainable  by  a  freezing 
mixture  of  the  salt  and  ice.  In  the  case  of  salts  which  are  more 
soluble  in  hot  water  than  in  cold,  the  curve  indicating  the  solu- 
bility of  the  salt  in  water  above  o°  is  continuous  with  that  repre- 
senting the  temperature  at  which  the  salt  is  deposited  by  cooling 
the  solution  below  o°;  it  continues  regular  until  the  fusing 
point  of  the  cryohydrate  is  reached,  when  it  returns  abruptly 
towards  o°. 

In  like  manner,  gases  may  be  in  a  great  measure  freed  from 
condensible  vapours  by  exposing  them  to  a  very  low  temperature. 
Air  saturated  with  moisture  may  be  rendered  nearly  dry  by 
causing  it  to  traverse  a  long  tube,  cooled  down  by  immersion  in 
a  mixture  of  ice  and  salt. 

Elevation  of  temperature  is  still  more  often  resorted  to  for 
the  separation  of  bodies  in  solution :  when,  for  instance,  a  solu- 
tion of  common  salt  in  water  is  exposed  to  heat,  the  repulsive 
power  of  this  agent  overcomes  the  cohesion  of  the  water,  as  well 
as  its  adhesion  to  the  salt ;  the  water  assumes  the  aeriform  con- 
dition, passes  off  in  steam,  and  leaves  the  salt  behind  in  the  solid 
state.  This  process  is  termed  evaporation.  It  proceeds  rapidly 
in  shallow,  open  vessels,  in  which  case  the  liquid  escapes  into  the 
air.  If  it  be  necessary  to  preserve  the  solvent,  the  operation  is 
conducted  in  a  closed  vessel,  such  as  a  retort,  and  connected  wdth 
a  suitable  condensing  apparatus,  so  as  to  effect  a  distillation  of 
the  liquid.  The  same  process  may  be  applied  to  effect  a  partial 
separation  of  liquids  of  different  degrees  of  volatility ;  and  spirit 
of  wine  is  thus  more  or  less  perfectly  separated  from  water. 


§  IV.  Crystallization. 

(72)  Modes  of  procuring  Crystals. — It  might  be  anticipated 
that  when  cohesion  slowly  recovers  its  ascendancy,  this  force 
would  exert  itself  throughout  the  mass  equally  in  all  directions, 
and  that  a  globular  concretion  would  be  the  result,  as  when  oil 
separates  from  mixture  with  dilute  spirit  of  a  specific  gravity 
precisely  equal  to  its  own.  The  fact,  however,  is  quite  otherwise, 
for  as  a  general  rule  cohesion  is  not  exerted  equally  in  all  direc- 
tions in  solids.  In  the  majority  of  instances,  where  solid  bodies 
are  allowed  to  separate  slowly  from  their  solutions,  they  are 
found  to  assume  regular  geometrical  forms.  Each  substance  has 
its  own  peculiar  form.  Such  regular  geometrical  solids  are 
■  termed  crystals. 
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By  these  differences  in  form,  the  materials  which  constitute 
the  crystallized  masses  may  often  be  distinguished  from  each 
other.  For  example,  common  salt  crystallizes  in  cubes,  alum  in 
octohedra,  saltpetre  or  nitre  in  six-sided  prisms,  Epsom  salts  in 
four-sided  prisms,  and  so  on.  The  more  slowly  and  regularly  the 
process  is  allowed  to  proceed,  the  larger  and  more  regular  are 
the  crystals.  The  usual  method  of  obtaining  crystals  is  to  form 
a  strong  solution  of  the  salt  in  hot  water,  for  most  bodies  are 
more  freely  soluble  in  water  when  it  is  at  an  elevated  tempe- 
rature than  when  cold ;  as  the  liquid  cools,  the  cohesion  of  the 
salt  resumes  its  ascendancy,  and  the  crystals  shoot  through  the 
liquid :  in  this  way  crystals  of  nitre  are  easily  procured. 

It  is  not  necessary,  however,  that  the  liquefaction  should  in 
all  cases  take  place  through  the  intervention  of  an  indifferent 
liquid  such  as  water :  mere  fusion  of  the  substance,  followed  by 
slow  cooling  so  as  to  allow  it  freely  to  obey  the  molecular  attrac- 
tion, is  in  many  instances  sufficient  to  produce  crystals.  If  2  or 
3  kilogrammes  of  sulphur  or  of  bismuth  be  fused  in  a  crucible, 
and,  after  it  has  cooled  sufficiently  to  become  solid  upon  the  sur- 
face, the  crust  be  broken  through  and  the  yet  liquid  sulphur  or 
bismuth  be  poured  out,  the  inner  surface  of  the  solid  portion  will 
be  found  to  be  lined  with  prismatic  transparent  crystals  of  sul- 
phur, or  brilliant  hollow 
45-  cubes  of  metallic  bismuth. 

Water  on  solidifying  often 
shoots  into  beautiful  crvs- 
tals,  as  mav  be  seen  in  the 
forms  of  snow-flakes,  fig.  45, 
which  fall  during  a  hard 
frost.  The  forms  of  these 
flakes  are  all  derived  from 
the  six-sided  plate.  No.  1 ; 
the  separate  crystals  in  the  groups  2,  3,  4,  5,  6,  7,  8,  all  cross 
each  other  at  angles  of  60°  and  120°,  though  they  vary  in  the 
complexity  of  their  arrangement. 

In  the  bowels  of  the  earth,  temperatures  which  man  can 
hardly  attain  in  his  furnaces,  have  been  acting  for  ages ;  pro- 
cesses of  cooling  of  the  most  regular  and  gradual  kind  have  been 
proceeding,  and  a  great  variety  of  combinations  have  been  effected 
under  the  pressure  of  the  superincumbent  strata.  By  the  com- 
bined operation  of  these  causes  many  crystalline  substances  of 
mineral  origin  have  been  formed,  which  we  have  not  succeeded 
in  imitating,  although  a  closer  examination  of  the  slags  of  our 
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iron  furnaces  reveals  new  artificial  formations  of  this  nature ;  and 
the  number  of  those  combinations^  previously  unattained  by  art, 
is  gradually  being  diminished. 

Ebelmen  (Ann.  Chim.  Phys.  1848  [3],  xxii.  211)  succeeded  in 
producing  a  variety  of  artificially  crystallized  compounds,  which 
were  before  only  known  as  natural  minerals,  by  dissolving  their 
constituents  in  boracic  or  in  phosphoric  acid,  or  in  one  of  their 
salts,  and  then  subjecting  the  mixture  to  an  intense  and  long- 
sustained  heat  in  a  furnace  used  for  baking  porcelain  ;  the  acid, 
or  other  compound  employed  as  the  solvent,  was  thus  very  slowly 
volatilized,  and  various  minute  crystals  were  obtained,  including 
spinelle,  chrome  iron,  emerald,  and  corundum  or  ruby.*  Deville 
and  Caron  [Comptes  Rendus,  1858,  xlvi.  764)  have  extended  these 
experiments.  They  introduced  the  fluorides  of  certain  metals 
into  a  crucible  lined  with  charcoal,  and  containing  a  quantity  of 
boracic  anhydride  supported  in  a  small  cup  of  carbon.  The 
cover  of  the  crucible  was  then  carefully  luted  on,  and  the  whole 
exposed  for  an  hour  or  two  to  an  intense  white  heat.  Under 
these  circumstances  the  metallic  fluoride  and  the  boracic  anhy- 
dride were  slowly  volatilized,the  vapours  decomposed  each  other, 
and  crystals  were  formed.  Ferric  fluoride  when  thus  treated 
yielded  magnetic  oxide  of  iron  in  octohedral  crystals;  zircouic 
fluoride  yielded  dendritic  crystals  of  zirconia ;  a  mixture  of  alu- 
minic  and  glucinic  fluorides  furnished  ehrysoberyl  (GOjAlgOg) ; 
aluminic  fluoride  mixed  with  zincic  fluoride  yielded  crystals  of 
gahnite  (ZnOjAljOg) ;  and,  by  the  use  of  appropriate  mixtures, 
staurolitef  and  other  crystallized  bodies  previously  only  known 
as  native  minerals  were  procured.  The  success  that  has  attended 
these  investigations  ofifers  every  inducement,  to  those  who  have 
the  opportunity,  to  pursue  this  interesting  subject. 

*  Some  recent  experiments  by  Knop  on  titanic  anhydride  crystallized  from 
microcosmic  salt  have  shown  that  the  compound  thus  obtained,  and  supposed  to 
be  anatase,  is  a  phosphotitanic  anhydride,  3  TiO^,  PjO^. 

t  Few  translormations  of  this  kind  are  more  instructive  than  those  which 
accompany  the  formation  of  staurolite,  the  crystallized  silicate  of  alumina 
(4  Al,Pg,  3  SiOj).  Alternate  layers  of  silica  and  alumina  are  placed  in  a  porce- 
lain tube  heated  to  redness,  and  through  this  a  current  of  silicic  fluoride  is 
transmitted,  and  escapes  apparently  quite  unaltered  at  the  other  end  of  the  tube. 
The  fluoride  attacks  the  ignited  alumina,  removing  oxygen  from  it.  This 
oxygen  combines  with  a  portion  of  the  silicon  of  the  fluoride,  produciiig  silica 
which  unites  with  a  portion  of  the  alumina,  3  SiF^  +  2A]30jj  =  3  SiO^  +  2  A1,F^. 
Meantime,  aluminic  fluoride  being  volatilized,  passes  on  and  attacks  the  super- 
incumbent layer  of  ignited  silica.  Alumina  is  reproduced,  and  combines  with  a 
portion  of  the  silica,  whilst  silicic  fluoride  is  again  formed,  again  to  undergo  a 
similar  series  of  transformations,  2  Al^F^  +  3  SiO^  =  3  SiF^  +  2  A.]p^. 

1  K 
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The  prolonged  action  of  water  at  higli  temperatures,  such  as 
can  only  be  obtained  under  pressure,  often  furnishes  crystalline 
compounds  which  cannot  otherwise  be  procured.  Acting  upon  a 
knowledge  of  this  fact,  De  Senarmont,  by  operating  in  closed 
vessels  with  water  upon  various  compounds,  at  temperatures 
ranging  between  266°  and  572°  (130°  and  300°  C),  succeeded  in 
obtaining  in  a  crystallized  condition  the  principal  minerals  which 
occur  in  metalliferous  veins,  including  quartz,  carbonates  of  iron, 
manganese,  and  zinc,  baric  sulphate,  antimonious  sulphide,  mis- 
pickel,  and  red  silver  ore,  as  well  as  anhydrous  ferric  oxide,  and 
corundum,     {Ann.  C/iim.  Phys.  1851  [3],  xxxii.  129.) 

The  prolonged  action  of  water  at  moderate  temperatures  may 
often  also,  as  Daubree  {Comptes  Rendus,  1858,  xlvi,  1086)  has 
shown,  cause  the  formation  of  complicated  crystallized  minerals. 
It  was  found  by  this  mineralogist  that  the  zeolites  apophyllite, 
chabasite  [(KNaCaa)20,Al203,4Si02,6H20],  and  harmotome  [KgO, 
2CaO,3Al20g,  128102,15 HgO],  have  gradually  been  produced  in 
the  concrete  laid  down  bv  the  Romans  around  the  channels  of 
outflow,  at  the  hot  springs  of  Plombieres.*  Tetrahedrite  (grey 
copper)  has  been  found  at  Bourbonne-les-Bains,  Haute  Marne, 
where  it  has  been  produced  by  the  corrosion  of  copper  coins  by 
mineral  water. 

It  is  not  in  all  cases  necessary  that  liquefaction  should  take 
place  as  a  preliminary  to  crystallization  :  a  solid  when  deposited 
from  the  gaseous  state  sometimes  furnishes  crystals :  iodine, 
arsenious  anhydride,  sulphur,  mercuric  iodide,  and  camphor, 
offer  illustrations  of  this  mode  of  crystallization.  Some  solids 
change  their  crystalline  form  entirely  when  left  in  the  liquid  from 
which  they  are  deposited  :  thus  benzamide  when  separating  from 
its  solution  in  boiling  water  forms  a  mass  of  fine  needles ;  after 
a  time  a  change  takes  place  and  solid  crystals  begin  to  grow 
amongst  the  needles,  and  ultimately  the  latter  are  entirely  trans- 
formed into  large  solid  transparent  crystals. 

(73)  Separation  of  Salts  by  Crystallization. — The  process  of 
crystallization  from  solution  often  affords  a  means  of  separating 


*  This  concrete  rests  in  part  on  granite  and  in  part  on  alluvial  gravel.  The 
mineral  water  flows  out  at  a  temperature  ranging  between  140°  and  158°  (60° 
and  70°  C).  It  is  very  dilute,  containing  not  more  than  0-3  gramme  per  litre 
of  saline  matters,  or  2 1  grains  per  gallon.  It  holds  in  solution  small  quantities 
of  silica,  and  salts  of  sodium,  potassium,  calcium,  and  aluminium.  These  sub- 
stances thus,  in  almost  infinitesimal  quantities,  penetrate  the  concrete  by  a  very 
slow  infiltration,  and  in  the  lapse  of  ages  have  altered  its  composition,  and 
deposited  regularly  crystallized  zeolitic  minerals. 
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two  salts  of  unequal  solubility,  the  crystalline  form  of  whicli  is 
different,  and  whicli  have  no  chemical  action  on  each  other : 
nitre  is  thus  purified  from  the  common  salt  which  always  occurs 
mixed  with  it.  This  process  is  very  generally  resorted  to  as  a 
means  of  purifying  salts  from  small  quantities  of  foreign  admix- 
tures, which  may  be  soluble  in  water,  but  which  either  do  not 
crystallize,  or  if  they  crystallize,  do  not  do  so  in  dilute  solutions. 
Each  crystallization  diminishes  the  quantity  of  adhering  impurity, 
and  after  the  process  has  been  repeated  three  or  four  times,  dis- 
solving each  successive  crop  of  crystals  in  fresh  portions  of  pure 
water,  the  product  will  in  most  cases  be  free  from  impurity.  The 
crystallization  of  sea  salt  from  sea  water  thus  separates  the  sodie 
chloride  from  magnesic  chloride,  and  from  various  other  salts 
which  are  present  with  it  in  small  proportions ;  a  single  crystal- 
lization gives  the  salt  sufficiently  pure  for  commercial  purposes, 
though  it  is  in  this  state  far  from  being  chemically  free  from  the 
bodies  which  accompany  it  in  the  waters  of  the  ocean.  A  single 
ci-ystallization  of  many  salts,  however,  may  be  made  to  furnish 
the  salt  very  nearly  chemically  pure,  if  the  solution  be  briskly 
stirred  whilst  the  crystals  are  being  formed.  The  salt  is  thus 
deposited  in  minute  detached  grains ;  and  if  these  are  placed  to 
drain,  and  washed  with  a  saturated  solution  of  the  pure  salt,  as 
is  practised  in  the  refining  of  nitre  (552),  the  mother  liquor, 
which,  retains  the  impurities  dissolved,  may  be  completely  washed 
away ;  but  if  the  crystals  be  allowed  to  be  deposited  slowly  and 
to  acquire  a  large  volume,  the  mother  liquor  is  retained  between 
the  layers  of  eacb  crystal,  and  cannot  be  thoroughly  displaced  by 
the  pure  solution.  Bodies  which  possess  the  same  crystalline 
form,  such  as  potassic  sulphate  and  chromate,  cannot  thus  be 
separated  from  each  other  by  crystallization. 

(74)  Sudden  Crystallization  :  Nuclei. — Where  the  forces  of 
cohesion  and  adhesion  are  nearly  balanced,  as  in  saturated 
solutions,  very  slight  causes  may  occasion  the  cohesion  to  pre- 
ponderate ;  and  when  once  this  force  has  been  set  in  action,  its  in- 
fluence spreads  rapidly  throughout  the  mass.  Water,  for  example, 
in  a  still  atmosphere,  may  be  cooled  8  or  10  degrees  below  the 
freezing  point,  and  yet  continue  liquid  ;  but  the  slightest  vibra- 
tion of  the  vessel  causes  sudden  crystallization  of  a  portion  of  the 
liquid  into  ice.  Sometimes  a  similar  effect  is  produced,  as  in  the 
case  of  Glauber's  salt,  by  the  sudden  admission  of  air  to  the 
solution  of  the  salt  saturated  at  a  high  temperature,  and  from 
which  the  air  has  been  expelled  by  boiling  (55). 

Adhesion  to  a  solid  body  may  be  sufficient  to  disturb  the 
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balance ;  thus,  the  dropping  in  of  a  similar  crystal,  the  insertion 
of  a  thread,  or  of  a  wire,  or  of  a  piece  of  stick,  if  not  sufficient 
to  cause  sudden  crystallization,  will  generally  determine  the  spot 
upon  which  the  crystals  are  first  formed,  especially  if  the  foreign 
body  or  nucleus  be  rough  and  irregular  in  its  outline.  For  this 
reason  threads  are  stretched  across  the  vessels  in  which  the  pure 
solution  of  sugar  is  set  aside  to  crystallize  in  the  manufacture  of 
sugar-candy  ;  so  also  wooden  rods  are  placed  in  solutions  of  cupric 
acetate,  and  copper  wires  are  suspended  in  solutions  of  borax  in 
order  to  facilitate  the  crystallization  of  the  salt. 

(75)  Circumstances  wJdch  modify  Crystalline  Form. — The  volume  of 
crystals  is  often  influenced  by  circumstances  apparently  trivial.  Muddy  solutions 
generally  yield  the  largest  crystals,  as  is  well  seen  in  the  manufacturing  process 
for  obtaining  citric  and  tartaric  acids,  where  the  impure  acid  always  forms  the 
finest  crystals.  Occasionally  the  presence  in  the  liquid  of  a  substance  which  does 
not  crystallize  with  the  salt,  yet  modifies  the  form  which  the  latter  assumes ; 
ni'ea,  for  instance,  occasions  the  deposition  of  common  salt  in  octohedra  instead 
of  its  usual  form  of  the  cube.  Potassic  iodide  generally  crystallizes  in  cubes,  but 
under  certain  conditions,  and  especially  when  the  solution  is  quite  pure,  prismatic 
crystals  are  produced.  Sodic  carbonate  usually  crystallizes  in  large  transparent 
solid  crystals,  but  when  quite  pure  the  crystals  are  platy  and  not  at  all  compact. 
It  was  also  found  by  Jacobsen  (Fogg.  Annul.  1861,  cxiii.  498^  that  sodic  chlorate, 
which  crystallizes  ordinarily  in  cubes,  could  be  obtained  at  pleasure  in  the  hemi- 
hedral  form  observed  by  Marbach,  by  touching  one  of  the  regular  cubic  crystals 
of  the  salt  with  a  little  fat  or  wax,  and  putting  it  back  into  the  mother  liquor. 
A  similar  modifying  influence  on  the  form  of  the  crystal  was  produced  by  the 
addition  of  small  quantities  of  urea,  of  glycerin,  or  of  crude  hydric  potassic  tar- 
trate to  the  mother  liquor. 

■  The  investigations  of  Pasteur  [Ann.  Chim.  FJiys.  1857  [3],  xlix.  5)  have 
thrown  an  interesting  light  upon  some  of  the  causes  which  thus  operate  in  modi- 
fying the  form  of  crystals.  The  cr^'stals  which  were  particularly  examined  by 
him  were  those  of  acid  malate  or  bimalate  of  ammonium  (H^jNH  C^H^O^),  and  of 
strontic  formiate.  Bimalate  of  ammonium,  when  it  is  deposited  in  the  cold  from 
a  pure  saturated  solution  of  the  salt,  crystallizes  in  the  form  shown  in  No.  i, 
fig.  46 — a  form  derived  from  a  right  prism  with  a  rhombic  base.  Sometimes, 
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however,  the  crystals  exhibit  the  double  bevel  shown  in  No.  2.  When  the  salt  is 
deposited  I'rom  a  solution  containing  products  of  the  decomposition  of  the  bima- 
late by  heat,  it  assumes  a  horaihedral  modification,  similar  to  one  or  other  of 
those  shown  in  fig.  47.  The  bimalate  has  a  ready  cleavage  parallel  to  the  sides  a  b 
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and  c  D  (fig.  46).  Tf  a  crystal  of  the  form  of  i  or  2  be  broken  across,  as  in 
fig.  48,  and  bo  transferred  to  a  portion  of  pure  saturated  mother  liquor,  the  bevel 
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is  rapidly  restored :  it  makes  its  appearance  first  along  tbe  edges  of  the  cleavage 
plane,  x  x,  and  the  growth  of  the  crystal  is  more"  rapid  in  the  direction  per- 
pendicular to  the  plane  of  cleavage  than  it  is  in  the  direction  parallel  with  it. 
If  the  crystal  be  cut  at  one  of  its  angles,  as  at  a,  fig.  49, 
tbe  notch  becomes  rapidly  filled  up,  and  when  the  form  of 
the  crystal  is  restored,  its  growth  again  becomes  regular  in 
all  directions. 

The  general  conclusion  to  which  these  observations  point 
is — that  when  a  broken  crystal  is  replaced  in  its  mother 
liquor,  it  continues  to  increase  in  every  direction  ;  but  that 
its  growth  is  especially  active  upon  the  broken  surfaces,  in 
consequence  of  which  the  general  outline  of  the  figure  is 
restored  in  a  few  hours. 

If  a  hemihedral  crystal,  such  as  either  of  those  shown  in  fig.  47,  be  placed 
in  a  saturated  solution  of  the  pure  biraalate,  the  hemihedral  faces  quickly  dis- 
appear, as  the  artificial  injury  does.  On  the  other  band,  if  perfect  crystals  be 
placed  in  a  mother  liquid  depositing  hemihedral  crystals,  the  hemihedral  form  is 
speedily  developed  upon  the  newly-introduced  crystals,  the  hemihedral  crystal 
growing  most  rapidly  in  the  direction  of  its  length,  A,  b,  whilst  the  regular 
crystal  increases  most  rapidly  in  the  direction  of  its  breadth.  A,  c. 

In  reflecting  upon  this  last  observation,  it  occurred  to  Pasteur  that  if  he 
could  by  mechanical  means  compel  a  crystal  to  increase  more  rapidly  in  length 
than  in  breadth,  he  might  compel  a  pure  solution  to  deposit  hemihedral  crystals. 
He  accordingly  pasted  stripes  of  tinfoil  over  the  sides  of  a  well-formed  crystal  of 
the  bimalate,  and  having  produced  cleavage  planes  at  the  two  ends  parallel  to 
A,  B,  he  placed  it  in  a  solution  of  the  pure  salt ;  on  the  following  day  the  bevels 
had  reappeared  along  the  broken  faces,  and  each  of  the  four  solid  angles  of  the 
crystal  exhibited  a  hemihedral  face.  When  the  tinfoil  was  pasted  along  one  edge 
only  of  the  crystal,  the  hemihedral  faces  were  developed  on  that  side  only. 

(76)  Change  of  Volume  in  Crystallizing. — Some  change  of 

volume  usually  occurs  at  the  moment  of  solidification ;  in  many 

instances  expansion  takes  place.     Ice,  for  example,  at  the  moment 

of  congelation,  increases  in  volume  about  -V,  and  expands  so 

forcibly  as  to  burst  the  vessel  in  which  it  is  contained.  Instances  of 

this  occur  during  severe  frosts  in  the  pipes  used  for  conveying 

■water.     This  expansive  force  is  so  enormous  that  no  vessels  have 

been  found  sufficiently  strong  to  resist  it.    Major  Williams  {Trans. 

Roy.  Soc.  Edin.  1790,11.  23)  made  some  experiments  at  Quebec 
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in  1784  and  1785  with  12-incli  iron  shells,  filled  with  water,  and 
closed  by  wooden  plugs,  and  exposed  to  a  temperature  of  about 
-  28  C.  ( —  i8'4  P.).  In  one  case  the  shell  was  split  by  the  expan- 
sion of  the  freezing  water,  and  a  sheet  of  ice  projected  from  the 
crack  formed  in  consequence  of  the  sudden  relief  of  the  pressure 
(175,  note.)  In  another  experiment  the  wooden  plug  was  thrown 
more  than  a  hundred  yards,  and  a  cylinder  of  ice  8  inches  in 
length  protruded  from  the  hole.  The  most  compact  ice  has  a 
density  of  0-923  :  1000  parts  of  water  at  0°  C.  become  dilated  on 
freezing  to  about  1083.'^  It  is  owing  to  the  expansion  which 
occurs  at  the  moment  of  solidifieation  in  iron  and  in  Newton's 
fusible  metal,  that  they  answer  so  admirably  for  castings.  Other 
solids,  however,  present  equally  remarkable  instances  of  contrac- 
tion, of  which  mercury,  lead,  and  gold  are  illustrations,  and  hence 
the  unfitness  of  the  two  metals  last  mentioned  for  the  purposes 
of  casting  or  moulding. 

According  to  the  experiments  of  Kopp  {Liebig's  Annal.  1 855, 
xciii.  1 29),  all  the  under-mentioned  substances  contract  on  solidify- 
ing, and  their  expansion  at  the  moment  of  fusion  is  the  following: — 


100  Parts  of  Solid 

expand 

on  melting  at 
"F.      1  °C. 

Phosphorus   

White  Wax   

Stearic  Acid   

Sulphur  

3"43 
0-423 

II -o 

III'2 
147-2 

158 
239 

44 
64 

70 

115 

Many  solids  expand  with  much  greater  rapidity  near  their 
melting  point  than  at  lower  temperatures;  this  is  particularly 
remarkable  in  the  case  of  wax.  Kopp  also  finds  that  many 
hydrated  salts  expand  at  the  moment  of  fusion,  as  for  example  : — 


100  Parts  of  Solid 

expand 

on  fus 
0  p_ 

ing  at 
"C. 

Calcic  Chloride  (CaClj,  6  H^O)   

Hydric  Disodic  Piiosphate  (NaoHPO^,  12  HoO) 
Sodic  Thiosulphate  (Hyposulphite)  (NajS^Oa,  5  HgO) 

9-6 

51 
51 

84-2 

95 
113 

29 
35 

45 

A  similar  phenomenon  attends  the  melting  of  Rosens  fusible 
metal  (2  parts  of  bismuth,  i  part  of  tin,  and  i  of  lead),  which 
on  liquefying,  between  203°  and  209°  (95°  and  98°  C),  expands 


*  Dufour  found,  as  the  result  of  22  careful  experiments,  that  the  density  of 
ice  varied  between  0-914  and  0-923,  with  a  mean  of  0-917  :  Bunsen's  recent 
experiments,  conducted  with  great  precautions,  lead  to  the  number  0-91674  for 
the  density  of  ice  at  0°  {Fogg.  Ann.  1870,  cxli.  i). 
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I '55  P^^  cent.  Iodine,  bromine,  potassium,  sodium,  tin,  and 
bismuth,  also  contract  at  the  moment  of  solidification,  and  of 
course  expand  on  liquefaction. 

(77)  Dissection  of  Crystalline  Masses. — An  interesting  proof  of  the  in- 
fluence of  mass  upon  cohesion  is  sometimes  observed  in  the  gradual  conversion 
of  small  crystals  left  in  the  liquid  into  larger  ones.  In  nickelous  sulphate,  for 
example,  slight  alternate  elevations  and  depressions  of  temperature  cause  the 
alternate  solution  and  recrystallization  of  part  of  the  salt ;  the  smaller  crystals, 
which  offer  the  largest  surface  in  proportion  to  their  mass,  are  most  readily  dis- 
solved, and  their  solution  ci-ystallizes  again  upon  the  surface  of  the  larger  ones, 
which  thus  increase  in  size  gradually,  whilst  the  smaller  ones  entirely  disappear. 
Sparingly  soluble  compounds,  by  prolonged  digestion  in  an  appropriate  solution, 
may  sometimes  be  obtained  in  crystals.  Amorphous  argentic  chloride  may  be 
thus  gradually  converted  into  crystals  if  digested  in  weak  hydrochloric  acid  in 
sealed  tubes.  Many  naturally  crystallized  minerals  have  doubtless  increased  in 
bulk  considerably  since  their  first  deposition  by  this  continuous  process  of  alter- 
nate solution  and  crystallization. 

By  the  slow  action  of  solution,  crystalline  structure  may  often  be  made  visible 
where  no  trace  of  it  was  previously  apparent,  and  a  kind  of  dissection  of  the  mass 
is  thus  effected,  owing  to  the  more  powerful  exertion  of  cohesion  in  certain 
directions ;  these  directions  vary  with  the  particular  crystalline  form  of  the  com- 
pound. These  phenomena  may  be  developed  in  a  striking  manner  upon  the  surface 
of  a  sheet  of  tin  plate,  by  gently  warming  the  plate,  and  washing  it  over  while  hot 
with  a  little  weak  acid ;  the  crystalline  forms  thus  displayed  constitute,  when  the 
surface  has  been  varnished,  the  ornamented  tin  plate  termed  moiree  metallique. 
A  bar  of  nickel  placed  in  dilute  nitric  acid  becomes  covered  with  tetrahedi-a,  from 
the  solution  of  the  intervening  uncrystallized  portions  of  the  metal;  and  the 
fibrous  structure  of  the  better  kinds  of  iron  may  be  strikingly  exhibited  by  a 
similar  treatment  of  the  mass.  In  all  these  cases  the  action  of  the  solvent 
must  he  very  weak,  otherwise  the  force  of  adhesion  will  act  too  uniformly  :  the 
more  slowly  the  solution  takes  place,  the  more  clearly  is  this  difference  in  the 
amount  of  cohesion  in  different  directions  of  the  solid  manifested.  Salts  may  be 
made  to  show  the  same  kind  of  structure  without  having  recourse  to  chemical 
solvents.  A  shapeless  block  of  alum,  when  placed  in  a  nearly  saturated  solution 
of  the  salt,  becomes  gradually  embossed  with  portions  of  octohedra,  so  that  its 
true  crystalline  structure  is  revealed  to  the  eye.  (Daniell,  Quart.  Jowrn.  of 
Science,  18 16,  i.  24,  and  Roy.  Inst.  Journ.  i.  1.)  Tyndall  has  studied  the  dis- 
section of  ice,  by  which  its  crystalline  structure  is  exhibited  (175). 

A  remarkable  molecular  change  sometimes  takes  place  in  bodies  without  their 
undergoing  any  alteration  from  the  solid  to  the  liquid  state.  Both  brass  and 
silver,  for  example,  when  first  cast  or  wrought,  possess  considerable  toughness, 
and  neither  of  them  has  any  apparent  crystalline  structure  ;  by  repeated  heatings 
and  coolings,  however,  they  often  become  so  brittle  as  to  snap  off  upon  the 
application  of  a  very  slight  degree  of  force,  and  the  surface  of  the  fracture  then 
exhibits  a  distinctly  crystallized  appearanco.  In  the  same  way  it  is  found  that 
constant  vibration,  such  as  that  to  which  the  iron  shafts  of  machinery  and  the 
axles  of  railway  carriages  are  subjected,  gradually  destroys  the  fibrous  character 
to  which  the  iron  is  chiefly  indebted  for  its  toughness,  and  renders  it  crystalline 
and  brittle.  A  similar  change  sometimes  occurs  in  crystallized  bodies  :  in  this 
way  transparent  prismatic  crystals  of  nickel  sulphate  or  of  zinc  seleniate,  when 
exposed  for  a  few  minutes  to  the  sun's  rays,  become  opaque ;  they  retain  their 
form  until  touched,  and  then  crumble  down  into  a  granular  powder  composed  of 
octohedral  particles.    An  alteration  somewhat  similar  occurs  in  barley  sugar. 
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which,  when  first  made  from  melted  sugar,  is  vitreous  and  transparent ;  but  it 
gradually  becomes  crystalline,  opaque,  and  brittle. 

(78)  Structure  of  Crystals :  Cleavage. — By  the  careful  appli- 
cation of  mechanical  force,  crystalline  form  may  be  often  revealed 
in  a  body  which  at  first  appears  as  a  shapeless  mass.  If  to  an 
irregular  fragment  of  Iceland  spar,  for  example,  we  apply  the 
edge  of  a  knife,  and  tap  it  gently  on  the  back  with  a  hammer, 
we  shall  find  that  in  certain  positions  the  spar  splits  readily, 
leaving  smooth  surfaces,  and  that  having  once  obtained  such  a 
surface,  we  may  go  on  splitting  the  mineral  in  layers  parallel  to 
the  surface.  Upon  applying  the  knife  to  the  surface  of  a  layer 
so  detached,  we  find  that  this  layer  admits  of  cleavage  in  two 
directions,  so  that  ultimately  a  rhombohedral  crystal  is  obtained 
from  the  spar.  Some  bodies  admit  of  cleavage  with  much 
greater  facility  than  others ;  and  very  often  cleavage  occurs  more 
readily  in  the  direction  of  one  of  the  planes  than  in  that  of  the 
others.  Selenite,  one  of  the  forms  of  calcic  siJphate,  has  three 
cleavages,  but  one  of  these  is  much  more  easily  effected  than  the 
others  ;  hence  the  mineral  is  readily  split  into  laminae. 

Crystals  are  bounded  by  flat  surfaces  termed  the  faces 
or  planes  of  the  crystal  (such  as  p  p,  fig.  50,  i).     The  lines, 

e  e,  formed  by  the 
junction  of  two  of 
these  planes  are  its 
edges ;  the  junction  of 
two  edges  forms  a 
plane  angle;  and  the 
point,  a,  at  which  three 
or  more  planes  meet, 
constitutes  a  solid 
angle.  These  planes  are  said  to  be  similar,  when  their  correspond- 
ing, edges  are  proportional,  and  their-  corresponding  angles  equal. 
Edges  are  similar,  when  they  are  produced  by  the  meeting  of 
planes  respectively  similar,  at  equal  angles  ;  and  angles  are  similar, 
when  they  are  equal,  and  are  contained  within  edges  respectively 
similar.  Sometimes  it  happens  that  the  crystal  is  bounded  in 
all  directions  by  perfectly  equal  and  similai'  faces,  as  is  seen  in 
the  cube,  the  octohedron,  and  the  rhombohedron.  ,  Such  forms 
are  distinguished  as  simple  forms  ;  whilst  those  forms  resulting 
from  the  combination  of  two  or  more  simple  ones  are  termed 
com2)ound  or  secondary  forms.  A  crystal  of  quartz,  consistmg 
of  a  six-sided  prism,  terminated  by  two  six-sided  pyramids 
(fig.  51),  is  a  compound  form.    In  fig.  50,  a  is  a  comi)ound  form. 
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the  twelve  edges  of  the  octohedron,  d  d  d,  being      Fig.  51. 
replaced  by  faces  of  the  rhombic  dodecahedron. 

Although  each  substance  has  its  own  peculiar 
crystalline  form,  as,  for  example,  alum  the  octohedron, 
common  salt  the  cube,  calcic  carbonate  the  rhombo- 
hedron,  it  frequently  happens  that  the  regularity  of 
the  crystalline  form  is  interfered  with.    Extra  faces 
are  often  formed  by  the  replacement  of  an  edge,  or 
the  truncation  of  an  angle.    If  the  twelve  solid  edges 
of  the  octohedron  were  removed,  a  form  intermediate 
between  the  octohedron  and  the  rhombic  dodecahedron  would  be 
the  result,  such  as  is  seen  in  fig.  50,  2.    If  the  four  solid  angles  of 
the  tetrahedron  were  removed,  a  form  intermediate  between  the 
tetrahedron  and  the  octohedron  would  be  obtained  (fig.  50,  3). 

In  the  discovery  of  the  simple  form  of  crystals,  the  process 
of  cleavage  just  alluded  to  is  most  valuable  ;  and  by  its  means, 
secondary  forms,  which  at  first  sight  present  no  resemblance  to 
the  original,  may  be  readily  traced  to  it.  A  striking  instance 
of  this  kind  is  afforded  by  the  cleavage  of  the  six-sided  prism  of 
calcareous  spar.  By  cleavage,  the  three  alternate  edges  of  the 
base  may  be  removed,  and  three  faces  produced,  as  at  r  r, 
fig.  52,  whilst  a  cleavage  similar  to  that  of  the 
base  may  be  effected  upon  the  opposite  extremity 
of  the  prism,  except  that  the  edges  corresponding 
to  those  that  before  resisted,  now  yield,  and  that 
those  which  at  the  base  yielded  to  cleavage  now 
remain  entire.  The  obtuse  rhombohedron  is  thus 
obtained  by  pursuing  the  dissection,  as  shown  in 


Fig.  52. 
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(79)  Goniometers. — Since  the  number  of  geo- 
metrical solids  is  limited,  whilst  the  number  of 
crystallized  bodies  is  very  great,  it  necessarily 
happens  that  several  different  substances  possess 
the  same  crystalline  form,  and  the  only  difference 
observable  between  them  consists  in  the  different  inclination  of  the 
planes  to  each  other ;  or,  what  is  the  same  thing,  in  variations  of 
the  angles  of  the  crystal.  In  order  to  detect  this  difference,  the 
crystallographer  requires  instruments  for  measuring  these  angles. 
Such  instruments  are  termed  goniometers  (from  ytov la,  an  angle). 
Of  these  the  simplest  consists  of  a  pair  of  double  compasses,  the 
pivot  of  which  coincides  with  the  centre  of  a  graduated  semicircle  ; 
one  limb  is  fixed,  forming  the  diameter  of  the  semicircle,  the 
other  is  moTO,ble  on  the  pivot,  and  crosses  the  fixed  limb  at  its 
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Pig.  54. 


centre,  as  shown  in  fig.  53.    The  external  limbs  of  the  com- 
passes are  pressed  against  the  two  planes  of  the  crystal,  the  incli- 
-r,_  „  ■  nation  of  Avhich  is  to  be  mea- 

sured,  so  that  they  shall  accu- 
rately touch  those  planes  in 
directions  perpendicular  to  the 
edge  at  which  tbey  meet ;  and 
the  alternate  and  opposite 
angle,  which  of  course  coin- 
cides with  that  of  the  crystal, 
is  read  off"  in  the  degrees  of 
the  graduated  arc. 

(80)  Reflecting  Goniometer. 
— A  far  more  elegant  and  accurate  instrument  is  the  reflecting 
goniometer  of  Wollaston,  fig.  55.    The  principle  upon  which  it 

acts  may  be  thus  explained : — Let 
abed  (fig.  54),  represent  a  section 
of  the  crystal  to  be  measured.  A  ray 
of  light,  i  r,  reflected  as  at  r  s,  from 
the  surface  of  the  crystal,  forms  the 
radius  of  the  arc  which  is  to  be  mea- 
sured.   One  plane,  a  b,  of  the  crystal 
is  brought  into  a  fixed  position  with 
regard  to  the  graduated  circle,  and 
the  inclination  of  the  two  planes,  a  b,  b  c,  is  ascertained  by 
measuring  the  arc  which  the  graduated  limb  of  the  instrument 
describes,  in  order  to  bring  the  second  plane,  b  c,  of  the  ciystal 

into  the  same  position  as  the  first, 
a  b.  The  supplement,  a  b  c,  oi  this 
arc,  E  c,  measures  the  inclination 
of  the  two  planes.  The  angle 
may,  however,  be  read  off  at  once, 
by  attending  to  the  following  in- 
structions : — 

The  instrument  (fig.  55)  consists  of  a 
brass  disk,  a  b,  supported  in  a  vertical 
plane,  and  graduated  on  its  outer  edge  to 
half  degrees.  By  means  of  a  milled  head, 
d,  this  disk  may  be  turned  round  in  its 
own  plane;  the  angle  through  which  it 
has  been  made  to  turn  is  read  ofi'  by  a 
vernier,  c,  which  is  permanently  fixed. 
The  axis,  /,  of  the  graduated  circle  is 
pierced  by  a  second  axis,  attached  to  the 
milled  head,  e,  which  is  intended  to  give 
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rotation  to  the  parts  supporting  the  crystal,  independently,  when  necessary,  of 
the  movements  of  the  graduated  circle,  a  h. 

'  To  use  the  goniometer,  it  should  first  be  placed  on  a  pyramidal  stand,  and 
the  stand  on  a  small  steady  table,  placed  about  six  to  ten  or  twelve  feet  from  a 
flat  window.  The  graduated  circular  plate,  a  h,  should  stand  accurately  per- 
pendicular to  the  window,  the  pin,  h  i,  being  horizontal,  with  the  slit  end,  /, 
nearest  the  eye.  Place  the  crystal  which  is  to  be  measured  on  the  table,  resting 
on  one  of  the  planes  whose  inclination  is  required,  and  with  the  edge  at  which 
those  planes  meet  the  farthest  from  you,  and  parallel  to  the  window  in  your 
front.  Attach  a  portion  of  wax  to  one  side  of  the  small  brass  plate,  ff  ;  lay  the 
plate  on  the  table  with  one  edge  parallel  to  the  window,  the  side  to  which  the 
wax  is  attached  being  uppermost,  and  press  the  end  of  the  wax  against  the 
crystal,  k,  till  it  adhei-es ;  then  lift  the  plate,  with  its  attached  crystal,  and  place 
it  in  the  slit  of  the  pin,  7i  i,  with  that  side  uppermost  which  rested  on  the  table. 

'  Bring  the  eye  now  so  near  the  crystal,  as,  without  perceiving  the  crystal 
itself,  to  permit  your  observing  distinctly  the  images  of  objects  reflected  from  its 
planes ;  and  raise  or  lower  that  end  of  the  pin  which  has  the  small  circular  plate, 
k,  attached  to  it,  until  one  of  the  horizontal  upper  bars,  m,  of  the  window  is  seen 
reflected  from  the  upper  or  first  plane  of  the  crystal,  and  till  the  image  of  the  bar, 
n,  is  brought  nearly  to  coincide  with  some  line,  I,  below  the  window ;  as  the  edge 
of  the  skii'ting-board  where  it  joins  the  floor.  Turn  the  pin,  k  i,  on  its  own  axis, 
if  necessary,  until  the  reflected  image  of  the  bar  of  the  window  coincides  accu- 
rately with  the  observed  line  below  the  window.  Turn  now  the  small  circular 
plate,  e,  on  its  axis,  and  from  you,  until  you  observe  the  same  bar  of  the  window 
reflected  from  the  second  plane  of  the  crystal,  and  nearly  coincident  with  the  line 
below;  and  having,  in  adjusting  the  first  plane,  turned  the  pin  on  its  axis  to 
bring  the  reflected  image  on  the  bar  of  the  window  to  coincide  accurately  with 
the  line  below,  now  move  the  lower  end  of  that  pin  laterally  either  towards  or 
from  the  instrument,  in  order  to  make  the  image  of  the  same  bar  reflected  from 
the  second  plane  coincide  with  the  same  line  below. 

'  Having  assured  yourself,  by  looking  repeatedly  at  both  planes,  that  the 
image  of  the  horizontal  bar  reflected  successively  from  each,  coincides  with  the 
same  line  below,  the  crystal  maybe  considered  as  adjusted  for  measurement.  Let 
the  1 80°  on  the  graduated  circle  be  now  brought  opposite  the  0°  of  the  vernier, 
by  turning  the  middle  plate,  d,  and  while  the  circle  is  maintained  accurately  in 
this  position,  bring  the  reflected  image,  n,  of  the  bar,  m,  from  the  first  plane,  to 
coincide  with  the  line,  I,  below,  by  turning  the  small  circular  plate,  e.  Now 
turn  the  graduated  circle  from  you,  by  means  of  the  middle  plate,  d,  until  the 
image  of  the  bar  reflected  from  the  second  plane  is  also  observed  to  coincide  with 
the  same  line.'  (Brooke's  Crystallogra'pliy,  p.  30.)  In  this  position,  the 
reading  of  the  vernier  gives  at  once  the  inclination  of  the  two  planes  to  each 
other.  It  is  almost  superfluous  to  remark  that  the  reflecting  goniometer  can 
only  be  applied  in  cases  in  which  the  surfaces  of  the  crystal  have  sufficient  polish 
and  brilliancy  to  reflect  the  image  of  the  line  by  means  of  which  the  angle  is 
read  off. 

(81)  Symmetry  of  Crystalline  Form. — The  study  of  the  geo- 
metrical relations  of  different  crystalline  forms  to  each  other 
belongs  to  the  science  of  crystallography.  It  will  be  suflBcient 
for  the  present  purpose  to  indicate  the  general  principle  upon 
■which  the  classification  of  crystals  is  founded.  This  principle  is 
the  symmetrical  arrangement  upon  which  every  crystalline  form 
is  constructed.    Symmetry,  or  a  complex  uniformity  of  con- 
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figuration  (that  is,  similarity  in  the  arrangement  of  two  or  more 
corresponding  forms  round  a  common  centre),  is  the  general  law 
of  creation,  both  in  the  vegetable  and  animal  kingdoms.  It  is 
exhibited  in  the  correspondence  in  external  form  of  the  right  and 
left  side  of  the  body  in  animals,  in  the  similar  arrangement  of  the 
leaf  on  either  side  of  its  midrib,  in  the  two  lobes  of  the  dico- 
tyledonous seed,  and  indeed  it  attracts  the  notice  of  every 
observer  in  numberless  cases.  The  same  law  holds  good  still 
more  rigidly,  though  not  so  obviously,  in  the  constitution  of 
every  crystal.  If  one  of  the  primary  planes  or  axes  of  a  crystal 
be  modified  in  any  manner  by  molecular  forces  acting  within  the 
liquid  or  the  crystal,  all  the  symmetrical  planes  must  be  modified 
in  the  same  manner. 

The  imaginary  line  which  thus  governs  the  figure,  and  about 
which  all  the  parts  are  similarly  disposed,  and  with  reference  to 
which  they  correspond  exactly,  is  termed  the  axis  of  symmetry  in 
a  crystal.  If  a  rhombohedron  of  Iceland  spar  be  held  with  one 
of  its  obtuse  angles  uppermost,  the  vertical  line  which  joins  that 
angle  to  the  opposite  obtuse  angle  is  the  axis  of  symmetry  of  the 
crystal.  Each  extremity  of  the  axis  is  formed  by  the  meeting  of 
three  planes,  each  similar  to  the  others,  and  all  inclined  to  the 
axis  at  an  equal  angle.  If  any  internal  molecular  force  produce 
the  replacement  of  any  of  the  edges  of  one  of  those  faces,  the 
same  cause  must  act  with  similar  intensity  upon  the  corresponding 
edge  of  the  other  faces,  and  produce  a  corresponding  modification. 
The  variation  thus  introduced  into  the  form  of  the  crystal  has  a 
symmetrical  character;  and  the  alteration,  which  is  experienced 
by  each  of  the  three  divisions  of  which  the  crystal  consists,  is 
consequently  similar  in  each  case. 

There  are,  however,  crystals  that  possess  more  than  one  axis 
of  symmetry ;  and  an  arrangement  of  crystalline  form,  first  pro- 
posed by  Weiss,  and  which  is  now  universally  adopted,  is  based 
upon  the  relation  which  these  axes  bear  to  each  other.  These 
axes,  it  must  be  remembered,  are  imaginary  lines,  which  connect 
the  opposite  angles  or  faces  of  a  crystal,  and  all  of  them  intersect 
each  other  in  the  centre  of  the  figure.  In  the  regular  system,  to 
which  the  cube,  the  regular  octohedron,  and  rhombic  dode- 
cahedron belong,  there  are  three  axes,  which  are  all  equal,  and  i 
cross  each  other  in  the  centre  of.  the  crystal  at  right  angles.  If 
one  of  the  faces  or  edges  upon  any  of  these  equal  axes  be  modi- 
fied, not  only  are  all  the  faces  or  edges  upon  that  axis  similarly 
modified,  but  all  the  faces  and  edges  of  the  entii-e  crystal  ex- 
perience a  similar  modification ;  since  the  symmetry  of  all  the 


32.]  CLASSIFICATION   OF  CRYSTALS.  J-^'-'- 

axes  is  alike,  and  the  molecular  modifying  force  acts  equally 
upon  all.  But  this  rule,  though  of  very  general  application,  is 
not  without  exception.  If,  for  instance,  a  crystal  rest  npon  one 
face  during  its  formation,  the  mechanical  obstacle  to  its  sym- 
metrical development  is  frequently  the  cause  of  considerable 
interference  with  the  regular  growth  in  this  direction,  but  this  in- 
terference does  not  operate  upon  the  upper  and  exposed  faces. 
This  interference  of  causes  external  to  the  crystal  is  very  gene- 
rally observed  in  crystalline  masses  artificially  obtained  (75). 
The  crystals  of  which  the  mass  is  composed  cross  each  other  in 
all  directions,  and  form  a  confused  structure,  from  the  surface  of 
which  project  isolated  crystals,  one  extremity  only  of  which  is 
developed  regularly. 

Some  minerals  occur  in  forms  termed  pseudomorphous  (from 
^Pav^oQ,  a  falsehood,  uop(^?7,  form) ;  that  is  to  say,  they  exhibit 
forms  which  are  not  truly  related  to  their  own  crystalline  system. 
Such  pseudomorphous  crystals  are  formed  by  deposition  in 
cavities  previously  occupied  by  crystals  of  a  different  nature,  but 
which  have  been  slowly  dissolved  out  of  the  mass  in  which  they 
were  included,  leaving  spaces  corresponding  to  their  form  ;  and 
during  the  process  of  the  solution  of  the  original  crystal,  or  after 
its  completion,  the  new  compound  has  gradually  taken  the  place, 
and  adapted  itself  to  the  form,  of  the  crystal  which  has  undergone 
removal,  as  when,  for  example,  quartz  is  found  in  the  form  of 
heavy  spar,  fluor  spar,  calc  spar,  or  plumbic  sulphate. 

{82)  Classification  of  Crystals. — Crystals  are  subdivided  into 
six  classes  or  sj'stems,  founded  upon  the  relation  of  their  axes  of 
symmetry  to  each  other.  These  relations  exert  an  influence  not 
only  upon  the  geometrical  connexion  of  the  forms  of  crystals,  but 
also  upon  their  optical  and  physical  properties.  It  is  necessary 
in  studying  crystalline  forms,  the  relations  of  which  are  often 
very  complicated,  always  to  place  the  crystal  in  a  definite  posi- 
tion. It  will  be  found  most  convenient  to  place  the  principal 
axis  in  a  vertical  direction.  The  observance  of  this  rule  greatly 
facilitates  the  comparison  of  the  compound  with  the  simple  forms. 

The  six  classes  into  which  crystals  are  subdivided  are  the 
follomng : — 1st,  the  Regular  or  Tessular  system;  2nd,  the 
Right  square  prismatic,  or  pyramidal;  3rd,  the  Rhombohedral ; 
4th,  the  Prismatic ;  5th,  the  Oblique ;  6th,  the  Doubly  oblique. 

I.  The  Regular,  or  Tessular,  or  Cubic  System,  is  characterized 
by  three  equal  axes,  a  a,  a  a,  a  a,  figures  56,  57,  58,  around, 
which  the  crystals  are  symmetrically  arranged :  ci'ystals  of  this 
class  are  hence  often  designated  as  monometric :  the  three  axes 
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cross  each  other  at  right  angles.  Crystals  belonging  to  this 
system  expand  equally  in  all  directions  wlien  heated,  and  refract 
light  simply.  The  most  important  varieties  of  simple  forms  are 
the  cube,  as  shown  in  fluor  spar,  common  salt,  and  iron  pyrites 
(fig.  56,  1) :  the  octohedron  (fig.  56,  5),  exemplified  by  alum  and 
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Passage  of  the  Cube  to  the  Octohedron. 


magnetic  iron  ore;  the  tetrahedron  (fig.  58,  3),  sometimes  seen 
in  copper ;  and  the  rhombic  dodecahedron  (fig.  57,  3),  as  in  the 
garnet  and  cobalt  sulphide.  Upon  the  geometrical  relations  of 
these  forms,  a  single  instance  showing  one  of  the  simplest  cases 
of  such  a  connexion  will  suffice  : — 

From  the  cube  may  readily  be  deduced  the  three  other  allied 
forms  of  the  regular  system.  By  truncating  each  of  the  eight 
solid  angles  by  planes  equally  inclined  to  the  three  adjacent  faces 
of  the  cube,  we  obtain  the  octohedron,  in  which  the  three  axes 
of  the  cube  terminate  in  the  six  solid  angles  of  the  figure,  one  of 
which  consequently  corresponds  to  the  centre  of  each  side  of 
the  cube.  (See  fig.  56.)  The  faces  marked  0  are  those  of  the 
octohedron. 

By  replacing  each  of  the  twelve  edges,  d  d  d,  of  the  cube,  we 
arrive  at  last  at  the  rhombic  dodecahedron.     (Fig.  57.) 

By  truncating  the  alternate  angles,  t  t,  we  obtain  the  tetra- 
hedron, as  shown  in  fig.  58. 

Homohedral,  or  Holohedral  forms,  are  those  which,  like  the 
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cube  and  octoliedron,  possess  the  highest  degree  of  symmetry 
of  which  the  system  admits.    Hemihedral  forms,  on  the  other 
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Passage  of  the  Cube  to  the  Dodecahedron. 

hand,  are  those  which  may  be  derived  from  a  holohedral  form, 
as  the  tetrahedron  is  from  the  octohedron  (fig.  50),  or  from 
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Passage  of  the  Cube  to  the  Tetrahedron. 


the  cube  (fig.  58),  by  supposing  half  the  faces  of  the  holohedral 
form  omitted,  or  its  alternate  angles  or  edges  replaced,  according 
to  a  certain  law.  Again,  if  half  the  faces  of  a  hemihedral  crystal 
be  omitted,  a  tetartohedral  form  is  the  result. 

These  relations  will  be  readily  traced,  even       Pig-  59- 
by  those  unacquainted  with  geometry,  by  cutting 
out  two  or  three  cubes  in  soap,  or  some  other 
sectile  body,  and  paring  down  the  angles  or  edges 
in  the  manner  above  described. 

In  a  similar  manner,  by  inserting  wires  into 
an  apple  (fig.  59),  we  may  represent  to  the  eye 
the  direction  assumed  by  each  of  the  axes  of  a 
crystal;  and  by  winding  a  piece  of  thread  round  each  point  of 
the  wires,  and  stretching  the  thread  across  from  one  wire  to 
another,  the  outline  of  an  octohedron  belonging  to  any  of  the 
systems  is  readily  obtained. 
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3.  The  Bight  Square  Prismatic,  or  Pijramidal  System.— In 
this  system  there  are  three  axes,  all  at  right  angles  to  each  other, 
but  two  only,  a  a,  a  a  (fig.  60),  are  equal ;  the  third,  c  c,  being 
either  longer  or  shorter  than  the  others.  The  crystals  of  this 
class,  from  this  circumstance,  are  said  to  be  dimetric.  Generally 
there  is  no  simple  relation  between  the  length  of  the  axis,  c  c, 
and  that  of  the  other  two.  Expansion  by  heat  is  equal  in  two 
directions.  The  crystals  of  this  system  have  only  one  axis  of 
single  refraction,  c  c  (117,  jiS),  as  they,  as  well  as  those  of  the 
four  other  systems  not  yet  described,  exert  double  refraction  on 
light. 

Pig.  60. 
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Pyramidal,  or  Eight  square  Prismatic  System. 


Four  principal  forms  belong  to  this  system — viz.,  two  prisms 
with  a  square  base,  and  two  octohedra.  The  prisms  differ  fi'om 
each  other  according  as  the  equal  axes,  a  a,  a  a,  terminate  in  the 
angles  of  the  base,  as  seen  in  fig.  60,  i  j  or  in  the  sides  of  the 
base,  as  at  2.  Similar  differences  exist  in  the  two  octohedra. 
The  octohedron  is  said  to  be  direct,  when  the  axes  end  in  the 
angles,  and  inverse,  when  they  end  in  the  edges.  3  represents  a 
right  square  prism  the  axes  of  which  terminate  in  the  edges  of  the 
crystal ;  in  4,  the  axes  terminate  in  the  sides  of  the  prism  ;  5  is 
the  direct  octohedron,  with  its  axes  in  the  solid  angles ;  6,  the 
inverse  octohedron,  with  the  axes  in  the  edges.  Examples  of  this 
system  are  seen  in  potassic  ferrocyanide,  mercuric  cyanide,  tin- 
stone, and  anatase. 

In  consequence  of  the  absence  of  any  fixed  relation  in  length 
between  the  principal  axis,  c  c,  and  the  other  two  axes,  in  the 
four  different  prismatic  systems,  these  prisms  may  vary  in  length 
indefinitely.  In  some  cases,  the  axis,  c  c,  is  so  short  that  the 
crystal  assumes  the  form  of  a  flattened  plate,  when  it  is  said  to 
be  a  tabular  crystal ;  in  others  it  forms  a  long  prism  of  indefinite 
length.  In  the  octohedron  of  the  various  prismatic  systems,  the 
principal  axis,  cc,  does  not,  even  in  the  same  compound,  always  bear 
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the  same  proportion  in  length  to  the  other  two  axes  ;  though  in 
these  various  octohedraj  the  axis,  c  c,  always  bears  some  simple 
ratio  in  length  to  those  of  the  other  octohedra  of  the  same  body. 

3.  The  Bhomhohedral,  or  Hexagonal  Sijstem. — In  this  system 
there  are  four  axes;  three  of  them,  a  a,  a  a,  a  a,  are  of  equal 
lengths,  are  situated  in  the  same  plane,  and  cross  each  other  at 
angles  of  60° ;  whilst  the  fourth,  c  c,  is  perpendicular  to  these, 
and  may  vary  in  length.  The  crystals  of  this  class  produce,  iu 
a  very  marked  manner,  the  effects  of  double  refraction  on  light. 
They  have  one  axis,  c  c,  of  single  refraction ;  and  by  the  applica- 
tion of  heat  expand  equally  in  two  directions.  In  this  system 
the  principal  forms  (fig.  61)  are  the  bi-pyramidal  dodecahedron,' 
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3,  (of  Avhich  there  are  two  varieties,  according  as  the  axes  ter- 
minate in  the  angles  of  the  base,  i,  when  it  constitutes  a  direct 
dodecahedron ;  or  in  its  sides,  2,  when  the  dodecahedron  is  said 
to  be  inverse)  ;  the  rhombohedron,  4,  and  the  six-sided  prism,  5. 
Of  each  of  these  forms  there  are  likewise  two  varieties,  depend- 
ing upon  the  position  of  the  axes.  4  is  an  inverse  rhombohe- 
dron. Among  crystals  which  belong  to  this  system  are  ice, 
quartz,  beryl,  Iceland  spar,  and  sodic  nitrate. 

Fig.  62  represents,  in  one  view,  the  manner  in  which  the 
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principal  forms  in  each  of  the  first  three  systems  can  be  described 
about  the  crystallographic  axes,  i  exhibits  the  octohedron  in- 
scribed in  the  cube ;  2  shows  both  varieties  of  the  octohedron 
and  of  the  square  prism ;  3  the  six-sided  prism,  containing  the 
rhombohedron  and  bi-pyramidal  dodecahedron. 

The  relations  of  the  first  tliree  systems  are  simple,  and  easily 
traced ;  the  other  three  systems  are  more  complicated,  owing  to 
the  variety  introduced  by  the  irregular  lengths  and  obliquities  of 
the  axes. 

4.  The  Right  Rectangular  Prismatic,  or  Prismatic  System. — 
The  crystals  of  this  system  have  three  axes,  aa,bb,cc  (fig.  63), 
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all  at  right  angles  to  each  other ;  each  axis  differs  from  the 
others  in  length,  and  they  usually  bear  no  simple  proportion 
to  each  other.  Crystals  of  this  class  are  hence  termed  trimetric 
by  some  writers.  In  this  and  in  the  two  remaining  systems,  the 
crystals  expand  unequally  by  the  application  of  heat,  in  the  three 
directions  of  these  axes ;  and  they  have  two  other  resultant  axes 
in  which  there  is  no  double  refraction  (118). 

The  principal  varieties  of  the  prismatic  system  are  the  right 
octohedron  with  a  rhombic  base  (fig.  63,  4),  or  right  rhombic 
octohedron ;  and  the  right  prism  with  a  rhombic  base  or  right 
rhombic  prism,  5.  Both  these  figures  have  a  rhombic  base,  1  ; 
the  axes  terminate  in  the  solid  angles  of  the  octohedron,  and  in 
the  edges  of  the  prism.  Owing  to  the  inequality  in  the  lengths 
of  the  axes,  the  sections  of  the  octohedron  through  a  b  a  b,  1, 
c  a  c  a,  2,  and  c  b  c  b,  0^,  though  all  rhombic  in  form,  are  each 
diflFerent  in  dimensions.  The  faces  of  the  octohedron  are  all 
equal,  but  the  length  of  each  side  of  its  triangular  faces  is 
different.  To  this  class  belong  nitre,  aragonite,  topaz,  baric 
sulphate,  and  sulphur  obtained  by  evaporation  from  carbonic 
disulphide. 

5.  The  Oblique,  or  Monoclinic  System,. — The  three  axes  of  this 
system  may  all  differ  in  length ;  two  of  them,  c  c,  a  a,  cross 
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each  other  obliquely  (fig.  64,  2)  ;  the  third,  b  b,  is  perpendicular 
to  both  the  others;  generally  there  is  no  simple  proportion  be- 
tween the  lengths  of  the  different  axes.  The  principal  forms  are 
the  oblique  octohedron  with  a  rhombic  base^  4,  and  the  oblique 
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rhombic  prism,  5,  in  both  of  which  the  axes  are  in  the  angles  of 
the  crystal.  The  base  of  the  figure  in  each  case  is  a  rhombus, 
I,  in  which  the  axes  a  a,  b  b,  cross  each  other  at  right  angles. 
In  the  octohedron,  the  section  through  the  two  oblique  axes, 
a  a,  c  c,  2,  is  a  rhomboid ;  the  axis,  c  c,  crosses  the  third  axis, 
b  b,  perpendicularly,  and  a  section  through  these  axes  produces 
the  rhombus  shown  in  3.  The  octohedron  of  this  system  is  not 
perfectly  symmetrical.  Each  of  the  three  sides  forming  its  tri- 
angular faces  differs  from  the  others  in  length,  and  the  faces  are 
of  two  kinds.  The  two  upper  front  faces  of  4,  fig.  64,  correspond 
to  the  two  lower  back  faces,  and  the  other  four  faces  are  alike. 
Besides  the  oblique  rhombic  octohedron,  there  are  three  forms  of 
the  oblique  rhombic  prism  ;  the  kind  of  prism  being  defined  by 
the  axis  with  which  the  long  axis  of  the  prism  coincides.  Sodic 
sulphate,  hydric  disodic  phosphate,  sulphur  crystallized  by  fusion 
and  slow  cooling,  borax,  and  ferrous  sulphate  offer  examples  of 
crystals  belonging  to  this  class. 

6.  The  Doubly  Oblique,  Triclinic,  or  Anorthic  System. — In 
this  system  each  of  the  three  axes  may  differ  from  the  others  in 
length,  and  all  cross  each  other  obliquely.   The  principal  varieties 
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of  crystalline  form  are  tlie  doubly  oblique  octohedron  (fig.  65,  2), 
the  base  of  which  is  seen  at  i,  and  the  doubly  oblique  prism,  3' 
The  octohedron  is  not  symmetrical  in  its  form:  its  four  upper 
faces  are  all  alike,  but  each  face  corresponds  to  the  lower  face 
which  is  parallel  to  it.  Cupric  sulphate  and  bismuth  nitrate 
belong  to  this  class,  which,  however,  contains  comparatively  few 
substances.  Some  of  the  varieties  of  crystalline  forms  which  it 
includes  are  very  complicated,  and  difficult  to  define. 

Isomorphism— Dimorphism — Allotropy. 

(83)  Isomorphism.— OWm^  to  the  comparatively  small  number 
of  forms  which  belong  to  the  regular  system,  and  to  the  perfect 
symmetry  which  characterizes  them,  it  necessarily  happens  that 
a  variety  of  bodies,  very  dissimilar  in  properties  and  in  chemical 
composition,  assume  crystalline  forms  which  are  not  distinguish- 
able from  each  other,  since  they  coincide  exactly  in  their  angular 
measurements.  For  example,  the  elements — carbon,  gold,  and 
copper,  and  the  compounds — plumbic  sulphide,  iron  pyrites,  fluor 
spar,  alum,  and  spinelle,  all  crystallize  in  cubes  or  octohedra 
which  perfectly  resemble  each  other ;  yet  these  substances  present 
no  similarity  to  each  other  either  in  properties  or  in  chemical 
composition. 

Crystals  which  belong  to  the  other  systems,  however,  do  not 
so  frequently  present  this  exact  similarity  in  form ;  for  though 
they  may  crystallize  in  similar  prisms  or  octohedra,  yet  a  mea- 
surement of  the  angles  will  suffice  to  show  considerable  diflfe- 
rences  in  the  length  of  the  axes,  and,  in  the  case  of  the  two 
oblique  systems,  in  the  inclination  of  the  axes  to  each  other.  But 
in  these  systems  likewise,  as  well  as  in  the  regular  system,  cases 
occur  in  which  an  exact,  or  almost  exact  identity  in  crystalline 
form,  even  in  these  respects,  is  found.  In  the  larger  number  of 
these  instances,  as  Mitscherlich  has  proved,  the  chemical  composi- 
tion of  the  substances  which  thus  correspond  in  form  is  analogous. 
Bodies  which  possess  this  similarity  in  form  are  termed  isomor- 
p]ious  (from  iaoq,  equal,  ixopc^tri,  form).  The  term  isomorphous  is, 
however,  restricted  to  such  substances  as  exhibit  not  only  simi- 
larity in  form,  but  at  the  same  time,  the  analogy  in  their  chemi- 
cal composition  just  alluded  to.  The  diamond  (C),  magnetic 
oxide  of  iron  (FeO,  FcgOg),  and  alum  (KgAU  4  SO,p  24  H.O),  all 
crystallize  in  octohedra,  yet  they  are  not  usually  cited  as  in- 
stances of  isomorphism  :  but  the  spiuellc-ruby  (IMgO,  ALO,,). 
magnetic  oxide  of  iron  (FeO,  FcgOg),  and  chrome-iron  ore  (FeO, 
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Cr^Og),  not  only  crystallize  in  the  same  foruij  but  have  a  con- 
stitution perfectly  analogous,  and  are  therefore  truly  isomorphous. 
Mitscherlich,  indeed,  endeavoured  to  show  that  crystalline  form 
is  independent  of  the  chemical  nature  of  the  atoms,  and  that  it 
is  determined  only  by  their  grouping  and  relative  position ;  the 
same  number  of  atoms  combined  in  the  same  way,  always  pro- 
ducing the  same  crystalline  form. 

This  statement  is  not  strictly  true  :  the  elementary  bodies 
have  by  no  means  all  of  them  the  same  crystalline  form^  which  may 
be  due  to  their  molecules  possessing  different  atomic  structures ; 
and  it  is  found  that  even  when  the  chemical  constitution  is  the 
same,  though  there  may  frequently  be  a  close  similarity  in  the 
form  assumed,  yet  a  careful  measurement  of  the  angles  indicates 
differences  in  the  length  or  inclination  of  the  axes.  For  example 
— the  carbonates  of  calcium^  manganese,  magnesium,  iron,  and 
zinc,  all  crystallize  in  rhombohedra ;  but  the  corresponding 
angles  of  these  several  crystals  are  all  different,  as  the  following 
table  shows  : — 

Calcic  carbonate  (calc  spar)  .  .  CaCOg  .  105°  5' 
Manganous  carbonate  (diallogite)  .  MnCOg  .  106°  51' 
Ferrous  carbonate  (chalybite)  .  .  FeCOg  .  107°  o' 
Magnesic  carbonate  (magnesite)  .  MgCOg  .  107°  29' 
Zincic  carbonate  (calamine)      .    .    ZnCOg     .     107°  40' 

These  differences  are  in  all  probability  partially  due  to  diffe- 
rences in  the  crystalline  arrangement  of  the  elementary  molecules 
of  some  of  the  components,  and,  as  Kopp  has  shown,  in  the  atomic 
volume  or  space  occupied  by  these  ultimate  molecules.  The 
crystals  of  metallic  zinc  and  iron,  for  instance,  belong  to  different 
systems,  so  that  it  is  not  surprising  that  some  difference  should 
be  observed  in  the  form  of  their  corresponding  compounds ;  and 
if  Mitscherlich's  law  be  confined  to  compound  bodies,  these  very 
differences  which  have  been  supposed  to  militate  against  it,  will 
prove  to  be  remarkable  corroborations  of  its  truth,  as  they  show 
that  the  number  and  collocation  of  the  atoms  may  overcome  the 
tendency  of  some  of  the  atoms  of  the  elementary  components  to 
assume  different  forms.  It  also  shows,  moreover,  that  it  is  unsafe 
to  infer  isomorphism  in  the  elements  simply  from  the  occurrence 
of  isomorphism  in  the  compounds  which  they  yield.  It  must, 
however,  be  borne  in  mind  that  bodies  which  are  analogous  in 
chemical  composition  and  in  properties,  are  not  necessarily  isomor- 
phous :  for  example,  magnesic  carbonate  (MgCOg)  crystallizes  in 
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rhomboliedra,  whilst  strontic  carbonate  (SrCO^)  assumes  the  form 
of  oblique  rhombic  prisms. 

It  not  uufrequently  liappens  that  a  compound  group  like 
ammonium  (H  ^N),  if  equivalent  in  function  to  a  simple  substance 
like  potassium  (K),  will  form  compounds  with  the  acid  radicles, 
which  are  isomorphous  with  those  of  the  simple  substance  with 
the  same  radicles;  this  is  manifest  in  potassic  chloride  (KCJ) 
and  ammonic  chloride  (H^NCl),  both  of  which  crystallize  in  cubes. 
Potassic  sulphate  {K3SOJ  is  in  like  manner  isomorphous  with 
ammonic  sulphate  [(H4N)2SOJ,  and  so  on  through  the  greater 
number  of  the  corresponding  compounds  of  potassium  and 
ammonium. 

(84)  Chemical  Bearings  of  Isomorphism. — This  discovery  of 
the  coincidence  of  similarity  in  crystalline  form  with  similarity  in 
chemical  composition,  is  one  of  the  most  important  generalizations 
yet  arrived  at  in  the  science  of  crystallography.  It  has  rendered 
great  service  to  chemistry  by  facilitating  the  classification  of  com- 
pounds, and  it  has  often  called  attention  to  analogies  in  composi- 
tion which  might  otherwise  have  been  overlooked.  In  determining 
the  atomic  weight  of  a  substance  it  is  also  frequently  of  essential 
value ;  but  its  application  to  these  purposes  will  be  more  advan- 
tageously examined  at  a  future  period. 

Bodies  which  approach  each  other  thus  closely  in  crystalline 
form  often  occur  mixed  together  in  variable  proportions  in  regu- 
larly crystallized  minerals.  Such  isomorphous  compounds  cannot 
be  separated  by  the  method  of  crystallization.  Indeed  it  is 
quite  possible  to  obtain  crystals  consisting  of  alternate  layers  of 
diflPerent  isomorphous  salts,  if  they  have  nearly  the  same  degree 
of  solubility  in  water.  An  octohedral  crystal  of  ordinary  alum, 
for  example,  if  transferred  to  a  solution  of  chrome  alum  (a  com- 
pound isomorphous  with  ordinary  alum,  and  which  differs  from  it 
in  containing  chromium  in  the  place  of  aluminium),  will  continue 
to  increase  in  size  regularly,  and  a  layer  of  the  metallic  salt  will 
be  deposited  on  the  common  alum.  If  the  crystal  be  transferred 
again  to  the  original  solution  of  alum,  a  fresh  layer  of  colourless 
alum  will  be  formed  upon  the  chromium  salt,  and  so  on  in  suc- 
cession. 

A  large  number  of  metals,  when  united  with  the  same  acid 
radicle,  furnish  salts  which  are  isomorphous.  For  instance,  the 
sulphates  of  magnesium,  zinc,  iron,  nickel,  cobalt,  manganese, 
and  cadmium,  all  crystallize  in  similar  forms.  The  isomorphism 
of  many  acid  radicles,  when  united  with  the  same  metal,  such  as 
potassium  or  sodium,  is  not  less  evident:  sulphate,  seleniate, 
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chromate,  and  manganate  of  potassium,  all  have  the  same  form; 
and  the  isomorphism  of  the  corresponding  phosphates  and 
arseniates  of  sodium  is  equally  striking. 

(85)  The  following  table  exhibits  some  of  the  more  important 
of  the  groups  in  which  the  existence  of  isomorphism  has  been 
distinctly  ascertained : — 


Diamond 

Lead 

Iron 

Copper 

Silver 

Gold  _ 

Cadmium 

Mercury 

Palladium 


Alumina 
Ferric  oxide  . . . 
Chromic  oxide 
Ilmenite 


Arsenious  anhydride 
Antimonious  oxide 


Tinstone 
Rutile  ... 


ISOMORPHOUS  GROUPS. 
(A.)  Elements. 


Arsenic 
Antimony 
Bismuth 
Tellurium  (?) 


{IB.)  Compounds. 


AlgOg 

EeA 
CrgOg 
(FeTi)„0., 


AsjOj 

Sb^Og 


SnO„ 
TiO; 


Sulphides* 

Arsenides 

Antimonides 


7 


Potassium-coTivpounds  of 
Chlorine 
Iodine  ... 
Bromine 
Fluorine 
Cyanogen 


KCl 

KI 

KBr 

KF 

KCy 


Salts  of  the  following  Acid  Radicles  when  united  with  the  same 
M!  representing  any  Monad  or  Monobasic  Metal. 

8 


Metal 


Phosphates 
Arseniates 


Sulphates 
Seleniates 
Chromates 
Manganates 


M'^PO, 
M'aAsO, 


M'jSO, 

M'gSeO^ 
M'aCrO, 
M'.,MnO, 


10 


Molybdates   

Tungstates  

Chromates  (in   the   un-  ^ 

usual  form  of  Plumbic  >  Pb"CrO 


chromate) 


Perchlorates 
Permanganates 


II 


M'^MoO, 
4 


M'CIO^ 
M'MnO. 


*  It  appeared  to  be  anomalous,  upon  the  earlier  supposition  that  the  atomic 
weight  of  sulphur  was  16,  that  32  parts  of  sulphur  should  be  isomorphous  with 
75  of  ai-senic,  two  atoms  of  sulphur  apparently  being  isomorphous  with  one  of 
arsenic ;  but  if  the  atomic  weight  of  sulphur  is  admitted  to  be  32,  the  anomaly 
disappears.  A  similar  remark  applies  to  the  permanganates  and  perchlorates,  if 
the  atomic  weight  of  manganese  be  taken  as  27*5.    The  permanganates  would 
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Salts  of  the  follotoing  Metals  when  united  with  Equivalent  Quantities  of 
the  same  Halogen  or  Acid  Radicle. 

12 


Magnesium 
Calcium  (in  Calc  Spar) 
Zinc 

Cadmium 
Iron 

Manganese 
Cobalt 
Nickel 
Copper 

Lead  (in  Plumbo-calcite) 


^3 
Barium 

Strontium 

Calcium  (in  Aragonite) 
Lead 

Double  Chlorides  of 

Platinum    2  KCl.PtCI^ 

Osmium    2  KCl,0sCl4 

Iridium    2  KClJrCI^ 


^5 

Potassium  I  Ammonium 

(86)  Dimorphism. — Another  very  remarkable  fact  connected 
with  crystallization  has  been  observed  in  a  few  bodies.  Some 
substances,  sulphur,  for  example,  are  capable  of  assuming  two  dis- 
similar forms,  according  to  the  temperature  at  which  the  crystals 
are  produced.  Sulphur,  as  it  is  found  crystallized  in  nature,  or 
as  it  is  obtained  by  the  spontaneous  evaporation  of  its  solution  in 
carbonic  disulphide  or  in  chloride  of  sulphur,  is  deposited  in  the 
form  of  octohedra  with  a  rhombic  base,  which  is  one  of  the  forms 
of  the  4th,  or  prismatic  system.  When  obtained  by  the  slow 
cooling  of  a  mass  of  melted  sulphur,  beautiful  amber- coloured 
prismatic  crystals  are  obtained,  belonging  to  the  5th,  or  oblique 
system.  These  oblique  prisms,  in  the  course  of  a  few  days,  at  the 
usual  atmospheric  temperature,  become  opaque,  lose  their  cohe- 
sion, and  are  gradually  converted  into  a  congeries  of  octohedra. 
A  similar  change  is  produced  in  the  octohedral  crystals  by  ex- 
posing them  for  some  time  to  a  heat  of  about  110°  C,  but  the 
opacity  is  in  this  case  due  to  the  formation  of  prismatic  crystals. 
The  crystalline  axes  of  the  two  forms  differ,  and  consequently 
the  crystals  belong  to  different  systems.  Bodies  capable  of  thus 
assuming  two  forms  geometrically  incompatible  are  said  to  be 
dimorphous. 

Many  other  instances  might  be  mentioned.  Carbon,  in  its  pure 
state,  as  it  occurs  in  the  diamond,  is  crystallized  in  the  1st,  or 
regular  system,  in  octohedra,  or  in  allied  forms ;  but  in  graphite, 
as  it  separates  from  cast  iron  when  fused,  it  assumes  the  shape  of 


then  appear  to  contain  two  atoms  of  manganese,  whilst  the  perchlorates  contain 
only  one  of  chlorine ;  but  assuming,  as  we  have  done,  on  other  grounds,  that 
the  atomic  weight  of  manganese  should  be  doubled,  or  should  be  55,  then  it 
follows,  as  a  matter  of  course,  that  the  number  of  atoms  of  manganese  and  chlo- 
rine are  alike  in  the  two  compounds. 
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six-sided  plates,  Avhich  belong  to  the  rhombohedral  system.  Calcic 
L  urbonate  usually  occurs  in  forms  of  the  3rd  system,  reducible  by 
cleavage  to  rhombobedra,  like  those  of  Iceland  spar^  and  it  is  thus 
ibrmed  by  crystallization  at  low  temperatures ;  but  occasionally  it 
occurs  in  the  rectangular  prisms  of  the  4th  system,  as  in  the 
laiueral  aragonite ;  and  the  microscopic  crystals  which  are  formed 
when  calcic  carbonate  is  deposited  from  its  solution  by  carbonic 
acid  in  water,  on  the  application  of  a  heat  of  100°  C,  have  also 
;this  form  (G.  Rose).    Another  beautiful  instance  of  dimorphism 
i  is  afforded  in  mercuric  iodide.    When  this  body  is  heated,  it  fuses, 
1  boils,  and  is  converted  into  vapour,  which  condenses  upon  the 
sside  of  the  tube  as  a  yellow  crystalline  crust,  composed  of  minute 
I  rhombic  plates.     Slight  friction,  such  as  a  mere  scratch  upon  a 
s  single  point,  changes  the  form  from  the  rhombic  plate  to  that  of 
san  octohedron  with  square  base,  and  the  change  is  rendered 
1  visible  to  the  eye  by  the  accompanying  substitution  of  a  bright 
s  scarlet  for  the  yellow  colour.     If  the  quantity  of  the  iodide 
'  operated  on  be  at  all  considerable,  the  temperature  of  the  mass 
I  may  be  observed  to  rise  as  much  as  3°  C.  during  the  conversion 
.of  the  yellow  into  the  red  salt  ( Weber). 

In  certain  cases  the  forms  of  a  crystal  belonging  to  one  system 
imay  approach  very  closely  to  those  of  ciystals  belonging  to  a 
1  totally  different  system :  for  instance,  bismuth  appears  to  crys- 
1  tallize  in  cubes,  but  in  reality  it  assumes  the  form  of  a  rhombohe- 
t  dron,  the  angles  of  which  are  92°  20',  and  87°  40',  or  so  close  upon 
1  right  angles,  as  to  ordinary  observation  to  be  confounded  with 
1  them :  the  derivative  forms,  however,  in  such  cases  are  always 
very  different,  and  generally  enable  the  observer  to  point  out  the 
1  true  system  to  which  the  crystal  belongs. 

According  to  the  observation  of  Pasteur,  instances  of  dimor- 
phism usually  occur  when  one  of  the  two  forms  is  nearly  upon 
the  limit  of  the  system  to  which  it  belongs  {Ann.  Chim.  Phys. 
1848  [3],  xxiii.  271).  For  example,  the  angles  of  the  yellow 
:  rhombic  plates  of  mercuric  iodide  do  not  differ  much  from  those 
'  of  the  octohedron  of  the  prismatic  system  to  which  the  red 
variety  of  this  compound  belongs,  and  a  similar  remark  is 
applicable  to  the  prisms  and  the  octohedra  of  sulphur. 


*  The  following  substances,  according  to  Professor  W.  H.  Miller,  are  also 
dimorphous  : — Titanic  anhydride,  prismatic  in  brookite,  pyramidal  in  rutile ; 
ferric  disulphide,  cubic  in  ordinary  pyrites,  prismatic  in  white  pyrites  (mar- 
casite);  potassic  sulphate,  usually  prismatic,  sometimes  rhombohedral;  nitre, 
usually  prismatic,  sometimes  rhombohedral ;  diarsenide  of  nickel  (NiAs^),  usually 
cubic,  but  prismatic  in  the  white  variety. 
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Some  substances  are  stated  to  be  even  trimorphous,  that  is,  they  crystallize 
in  three  different  systems.  Both  zincic  seleniate  (ZnSeO^,  7  H^O)  and  zincic 
sulphate  (ZnSO^,  7  H,0),  and  nickel  seleniate  (NiSeO^,*;  H„0)  and  nickel 
sulphate  (NiS04,  7  H^O),  according  to  Mitscherlich,  exhibit  this  peculiarity. 
Nickel  sulphate  crystallizes  below  15°  C.  in  right  rhombic  prisms;  between  15° 
and  20°  C.  in  acute  square-based  octohedra;  and  when  the  temperature  is  above 
30  C.  in  oblique  rhombic  prisms.  In  the  first  case  the  crystals  belong  to  the 
prismatic,  in  the  second  to  the  pyramidal,  and  in  the  third  to  the  oblique  system. 
If  the  right  rhombic  crystals  be  placed  in  the  summer's  sun  for  a  few  days  they 
become  opaque,  but  still  retain  the  form  of  the  prism,  which  is  found,  when 
broken,  to  consist  of  a  mass  of  octohedra.* 

It  is  not  unlikely  that  the  change  of  tenacity  produced  in 
some  of  the  metals  by  elevation  of  temperature,  and  exhibited  in 
a  marked  degree  by  zinc,  is  produced  by  some  modification  of 
their  crystalline  form  under  the  action  of  heat. 

The  influence  of  temperature  in  thus  subverting  the  direction 
of  the  molecular  attractions  in  obedience  to  which  crystals  are 
formed,  has  as  yet  scarcely  been  made  the  subject  of  systematic 
research ;  its  further  prosecution,  however,  cannot  fail  to  throw 
much  additional  interesting  light  upon  our  knowledge  of  the 
operation  of  molecular  attraction. 

In  certain  cases  two  isomorphous  bodies  are  similarly  dimor- 
phous, or  isodimorphous,  such,  for  instance,  as  arsenious  anhydride 
and  antimonious  oxide,  both  of  which  crystallize  in  regular  octo- 
hedra and  in  four-sided  prisms  ;  palladium  and  iridium,  as  well 
as  potassic  and  sodic  nitrates,  which  all  crystallize  in  rhomboidal 
prisms  or  in  hexagonal  prisms ;  cuprous  and  argentic  sulphides, 
which  occur  either  in  cubes  or  in  rhomboidal  prisms. 

(87)  Allotropy. — Independently  of  dimorphism,  the  particles 
of  many  solids  are  capable  of  other  modes  of  arrangement,  which, 
without  altering  the  chemical  composition  of  the  body,  yet  pro- 
duce a  very  important  modification  of  many  of  its  properties, 
both  chemical  and  physical. 

There  appear  to  be  four  diflerent  conditions  in  which  solid 
bodies  may  exist.  They  may  be — 1st,  crystalline,  as  diamond, 
garnet,  felspar  ;  2nd,  vitreous  or  glassy,  as  glass  itself,  transparent 
arsenious  anhydride,  and  barley  sugar;  3rd,  amorphous,  or  desti- 
tute of  crystalline  form  altogether,  as  tinder,  chalk,  or  clay  ;  and 
4th,  organized,  or  arranged  in  masses,  consisting  of  cells,  fibres, 
or  membranes,  like  the  tissues  of  animals  or  vegetables,  as  hair. 


*  According  to  De  Marignac,  however,  nickel  sulphate  in  the  second  and 
third  forms  contains  i  HjO  less  than  it  does  when  crystallized  in  right  rhombic 
prisms ;  and  if  this  be  true  for  nickel  sulphate,  it  is  most  probably  the  case 
with  the  other  salts  above  mentioned  as  trimorphous. 
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musclcj  skin,  wood,  bark,  leaves,  &c.  To  these  organized  struc- 
tures no  further  allusion  will  for  the  present  be  made,  since  they 
are  producible  only  by  the  living  organism. 

Many  substances  are  capable  of  assuming  indifferently  any 
one  of  the  first  three  of  these  conditions.  Sulphur,  for  example, 
often  occurs  naturally  in  beautiful  octohedral  crystals,  and  may 
always  be  obtained  in  this  form  by  allowing  its  solutions  to 
evaporate  spontaneously  in  the  air.  These  crystals  are  hard  and 
brittle,  and  they  may  easily  be  dissolved  in  carbonic  disulphide. 
But  if  a  quantity  of  these  crystals  be  melted,  and  heated  con- 
siderably beyond  the  boiling  point  of  water,  and  the  liquid  be 
then  suddenly  cooled  by  pouring  it  into  cold  water,  a  tough, 
flexible,  transparent  substance,  of  an  amber  colour,  is  procured, 
which  may  be  kneaded  in  the  hand  or  drawn  out  into  long  threads, 
and  is  less  easily  inflamed  than  ordinary  sulphur.  This  consti- 
tutes vitreous  sulphur ;  but  if  it  be  left  for  a  few  days,  it  becomes 
brittle,  opaque,  and  partly  crystalline.  However,  it  is  not  all 
crystallized,  for  if  digested  with  carbonic  disulphide,  part  of  it 
only  will  be  dissolved ;  the  crystallized  portion  is  taken  up,  and 
a  buff-coloured  powder  is  left,  which  is  insoluble.  It  has  no 
crystalline  appearance,  and  is  amorphous  sulphur.  This,  if  melted 
by  heat,  becomes  as  soluble  as  before.  In  addition  to  these 
alterations  in  consistence,  colour,  inflammability,  and  solubility, 
differences  in  the  densitv  are  observed : — 

Octohedral  sulphur  has  a  density  relative  to  water  of  2*05 
Prismatic  sulphur  „  „  i'955 

Vitreous  sulphur  „  „  „  i'957 

Corresponding  differences  in  the  specific  heat  have  been  observed 
in  these  different  conditions. 

These  three  different  forms  of  sulphur  are  called  allotropic 
modifications  of  sulphur,  and  the  existence  of  the  same  substance 
in  different  forms,  each  endowed  with  different  properties,  is  called 
allotropij  (from  aWoq,  another,  and  Tpo-rroq,  manner). 

Phosphorus  affords  another  excellent  instance  of  this  singular 
series  of  modifications.  Phosphorus,  when  first  prepared  and  as 
sold  in  the  shops,  is  in  the  form  of  transparent,  flexible,  waxy- 
looking  sticks  which  are  of  the  vitreous  variety.-  In  this  form  it 
is  freely  soluble  in  carbonic  disulphide,  melts  in  warm  water  at 
a  temperature  very  little  above  that  of  the  human  body,  and  is 
so  inflammable,  that  if  left  exposed  to  the  air,  even  for  a  few 
minutes,  in  warm  weather,  it  often  takes  fire  and  burns  with 
great  violence.    Phosphorus  has  also  been  obtained  in  crystals. 
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which  are  equally  inflammable  with  the  commoa  form.  But  if 
phosphorus  be  put  into  a  flask  filled  with  nitrogen  or  carbonic 
anhydride,  to  prevent  it  from  taking  fire,  and  be  heated,  with 
various  precautions  to  avoid  accident,  up  to  the  melting  point  of 
tm  (228°  C),  or  rather  higher,  in  a  few  hours  it  will  be  changed 
into  a  red  powder  which,  when  properly  purified,  may  be  exposed 
to  the  air  without  any  danger  of  taking  fire.  In  this  condition 
it  does  not  melt  until  heated  to  500°  (260°  C.j,  or  even  beyond 
that  temperature;  and  it  is  quite  insoluble  in  carbonic  disulphide. 
Yet  it  is  pure  phosphorus,  although  in  the  amorphous  condition. 
By  heating  it  to  about  572°  (300°  C),  in  a  retort  or  vessel  from 
which  the  air  is  excluded,  it  melts,  and  then  cannot  be  dis- 
tinguished from  the  original  phosphorus  that  furnishes  it.  In 
addition  to  these  alterations  in  solubility,  colour,  inflammability 
and  external  appearance,  differences  in  the  density  and  in  specific 
heat  have  been,  observed. 

Many  other  elementary  bodies  exhibit  analogous  allotropic 
modifications,  and  their  number  will  no  doubt  be  increased  as  re- 
searches in  this  direction  become  multiplied.  It  is  probable, 
indeed,  that  such  modifications  exist  in  all  the  elements,  although 
the  properties  of  the  diflFerent  forms  are  certainly  not  always  so 
dissimilar  as  in  the  cases  already  quoted.  Even  in  permanent 
gases  we  have  indications  of  allotropy,  the  remarkable  substance 
ozone  having  been  ascertained  to  be  oxygen  in  a  particularly 
active  condition,  its  molecule  consisting  of  three  atoms  of  oxygen, 
ordinary  oxygen  containing  only  two.  The  formation  of  this 
allotropic  modification  by  an  alteration  in  the  constitution  of 
the  molecule  renders  it  probable  that  the  explanation  of  allo- 
tropy  must  be  sought  in  the  atomic  structure  of  the  elementary 
bodies.  The  consideration  of  special  instances  of  allotropy  will 
be  deferred  until  the  properties  of  the  bodies  themselves  are 
detailed.  Allotropy  does  not  appear  to  be  confined  to  elementary 
bodies ;  but  in  compounds  it  is  not  always  easy  to  determine 
whether  the  corresponding  modifications  may  not  be  due  to 
alterations  in  chemical  composition,  arising  from  a  change  in 
the  mode  of  combination  of  the  different  component  elementary 
bodies  with  each  other. 

It  is  certain,  whatever  be  the  causes  which  thus  influence 
molecular  arrangement,  that  the  particular  arrangement  which 
such  causes  may  produce  in  any  given  case,  has  a  very  material 
influence  in  modifying  the  physical  properties  of  the  body.  When 
a  body  is  homogeneous,  or  when  it  is  symmetrically  arranged,  as 
in  the  crystals  belonging  to  the  regular  system,  the  transmission 
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of  light,  the  expansion  by  heat,  and  the  conductivity  of  the  body 
for  heat,  is  uniform  in  every  direction  ;  but  when  the  molecular 
attractions,  as  shown  by  the  form  of  the  crystal,  are  more  powerful 
in  one  direction  than  in  others,  immediately  a  corresponding 
irregularity  in  the  action  of  the  body  on  light,  and  in  its  ex- 
pansive and  conducting  powers  for  heat,  may  be  traced.  Wertheim 
has  proved  that  the  velocity  of  sound,  when  transmitted  through 
wood,  is  nearly  five  times  as  great  when  transmitted  in  the 
direction  of  the  fibre,  as  when  transmitted  across  it;  and 
Wiedemann  {Poyg.  Ann.  1849,  Ixxvi,  404)  has  shown  that  electric 
induction  occurs  with  varying  degrees  of  facility  in  different 
directions  in  the  same  doubly-refracting  crystal. 


CHAPTER  IV. 

LIGHT. 

Nature  of  Light— Undulations — Reflection — Refraction — Produc- 
tion of  Colour — Chemical  Actions,  Photography — Interference 
— Double  Refraction — Polarization. 

(88)  Chemical  Relations  of  Light. — The  light  which,  operating 
through  the  eye,  gives  exercise  to  the  sense  of  vision,  until  within 
the  last  few  years,  would  have  been  thought  to  have  little  con- 
nexion with  chemistry.  Now,  however,  the  case  is  otherwise, 
and  an  acquaintance  with  the  fundamental  laws  and  properties  of 
light  is  indispensable  to  the  chemist.  The  physical  characters  of 
an  object,  revealed  by  its  action  on  light,  are  often  of  the  greatest 
chemical  value.  Differences  in  refractive  power,  for  example, 
furnish  in  many  cases  the  most  rapid  and  satisfactory  proof  01 
the  genuineness  or  adulteration  of  an  essential  oil.  Varieties  in 
the  amount  and  direction  of  circular  polarization  afford  the  best 
means  in  certain  cases  of  arriving  at  a  knowledge  of  the  varieties 
and  proportions  of  sugar  in  complex  saccharine  liquids.  By  the 
action  of  polarized  light,  the  diamond  and  other  precious  gems 
may  be  distinguished  from  spurious  imitations. 

But  besides  the  indirect  assistance  thus  afforded  to  chemistry, 
the  researches  of  the  last  sixty  years  have  been  gradually  develop- 
ing the  vast  importance  of  light  as  an  agent  in  producing  the 
chemical  changes  which  are  continually  in  operation  upon  the 
surface  of  the  earth  ;  and  they  have  at  length  shown  that  this 
wonderful  emanation  from  the  sun  is,  conjointly  with  heat,  the 
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mainspring  which  maintains  the  chemical  actions,  and  with  them 
the  existence,  of  all  the  varied  forms  of  organic  life  which  teem 
around  us.  The  fixation  of  carbon  in  the  vegetable  creation,  the 
accumulation  of  materials  for  our  habitations  and  for  fuel,  and  the 
maintenance  of  a  uniform  composition  in  the  atmosphere,  rnavbe 
mentioned  in  illustration  of  the  importance  of  its  chemical  actions  : 
whilst  the  fascinating  art  of  photography  gives  proof  of  the 
rapidity  and  the  variety  of  the  changes  which  it  produces;  and 
in  the  new  department  of  spectrum  analysis  we  are  furnished  with 
a  method  of  investigation  which  reveals  to  us  the  composition, 
not  only  of  the  flames  of  furnaces  and  of  volcanoes,  but  even  of 
the  luminous  atmosphere  of  the  sun,  the  fixed  stars,  and  the 
nebulae,  extending  the  range  of  our  inquiries  through  distances 
limited  only  by  that  through  which  the  object  is  visible. 

The  investigation  of  the  laws  of  light  belongs  to  the  science 
of  optics :  in  the  following  pages,  therefore,  reference  will  only  be 
made  to  some  of  its  principal  properties,  a  knowledge  of  which  will 
be  a  necessary  preparation  to  the  study  of  its  chemical  effects. 

(89)  Sources  of  Light. — t.  The  great  natural  sources  of  light 
are  the  sun  and  the  heavenly  bodies,  but  there  are  several  modes 
of  procuring  light  by  artificial  means.  The  other  chief  sources  of 
light  are  the  ignition  of  solids  ;  phosphorescence  by  heat ;  luminous 
animals  ;  phosphorescence  of  decaying  animal  matter ;  electricity ; 
and  certain  cases  of  crystallization. 

2.  Ignition  of  Solids. — Whenever  any  solid  object  is  raised  to 
a  high  temperature  (about  980°  or  1000°  F.,  equivalent  to  526° 
or  538°  C),  it  becomes  luminous.  A  current  of  gaseous  matter 
may  have  a  temperature  of  upwards  of  2000°  (1093°  C.)  without 
becoming  luminous.  If,  however,  a  solid  be  introduced  into  such 
a  current  of  heated  gas,  it  begins  to  throw  ofi"  light  in  all  directions, 
even  though  it  may  not  burn,  and  may  experience  no  chemical 
change;  under  such  circumstances,  it  is  said  to  become  incan- 
descent. The  colour  of  the  light  varies  with  the  temperature. 
"When  first  perceptible  it  is  of  a  dull  red  colour,  and  as  the 
temperature  rises,  it  passes  thi'ough  orange  and  yellow  into  a 
full  white,  which,  when  the  temperature  becomes  extremely 
high,  assumes  something  of  a  violet  tinge. 

The  experiments  of  Draper  {Phil.  Mag.  1847  [3]>  -'^5:x.  345) 
show  that  platinum  begins  to  emit  light  in  the  dark  at  a  tem- 
perature which  he  estimates  at  about  977°  (525°  C).  He  also 
found,  by  introducing  dilferent  substances  into  a  clean  gun-barrel, 
and  raising  the  barrel  to  a  dull  red  heat,  and  then  looking  down 
into  the  barrel,  that  they  all  became  red  hot  at  the  same  time 
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witllin  the  barrel.  The  materials  submitted  to  experiment  were^ 
platinutUj  brass^  antimony,  lead,  and  gas  carbon  ;  to  these  I  may 
add,  porcelain,  black  lead  ware,  copper,  and  palladium.  Chalk 
and  marble  became  visible  before  the  barrel  was  red  hot,  and  the 
phosphorescence  of  fluor  spar  was  still  more  marked.  At  a  tem- 
perature which,  from  the  expansion  of  the  platinum,  Draper  esti- 
mated at  1210°  (659°  C),  the  light  of  a  strip  of  platinum,  heated 
by  the  voltaic  current,  was  red,  and  extended  up  to  the  line  F  of 
the  solar  spectrum  (106),  where  the  colour  of  the  emitted  light 
was  greenish  grey.  At  1325°  (718°  C.)  the  spectrum  was  pro- 
longed into  the  bluish  green.  At  [440°  (782°  C.)  the  blue  extended 
beyond  Fraunhofer's  line  G;  and  at  2130°  (1165°  C.)  a  pure  and 
intense  spectrum,  reaching  as  far  as  H,  was  obtained. 

This  observation  may  be  carried  still  further  by  noting  the 
eflFects  produced  upon  the  increase  in  the  extent  of  the  chemical 
action  in  the  more  refrangible  portion  of  the  spectrum,  as  the 
temperature  is  pushed  still  higher.  The  temperature  of  the  voltaic 
arc  and  of  the  electric  spark  may  thus  be  inferred  gi'eatly  to 
transcend  that  of  the  sun  and  oxyhydrogen  jet. 

All  our  artificial  lights  depend  upon  the  ignition  of  solid  or 
dense  gaseous  matter,  in  the  high  temperature  developed  by  the 
chemical  changes  attendant  on  combustion.  One  of  the  most 
remarkable  instances  of  the  production  of  light  in  this  manner, 
is  afforded  by  directing  an  ignited  jet  of  mixed  oxygen  and 
hydrogen  gases  upon  a  piece  of  lime ;  the  burning  gas  ^lone 
gives  scarcely  any  sensible  light,  but  as  soon  as  the  lime  has 
become  thoroughly  heated,  the  brilliancy  of  the  light  is  too  great 
for  the  eye  to  bear. 

3.  JPhosphorescence  hySeat. — Some  substances  of  mineral  origin, when  gently- 
heated,  emit  a  feeble  light,  which  in  a  short  time  ceases,  and  cannot  be  again 
renewed  until  after  the  body  has  been  exposed  to  the  light  of  the  sun,  or  to  that 
emitted  by  the  discharge  of  a  Leyden  jar  (112).  Native  tricalcic  diphosphate 
or  phosphorite,  and  a  variety  of  fluor  spar  known  as  chlorophane,  exhibit  the 
phenomenon  very  distinctly.  Some  organic  compounds,  such  as  quinine  sulphate, 
and  well-dried  flour,  particularly  maize  flour,  also  exhibit  this  phenomenon. 

4.  Liiminous  Animals. — The  existence  of  phosphorescence  may  be  recognised 
in  the  animal  kingdom.  The  waters  of  the  ocean  in  different  parts  of  the  globe, 
and  at  different  times,  appear  to  be  luminous  throughout,  from  the  presence  of 
countless  hosts  of  luminous  animalcule  :  but  usually  the  light  of  the  sea  appears 
to  be  developed  only  by  agitation,  and  the  crest  of  every  wave  may  often  be  seen 
to  be  tipped  with  a  beautiful  fringe  of  pale  green  light.  The  glow-worm  and  the 
fire-fly  offer  other  familiar  instances  of  the  same  nature.  Some  kinds  of  scolo- 
pendra,  in  passing  over  the  gi'ound,  leave  a  luminous  trail  behind  them.  Within 
certain  limits,  this  power  of  emitting  light  appears  to  be  under  the  control  of  the 
animal,  and  it  ceases  in  a  few  hours  after  vitality  is  destroyed.  Matteucci  ex- 
tracted from  the  glow-worm  a  yellowish  phosphorescent  matter,  the  light  of 
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whieh  bficame  extinct  at  18°  (-8°C.),  and  recovered  its  luminosity  as  the 
temperature  rose,  but  it  disappeared  when  the  temperature  rose  to  122°  (50°  C). 
The  presence  of  oxygen  appears  in  this  case  to  be  necessary,  as  the  luminosity  is 
temporarily  suspended  by  immersion  in  nitrogen,  or  in  carbonic  anhydride. 

^  5.  Phosphorescence  of  Decaying  Organic  Matter. — Sea  fish,  in  general,  and 
whiting,  he  rring,  and  mackerel  in  particular,  soon  after  death,  exhibit  a  luminous 
appearance ;  the  light  is  most  intense  before  putrefaction  commences,  and  gra- 
dually disappears  as  decomposition  proceeds.  In  order  to  observe  the  phenomenon 
distinctly,  the  fish  should  be  gutted,  and  the  roes  and  scales  removed.  The 
entire  fish,  and  especially  the  soft  roe,  exhibits  the  light.  By  placing  such 
luminous  fish  iu  weak  saline  solutions,  such  as  those  of  Epsom  salts,  Glauber's 
salts,  or  common  salt,  these  solutions  likewise  become  luminous,  and  the  appear- 
ance continues  for  some  days ;  it  is  particularlj'  visible  when  the  liquids  are 
agitated.  The  light  is  quickly  extinguished  by  the  addition  of  pure  water,  of 
lime  water,  of  fermented  liquids,  of  acid  and  alkaline  liquids,  and  of  strong  saline 
solutions  in  general :  the  saline  solutions,  however,  on  being  diluted,  recover  their 
luminosity.  If  the  fish  be  exposed  to  a  cold  sufficient  to  freeze  it,  the  luminosity 
disappears,  but  it  returns  when  it  is  thawed ;  luminous  wood  also  ceases  to  emit 
light  below  0°  C.  A  temperature  of  about  100°  (38°  C.)  seems  to  be  that  most 
favourable  to  the  appearance  of  this  remarkable  light ;  it  disappears  considerably 
below  100°  and  the  faculty  of  again  becoming  luminous  on  cooling  is  .speedily 
destroyed  by  the  continuance  of  the  heat.  (Hulme,  Fhil.  Trans.  1800,  161.) 
This  phosporescence  does  not  appear  to  be  dependent  upon  the  process  of  oxida- 
tion, for  Matteucci  found  that  the  light  is  not  sensibly  diminished  by  immersion 
in  nitrogen,  hydrogen,  or  carbonic  anhydride. 

6.  Electricity . — The  transient  light  of  the  electric  spark,  and 
the  intense  glare  attendant  on  a  flash  of  lightning,  are  familiarly 
known  ;  but  electricity  may  likewise  be  made  to  give  a  continuous 
and  abundant  supply  of  light :  the  ignition  of  charcoal-points 
between  the  wires  of  a  voltaic  battery  may  be  made  to  yield  alight 
which  dazzles  the  unprotected  eye.  Attempts  have  been  made 
to  apply  this  light  to  the  purposes  of  illumination  on  a  large 
scale  (280).  Other  less  important  sources  of  light,  such  as  the 
friction  of  two  pieces  of  quartz  or  of  loaf  sugar,  may  also  possibly 
be  of  electrical  origin. 

Y.  Crystallization. — Light  is  likewise  developed,  under  cei-tain  circumstances, 
in  the  act  of  crystallization.  When  the  transparent  form  of  arsenious  anhydride 
is  dissolved  in  hot  hydrochloric  acid,  the  liquid  as  it  cools  deposits  crystals  of 
opaque  white  arsenious  anhydride  :  if  the  process  be  watched  in  a  darkened  room, 
the  separation  of  each  crystal  will  be  seen  to  be  accompanied  by  a  faint  flash. 
Fused  sodic  sulphate,  and  one  or  other  vitrified  salts,  when  dissolved  in  water 
and  crystallized,  exhibit  the  same  phenomenon,  which  appears  to  accompany  the 
transformation  of  a  vitreous  into  a  crystalline  solid. 


§  I.  THEORIES  OF  LIGHT  REFLECTION  REFRACTION. 

(90).  Theories  of  Light — Undulations. — Two  hypotheses  have 
been  proposed  to  account  for  the  phenomena  of  light.  Upon  the 
first  of  these,  the  theory  of  emission,  it  is  imagined  that  all 
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luminous  bodies  are  constantly  throwing  off  into  space  a  luminous 
matter,  the  particles  of  which  are  inconceivably  minute,  and  are 
projected  with  a  velocity  equally  inconceivable.  These  particles, 
when  they  fall  upon  any  object,  are  reflected  more  or  less  com- 
pletely from  its  surface ;  and,  entering  the  transparent  portions  of 
the  eye,  form  images  upon  the  retina  or  expanded  termination  of 
the  optic  nerve,  and  are  by  it  transmitted  to  the  brain  ;  the 
result  enabling  us  to  see  the  object  from  which  the  light  was 
scattered. 

Upon  the  second  hypothesis,  that  of  undulation,  recourse  is 
had  to  the  supposition  of  an  elastic  medium  or  ether  of  incon- 
ceivable tenuity,  filling  all    space,  and  the  interstices  of  all 
material  objects.    This  medium  is  not  light  itself,  but  it  is  sus- 
ceptible of  being  thrown  into  the  vibrations  which  constitute  light ; 
the  undulations  which  fall  upon  the  eye  are  converged  by  the 
lenses  on  to  the  retina  producing  the  sensation  of  light.  Upon 
this  theory,  therefore,  the  phenomena  are  explicable  upon  a 
mechanism  similar  to  that  by  which  the  vibrations  of  elastic' 
media  are  known  to  be  propagated ;  such,  for  example,  as  that 
by  which  the  undulations  of  the  atmosphere  are  conveyed  to  the 
ear  and  excite  the  sensation  of  sound.    The  ether  by  means  of 
which  light  is  supposed  to  be  transmitted,  though  possessed  of 
inertia,  is  not  admitted,  like  the  atmosphere,  to  be  affected  to  any 
sensible  extent  by  gravity. 

At  present  the  theory  of  undulation  is  universally  adopted, 
as  it  affords  the  most  complete  explanation  of  the  facts  upon 
which  the  science  of  optics  is  based.  The  analogies  between 
light  and  sound  are  not  the  least  striking  and  interesting  amongst 
the  proofs  adduced  in  its  support.  Indeed,  it  will  greatly  facili- 
tate the  comprehension  of  the  mechanism  by  which  light  is  sup- 
posed to  be  propagated,  if  we  first  examine  some  of  the  phenomena 
of  sound  which  admit  of  being  traced  in  a  manner  more  directly 
appreciable  to  common  apprehension  than  that  of  light. 

(91)  Illustrations  of  Undulations  from  the  Phenomena  of  Sound. — We 
have  abundant  evidence  of  the  fact  that  sound,  whenever  produced,  arises  from  a 
series  of  vibrations  which  are  occasioned  by  any  sudden  impulse,  such  as  a  blow, 
communicated  to  any  suhstance  possessed  of  even  a  very  small  elasticity.  In 
other  words,  the  impression  which  we  receive  is  due  to  tbe  vibration  into  which 
:the  particles  of  the  sounding  body  are  thrown;  these  vibrations  react  upon  an 
elastic  medium,  such  as  the  air :  the  impulses  are  communicated  by  the  motions 
of  the  particles  of  air  to  the  ear,  and  by  reaction  upon  the  auditory  nerves  they 
t excite  the  sense  of  hearing. 

These  motions  of  sounding  bodies  are  frequently  not  too  rapid  to  be  traced  by 
•the  eye ;  for  example,  a  stretched  string  whilst  sounding  may  be  easily  seen  to  be 
iin  rapid  vibration.    Again,  if  a  goblet  be  dusted  over  with  a  little  sand,  or  any 
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fine  powder,  and  a  violin  bow  be  drawn  across  its  edge  so  as  to  elicit  a  sound, 
the  particles  of  dust  will  be  briskly  agitated.  And  in  the  common  experiment 
of  half  filling  a  finger-glass  with  water,  and  producing  a  sound  by  dra^^ing  the 
moistened  finger  along  its  edge,  the  water  within,  whilst  the  sound  lasts,  is  beau- 
tifully rippled,  to  an  extent  corresponding  with  the  loudness  of  the  tone.  These 
motions  arw  also  distinctly  visible  in  the  prongs  of  a  tuning-fork  whilst  it  is  in 
the  act  of  producing  sound  (fig.  66).  Such  vibrations,  however,  to  render  them 
audible,  require  the  intervention  of  an  elastic  medium  to  convey  them 
to  the  ear.  If  a  bell  be  suspended  in  the  receiver  of  the  air-pump,  and 
struck,  it  will  be  distinctly  heard  whilst  the  vessel  is  full  of  air ;  but, 
as  the  exhaustion  proceeds,  on  repeating  the  stroke  it  will  gradually 
become  feebler,  and  at  last  will  be  inaudible,  or  nearly  so. 

Other  media  besides  air  may,  however,  be  employed  for  the 
transmission  of  sound.  A  bell  may  be  rung,  for  instance,  under 
water,  and  will  be  heard  by  a  person  also  under  the  water  at  even  a 
greater  distance  than  in  the  air.  Wood  will  likewise  transmit  sound 
freely,  and  to  still  greater  distances  than  atmospheric  air. 

These  impulses  require  time  for  their  propagation,  and  the  rate 
of  propagation  varies  in  different  bodies.  Sound  travels,  for  example, 
at  the  rate  of  11 20  feet  (341  metres)  in  a  second  through  air  at  the 
temperature  of  16°  C,  of  4708  feet  (1435  metres)  through  water, 
and  of  16,130  feet  (4916  metres)  per  second  through  iron  wire. 

The  intensity  of  sound,  like  that  of  all  forces  i-adiating  from  a 
centre,  diminishes  as  the  inverse  square  of  the  distance ;  and  as  it  is 
propagated  in  waves  or  undulations,  it  is  subject  to  reflection  from 
obstacles  interposed  in  its  course,  producing  the  various  kinds  and 
forms  of  echo. 

(92)  Varieties  of  Sound. — Sounds  differ  from  each  other  in 
loudness,  qualiiy,  and  fitch.  The  loudness  of  a  sound  depends  upon  the  extent 
of  the  vibration.  A  tuning-fork  vibrating  freely  in  the  air  produces  only  a 
feeble  sound ;  but  if  the  handle  be  placed  upon  a  table  whilst  the  prongs  are 
vibrating,  the  wooden  surface  is  thrown  into  powerful  simultaneous  vibration, 
and  a  loud  sound  is  emitted.  Quality,  or  timbre,  depends  on  the  form  of  the 
sounding  body,  and  the  nature  of  the  material  composing  it.  Differences  such 
as  are  perceived  between  the  same  note  when  produced  by  a  flute,  a  trumpet,  or 
a  violin,  are  due  to  this  variety.  Successive  impulses  following  each  other 
rapidly  at  irregular  intervals,  constitute  a  noise  or  continued  sound,  like  the 
rumbling  of  carriages  in  the  street,  or  the  rattle  of  machinery  ;  but  when  they 
follow  at  regular  intervals,  with  a  velocity  exceeding  16  vibrations  in  a  second, 
they  produce  a  musical  note.  The  pitch  of  the  note  depends  on  the  frequency 
of  these  vibrations ;  the  more  rapid  the  vibrations,  the  sharper  does  the  sound 
become.  The  connexion  of  pitch  with  the  frequency  of  vibration  may  be  readily 
verified  by  pressing  a  card  against  the  edge  of  a  toothed  wheel,  which  is  made 
to  revolve  slowly ;  the  distinct  strokes  of  the  cai'd  against  each  tooth  are  heard 
at  first ;  but  by  increasing  the  rapidity  of  rotation,  a  low  humming  note  is 
given  out,  and  as  the  velocity  increases  the  sound  becomes  more  acute. 

Musical  notes  all  have  a  fixed  numerical  relation  to  each  other,  each  octave 
as  the  scale  ascends  having  twice  as  many  vibrations  in  equal  intervals  of  time 
as  the  corresponding  note  of  the  octave  immediately  below  it.  The  ratios  are 
exhibited  in  the  annexed  table  : — 
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Ratio  of  the  Sounds  of  the  Musical  Scale. 
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In  this  table,  a  tuning-fork  is  considered  to  have  made  one  complete  vibration 
whilst  the  prong  is  passing  from  a  to  5  and  back  again  (fig.  65)  :  the  motion 
from  a  to  J  or  from  6  to  a  is  called  an  oscillation.  The  farther  consideration 
of  this  subject  would,  however,  be  irrelevant  in  a  work  on  chemistry,  as  it- 
belongs  to  the  physical  science  of  acoustics. 

It  rarely  happens  that  all  the  particles  of  a  sounding  body  are  simultaneously 
vibrating.  A  sounding  body  generally  divides  itself  into  portions  vibrating  in 
opposite  directions;  the  intermediate  lines  or  points  are  quiescent,  and  these 
quiescent  portions  are  termed  nodal  lines  or  points.  If  a  flat  plate  of  glass  be 
held  horizontally  by  the  point  of  the  finger  and  thumb  near  its  centre,  and  its 
surface  be  sprinkled  with  sand,  on  eliciting  a  musical  note  by  drawing  a  violin 
bow  across  its  edge,  the  sand  will  accumulate  on  the  stationary  parts,  and  show 
clearly  the  position  of  the  nodal  lines.  By  altering  the  points  at  which  the 
glass  is  held,  the  nodal  lines,  and  the  note  elicited,  may  be  made  to  undergo  a 
variety  of  interesting  changes. 

The  stress  exerted  hy  the  accumulation  of  these  minute  molecular  motions  is 
extraordinary.  A  feat  occasionally  performed  by  a  powerful  singer  is  to  crack  a 
glass  by  swelling  his  voice  upon  the  note  to  which  the  glass  responds.  Savart 
has  made  some  important  experiments  in  relation  to  this  subject.  (Ann.  Chim. 
Fhys.  1837  [2],  Ixv.  384.)  He  found  that  a  copper  band,  3  metres  long, 
7  or  8™™*  wide,  and  i™™-  thick,  to  which  30  or  40  kilogrammes  was  attached, 
when  made  to  vibrate  longitudinally,  became  lengthened  15  or  20  centimetres. 
In  the  same  way  a  cylinder  of  brass  i"407™'  in  length,  and  34'95™'^'  in  dia- 
meter, became  lengthened  during  its  longitudinal  vibration  to  an  extent  that 
would  have  required  the  application  of  a  tension  equal  to  the  weight  of  1700 
kilogrammes.  It  is  needless  to  insist  on  the  important  practical  bearing  of 
these  facts  on  the  construction  of  metallic  machinery  liable  to  regular  partial 
oscillation,  however  slight  or  apparently  trivial  such  vibrations  may  be. 

The  experiments  just  detailed  will  show  in  what  way  it  has  been  clearly 
ascertained  that  it  is  by  successive  regularly  recurring  motions,  or  undulations, 
that  sound  is  propagated.  A  similar  principle  has  been  with  great  success  applied, 
with  certain  modifications,  to  trace  the  yet  more  interesting  and  complicated 
phenomena  exhibited  by  light, 

(93)  Mechanism  of  Undulation. — There  are  two  modes  in 
■wliich  waves  may  be  propagated :  i^  in  higlily  elastic  media  like 
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air  the  particles  of  the  medium  undergo  alternate  condensation 
and  rarefaction  in  the  same  direction  as  that  in  which  the  motion 
is  communicated,  and  in  which  the  wave  is  travelling,  as  occurs 
in  the  passage  of  sound  through  air ;  2,  in  other  cases  the  motion 
is  at  right  angles  to  that  in  which  the  wave  is  advancing. 

A  movement  of  the  second  kind  takes  place  in  water  when  a 
stone  is  dropped  into  it,  or  when  its  surface  is  ruffled  by  a  breeze. 
Though  the  motion  is  propagated  from  the  point  struck,  towards 
the  edges,  in  circles  continually  widening,  the  particles  of  the 
liquid  do  not  themselves  travel  onwards  from  the  centre  towards 
the  circumference,  but  are  alternately  elevated  and  depressed,  as 
may  be  seen  by  watching  the  movements  of  a  cork  or  other  light 
floating  object ;  each  vertical  line  in  succession  receiving  and 
transmitting  the  motion  produced  by  the  first  impulse,  which 
gradually  diminishes  in  intensity  as  the  squares  of  the  distance 
increase,  and  as  the  circle  becomes  more  extended. 

The  mode  in  which  the  undulations  of  light  are  believed  to  be 
transmitted  may  be  illustrated  by  loosely  stretching  a  long  cord, 
and  striking  it  from  above  downwards  near  one  end  :  the  motion 
will  be  propagated  in  a  vertical  plane  in  successive  waves  from 
one  extremity  to  the  other,  each  portion  of  the  cord  becoming 
alternately  first  higher  and  then  lower  than  the  position  which 
it  assumes  when  at  rest.  If  the  cord  be  struck  laterally,  the 
waves  will  occur  from  side  to  side  in  a  horizontal  plane.  In  the 
passage  of  a  ray  of  light,  the  motions  of  the  particles  of  ether  in- 
terposed between  the  eye  and  the  luminous  object  will,  like  those 
of  the  cord,  be  at  right  angles  to  the  track  of  the  ray,  or  to  that 
line  in  which  the  wave  is  advancing,  and  in  the  same  plane  as 

that  in  which  the  impulse  was 
'^^^  ^7-  ^  given.    Let  r  s  (fig.  67)  be  the 

■s*^  O  O  P\  TTT  O  direction  of  the  ray,  the  motion 
U  U  U  ^     of  the  particles  of  the  ether  will 

be  in-  the  direction  a  b,  at  right 
angles  to  the  course  of  the  ray.  The  length  of  the  line  c  6  is 
called  the  amplitude  of  the  vibration ;  and  the  distance  from  one 
crest  of  a  wave  to  the  next  the  wave-length. 

That  the  undulations  which  produce  light  are  occasioned  by 
motions  of  the  particles  of  the  ether  at  right  angles  to  the  track 
of  the  ray  may  be  inferred  from  the  phenomena  of  polarization: — 
In  polarized  light,  as  will  be  seen  more  fully  hereafter,  the  results 
are  such  as  can  be  explained  only  by  admitting  that  ordinary 
light  is  resolved  into  two  sets  of  rays,  the  undulations  of  which 
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occur  in  planes  at  right  angles  to  each  other,  although  the  two 
sets  of  rays  travel  onwards  in  the  same  direction. 

If  light  were  propagated  by  waves  of  alternate  condensation 
and  refraction,  such  waves  from  their  nature  could  not  be  referred 
to  any  particular  plane,  and  the  phenomena  of  polarization  con- 
sequently could  not  exist. 

(94)  Transparency  and  Opacity. — Bodies  through  which  light 
passes  freely,  such  as  glass  or  air,  are  termed  transparent,  or 
diaphanous  (from  Sin,  through,  ^a'lvu),  to  appear) ;  they  allow  ob- 
jects to  be  seen  distinctly  through  them,  whilst  the  majority  of 
substances  which,  like  wood,  metals,  &c.,  do  not  allow  its  passage, 
are  said  to  be  opaque.  No  substance,  however,  is  perfectly  trans- 
parent. The  purest  air  arrests  a  portion  of  light :  Young  adopts 
the  estimate  that  the  horizontal  sunbeams,  which  pass  through 
about  200  miles  of  atmospheric  air  before  they  reach  the  eye, 
possess  only  one  two-thousandth  of  their  original  intensity ;  and 
he  states  that  a  column  of  water  7  feet  in  depth,  has  been  found 
to  arrest  one-half  of  the  light  which  enters  it.  On  the  other 
hand,  there  is  no  such  thing  as  perfect  opacity.  Gold,  one  of 
the  densest  of  the  metals,  may  be  hammered  out  into  very  thin 
leaves,  which  transmit  a  green  light  if  the  metal  be  pure,  and  a 
purplish  light  if  it  be  alloyed  with  silver.  Between  the  extremes 
of  opacity  and  transparency  are  innumerable  gradations.  Bodies 
vary  greatly  in  translucency ,  that  is,  in  their  power  of  transmitting 
lieht.  Porcelain  is  a  translucent  body ;  it  breaks  up  the  rays, 
but  transmits  a  softened  light,  though  it  does  not  allow  the  form 
of  an  object  to  be  seen  if  the  porcelain  be  interposed  between 
that  object  and  the  eye. 

Light  proceeds  through  all  homogeneous  transparent  media 
in  straight  lines  from  the  object ;  these  lines  diverge  or  radiate  in 
all  directions  from  a  luminous  point,  and  a  ray  of  light  is  an 
indefinitely  narrow  portion  of  a  stream  of  light.  The  path  of  the 
rays  in  a  direct  line  may  often  be  traced  across  a  darkened  room 
into  which  a  sunbeam  is  admitted,  by  the  floating  particles  of 
dust,  which  reflect  a  small  portion  of  the  light  in  different  parts 
of  its  course  into  the  eye  of  the  observer.  The  mere  passage  of 
light  through  a  transparent  object  does  not  excite  the  sense  of 
vision,  neither  can  the  eye  track  the  direction  of  the  ray,  unless 
the  vibrations  be  carried  towards  the  observer  by  reflection  from 
the  surface  of  some  material  object. 

The  impression  of  light  upon  the  retina  lasts  for  a  brief  in- 
terval, varying  in  different  persons  from  a  tenth  to  an  eighth  of 
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a  second,  after  the  light  itself  has  ceased,  and  gives  rise  to  many 
curious  effects :  for  instance,  the  act  of  blinking  produces  no  im- 
pediment to  correct  vision  ;  a  bright  point  made  to  revolve  rapidly 
in  the  dark  is  seen  as  a  luminous  circle,  and  the  jets  of  flame 
■which  in  fireworks  are  whirled  round  before  the  eyes  of  the  spec- 
tators, assume  the  form  of  wheels  or  stars  of  fire. 

(95)  Law  of  Diminution  of  Light  by  Distance. — When  light 
diverges  from  a  luminous  centre,  its  intensity  diminishes,  like 
that  of  all  radiations,  not  inversely  as  the  distance,  but  inversely 
as  the  square  of  the  distance.  A  little  consideration  will  render 
the  reason  for  this  obvious: — Suppose  the  flame  of  a  candle,  or 
any  luminous  point,  to  be  placed  in  the  centre  of  a  hollow  sphere 
a  metres  in  diameter,  its  light  will  fall  upon  the  whole  internal 
surface  of  the  sphere,  and  the  candle  will  be  i  metre  distant  from 
each  point :  a  square  centimetre  of  that  surface  will  receive  a 
given  amount  of  light.  The  same  candle,  if  placed  in  the  middle 
of  a  globe  4  metres  in  diameter,  will  be  at  2  metres  distance  from 
each  point  of  the  surface,  or  at  double  the  distance  that  it  was  in 
the  first  globe,  but  its  light  will  still  illuminate  the  whole  of  the 
interior.  The  surface  of  the  second  globe,  however,  is  four  times 
greater,  than  that  of  the  first,  because  the  surfaces  of  spheres  are 
to  each  other  as  the  squares  of  their  radii ;  in  this  case  as  i" :  2", 
or  as  I  to  4 ;  consequently  each  point,  or  each  square  centimetre, 
of  the  surface  of  the  larger  sphere,  will  receive  only  one-fourth 
of  the  light  that  fell  on  an  equal  space  in  the  smaller  globe,  and 
yet  the  candle  is  only  twice  as  far  from  it :  so,  if  the  globe  were 
8  metres  across,  the  distance  of  the  candle  being  now  4  times  as 
great  as  in  the  first  globe,  the  surface  to  be  illuminated  is  16  times 
as  large,  and  consequently,  a  square  centimetre  of  the  8-metre 

globe  would  receive  only  of  the 
light  that  fell  on  a  square  centimetre 
of  the  2-metre  globe.  A  board  at 
I  metre  from  a  candle  receives  a  cer- 
tain amount  of  light,  at  2  metres  it 
receives  \  of  that  amount,  at  3  metres 
^,  at  4  metres  ^V*  experiment 
shows  that  a  board,  i  decimetre  square, 
at  I  metre  distance,  would  cast  a  sha- 
dow that  would  cover  a  board  exposing 
4  times  the  surface,  or  2  decimetres 
in  the  side,  if  placed  at  a  distance  of  2  metres,  as  shown  in  fig.  68. 

(96)  Photometry. — An  application  of  this  law  affords  a  ready  means  of 
approximately  determining  the  relative  intensities  of  two  lights  which  do  not 


Fig.  68. 
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differ  greatly  in  colour.  Suppose,  for  instance,  it  were  necessary  to  ascertain  the 
illuminating  power  of  a  gas-light  burning  5  cubic  feet  (or  142  litres)  of  gas  per 
hour,  as  compared  with  that  of  a  sperm  candle  burning  120  grs.  (or  7*775  grms.) 
of  spermaceti  per  hour: — Place  at  the  distance,  aayof  100  inches  from  the  gas- 
light, a  vertical  screen  of  white  paper,  and  in  front  of  this,  at  an  inch  distance,  a 
narrow  strip  of  wood  or  of  metal,  so  as  to  cast  a  definite  shadow.  Between  the 
gas-light  and  the  screen  place  the  candle,  at  such  a  distance  that  the  shadow  of 
the  same  object  cast  by  the  candle  upon  the  screen  shall  have  as  nearly  as  pos- 
sible tj[ie  same  intensity  as  that  produced  by  the  gas.  Say  that  the  distance  of 
the  candle  from  the  screen  is  27*75  ii^ches.  The  shadow  from  each  light  is  illu- 
minated by  the  rays  proceeding  from  the  other  light.  If  the  shadows  be  sensibly 
equal,  the  amount  of  light  falling  upon  the  screen  from  each  source  must  at  that 
distance  be  equal  also  :  the  relative  intensities  of  the  two  lights  are  then  found 
by  squaring  the  distances  of  each  light  from  the  screen ;  the  gas-light  will  con- 
sequently cast  a  light  which  bears  the  same  ratio  to  that  of  the  candle  as 
100^:2775%  or  as  I2"986  to  i. 

When  light  falls  upon  any  object  it  may  be  disposed  of  in 
three  different  ways.    1st,  it  may  either  be  bent  back  or  reflected  ; 
and,  it  may  be  allowed  to  pass  on  in  an  altered  direction,  that  is, 
it  may  be  transmitted  and  refracted;  or  3rd,  it  may  disappear  • 
altogether,  and  be  absorbed. 

(97)  Reflection. — If  a  ray  of  light  fall  obliquely  upon  a  flat, 
polished  surface,  a  large  portion  of  the  incident  rays,  or  rays  which 
fall  upon  the  surface,  is  reflected  or 
thrown  off  obliquely,  at  an  angle  formed 
on  the  other  side  of  a  perpendicular  to 
the  point  of  incidence,  equal  to  that 
formed  between  the  incident  ray  and 
the  perpendicular.  Fig.  69  is  intended 
to  illustrate  the  law  of  reflection.  If 
in  this  figure,  i  N  represent  the  incident 
ray,  m  m  the  mirror,  p  n  a  perpen- 
dicular to  the  mirror  at  the  point  of 
incidence,  p  n  £  will  be  the  angle  of 
incidence,  n  r  the  reflected  ray,  and 
p  N  R  the  angle  of  reflection  formed  between  the  same  perpen- 
dicular and  the  reflected  ray. 

The  law  which  regulates  the  reflection  of  light  is  expressed  by 
saying  that  '  the  angle  of  reflection  is  equal  to  the  angle  of  inci- 
dence'.: the  incidence  and  the  reflected  ray  are  always  in  the  same 
plane,  and  that  plane  is  perpendicular  to  the  reflecting  surface. 
When  the  incident  ray  is  perpendicular  to  the  surface,  the  re- 
flected ray  is  therefore  also  perpendicular,  and  coincides  with  the 
incident  ray,  bat  it  does  so  in  no  other  position. 

In  fig.  69,  the  angle  of  reflection,  p  n  r,  is  equal  to  the  angle 
of  incidence,  p  n  i,  but  they  are  on  opposite  sides  of  the  perpen- 
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dicular.  An  eye  at  r  looking  into  the  mirror,  would  see  tlie 
candle  behind  the  mirror,  and  at  the  same  distance  behind  it  as  the 
candle  flame  is  in  front.  An  object  always  appears  to  lie  in  the 
direction  of  the  line  which  the  ray  last  traversed  when  it  reaches 
the  eye. 

The  power  of  reflecting  light  varies  very  greatly  in  different 
bodies.  In  some,  as  in  the  metals,  reflection  is  almost  perfect; 
in  others,  as  in  charcoal,  or  in  black  velvet,  it  is  almost  wanting ; 
but  whenever  light  passes  out  of  one  medium  or  transparent  body 
into  another,  no  matter  how  perfect  the  transparency  of  such 
media  may  be,  reflection  more  or  less  complete  takes  place  at 
their  common  surface,  and  the  greater  the  difference  in  refractive 
power  of  the  two  media,  the  more  complete  is  the  reflection. 

Except  in  the  case  of  the  metals,  in  which  reflection  is  most 
complete  at  the  smaller  angle  of  incidence,  it  is  found  that  the 
greater  the  angle  of  incidence  the  more  complete  is  the  reflection ; 
so  that  the  surface  of  a  smooth  body,  such  as  plaster  of  Paris,  or 
hot-pressed  writing-paper,  may  thus  afford  a  tolerably  perfect 
image  of  a  luminous  object,  if  the  reflection  be  effected  under  a 
great  angle. 

Bodies  in  general  do  not  possess  surfaces  actually  flat ;  to  com- 
mon observation  they  may  be  flat,  but  when  optically  examined, 
their  surface  is  found  to  consist  of  an  indefinite  number  of  minute 
planes  inclined  to  each  other  at  all  possible  angles,  and  therefore, 
receiving  and  reflecting  light  in  all  possible  directions.  When  by 
the  operation  of  polishing  they  are  so  much  reduced  as  not  to  be 
elevated  or  depressed  more  than  about  the  millionth  of  an  inch, 
they  appear  to  become  incapable  of  acting  separately,  and  pro- 
duce the  effect  of  a  uniform  surface.  (Young.)  If  a  beam  of  light 
admitted  into  a  dark  room  fall  upon  a  bright  metallic  surface,  a 
brilliant  spot  of  light  will  be  perceived  in  one  particular  position, 
the  direction  of  which  can  be  varied  by  altering  the  inclination 
of  the  mirror  to  the  ray,  but  the  mirror  will  be  nearly  invisible 
in  all  other  directions,  and  the  room  will  remain  dark ;  but  if  for 
the  mirror  a  sheet  of  white  paper  be  substituted,  the  paper  will 
be  visible  in  every  direction  almost  equally,  and  a  general  though 
slight  illumination  of  the  apartment  will  be  perceived.  It  is  this 
irregular  reflection  or  scattering  of  the  light  in  all  directions,  which 
renders  non-luminous  objects  distinguishable  in  the  light.  The 
light  of  the  moon  and  of  the  planetary  bodies  furnish  instances  of 
this  kind.  A  further  evidence  of  the  value  of  this  scattering  or 
secondary  radiation,  is  afforded  by  the  difference  between  the  mild 
and  softened  light  which  is  reflected  from  the  heavens  when  par- 
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tially  covered  with  clouds^  and  the  strong  lights  which  fatigue 
the  eyesight  in  a  cloudless  summer's  day.  It  is  entirely  to  this 
secondary  radiation  that  we  owe  the  generally  diffused  and  sub- 
dued light  of  dayj  even  when  the  sun  itself  may  be  concealed  by 
clouds ;  and  the  morning  and  evening  twilight,  while  the  great 
luminary  itself  is  below  the  horizon,  is  due  to  the  same  cause, 
each  illuminated  particle  of  the  atmosphere  contributing  its  share 
in  producing  this  effect. 

(98)  Reflection  from  Curved  Surfaces. — When  light  is  received 
upon  a  regular  curved  surface,  it  undergoes  reflection  according  to 
the  usual  law,  the  reflection  from  each  point  of  the  curved  surface 
being,  in  fact,  the  same  as  from  a  plane,  tangent  to  the  curve  at 
the  point  of  incidence.  If,  therefore,  the  form  of  a  parabolic 
concavity  be  given  to  a  mirror,  and  light  in  parallel  rays  be 
allowed  to  fall  upon  its  surface,  all  the  reflected  rays  will  be 
directed  towards  a  point  at  which  they  will  cross  each  other,  and 
continue  their  progress  as  before,  the  upper  ray  now  becoming 
undermost,  and  vice  versa.  This  point  of  intersection  is  called 
the  focus  of  the  mirror. 

Let  M  M,  fig.  Fig.  70. 

70,  represent  the 
section  of  the 
curved  surface ; 
each  of  the  rays 
L  R,  L  R,  will  be 
reflected  from  it 
as  from  planes  t  t, 
t' t',  t"  t",  tan- 
gent to  the  curve 
at  the  points  of 
incideuce  of  the 
respective  rays  ;  they  will  consequently  meet  at  the  focus  f,  cross 
there,  and  subsequently  diverge,  p  r,  p  r  represent  the  lines 
perpendicular  to  the  tangents, 

(99)  Simple  Refraction.— When  a  ray  of  light  falls  upon  the 
surface  of  an  uncrystallized  transparent  substance  of  uniform 
density,  one  portion  of  the  light  is  regularly  reflected,  and  another 
portion  is  scattered,  by  which  the  surface  is  -rendered  visible, 
whilst  a  third  portion  is  transmitted.  We  will  now  confine  our 
attention  to  that  portion  of  the  light  which  is  transmitted.  If 
the  ray  be  incident  upon  the  surface  of  the  body  in  a  perpen- 
dicular direction,  it  continues  its  course  unchanged  ;  but  if  it  fall 
upon  the  surface  obliquely,  its  direction  is  suddenly  altered  as  it 
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enters  the  transparent  medium ;  it  then  passes  on  in  its  new 
direction  in  a  straight  line,  and  on  quitting  the  medium  it  is 
again  abruptly  bent  back  and  rendered  parallel  to  its  original 
course,  provided  that  the  surface  of  entrance  and  the  surface  of 
exit  be  parallel  to  each  other.    This  change  in  the  course  of 

the  ray  is  termed  refraction.  If,  in 
fig.  71,  G  G  represent  a  section  of  a 
plate  of  glass  with  parallel  sides,  a 
ray  of  light,  1  l,  incident  obliquely 
upon  it,  does  not  pass  straight  on  in 
the  direction  l  x,  but  is  deflected  to 
L*R,  towards  the  perpendicular,  p  q; 
on  quitting  the  medium  at  r,  it  is 
again  bent  out  of  its  new  direction, 
L  Y,  towards  s,  but  this  time  the  re- 
fraction is  from  the  perpendicular, 
R  o,  and  the  ray,  r  s,  becomes  pa- 
rallel to  its  original  course,  i  x.  On  passing  from  a  medium  like 
air,  into  another  like  glass,  the  ray  is  bent  towards  a  line  per- 
pendicular to  the  common  surface  of  the  two  media ;  on  again 
passing  out  from  glass  into  air ;  or  from  a  more  refracting  to 
a  less  refracting  medium,  it  is  bent  from  the  perpendicular  to 
the  same  amount.  The  cause  of  refraction  is  the  diminution  of 
velocity  with  which  light  passes  through  more  powerfully  re- 
fracting bodies  (113). 

Difierent  media  vary  greatly  in  refracting  power  ;  combustible 
bodies  in  general  having  the  highest  refracting  energy.  It  was 
upon  this  general  observation  that  Newton  founded  his  conjecture 
that  diamond  was  '  probably  an  unctuous  substance  coagulated^ ; 
the  combustibility  of  the  diamond  has  been  since  fully  verified; 

(too)  Law  of  Refraction. — The  more  obliquely  the  light  falls 
upon  the  surface  of  the  refracting  body  the  greater  is  the  amount 
of  refraction  which  the  ray  experiences.  The  extent  of  the 
refraction,  therefore,  varies  with  the  angle  of  incidence,  but  by  a 
knowledge  of  the  following  law  it  may  easily  be  calculated  for 
all  angles  in  any  given  substance,  if  its  amount  for  any  one  angle 
has  been  carefully  determined  for  that  particular  substance.  This 
law  of  refraction  may  be  expressed  by  stating  that  when  light 
passes  from  one  medium  into  another,  '  for  the  same  two  media, 
the  sines  of  the  angles  of  refraction  and  of  incidence  always 
bear  the  same  ratio  to  each  other.^  The  quotient  obtained  by 
dividing  the  sine  of  the  angle  of  incidence  in  vacuo  by  the  sine 
of  the  angle  of  refraction  in  any  medium,  expresses  the  index  of 


lOO.] 


REFRACTION — LAW  OF  THE  SINES. 


171 


refraction  of  that  medium.  The  incident  and  the  refracted  ray- 
are  always  on  opposite  sides  of  a  line  drawn  perpendicular  to  the 
common  surface  of  the  two  media,  but  they  always  lie  in  the 
same  plane^  and  this  plane  is  perpendicular  to  the  surface  of  the 
refracting  medium. 

Fig.  72  may  assist  in  explaiining  this 
important  law.  Let  w  w  represent  a 
section  of  the  refracting  medium,  i  l 
the  incident  ray,  and  l  r  the  refracted 
one.  Let  p  l  q  be  the  perpendicular  to 
the  refracting  surface,  passing  through 
the  point  of  incidence,  L.  With  any 
radius,  l  r,  describe  from  the  centre,  l, 
the  circle,  r  m  p  ;  from  m  and  R  let  fall 
the  perpendiculars  m  n  and  r  q,  on  p  q  ; 
M  n  will  then  represent  the  sine  of  the 

angle  of  incidence,  i  l  p,  and  r  q  the  sine  of  the  angle  of  refrac- 
tion, R  L  Q ;  and  ^  gives  the  index  of  refraction,  which  is  uni- 
formly the  same  for  the  same  substance,  whatever  be  the  angle  of 
incidence.  In  the  diamond,  for  instance,  m  n  is  always  times 
as  long  as  R  q;  in  water  it  is       times  the  length  of  R  Q. 

The  following  table  contains  the  indices  of  refraction  of  a  few  snbstances ; 
the  light  being  supposed  to  pass  from  atmospheric  air : — 

Diamond   

Phosphorus  

Carbonic  Disulphide  . 

Eock  Salt   

Quartz  

Castor  Oil  

The  examination  of  the  refracting  power  of  bodies  in  their  gaseous,  or  least 
complex  molecular  condition,  possesses  a  special  interest ;  the  subject  was  first 
investigated  by  Biot  and  Arago,  and  it  was  carried  further  by  Dulong.  {Ann. 
Chim.  Fhys.  1826  [2],  xxxi.  154.) 

It  appears  that  there  is  no  simple  relation  between  the  refracting  power  of  gases 
and  their  densities.  The  vapour  of  hydrochloric  ether,  for  example,  differs  but 
little  in  density  from  sulphurous  anhydride,  though  the  refracting  power  of  the 
former  body  is  nearly  two-thirds  greater  than  that  of  the  latter :  and  ordinary 
ether  has  more  than  double  the  refracting  power  of  chlorine,  though  their  densities 
in  the  aeriform  state  are  nearly  the  same. 

The  refracting  power  of  a  gas  or  of  a  vapour  is  proportioned  to  the  pressure, 
and  is  not  affected  by  temperature,  at  least  so  far  as  experiments  on  pressures  not 
greater  than  that  of  one  atmosphere,  and  on  temperatures  ranging  between  7°  and 
38  C.  can  decide  the  question.  The  refracting  power  of  a  mixture  of  gases  is 
equal  to  the  sum  of  that  of  its  constituents  calculated  for  the  pressure  of  each 
constituent  in  proportion  to  the  amount  present  in  the  mixture.  But  the  re- 
fracting power  of  a  compound  may  be  either  greater  or  less  than  that  of  the  sum 
of  its  constituents. 

More  recently  Le  Roux  {Ann.  CMm.  Phys.  1861  [3],  Ixi.  385)  has  extended 


2'439 

Oil  of  Yitriol  ... 

•  ••  i'434 

2'224 

Alcohol   

...  1-372 

1-678 

Ether   

...  1-358 

i'557 

Water   

•  ■•  i'335 

1-548 

Ice   

...  1-308 

1-490 

Tabasheer 

...  i-iii 
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those  observations  to  the  vapours  of  certain  simple  substances  which  can  only  be 
volatilized  at  elevated  temperatures.  He  found  the  refringent  energy 
fi.  being  the  index  of  refraction  and  d  the  vapour  density)  of  sulphur  vapour  to 
agree  with  that  of  oxygen  as  determined  by  Dulong,  and  that  of  tlie  vapour  of 
phosphorus  agreed  closely  with  a  similar  determination  for  nitrogen.  •  It  is 
possible  that  these  coincidents  are  only  accidental,  for  elements  which  are  analogous 
in  their  chemical  relations  have  not  been  found  to  exhibit  generally  any  close 
agreement  in  refracting  power. 

Le  Eoux  remarks  that  in  the  case  of  gaseous  bodies  it  is  a  matter  of  indif- 
ference whether  the  refringent  energy  be  calculated  from  the  formula  or 
— ^  ;  smce  the  index  of  i-efraction  n  is  of  the  form  i  +  e,  e  being  a  very 
small  quantity ;  consequently  its  square  will  be  equal  to  i  +  2f  within  a  quan- 
tity certainly  less  than  that  due  to  errors  of  observation. 

The  following  table  exhibits  the  principal  results  of  the  experiments  of 
Dulong,  the  four  last  being  due  to  Le  lioux.  The  refracting  power  of  each  gas 
as  compared  with  air  is  calculated  upon  the  supposition  that  they  are  all  under 
a  pressure  of  760™™'  at  0°  C. 


Name  of  Substance. 

Observed 
Density.* 

Eefracting  Power. 

Index  of 
Refraction 

Air. 

=  I'O. 

Absolute 
=  /a"-i. 

(/a^  —  I )  X  1000 
Density. 

Air  

I  •  0000 

i-ooo 

0-000588 

0-588 

I  *000294 

Oxygen   

I"1026 

0-925 

0-000544 

0-493 

I  *O0O272 

Hydrogen   

00685 

0-469 

0-0002  76 

4-029 

1  -0001  38 

Nitrogen   

0976 

1-020 

0-000600 

0-615 

I  -000300 

Chlorine  

3-47 

2*627 

0-001545 

0-625 

1.000772 

NitrouH  Oxide   

1-711 

0-001006 

0-659 

1  -000503 

Nitric  Oxide  

1-039 

1-031 

0-000606 

0-583 

1  -000303 

Hydrochloric  Acid 

I '2  54 

1-527 

0-000898 

0*716 

1-000449 

Carbonic  Oxide   

0-972 

1157 

0-000680  ' 

0-684 

I  •000340 

Carbonic  Anhydride 

i"524 

1-527 

0-000898 

0-589 

I  -000449 

Cyanogen      ...    ...  ... 

r8i8 

2-837 

0-001668 

0-917 

1  -000834 

defiant  Gas  

0*980 

2-306 

0-001356 

1-384 

1  -000678 

Marsh  Gas   

0-559 

1-507 

0-000886 

1-585 

I -000443 

Ethyl  Chloride   

2-234 

3-726 

0-002191 

0*981 

1  -001095 

Hydrocyanic  Acid  

0-944 

1-5.34 

0-000902 

0-955 

I  -00045 1 

Ammonia   

0-591 

1-309 

00007  70 

I  -303 

1 -0003S5 

Phosgene  Gas   

.=?'442 

3944 

0-002319 

0*674 

I  "001 159 

Sul|)huretted  Hydrogen 

1-178 

2190 

0-001288 

i-093 

1  -000644 

Sulphurous  Anhydride  ... 

2-247 

2-262 

0  001330 

0-592 

1  -000665 

Ether   

2-580 

5-207 

0-003062 

1-187 

I  001530 

Carbonic  Bisulphide 

2  644 

5-105 

0=003002 

I -060 

1*001500 

Phosphuretted  Hydrogen 

1-256 

2-685 

0-001579 

1-257 

1  -0007  89 

Sulphur   

6-617 

0003261 

0-493 

1  -001629 

Phosphorus   

4"355 

0-002730 

0*627 

I  -001364 

Arsenic  ...   

10-39 

0-002229 

0-214 

I  *OOI  1 14 

Mercury  

6-976 

O-OOI  112 

0-1S9 

1  "000556 

Many  familiar  phenomena  receive  an  easy  explanation  from 
the  la-w  of  refraction.  If  a  coin  he  placed  in  an  opaque  vessel,  and 
the  observer  retire  until  the  edge  of  the  basin  just  hides  it  from 
his  -vie-w,  the  coin  will  again  become  visible  if  water  be  carefully 


*  These  densities  have  since  in  many  cases  received  corrections. 
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poured  in  without  disturbing  its  position ;  the  rays  of  light  pro- 
ceeding from  the  coin^  which  before  passed  above  the  eye  of  the 
observer,  are  now  abruptly  bent  downwards  from  the  perpendi- 
cular, as  they  emerge  into  the  air,  and  the  image  of  the  object  is 
conveyed  to  the  eye.  The  coin  appears  to  be  raised,  but  never 
displaced  to  the  right  or  to  the  left  of  its  true  position ;  the  re- 
fracted ray,  notwithstanding  its  change  of  medium,  continues  in 
the  same  plane,  which  is  vertical  to  that  forming  the  common 
surface  of  the  refracting  media.  For  a  similar  reason  a  straight 
stick  plunged  obliquely  into  water  appears  to  be  bent  upwards 
abruptly,  where  it  enters  the  liquid. 

(101)  Refraction  at  Inclined  Surfaces. — Since  the  refraction  is 
exercised  at  the  surface  of  junction  between  the  two  media,  and 
is  governed  by  the  inclination  of  the  ray  to  a  perpendicular  to 
that  surface,  it  is  manifest  that  by  altering  the  inclination  of  the 
surface  at  which  the  ray  passes  out  of  the  medium,  the  incli- 
nation of  the  emerging  ray  may  be  altered ;  so  that,  instead  of 
continuing  its  passage  in  a  direction  parallel  to  the  one  which  it 
possessed  on  entrance,  it  may  be  made  to  deviate  permanently 
from  this  to  a  greater  or  less  extent. 

If  G  G  G  (fig.  73)  repre-  Fig.  73. 

sent  the  section  of  a  trian- 
gular prism,  or  bar  of  glass, 
the  incident  ray,  i  l,  on  en- 
tering this  medium  is  bent  to- 
wards the  perpendicular,  p  p  : 
on  quitting  it  at  r,  it  is  bent 
from  the  perpendicular,  q  p, 
and  assumes  a  course,  R  s, 
permanently  deflected  from 
its  new  direction,  i.  y,  and 
from  its  original  direction,  ^/ 
I  X.  This  deflection  is  always 

towards  the  thick  part  of  the  prism.  By  employing  two  such 
prisms  set  base  to  base,  the  rays  may  be  refracted  towards  one 
common  line,  where  they  would  cross  and  diverge ;  and  by  using 
a  lens  of  glass  (fig.  74),  with  two  convex  surfaces,  which  are 
segments  of  spheres,  the  incident  rays  r  l,  r  l,  may  be  caused 
to  converge  towards  a  common  focus  p  ;  each  portion  of  the 
curved  surface  refracting  the  ray  in  the  manner  of  a  plane,  t  t, 
T'  t',  t"  t",  tangent  to  the  curve  at  that  particular  spot  or  point 
of  incidence. 

(102)  Total  Rejlection. — In  the  passage  of  light  from  a  more 
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into  a  less  powerfully  refracting  medium,  as  when  light  passes  from 
glass  into  air,  the  obliquity  of  the  refracted  ray  increases  as  the 

Tig.  74. 


angle  of  incidence  increases,  until  at  length  the  refracted  ray  be- 
comes parallel  to  the  common  surface  of  the  two  media.  Light, 
which  traverses  the  more  refracting  medium  and  becomes  incident 
upon  this  common  surface  at  an  angle  more  oblique  than  this, 
ceases  to  be  refracted;  refraction  becomes  impossible,  and  the 

ray  is  wholly  reflected  within  the 
medium.  The  angle  of  incidence 
at  which  this  phenomenon  first 
shows  itself  is  termed  the  angle  of 
total  reflection.  In  fig.  75,  let  g  g 
represent  a  plate  of  glass  with  pa- 
rallel sides,  p  L  p  a  perpendicular  at 
the  point  of  incidence.  The  inci- 
dent ray,  a  l,  instead  of  passing  to 
a',  would  be  refracted  from  the  per- 
pendicular p  p  to  L  c  on  emerging 
into  the  air ;  b  l  would  be  still  more  refracted  from  l  b',  and  the 
refracted  portion  l  b  would  be  nearly  parallel  with  the  surface  of 
the  glass,  whilst  c  l  would  be  incapable  of  refraction  at  all,  and 
would  be  wholly  reflected,  as  to  l  c.  This  phenomenon  is  easily 
seen  by  placing  the  back  to  the  light  and  holding  a  glass  of  water 
a  little  above  the  level  of  the  eye  ;  on  looking  obliquely  up  through 
the  water,  a  spoon,  or  other  object  placed  in  the  glass,  will  ajjpear 
to  be  perfectly  reflected  upon  the  surface  where  the  liquid  and  the 
air  meet.  The  same  thing  is  seen  by  holding  a  glass  prism  hori- 
zontally before  a  window,  and  turning  it  slowly  round  while  the 
observer  faces  the  window ;  on  looking  down  into  the  prism,  the 
internal  surface  of  each  face  in  succession,  as  it  becomes  under- 
most, reflects  the  lightwith  the  brilliancy  of  a  mirror. 
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The  diamond  is  indebted  for  mucli  of  its  brilliancy  to  this 
total  reflection^  because  owing  to  the  high  refractive  index  of  this 
gem,  total  reflection  commences  at  small  angles  of  incidence. 

(103)  Measurement  of  the  Index  of  Refraction. — The  determination  of  the 
refractive  index  of  a  body  is  often  a  valuable  guide  in  estimating  its  chemical 
purity.  The  adulteration  of  essential  oils  may  thus  be  often  detected  with  ease, 
when  it  would  otherwise  be  difficult  to  ascertain  it. 

Wollaston  contrived  a  simple  means  of  determining  the  refractive  index  of  a 
body  in  air,  dependent  upon  the  measurement  of  the  angle  at  which  total  reflec- 
tion commences.  If  this  angle  be  measured  in  a  glass  prism,  we  are  furnished 
with  tiie  means  of  determining  the  refractive  index  of  the  prism  in  air.  Say  that 
the  angle  c  L  p  (fig.  75),  at  which  total  reflection  of  the  incident  ray  commences 
in  the  prism,  is  found  to  be  39°  10';  the  refractive  index  of  the  prism  in  air  is 
calculated  by  dividing  the  sine  of  the  angle  of  refraction  by  the  sine  of  this  angle 
of  incidence :  but  the  angle  of  refraction  at  which  total  reflection  begins  is 
always  90°;  the  refractive  index  therefore  is  ^f^H^T-y^,  or  •J'-^g-x^^  I'S^S-  Now 
cause  a  drop  of  any  liquid  to  adhere  to  the  under  surface  of  the  prism ;  provided 
that  the  refractive  index  of  the  liquid  be  less  than  that  of  the  glass,  the  angle 
of  total  reflection  will  be  increased :  suppose  the  prism  be  moistened  with  water, 
the  angle  of  total  reflection  will  now  be  575°.  The  water  has  a  higher  refractive 
index  than  air,  consequently,  the  diflference  in  refractive  index  between  glass  and 
water  being  less  than  that  between  glass  and  air,  the  angle  of  incidence  required 
to  produce  total  reflection  is  greater.  The  refractive  index  of  the  substance  under 
trial  may  be  ascertained  by  dividing  the  sine  of  its  angle  of  total  reflection,  under 
these  circumstances,  by  the  sine  of  the  same  angle  for  the  glass  prism.  In  the 
case  of  water  the  refractive  index  is  g!"^  or  ^-fl^l  =  i'336.  The  refractive 
index  of  solids  with  flat  surfaces  may  be  determined  in  the  same  way,  by  cementing 
them  to  the  surface  of  the  prism  with  some  material  of  higher  refracting  power 
than  the  glass,  such  as  balsam  of  tolu. 

Wollaston's  instrument,  fig.  76,  gives  at  once  the  refractive  index  sought 
without  any  calculation. 

Fig.  76. 


\ 

V 

\ 
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On  a  board,  a  b,  is  fixed  a  flat  piece  of  deal,  c  d,  to  which  by  a  hinge  at  d, 
is  jointed  a  second  piece,  d  e,  10  inches  long,  carrying  two  plane  sights,  s  and  s, 
at  its  extremities;  at  e  is  a  second  hinge  connecting  it  with  e  f  which,  if  the 
prism  employed  has,  as  supposed,  a  refractive  index  of  i'583,  must  be  15-83 
inches  long;  at  the  other  extremity  of  e/,  is  a  third  hinge  by  which is  con- 
nected with  it;  at  i  also  is  a  hinge  uniting  the  rod  i  g,  which  is  half  the  length 
of  e  /,  to  the  middle  of  e  f;  and  then,  since  g  moves  in  a  semicircle,  a  line 
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joining  e  and  g  would  bo  perpendicular  io  f  g.  The  piece  c  has  a  cavity  in  the 
middle  of  it,  so  that,  when  any  substance  is  applied  to  the  under  surface  of  the 
rectangular  glass  prism,  p,  the  prism  may  continue  to  rest  horizontally  on  its 
extremities.  When  e  d  has  been  so  elevated  that  the  yellow  rays  in  the  fringe  of 
colours,  observable  where  total  reflection  terminates,  are  seen  through  the  sights, 
the  point  5-,  by  means  of  a  vernier  which  it  carries,  shows  upon  the  rule /,  ^, 
which  is  graduated  to  fractions  of  an  inch,  the  number  of  inches  and  fractions 
of  an  inch  which,  when  divided  by  lo,  gives  the  refractive  index  sought.  The 
length  of  the  pieces  e  /  and  e,  are  proportional  to  the  refractive  indices  of  the 
prism  and  of  air.  If  the  dotted  line  at  p  be  a  perpendicular  to  the  reflecting 
surface,  I  p  will  represent  the  incident  ray,  {Phil.  Trans.  1802,  365.) 

Wollaston  mentions  that  genuine  oil  of  cloves  had  a  refractive  index  of 
l"535'  that  some  of  inferior  quality,  which  had  probably  l)een  adulterated, 
had  a  refractive  index  of  only  i'498. 

The  following  table  contains  some  of  the  results  obtained  by  Wollaston  with 
this  instrument : — 

Eefractive  Index  of  Flint  Glass  Prism,  p=  l*583. 


Oil  of  Sassafras  '  I'SS^ 

Oil  of  Cloves    I'SSJi 

Canada  Balsam   i"528 

Capivi  Balsam    i'507 

Oil  of  Amber    ^'505 

„    Nutmeg    I '49  7 

„    Linseed    i'485 

„    Lemons    i'476 


Oil  of  Turpentin       ...  1*476 

Rectified  ditto    i'47o 

Oil  of  Olives    i'469 

„    Peppermint     ...  i'468 

„    Lavender   1*467 

Melted  Spermaceti    ...  i'440 

Sulphuric  Acid   i'435 


Professor  Clifton  and  Mr.  Sorby  have  independently  devised  a  method  of 
determining  the  refractive  index  of  transparent  bodies  by  placing  them  in  the 
microscope,  and  measuring  their  thickness  by  the  amount  of  movement  of  the 
microscope  tube  necessary  to  bring,  firstly,  the  top  of  the  fragment,  and,  secondly, 
the  glass  slide  on  which  they  stand,  into  focus ;  and  subsequently  observing  the 
motion  necessary  to  bring  into  focus  a  mark  on  the  slide  which  is  seen  through 
the  crystal.  From  these  data  the  refractive  index  can  be  determined  with  accu- 
racy ;  and  the  method  can  be  employed  with  great  advantage  in  recognizing 
small  fragments  of  minerals. 

(104)  Prismatic  Analysis. — Upon  examining  light  that  has 

undergone  refraction  by  a  prism,  it  is  found  that  mere  change  in 

direction  is  only  one  of  the  phenomena  observable.     Suppose  a 

beam  of  light,  as  represented  at  s     fig.  77,  be  admitted  through 

Fig.  77. 


Newton's  theory  op  colours. 
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a  small  slit,  s,  into  a  darkened  room,  and  be  there  received  upon 
a  prism,  p  ;  if  the  light,  after  transmission  through  the  prism,  be 
allowed  to  fall  upon  a  white  screen,  v  r  x,  placed  at  a  distance  of 
three  or  four  metres, — instead  of  a  narrow  slit  of  white  light,  x, 
corresponding  to  the  aperture,  an  elongated  coloured  image  of 
the  slit  is  seen,  as  at  v  R,  terminated  by  parallel  ends,  and 
exhibiting  the  hues  of  the  rainbow.  This  elongation  occurs  in 
the  plane  of  the  reflected  and  refracted  rays.  Such  a  coloured 
image  is  termed  the  prismatic  spectrum. 

Newton,  who  first  carefully  investigated  this  remarkable  fact, 
distinguished  seven  diff'erent  colours,  which  gradually  shade  off  one 
into  the  other — viz.,  violet,  indigo,  blue,  green,  yellow,  orange,  and 
red.  White  light  may  therefore  be  regarded  as  the  result  of  a 
mixture  of  rays  of  different  colours,  which  are  unequally  acted 
upon  by  the  prism.  Each  colour  has  its  own  peculiar  refrangi- 
bility  ;  the  red,  which  deviates  the  least  from  its  original  course,  is 
least  refrangible,  and  the  violet  the  most  so ;  whilst  the  inter- 
mediate  colours  possess  intermediate  degrees  of  refrangibility. 
Having  once  been  separated  by  refraction,  no  second  refraction  is 
capable  of  further  decomposing  any  of  these  colours.  They  may, 
however,  be  recombined  by  using  a  second  prism,  in  an  inverted 
position  (as  shown  by  the  dotted  lines  at  Q,  fig.  77),  or  by  employ- 
ing, what  amounts  to  the  same  thing,  a  convex  lens,  in  which  case 
white  light  is  reproduced  at  the  focus  of  the  lens.  The  compo- 
sition of  white  light  may  be  illustrated  by  dividing  a  circular  disk 
of  paper  into  seven  sectors,  each  of  an  extent  corresponding  with 
the  extent  of  the  colour  in  the  spectrum,  and  painting  each  with 
its  appropriate  colour ;  on  causing  the  disk  to  rotate  rapidly  upon 
an  axis  passing  vertically  through  its  centre,  the  seven  impressions 
will  be  given  simultaneously  to  each  point  of  the  retina,  and  the 
paper  will  appear  to  be  of  a  greyish  white.  The  impossibility  of 
obtaining  pigments  of  the  exact  hue,  or  of  the  brilliancy  of  the 
coloured  light  of  the  spectrum,  renders  a  pure  white  unattainable 
by  this  means. 

The  following  is  an  elegant  mode  of  showing  the  recomposi- 
tion  of  white  light  from  the  colours  of  the  spectrum.  A  prism  is 
mounted  so  as  to  permit  of  a  movement  on  its  axis  through  a 
small  arc,  the  spectrum  is  thus  made  to  travel  on  a  screen  in  the 
direction  of  its  length.  On  moving  the  prism  slowly,  the  colours 
are  visible ;  but  when  the  prism  is  made  to  oscillate  very  rapidly 
the  colours  are  blended  together,  producing  a  streak  of  white 
light  with  a  red  border  at  one  end  and  a  blue  at  the  other. 

(105)  Theory  of  Colours. — Upon  this  decomposibility  of  white 
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light,  Newton  founded  his  explanation  of  the  colours  of  natural 
objects  : — The  objects  are  themselves  devoid  of  colour,  but  when 
placed  in  white  light  they  absorb  the  rays  of  one  or  more  colours, 
and  reflect  the  rest :  the  object,  therefore,  appears  to  be  of  the 
colour  that  Avould  be  produced  by  the  ray  or  mixture  of  rays  which 
it  reflects ;  green  objects,  for  example,  absorb  the  red  rays  and 
reflect  the  yellow  and  the  blue ;  purple  absorb  the  yellow,  and 
reflect  the  red  and  the  blue.  The  rays  thus  absorbed  are  said  to 
be  complementarij  to  those  that  are  reflected ;  a  complementary 
colour  being  always  that  tint  which  when  added  to  the  primary 
colour  upon  the  eye  would  constitute  white  light.  This  theory  of 
colours  may  be  illustrated  by  placing  any  coloured  objects  in  light 
of  one  tint,  or  homogeneous  light,  as  it  is  called,  such  as  that  of  an 
isolated  portion  of  the  spectrum.  A  purple  object,  for  instance, 
when  placed  in  the  blue  rays  will  appear  to  be  blue  :  if  placed  in 
the  red  rays  it  will  appear  to  be  redj  and  a  white  screen,  which 
has  the  power  of  reflectiug  all  the  colours,  will  take  any  tint  in 
succession,  according  to  the  colour  of  the  incident  ray.  An 
object  of  a  pure  red,  on  the  contrary,  will  appear  to  be  black  in 
any  but  the  red  ray,  because  it  absorbs  all  the  other  colours  as 
perfectly  as  charcoal  or  black  velvet  absorbs  white  light  or  rays 
of  all  colours. 

Hence  it  appears  that  white  light  may  be  decomposed  by  ab- 
sorption, as  well  as  by  refraction  or  prismatic  analysis.  By  trans- 
mitting white  light  through  transparent  coloured  media,  we  may 
obtain  rays  of  any  given  tint  :  the  light  thus  obtained  is  not  alwaj^s 
tl^  same  as  that  produced  by  prismatic  analysis,  though  apparently 
of  the  same  colour ;  by  transmission  through  a  coloured  medium, 
a  green,  for  instance,  may  be  obtained,  which  may  either  be 
identical  with  the  green  isolated  by  the  prism,  and  then  it  cannot 
further  be  separated  into  its  components ;  or  it  may  be  a  compound 
colour  resulting  from  the  intermixture  of  rays  of  different  degrees 
of  refrangibility,  and  in  this  case  it  is  susceptible  of  further  de- 
composition. The  coloured  light  that  is  obtained  by  absorption  is 
seldom  so  pure  as  that  furnished  by  prismatic  decomposition. 

Gladstone  (Q.  J.  Chem.  Soc.  1856,  x.  79)  has  made  some  interesting  observa- 
tions upon  tiie  relation  existing  between  the  chemical  composition  of  a  body  and 
the  absorbent  effect  which  it  exerts  upon  transmitted  light.  His  experiments  were 
performed  upon  substances  in  solution  which  were  placed  in  a  wedge-shaped  vessel 
or  hollow  prism,  with  the  view  of  ascertaining  the  influence  of  different  thick- 
nesses of  liquid  upon  the  incident  light.  A  beam  of  diffused  light  was  admitted 
through  a  vertical  slit  into  a  darkened  chamber,  and  the  line  of  light  thus  obtained 
was  allowed  to  full  upon  the  vessel  held  with  the  thin  end  of  the  wedge  down- 
wards, so  that  the  light  passed  through  different  thicknesses  of  the  solution,  from 
the  thinnest  film  to  a  stratum  of  an  inch  (25"^™-)  in  depth.   The  transmitted  light 
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was  then  examined  by  means  of  a  good  prism.  The  light  which  pat^ses  through 
the  thinner  strata  yields  a  spectrum  generally  differing  but  little  from  that  of  day- 
light; but  that  which  has  traversed  greater  depths  of  liquid  exhibits  a  rapid  dis- 
appearance of  certain  portions  of  the  rays,  whilst  other  rays  are  but  little  affected. 
Fig.  78,  I,  shows  the  spectrum  obtained  by  transmitting  a  beam  of  daylight 
through  a  dilute  solution  of  a  salt  of  cobalt,  which  appears  to  be  of  a  delicate 
rose  colour  to  the  unaided  eye.  The  same  salt  in  more  concentrated  solutions 
appears  to  be  of  a  ricli  blue,  and  exhibits  a  spectrum  shown  at  fig.  78,  2,  which 
represents  the  appearance  of  the  spectrum  furnished  by  a  strong  solution  of 
eobaltous  chloride  in  alcohol.  The  letters  correspond  to  those  of  Frauriliofer's 
lines  (106),  the  right-hand  side  of  the  figures  indicating  the  red  end  of  the 
spectrum ;  the  lower  part  of  the  figures  showing  the  effect  of  the  thinnest  strata 
of  liquid. 

It  was  ascertained  from  an  extensive  series  of  observations  made  in  this 
manner,  that  when  the  salts  formed  by  the  miion  of  a  coloured  base  with  different 
colourless  acids  were  examined,  the  compounds  of  the  same  base  nearly  always 
exhibited  a  similar  absorbent  action  upon  the  spectrum.  Even  in  dichromic 
media,  or  solutions  which,  under  certain  circumstances,  appear  to  the  unaided  eye 
to  transmit  light  of  one  tint,  and,  under  certain  other  circumstances,  to  transmit 
light  of  a  different  tint,  this  law  generally  holds  good.  An  exemplification  of 
this  fact  is  seen  in  the  case  of  the  chromic  salts,  some  of  which  exhibit  a  green 
colour  when  in  solution,  others  a  red  or  pui'ple  hue.  Now  all  these  salts  furnisb" 
a  spectrum,  the  general  form  of  which  is  shown  in  fig.  79,  in  which  the  indigo 


Fig.  78.  I. 


Fig.  78.  2. 


Fig.  79. 
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and  the  green  rays  are  soon  cut  off,  whilst  the  red  and  bluish-green  rays  are 
comparatively  little  affected.  By  some  salts,  such  as  chromic  acetate,  the  green 
rays  are  absorbed  much  more  rapidly  than  the  red,  and  hence  these  solutions 
have,  even  in  thin  layers,  a  red  colour :  others,  as  the  chromic  chloride,  are  green 
when  their  solutions  are  seen  in  thin  layers,  but  look  red  or  purple  when  viewed 
in  considerable  mass  by  transmitted  I'ght. 

Some  salts,  even  though  their  solutions  have  but  little  colour,  furnish  very 
characteristic  spectra.  This  is  particularly  the  case  with  solutions  of  didyiuium, 
which  are  of  a  feeble  rose  colour,  but  they  exhibit  two  very  black  lines,  one  in 
the  yellow,  the  other  in  the  green.  These  lines  are  visible  in  the  spectrum  even 
when  the  solution  is  very  dilute,  and  they  may  be  employed  to  indicate  the 
presence  of  small  quantities  of  didymium  in  solutions  of  lanthanum  and  cerium, 
rn  which  no  such  lines  occur. 

la  artificial  flames  it  is  very  generally  the  case  that  certain 
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colours  are  present  in  smaller  proportion  than  others,  and  are  even 
sometimes  altogether  wanting.  Strontic  nitrate,  for  instance, 
gives  a  red  tint  to  burning  bodies ;  and  the  prism  shows  that  in 
such  light  the  blue  and  violet,  or  more  refrangible  rays,  are  singu- 
larly deficient.  Common  salt  produces  in  burning  bodies  a  nearly 
pure  and  homogeneous  yellow  light,  which  may  be  used  to  illus- 
trate the  observations  just  made  upon  the  cause  of  colour  in 
natural  objects.  The  brilliant  colours  of  insects  or  of  the  plumage 
of  birds,  strike  strangely  on  the  eye  when  seen  in  this  yellow  light. 

(105  a)  Dispersive  Power. — The  prismatic  analysis  of  white  light,  which 
has  just  been  considered,  is  not  due  entirely  to  the  refracting  power  of'  the  body 
by  which  it  is  effected.  Another  element  of  great  importance  is  the  dispersive 
power,  which  is  independent  of  refraction.  Two  substances  may  possess  the  same 
mean  refractive  index,  in  consequence  of  which  the  mean  deviation  of  the 
rays  transmitted  will  be  the  same,  and  yet  the  spectra  which  they  furnish  may 
be  of  very  unequal  lengths.  If  a  hollow  prism  be  made  of  plates  of  glass,  and 
filled  with  oil  of  cassia,  the  spectrum  which  it  produces  will  be  more  than  double 
the  length  of  that  furnished  by  a  similar  prism  of  flint  glass.  The  dispersive 
power  of  oil  of  cassia  is  much  greater  than  that  of  flint  glass,  especially  for  the 
more  refrangible  rays  from  F  to  H,  and  hence  there  is  a  great  difference  in  the 
length  of  the  two  spectra,  though  the  mean  refracting  powers  of  the  two  media 
do  not  differ  materially.  The  comparative  lengths  of  these  spectra,  as  obtained 
from  prisms  of  equal  angles,  are  given  in  fig.  80.  No.  i  is  the  spectrum  of  oil 
of  cassia ;  2  that  of  flint  glass. 

Pig.  80.  ' 
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In  the  construction  of  achromatic  lenses,  two  mrdia  which  differ  in  dispersive 
power  are  employed ;  by  this  means  the  fringe  of  colours,  which  is  always  per- 
ceptible around  the  margin  of  an  object  viewed  by  an  ordinary  lens  of  high  mag- 
nifying power,  is  removed. 

(105  h)  SeiiMtiveness  to  Heat. — Gladstone  and  Dale  have  published  {Phil. 
Trans.  1858,  887)  the  results  of  an  inquiry  into  the  influence  of  temperature 
upon  the  refracting  and  dispersive  powers  of  bodies  upon  light.  They  find  that  the 
index  of  refraction  diminishes  in  every  substance  as  the  temperature  increases. 
The  degree  of  this  sensitiveness  to  the  effect  of  heat  varies  much  in  diflerent 
substances ;  melted  phosphorus  and  carbonic  disulphide  being  the  most  sensitive, 
and  water  the  least  sensitive  of  the  bodies  experimented  on  by  them.  This  sen- 
sitiveness, however,  is  independent  of  the  refracting  or  the  dispersive  power  of 
the  substance;  ether,  for  example,  being  much  more  sensitive  than  water  to  the 
action  of  heat,  though  the  refracting  and  the  dispersive  powers  of  the  two  liquids 
are  nearly  the  same.  Those  bodies  which  expand  most  by  heat  are  generally 
the  most  sensitive.  No  sudden  change  of  sensitiveness  has,  however,  been 
observed  on  the  approach  of  the  liquid  to  the  boiling  point.  The  length  of  the 
spectrum  also  decreases  as  the  temperature  rises,  the  eflect  of  lieat  being  most 
marked  in  those  substances  which  have  the  highest  dispersive  power.    The  dis- 
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persive  power  is  invariably  diminished  hy  rise  of  temperature,  though  not  at  the 
same  rate  as  the  refractive  index,  which  is  found  to  diminish  in  proportion  as 
the  density  diminishes. 

(105  c)  Injliience  of  Chemical  Composition  on  Refraction. — Dale  and 
Gladstone  further  found  that  the  refractive  index  of  any  body,  minus  unity, 
divided  by  the  density,  gives  nearly  a  constant  quantity,  which  they  term  the 
specific  refractive  energy  of  the  body.  This  result  is  confirmed  by  Landoit, 
who  has  made  an  extended  series  of  experiments  upon  the  iuduence  of  chemical 
composition  upon  refracting  power.  {Pogg.  Annal.  1864,  cxxii.  545,  cxxiii.  595  ) 
If  /ig  be  the  refractive  index  of  the  line  C,  d  the  density  of  the  compound,  and  P 
its  molecular  weight,  the  constant  (      ')  would  he  what  Landoit  terms  the  specific 

refractive  energy,  and  P  (^-^— )  its  equivalent  of  refraction.  Prom  his  observa- 
tions Landoit  draws  the  following  conclusions,  which  confirm  and  extend  those 

of  Gladstone  and  Dale  : — 

1.  Metameric  bodies  have  usually  very  nearly  the  same  specific  refractive 
energy,  and  cousequently,  the  same  equivalent  of  refraction.  Gladstone  and 
Dale,  however,  remark  that  though  this  is  true  where  there  is  close  chemical 
relationship,  isomeric  bodies  are  sometimes  widely  different  in  optical  properties, 
as  in  the  case  of  aniline  and  picoline. 

2.  In  polymeric  bodies  the  index  of  refraction  and  the  density  increase  with 
each  duplication  of  the  formula,  but  the  specific  refractive  energy  diminishes 
slightly ;  the  indices  of  refraction  do  not,  therefore,  increase  exactly  in  multiple 
proportion. 

3.  In  homologous  series,  with  few  exceptions,  the  index  of  refraction  and 
the  specific  refractive  energy  increase  as  the  terms  ascend  in  the  series,  the  dif- 
ference for  each  addition  of  CH^,  becoming  progressively  less  :  the  equivalent  of 
refraction,  on  the  other  hand,  increases  uniformly  for  each  addition  of  CH,. 

4.  On  comparing  together  compounds  belonging  to  different  series,  the 
empirical  formulae  of  which  differ  only  in  the  number  of  atoms  of  carbon,  the 
density,  and  usually  also  the  I'efractive  index,  is  diminished  by  each  additional 
atom  of  carbon :  the  specific  refractive  energy  is,  in  some  cases,  increased,  and 
in  others,  diminished,  but  the  equivalent  of  refraction  generally  increases  very 
uniformly. 

J.  When  the  proportion  of  hydrogen  only  is  increased,  the  density,  the  index 
of  refraction,  the  specific  refractive  energy,  and  the  equivalent  of  refraction  are 
all  increased. 

6.  When  the  number  of  atoms  of  oxygen  alone  is  increased,  the  density,  the 
index  of  refraction,  and  the  equivalent  of  refraction  are  all  increased,  whilst  the 
specific  refractive  energy  is  diminished. 

The  equivalent  of  refraction,  it  appeal's,  then,  is  always  inci'eased,  whether 
hydrogen,  oxygen,  or  carbon  be  added  to  the  compound  ;  but  the  amount  of  the 
increase  is  not  uniform  for  each  additional  atom  of  the  same  element,  being  in 
some  cases  greater  than  in  others,  according  as  the  chemical  type  of  the  com- 
pound varies. 

In  the  case  of  mixtures,  unattended  by  contraction.  Dale  and  Gladstone  find 
that  the  specific  refractive  energy  is  the  arithmetical  mean  of  that  of  its  com- 
ponents ;  and  they  conclude,  from  the  results  of  their  entire  investigation,  that 
"  every  liquid  has  a  specific  refractive  energy  composed  of  the  specific  refractive 
energies  of  its  component  elements,  modified  by  the  manner  of  combination,  and 
which  is  unaffected  by  change  of  temperature,  and  accompanies  it  when  mixed 
with  other  liquids"  {Phil.  Trans.  1863,  337). 

Dr.  Gladstone  {Phil.  Trans.  1870,  9)  has  also  found  that  the  refraction 
equivalents  of  many  gases  and  solids  are  not  changed  when  these  substances 
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nre  dissolved  in  water  or  alcoliol,  and  that  many  elements  retain  their  refrac- 
ti(m  equivalents  even  wlien  in  chemical  combination,  1=0  that  the  refraction 
equivalent  of  a  compound  may  often  be  calculated  from  those  of  its  elements 
and  the  refraction  eqaiivaient  of  an  element  determined  by  the  examination  of 
ime  of  it.s  compounds  with  another  element  of  which  tiie  refraction  equivalent  ia 
known. 

Some  elements  are  found  to  have  different  refraction  equivalents  in  different 
compounds,  thus  in  ferrous  salts  that  of  iron  is  12  0  and  in  ferric  salts  20' I  ; 
again  hydrogen  in  some  compounds  has  an  equivalent  of  i'3  and  in  others  of 
3' 5-  '^^^^  investigation  of  the  refractive  energy  of  compounds  sometimes  enables 
the  chemist  to  obtain  a  glimpse  of  their  internal  structure,  for '  instance,  the 
hydrochlorate  of  cam])hene  seems  to  be  a  compound  of  the  formula  Cj^Hj^Cl  and 
not  a  combination  of  hydrochloric  acid  with  the  hydrocarbon  Cj^^H^^. 

(106)  Fixed  Lines  in  the  Solar  Spectrum;  Fraunhqfer' s  Lines; 
Bright  Lines  in  Artificial  Lights. — Newton,  by  admitting  a  beam 
of  solar  light  through  a  small  circular  aperture  into  a  darkened 
room,  and  allowing  it  to  fall  upon  a  triangular  prism  of  glass, 
obtained  the  magnificent  coloured  image  known  as  the  solar  spec- 
trum, which  shades  off  by  insensible  gradations  from  the  least 
refracted  red  into  the  most  refracted  or  violet  portion  of  the 
light.  But  it  does  not  appear  that  any  one,  till  Wollaston^'s 
time,  a  century  later,  examined  the  eftect  of  admitting  the  light 
through  a  narrow  slit,  with  sides  parallel  to  those  of  the  prism, 
and  viewing  it  directly,  by  placing  the  eye  immediately  behind 
the  prism  iPhil.  Trans.  1802,  378).  Wollastou  found  that  the 
spectrum  so  obtained  was  not,  as  it  appeared  to  be  by  the  ordi- 
nary mode  of  examination,  a  continuous  stripe  of  light,  but  that 
it  was  crossed  at  right  angles  to  its  length  by  dark  bands,  which 
he  supposed  divided  the  colours  of  the  spectrum  from  one 
another. 

It  was  not,  however,  till  1815,  that  these  dark  bands  were 
carefully  examined,  when  the  celebrated  German  optician,  Fraun- 
hofer,  published  a  minute  description  of  them,  accompanied  by  a 
careful  map,  in  which  he  figured  more  than  six  hundred  of  these 
linesj  which  have  ever  since  borne  the  name  of  Fraunhofef  s  lines. 
The  more  important  of  these  lines  he  distinguished  by  the  letters 
of  the  alphabet,  and  in  the  uppermost  spectrum  shovrn  in  figs.  81 
and  83,  a  few  of  them  are  given  as  points  of  comparison  with 
other  spectra. 

In  order  to  observe  these  lines,  the  sun's  light,  after  admission  through  a 
narrow  vertical  slit  into  a  darkened  room,  was  allowed  to  fall  upon  a  prism  placed 
with  its  axis  parallel  to  the  slit,  and  at  a  distance  of  about  24  feet  (7  or  8  metres) 
I'rom  it.  The  prism  was  fixed  belbre  the  object-glass  of  a  telescope  of  low  power, 
in  such  a  manner  that  the  angle  formed  by  the  incident  light  with  the  first  face 
of  the  prism,  was  equal  to  that  formed  by  the  refracted  beam  with  the  second 
face,  so  that  the  position  of  tlic  prism  was  that  in  which  the  light  is  subjected 
to  the  minimum  amount  of  deviation.    Tuis  is  consequently  generally  spoken  of 
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as  the  position  of  minimum  deviation.  Under  these  circumstances  Praunhofer 
observed  numberless  vertical  lines,  varying  in  breadth  and  in  strength  in  diffe- 
rent parts  of  the  spectrum.  These  bands  wore  always  visible,  whatever  was  the 
solid  or  liquid  medium  used  in  the  construction  of  the  prism,  and  whether  its 
refracting  angle  were  great  or  small ;  and  under  all  circumstances  they  preserved 
the  same  relative  position  in  the  respective  coloured  spaces  in  which  they  occur. 
This  fixed  position  has  enabled  the  optical  observer  to  use  these  lines  as  points 
of  reference  by  whitih  the  refractive  indices  of  a  great  variety  of  bodies  have  been 
determined  with  precision. 

When,  however,  the  source  of  the  light  was  varied,  as  if  the 
flame  of  a  candle,  the  light  of  the  fixed  stars,"^  or  the  spark  from 
the  electrical  machine  was  made  use  of,  a  different  set  of  lines 
was  in  each  case  observed  to  occur. 

Beyond  this  fact — viz.,  the  dependence  of  the  position  of  the 
lines  upon  the  source  of  the  light  employed — Fraunhofer  was 
unable  to  ascertain  anything  connected  with  their  cause. 

The  inquiry  thus  launched  by  Fraunhofer  has  been  followed 
in  four  principal  branches  of  research,  which  may  be  described  as 
relating  to — 

a.  Cosmical  lines,  or  the  black  lines  produced  in  the  light  of 
the  sun,  the  planetary  bodies,  and  the  fixed  stars. 

b.  Black  lines  produced  by  absorption,  a  class  of  phenomena 
discovered  by  Sir  D.  Brewster,  in  his  observations  upon  the  red 
vapours  of  nitrous  acid. 

c.  Bright  lines  produced  by  the  electric  spark  when  taken 
between  different  metallic  conductors. 

d.  Bright  lines  produced  by  coloured  flames  or  by  the  intro- 
duction of  different  substances  into  flame. 

I  shall  enter  into  some  detail  upon  this  subject,  which  has 
acquired  great  interest  and  importance  from  the  remarkable 
investigations  of  Kirchhoff  and  Bunsen. 

a.  The  cosmical  lines  admit  of  partial  reproduction  by  means 
of  photographs  of  the  spectra  in  which  they  occur.  Most  of 
these  lines  shown  by  the  photograph  are,  however,  invisible  to  the 
eye,  as  they  occur  in  that  part  of  the  spectrum  which  is  more  re- 
frangible than  even  the  violet  rays.  Edmond  Becquerel  {Taylor's 
Scientific  Memoirs,  1843,      537)  ^^^^         received  the 


*  The  moon  and  the  planets,  including  Venus,  Jupiter,  Saturn,  and  Mars, 
exhibit  lines  corresponding  with  those  of  the  Sun.  In  the  case  of  Jupiter, 
Saturn,  and  Mars,  additional  lines  are  also  visible,  owing  to  an  absorptive  action, 
due,  as  is  believed,  to  the  atmospheres  surrounding  these  planets  (Huggins  and 
Miller,  PJiil.  Trans.  1864,  421).  Sirius  shows  different  lines,  and  Castor  others 
somewhat  similar.  Amongst  the  lines  of  Procyon,  Fraunhofer  recognised  the 
solar  line  d,  and  in  those  of  Capella  and  Betelgeux,  both  D  and  h  (Brewster's 
Edin.  Journ.  Science,  1828,  viii.  7).    (109  note.) 
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impression  of  the  spectrum  with  suitable  precautions  upon  a 
Daguerreotype  plate  ;  and  he  made  the  important  and  interesting 
discovery  that  the  inactive  spaces  in  the  portion  of  the  chemical 
spectrum  produced  by  visible  rays,  correspond  accurately  with  the 
dark  lines  of  Fraunhofer, — a  discovery  immediately  afterwards 
corroborated  by  the  independent  observations  of  Draper,  of  New 
York,  and  subsequently  confirmed  in  a  remarkable  manner  for  the 
invisible  rays,  by  Stokes,  who  {Phil.  Trans.  1852,  463)  succeeded 
in  rendering  the  lines  in  the  most  refrangible  and  extra-violet 
portions  apparent  to  the  eye,  by  his  discovery  that  the  fluorescent 
power  of  the  spectrum  is  interrupted  by  inactive  spaces,  the 
position  of  which  correspond  accurately  with  the  lines  observed 
by  Becquerel. 

Mr.  Rutherford,  of  New  York,  has  since  taken  some  very 
successfal  photographs  of  the  solar  spectrum.  The  photograph 
of  the  blue  end  only  is  six  or  seven  feet  long,  and  was  taken  in 
sections  on  account  of  the  immense  difference  in  the  chemical 
activity  of  the  light  at  the  different  parts,  the  exposure  of  the 
green  portion  being  seven  minutes,  while  in  the  ultra-violet  only 
five  seconds  were  required  to  produce  a  good  impression. 

Mr.  Lockyer  has  also  carefully  photographed  the  more  refran- 
gible portions  of  the  spectrum,  in  order  to  compare  it  with  the 
spectra  of  the  metals.  In  this  way  large  numbers  of  lines  have 
been  discovered  which  are  almost  invisible,  in  consequence  of  the 
small  amount  of  light  in  those  parts  of  the  spectrum.    Fig.  80  a. 

Fig.  80  a. 


is  copied  from  one  of  these  photographs,  showing  the  portion  of 

the  solar  spectrum  in  the  violet  containing  the  two  h  lines,  and  " 

below,  for  comparison,  is  shown  the  same  portion  as  recorded  by  ; 

Angstrom  from  eye  observations,  the  diagram  being  taken  from  \ 

a  plate  in  the  Phil.  Mag.  1862  [4],  xxiv.   In  some  of  the  photo-  | 

graphs,  more  than  100  lines. have  been  counted  between  the  ; 

broad  bands,  while  Angstrom's  map  shows  only  20.  \ 

Captain  Abney  has  discovered  a  process  by  which  the  ultra-  j 

red  rays  may  be  photographed,  and  many  more  invisible  lines  be  | 
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found.  {Nature,  xiii.  432.)  Fig.  80  b,  is  taken  from  one  of 
Captain  Abney's  photographs^  and  published  in  his  treatise  on 
Photography  {Text-books  of  Science,  Longman's). 


Fig.  80  h. 
A  B 
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b.  The  absorption  bands  produced  by  coloured  gases  were  first 
indicated  in  1832  by  Brewster  {Phil.  Mag.  1836,  viii.  384),  who 
found  that  the  brownish-red  vapours  of  peroxide  of  nitrogen  have 
the  remarkable  power  of  absorbing  the  sun's  rays  in  such  a  manner 
as  to  produce  a  series  of  dark  bands  in  the  spectrum  of  the  light 
transmitted  through  it.  Professors  W.  H.  Miller  and  Daniell 
subsequently  showed  that  the  same  effect  is  produced,  whatever 
be  the  source  of  light  employed.  In  the  course  of  this  investiga- 
tion an  important  observation  was  made  by  Brewster,  who  noticed 
distinct  lines  and  bands  in  the  red  and  green  spaces,  which  at  other 
times  wholly  disappeared.  This  he  found  to  be  due  to  an  ab- 
sorptive action  of  the  earth's  atmosphere;  for  these  bands  were 
only  visible  when  the  sun  approached  the  horizon.  A  few  years 
later  I  had  an  opportunity  myself,  whilst  examining  the  spectrum 
of  diffused  daylight  in  the  afternoon  during  a  violent  thunder- 
shower,  to  observe  the  sudden  appearance  of  a  group  of  lines  in  the 
brightest  part  of  the  spectrum,  between  d  and  e,  increasing  in 
distinctness  with  the  violence  of  the  shower,  and  fading  and  dis- 
appearing as  the  rain  passed  away.  These  observations,  therefore, 
prove  that  certain  of  the  fixed  lines  in  the  solar  spectrum  are  de- 
pendent upon  the  absorptive  action  exerted  by  the  earth's  atmo- 
sphere.* But  the  larger  portion,  it  is  supposed,  are  due  to  another 


*  Janssen  {Gom'pies  Bendus,  1863,  Ivi.  538)  and  J.  P.  Cooke  have  since 
studied  the  conditions  under  which  these  atmospheric  bands  are  produced.  Cooke 
{Phil.  Uag.  1866  [4],  xxxi.  337)  has  found  that  certain  of  them  are  connected 
with  the  moisture  of  the  atmosphere,  and  these  lines  become  more  marked  in 
proportion  to  the  increase  in  the  quantity  of  aqueous  rapour.  In  October,  1864, 
Janssen  observed  a  fire  of  pine  wood  across  the  Lake  of  Geneva  at  a  distance  of 
21  kilometres,  or  after  the  light  had  traversed  a  stratum  of  rather  more  than 
13  miles  of  moist  air ;  and  he  found,  on  examining  the  spectrum  at  this  dis- 
tance, that  certain  atmospheric  lines  appeared,  although  the  same  flame,  when 
viewed  close  at  hand,  presented  no  indication  of  such  lines.  A  still  more  decisive 
observation  was  made  by  Janssen  in  the  following  manner  {Com'ptes  Rendus, 
1866,  Ixiii.  289) :  An  iron  tube,  37  metres  long,  was  enclosed  in  a  wooden  trough 
of  the  same  length,  and  packed  with  dry  sawdust ;  the  ends  of  the  iron  tube  were 
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cause,  first  suggested  by  Kirclilioff.  Prof.  Miller,  of  Cambridge, 
in  conjunction  with  Danicll,  followed  up  these  experiments,  and 
showed  that  other  coloured  vapours— viz.,  those  of  bromine,  iodine, 
and  euchlorine — possess  this  property  {Phil.  May.  1833,  ii.  381). 

Twelve  years  afterwards  I  myself  made  a  numerous  series  of 
experiments  upon  the  same  subject  [Phil.  Mag.  1845  Csl'  '^^^ii- 
81).  The  result  of  these  experiments  showed  that  mere  existence 
of  colour  in  a  vapour  does  not  indicate  of  necessity  the  existence 
of  bands  in  its  spectrum.  The  red  vapours  of  tungstic  chloride 
give  no  lines,  while  bromine  vapour,  which  has  to  the  eye  the 
same  colour,  produces  a  remarkable  series. 

The  probable  position  of  the  lines  cannot  be  inferred  from  the  colour  of  the 
gas :  with  the  green  oxychloride  of  manganese  the  lines  are  most  abundant  in 
the  green,  whilst  with  the  red  vapours  of  nitrous  acid  they  increase  in  number 
and  density  as  they  advance  towards  the  blue  end  of  the  spectrum.  Simple 
bodies,  as  well  as  compounds,  may  produce  lines ;  and  two  simple  bodies,  which 
singly  do  not  produce  them,  may  in  their  compounds  occasion  them  abundantly ; 
e.g.,  neither  oxygen,  nitrogen,  nor  chlorine,*  when  uncombined,  occasions  lines, 
but  some  of  the  oxides,  both  of  nitrogen  and  of  chlorine,  exhibit  the  phenomena 
in  the  most  striking  manner.  There  are,  however,  oxides  both  of  nitrogen  and 
chlorine,  some  of  them  coloured,  which  do  not  occasion  the  appearance  of  lines. 
We  find  also  that  lines  may  exist  in  the  vapour  of  simple  substances,  as  in 
iodine,  which  disappear  in  their  compounds.  This  is  exemplified  in  the  case  of 
hydriodic  acid.  Sometimes  the  same  lines  are  produced  b}'  different  degrees  of 
oxidation  of  the  same  substances,  a  remarkable  instance  of  which  is  furnished 
in  the  oxides  of  chlorine.  In  fig.  81,  No.  I  shows  the  principal  dark  lines 
of  the  pure  solar  spectrum;  2  represents  the  effect  of  bromine  ;  3,  that  of  per- 
oxide of  nitrogen,  the  system  of  lines  which  it  furnishes  being  totally  different 
from  that  of  bromine,  notwithstanding  the  close  resemblance  in  colour  of  the 
two  vapours ;  4  shows  the  lines  in  the  green  vapours  of  oxychloride  of  man- 
ganese. 

closed  with  thick  plate  glass,  and  the  atmospheric  air  was  displaced  by  steam, 
under  a  pressure  equal  to  7  atmospheres.  The  light  of  a  powerful  coal-gas  flame, 
which  has  no  lines  of  its  own,  was  then  made  to  traverse  the  tube,  and  the 
spectrum  of  the  transmitted  light  was  examined.  In  the  less  refrangible  por- 
tion between  the  lines  A  and  D  of  Fraunhofer,  five  obscure  bands  were  seen,  two 
of  which  are  well  marked ;  the  appearance  resembling  that  of  this  portion  of  the 
solar  spectrum  when  viewed  at  sunset,  especially  after  rain ;  and  at  the  same 
time  a  general  absorption  of  light  was  perceived  in  the  blue  and  violet  portions. 
The  light  transmitted  had  an  orange  or  red  tinge,  which  was  deeper  in  propor^ 
tion  to  the  quantity  of  aqueous  vapour.  It  appears  from  those  observations, 
though  at  present  no  detailed  measurements  have  been  published,  that  the 
groups  A,  B,  and  c  of  Fraunhofer,  and  two  groups  between  c  and  D,  are  due  to 
the  action  of  aqueous  vapour  in  the  atmosphere.  Lieut.  J.  H.  Hennessey 
[Proc.  Roy.  Soc.  1870,  xix.  i,  and  Phil.  Trans.  1875,  ^S?)  l^^s  observed  in 
the  Himalaya  mountains,  the  atmospheric  lines  exhibited  by  the  spectrum  of 
the  sun  when  near  the  time  of  setting. 

*  Though  chlorine  does  not  exhibit  absorption  lines  when  the  light  is 
passed  through  a  thin  layer  of  the  gas,  yet  numerous  lines  have  been  observed 
on  employing  a  tube  i  metre  long. 
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c.  Oil  the  Spectra  of  the  Electric  Spark. — Wollaston  {Phil. 
Trans.    1802,  380)  observed  that  the  spectrum  of  the  electric 


Fig.  81. 


spark  is  not  continuous^  and  that  it  differs  from  that  of  ordinary 
snnlightj  as  well  as  from  that  furnished  by  the  light  of  a  candle. 
Fraunhofer  also  made  a  similar  observation ;  but  the  first  person 
who  called  attention  to  the  important  fact  that  the  nature  of  the 
metals  employed  modifies  the  resulting  spectrum,  was  Wheatstone, 
who,  at  the  Dublin  meeting  of  the  British  Association  for  1835, 
read  a  paper  "  On  the  Prismatic  Decomposition  of  the  Electric, 
Voltaic,  and  Electro-Magnetic  Sparks.^''  In  the  abstract  pub- 
lished in  the  Report  of  the  Proceedings  of  the  Association  for  that 
year,  the  author  states  that  the  spectrum  of  the  electro- magnetic 
spark  taken  from  mercury,  as  well  as  from  zinc,  cadmium,  tin, 
bismuth,  and  lead  in  the  melted  state,  consists  of  definite  rays 
separated  by  dark  intervals  from  each  other ;  but  the  number, 
position,  and  colours  of  the  bright  lines  vary  in  each  case.  The 
appearances  are  so  different,  that  the  metals  may  be  readily  distin- 
guished from  each  other  by  this  mode  of  examination.  When  the 
voltaic  spark  from  mercury  was  taken  successively  in  the  ordinary 
vacuum  of  the  air-pump,  in  the  Torricellian  vacuum,  and  in 
gaseous  carbonic  anhydride,  the  same  results  were  obtained  as 
when  the  experiment  was  performed  in  air,  or  in  oxygen  gas. 
The  light,  therefore,  does  not  urise  from  the  combustion  of  the 
metal. 
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Masson,  in  1851  and  1855,  in  the  course  of  his  investigations 
on  electric  photometry  (Ann.  Chim.  Phys.  1851  [3],  xxxi.  295, 
and  1855  [3],  xlv.  387),  examined  the  spectra  produced  by- 
various  metals  which  were  employed  as  dischargers  to  the  Leyden 
jar,  and  also  when  heated  by  the  voltaic  arc,  and  gave  drawings 
of  the  different  spectra,  made  by  means  of  the  camera  lucida. 
The  spectra  which  he  has  given  of  the  same  metals  as  those 
examined  by  Wheatstone,  are  much  more  complicated  than 
those  described  by  the  English  philosopher.  These  discrepancies 
were  subsequently  explained  by  Angstrom  {Phil.  Mag.  1855  [4], 
ix.  327),  who  showed  that  owing  to  the  intense  heat  of  the 
electric  discharges  employed  by  Masson,  he  obtained  two  spectra 
simultaneously,  one  due  to  the  metal,  the  other  to  the  atmosphere 
itself,  the  constituent  gases  of  which  became  heated  by  the  spark 
to  incandescence.  Certain  bright  lines  remarked  by  Masson  as 
common  to  the  spectra  of  all  the  metals  were  really  these 
atmospheric  lines.  By  causing  the  spark  to  pass  between  the 
same  metals  when  immersed  in  various  gases,  the  particular 
bright  lines  due  to  the  metal  remained  unaltered,  whilst  the  others, 
due  to  the  gaseous  medium,  disappeared,  and  their  place  was 
supplied  by  new  bright  lines.  Angstrom,  in  the  course  of  his 
paper,  suggests,  though  he  does  not  distinctly  state,  the  expla- 
nation of  Fraunhofer^s  dark  lines,  subsequently  brought  forward 
by  Kirchlioff".  It  appears,^  however,  that  in  1853  Angstrom  in 
his  "  Optic  Researches'^  distinctly  announced  the  same  explana- 
tion of  Fraunh of er's  lines  that  was  afterwards  given  by  Kirchhoff'; 
but  from  ignorance  of  the  Scandinavian  languages  it  was  not 
known  in  this  country  till  1856. 

In  1858  and  1859,  an  important  series  of  investigations  was 
published  by  Pliicker  {Poggenclorff's  Annal.  1858,  ciii.  88,  151, 
civ.  113,  622,  cv.  67,  and  1859,  77'  497)j  elating  to  the 
character  of  the  electric  light  produced  by  transmitting  the 
secondary  charge  from  Ruhmkorff's  coil  through  narrow  tubes 
filled  with  different  gases,  and  subsequently  exhausted  as  com- 
pletely as  possible.  Vacuous  tubes  were  thus  obtained  with  only 
imponderable  traces  of  various  gases  and  vapours,  including 
oxygen,  hydrogen,  nitrogen,  chlorine,  bromine,  and  iodine. 
Pliicker  found  that  each  exhausted  tube  gave  its  own  charac- 
teristic spectrum,  and  he  measured  with  great  care  the  principal 
bright  lines  visible  in  each.    These  results  are  very  important  in 


*  See  Address  of  the  President  of  the  Royal  Society,  1870.  Proc.  Roy.  Soc. 
xix.  120. 
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relation  to  Kirclilioff's  theory  of  the  cause  of  the  dark  lines^  which 
requires  that  the  position  of  the  bright  lines  thus  obtained^  should 
coincide  with  the  black  lines  produced  by  absorption  when  light 
is  transmitted  through  these  different  gases.  Pliicker's  expe- 
riments show  distinctly  that  this  is  not  the  case  in  these  gases. 
Dr.  Robinson  subsequently  investigated  the  effect  of  varying 
the  pressure  upon  the  nature  of  the  electric  spectrum  of  an 
incandescent  gas  {Phil.  Trans.  1862,  939)  :  he  finds  that  the 
light  is  the  most  intense  under  ordinary  pressures,  though  at  low 
pressures  bright  lines  appear  which  are  not  visible  at  the  ordinary 
pressure  of  the  gases. 

Van  der  Wiiligen  [Poggendorff's  Anyial.  1859,  cvi.  617)  made 
the  interesting  remark  that,  by  placing  in  succession  upon  a  pair 
of  wires  consisting  of  a  metal  which,  like  platinum,  possesses  few 
special  bright  lines  of  its  own,  small  quantities  of  a  weak  solution 
of  chloride  of  calcium,  barium,  or  strontium,  or  of  nitrate  of 
calcium,  &c.,  new  bright  lines  are  produced,  and  these  lines  are 
characteristic  of  the  particular  metal  contained  in  each  of  these 
several  compounds. 

d.  Spectra  of  Coloured  Flames. — The  first  person  who  seems 
to  have  analysed  coloured  flames  by  means  of  the  prism,  was  Sir 
J.  Herschel,  who  describes  briefly  [Edin.  Phil.  Trans.  1832,  ix. 
455),  the  spectra  of  strontic,  calcic,  and  cupric  chloride,  of  cupric 
nitrate,  and  of  boracic  acid.  The  same  observer,  in  the  article 
Light,  Encycl.  Metrop.  1827,  438,  says: — "'Salts  of  soda  give 
a  copious  and  purely  homogeneous  yellow,  of  potash  a  beautiful 
pale  violet  and  he  then  gives  a  general  statement  of  the  results 
with  the  salts  of  calcium,  strontium,  lithium,  barium,  copper, 
and  iron.  He  further  continues, — "  Of  all  salts  the  muriates 
[chlorides]  succeed  best,  from  their  volatility.  The  same  colours 
are  exhibited  also  when  any  of  the  salts  in  question  are  put  in 
powder  into  the  wick  of  a  spirit-lamp.  The  colours  thus  com- 
municated by  the  dift'erent  bases  to  flame,  afford  in  many  cases 
a  ready  and  neat  way  of  detecting  extremely  minute  quantities 
of  them.'' 

The  analysis  of  the  spectra  of  artificial  lights  was  resumed  by 
Pox  Talbot  (Brewster's  Journal  of  Science,  1826,  v.  77).  He 
there  describes  a  method  of  obtaining  a  yellow  monochromatic 
light  by  the  use  of  an  ordinary  spirit-lamp  with  a  cotton  wick 
fed  with  dilute  alcohol  holding  common  salt  in  solution.  He 
found  the  same  effect,  whether  chloride,  sulphate,  or  carbonate  of 
sodium  was  employed. 

Nitrate,  sulphate,  chlorate,  and  carbonate  of  potassium  agreed 
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in  giving  a  laluisli-Avliite  tinge  to  the  flame.    By  burning  a  mixture  ! 
of  nitre  and  sulphur,  he  observed  a  red  line  of  low  but  definite  j 
refrangibility,  which  he  regarded  as  characteristic  of  the  salts  of 
potassium,  as  the  yellow  line  is  of  the  salts  of  sodium.     He  con- 
cludes his  paper  with  the  following  observation,  which  follows  ; 
some  remarks  upon  certain  experiments  of  Herschers  : — "  If  this  j 
opinion  should  be  correct  and  applicable  to  the  other  definite  rays, 
a  glance  at  the  prismatic  spectrum  of  a  flame  may  show  it  to  ; 
contain  substances  which  it  would  otherwise  require  a  laborious  \ 
chemical  analysis  to  effect." 

In  the  Phil.  Mag.  for  1834  [3],  iv.  115,  Fox  Talbot  further  '■ 
showed  how,  notwithstanding  the  similarity  in  colour  of  the  light  i 
of  lithium  and  strontium,  they  can  at  once  be  distinguished  by  \ 
means  of  the  prism.     He  says, — The  strontia  flame  exhibits  a  ^ 
great  number  of  red  rays,  well  separated  from  each  other  by  dark  ; 
intervals,  not  to  mention  an  orange  and  a  very  definite  bright 
blue  ray.    The  lithia  exhibits  one  single  red  ray.     Hence  I  hesi- 
tate not  to  say  that  optical  analysis  can  distinguish  the  minutest 
portions  of  these  two  substances  from  each  other  with  as  much 
certainty,  if  not  more,  than  any  other  known  method." 

The  spectra  of  coloured  flames  were  further  examined  in  1845  ' 

by  myself,  and  an  account  of  these  experiments  was  given  in  a  | 

paper  read  that  year  before  the  Chemical  Section  of  the  British  j 

Association,  at  Cambridge.     {Phil.  Mag.  1845  [sIj  ^^^ii-  81.) 

In  these  experiments  an  alcohol  lamp,  fed  with  the  solution  of  the  compound  | 

the  flame  of  which  was  to  be  examined,  and  a  common  wick  supported  in  a  small  I 

glass  tube,  furnished  the  flame.    The  lamp  was  placed  opposite  the  vertical  slit,  ( 

through  which  diffused  daylight  could  also  be  transmitted  at  pleasure.    Eraun-  1 

holer's  lines  thus  served  as  points  of  comparison  of  the  different  flames.    The  ; 

paper  was  illustrated  by  coloured  lithographs  of  various  spectra,  including  those  i- 

of  cupric  chloride,  boracic  acid,  strontic  nitrate,  calcic  and  baric  chlorides,  in  li 

minute  detail.    The  green  light  produced  by  burning  a  solution  of  cupric  chloride  | 

in  alcohol,  for  instance,  gives  the  spectrum  sliown  in  fig.  81,  No.  5,  and  that  li 
furnished  by  an  alcoholic  solution  of  boracic  acid  is  represented  in  No.  6. 
Numerous  other  spectra  were  also  described,  including  those  of  the  chlorides  of 
sodium,  manganese,  and  mercury,  and  of  a  large  number  of  other  metals. 

(107)  Spectrum  Analysis. — But  it  is  to  Kirchhofi"  and  Bunsen  f 
[Poggendorff's  Annul,  i860,  ex.  161)  that  we  are  indebted  for  re-  | 
ducing  the  prismatic  observation  of  flame  tinged  by  the  salts  of  i 
different  metals  to  a  simple  and  systematic  method  of  qualitative  I 
analysis  for  the  alkalies  and  alkaline  earths ;  and  they  have  con-  | 
trived  a  spectroscope  by  which  the  difiTerent  spectra  may  be  con-  i 
veniently  examined  and  compared  with  one  another.  I 
Fig.  82  exhibits  a  very  complete  form  of  the  instrument  adapted  to  a  single  ■ 
prism  [Poggendorff's  Annul.  1861,  cxiii.  374).    It  is  au  improvement  on  tlw  I 
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instrument  used  by  Swan  and  by  Masson ;  including  a  scale  for  ascertaining  the 
position  of  the  lines  in  different  (sases,  as  well  as  a  reflecting  prism,  by  wliich  two 
spectra  can  be  compared  side  by  side,  p  represents  a  flint-glass  prism,  supported 
on  the  cast-iron  tripod  f,  and  retained  in  its  place  by  the  spring,  c.  At  the  end 
of  the  tube,  a,  nearest  the  prism,  is  a  lens,  placed  at  the  distance  of  its  focus  for 
parallel  rays  from  a  vertical  slit  at  tbe  other  end  of  the  tube.  The  width  of  the 
slit  can  be  regulated  by  means  of  the  screw,  e.  One-half  of  this  slit  is  covered 
by  a  small  right-angled  prism  designed  to  reflect  the  rays  proceeding  from  the 
source  of  light,  D,  down  the  axis  of  the  tube,  whilst  the  rays  from  the  source  of 
light,  E,  pass  directly  down  the  tube.  By  this  arrangement  the  observer  sta- 
tioned at  the  end  of  the  telescope  b,  is  able  to  compare  the  spectra  of  both  lights, 
which  are  seen  one  above  the  other,  and  he  can  at  once  decide  whether  their 
lines  coincide  or  differ,  a  and  b  are  screws  for  adjusting  the  axis  of  the  telescope 
so  as  to  bring  any  part  of  the  slit  at  e  into  the  centre  of  the  field  of  vision.  The 
telescope,  as  well  as  the  tube,  c,  is  movable  in  a  horizontal  plane,  around  the 
axis  of  the  tripod.    The  tube  c  contains  a  lens  at  the  end  next  to  the  prism. 


Fig.  82. 


and  at  the  other  end  is  a  scale  formed  by  transparent  lines  on  an  opaque 
ground;  it  is  provided  with  a  levelling  screw,  d.  Wiien  the  telescope  has 
been  properly  adjusted  to  the  examination  of  the  spectrum,  the  tube  c  is 
moved  until  it  is  placed  at  such  an  angle  with  the  telescope  and  the  face 
of  the  prism,  that  when  light  is  transmitted  through  the  scale,  the  image 
of  this  scale  is  reflected  into  the  telescop.^  from  the  face  of  the  prism  nearest 
the  observer.  This  image  is  rendered  perfectly  distinct  by  pushing  in  the  tube 
which  holds  the  scale  nearer  to  the  lens  in  c,  or  withdrawing  it  to  a  greater 
distance,  as  may  be  required.  The  reflected  lines  of  the  scale  can  then  be 
employed  for  reading  off  the  position  of  the  bright  or  dark  lines  of  the  spec- 
trum, as  both  will  appear  simultaneously,  overlapping  each  other,  in  the  field  of 
the  telescope.  By  turning  the  tube  c  round  upon  the  axis  of  the  tripod,  any 
particular  line  of  the  scale  can  be  brought  to  coincidence  with  any  desired  line 
of  the  spectrum.  Stray  light  is  excluded  by  covering  the  stand,  the  prism,  and 
the  ends  of  the  tubes  adjoining  it,  with  a  loose  black  cloth.  The  dispersive 
power  upon  the  spectrum  may  be  much  increased  by  using  several  prisms  instead 
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Of  one:  in  the  experiments  of  Kirchhoff  upon  the  solar  spectrum,  he  used  four 
pnsms;  Huggms  {P Jul.  Trans.  1864.  139)  in  his  observations  on  the  spectra 
of  the  metals  obtained  with  the  electric  spark  employed  six  prisms,  and  Ga^siot 
has  used  an  apparatus  with  nine  prisms.  Much  care  is  required  in  placing  the 
prisms :  the  refracting  edge  of  each  prism  must  be  truly  vertical,  and  the  posi- 
tion of  minimum  deviation  for  the  rays  to  be  observed  must  be  obtained. 
.  ^fowniug  has  constructed  an  ingenious  form  of  automatic  spectroscope 

in  which  the  light  passes  through  a  train  of  six  prisms.  The  prisms  are  mounted 
on  triangular  supports  which  are  linked  to  one  another  and  to  the  observing 
telescope  in  such  a  manner  that  on  moving  the  latter  all  the  prisms  are  main- 
tained at  the  angle  of  minimum  deviation  for  the  particular  ray  under  observa- 
tion. The  action  of  this  spectroscope  will  be  seen  by  an  inspection  of  fig.  82  a, 
which  IS  a  plan  of  the  latest  form  of  the  instrument,    a  is  the  collimator  with 

Fig.  82  a. 


the  slit  and  small  reflecting  prism  at  a,  the  rays  transmitted  by  the  slit  are 
rendered  parallel  by  the  lens  at  b,  the  beam  then  traverses  the  prisms  i,  2,  3,  4, 
5,  and  6,  and  the  spectrum  is  observed  through  the  telescope  b.  The  prism  i 
is  attached  to  the  plate  c  by  a  screw  passing  through  the  triangular  support  at 
the  angle  c,  nearest  to  the  collimator,  so  that  it  may  turn  on  this  axis  through 
a  small  arc.  The  prism  is  also  attached  to  prism  2  by  a  screw  d  placed  at  the 
other  end  of  its  base,  and  the  other  prisms  are  similarly  linked  together  at  e,f,  g, 
and  h,  the  last  prism  6  being  linked  by  the  screw  i  to  the  arm  d  which  bears 
the  observing  telescope.  The  support  of  each  prism  carries,  rigidly  fixed  to  it, 
a  flat  brass  bar  placed  at  right  angles  to  the  base  of  the  prism  and  which  has  a 
slot  at  its  extremity.  The  arm  d  is  bent  at  right  angles,  and  its  shorter  portion 
E  is  also  slotted.  In  the  plate  c  a  slot  is  cut  in  the  direction  I  c,  that  is, 
towards  the  fixed  angle  of  prism  I  ;  and  under  the  plate  there  is  a  dovetail 
piece  sliding  parallel  to  the  slot  and  carrying  a  pin  Jc,  which  is  passed  through 
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the  slot  in  the  plate  and  through  the  seven  slotted  pieces  attached  to  the  prisms 
and  telescope. 

If  it  is  required  to  observe  the  more  refrangible  end  of  the  spectrum,  the 
telescope  b  must  be  moved  in  the  direction  F  g.  This  moves  the  train  of 
prisms,  causing  all  the  prisms  to  approach  the  central  pin  Ic,  diminishing  the 
diameter  of  the  circle  of  which  h  is  the  centre,  and  to  which  the  bases  of  the 
prisms  are  tangents.  The  first  prism  being  fixed  at  one  angle  can  only  move  to 
a  small  extent,  the  second  will  move  a  little  more,  and  so  on,  and  by  arranging 
the  circle  of  the  prisms  to  a  size  which  will  accord  with  the  refractive  index  of 
the  glass,  the  instrument  is  so  fitted  that  the  refracted  ray  is  always  parallel  to 
the  base  of  the  prism  through  which  it  is  passing,  or  in  other  words,  each  prism 
is  at  the  angle  of  minimum  deviation. 

Still  more  powerful  spectroscopes  have  been  constructed,  in  which  the  light 
is  passed  first  through  the  lower  half  of  the  prisms,  and  is  then  reflected 
through  the  upper  half  by  means  of  a  right-angled  prism  with  its  hypotheuuse 
vertical  placed  opposite  to  the  last  prism.  Mr.  Browning  has  made  an  instru- 
ment in  which  the  light  passes  no  less  than  four  times  tlirough  the  prisms.  In 
these  spectroscopes  both  the  collimator  and  the  observing  telescope  are  fixed, 
and  the  different  portions  of  the  spectrum  are  brought  into  view  by  altering 
the  position  of  the  train  of  prisms.  The  prisms  cin  be  readily  detached  from 
the  stand,  and  to  each  of  them  the  reflecting  prism  can  be  fixed,  so  that  any 
number  less  than  the  whole  train  can"  be  employed. 

The  extraordinary  delicacy  of  certain  of  these  spectrum  reac- 
tions was  indicated  by  Swan  {Edin.  Phil.  Trans.  1857,  xxi.  413), 
who  measured  it  for  sodium,  by  the  only  accurate  method,  namely, 
by  dissolving  a  weighed  quantity  of  the  salt  in  a  known  quantity 
of  water,  and  h.e  thus  determined  with  precision  the  limit  of  the 
reaction.    Bunsen  and  Kirchhoff  attempted  to  estimate  the  sen- 
sitiveness of  the  reaction  by  deflagrating  a.  given  weight  of  the 
various  salts  in  the  room  in  which  they  were  experimenting,  and 
I  diffusing  the  vapour  mechanically  through  the  air,  increasing  the 
I  quantity  of  the  salt,  until  a  gas  llame  showed  the  reaction  of  the 
'  peculiar  metal,  due  to  particles  in  suspension.    Bat  it  is  obvious 
■  that  this  ingenious  method  does  not  admit  of  precision,  and  is 
1  liable  to  lead  to  an  exaggerated  estimate  of  the  delicacy  of  the 
1  reaction,  from  the  impossibility  of  ensuring  uniformity  in  the 
(  diffusion  of  the  salt. 

The  sodium  reaction  is  the  most  sensitive  of  all :  by  its  means 
!  Swan  could  detect  irro  hro  0  of  ^  grain  of  sodium ;  and  so  exten- 
ssively  is  common  salt  diffused,  that  scarcely  any  flame  can  be 
c  obtained  in  which  the  indication  of  sodium  is  absent. 

Having  obsex'ved  the  position  of  the  bright  lines  produced  by 
i  introducing  into  the  flame  of  a  Bunsen  gas-burner  the  chlorides 
( of  the  metals  of  the  various  alkalies  and  alkaline  earths,  each  of 
1  which  had  been  purified  for  these  experiments  with  great  care, 
1  Bunsen  and  Kirchhoff  constructed  a  chart  in  which  the  different 
1:  lines  were  laid  down  for  each,  and  they  were  able,  by  observing 
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the  position  of  the  lines  obtained  "when  a  mixture  of  various  chlo-  ' 
rides  was  introduced  into  the  flame,  to  ascertain  the  presence  of  i 
these  diffcrei't  metals  with  sufficient  readiness  to  use  the  method  ! 
for  the  purposes  of  qualitative  analysis.    The  rapidity  with  which  ; 
the  result  is  obtained  by  a  practised  observer,  and  the  minuteness 
of  the  quantity  required  for  the  examination,  gives  this  method  a 
superiority  over  any  other  now  in  use  for  the  qualitative  analysis 
of  the  alkalies  and  alkaline  earths ;  moreover,  the  circumstance 
that  the  mere  inspection  of  a  source  of  light  furnishes  informa- 
tion respecting  the  composition  of  the  bodies  undergoing  combus- 
tion or  volatilization  within  it,  extends  the  mode  of  inquiry  over 
distances  limited  only  by  the  distance  through  which  the  object  I 
is  visible;  we  are  thus  furnished  with  a  method  of  analysis  which  i 
is  applicable  to  the  luminous  atmosphere  of  the  sun,  the  stars,  as 
well  as  to  the  light  of  the  planetary  bodies,  and  even  of  the  nebulae. 
This  circumstance  invests  the  subject  with  an  interest  like  that 
which  attends  the  employment  of  the  telescope ;  at  the  same  time 
the  minuteness  of  its  search  enables  it  to  reveal,  like  the  micro-  j 
scope,  quantities  of  matter  indefinitely  small. 

This  minuteness  in  its  scrutiny  has  already,  in  the  hands  of 
Bunsen  and  Kirchbofi,  led  to  the  discovery  that  many  bodies, 
such  as  lithia  and  strontia,  formerly  supposed  to  be  rare,  are 
really  widely  distributed  in  minute  quantities.  It  also  led  them 
to  discover  the  two  new  alkalies  casia  and  rubidia,  the  first  named 
from  ccesius,  "  sky-coloured,"  in  allusion  to  two  characteristic  blue 
lines  in  its  spectrum  ;  the  second  from  rubidus,  "  dark  red,"  owing 
to  the  existence  in  its  spectrum  of  two  red  lines  of  remarkably  j 
low  refrangibility.  jj 

These  bases  were  found  in  the  course  of  an  examination  by  | 
the  prism  of  the  residue  of  the  mother-liquor  from  the  Durkheim 
spring,  when  the  occurrence  of  these  hitherto  unobserved  lines  1 
induced  Bunsen  to  make  a  minute  chemical  examination  of  the  i 
M'ater  which  furnished  them.  The  inquiry  showed  that  in  every  j 
ton  of  the  original  water,  about  three  grains  of  csesic  chloride,  \ 
and  rather  less  than  four  grains  of  rubidic  chloride,  were  present.  ;| 
These  two  salts  so  closely  resemble  potassic  chloride  in  properties,  | 
that  it  would  have  been  impossible  to  have  ascertained  their  exis-  •  \ 
tence  in  the  minute  proportion  in  which  they  occur,  but  for  the  ;f 
method  of  spectrum  analysis.  To  these  bodies  Crookes,  in  May,  | 
1 86 1,  added  a  third  metallic  element,  thallium,  so  called  from  | 
OaWog,  a  budding  twig,  in  allusion  to  the  brilliant  green  line  (/ 
in  which  the  luminosity  of  its  spectrum  is  concentrated.  This  i 
body  was  found  in  minute  quantity  in  the  residue  from  a  sul-  I 
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phuric  acid  chamber  at  Tilkerode,  in  the  Hartz  :  and  it  has  since 
been  found  in  minerals  from  various  other  localities,  particularly 
iu  Belgian  pyrites.  In  the  year  1863  a  fourth  metal  was  found 
bv  the  spectrum  examination  of  one  of  the  Freiberg  zinc  ores,  by 
Reich  and  Richter  {Jour 71.  pr.  C/iem.  1863,  Ixxxix.  441,  and  xc. 
172);  its  discoverers  named  it  indium,  from  its  pair  of  charac- 
teristic lines  in  the  indigo.  Another  metal  was  detected  by 
Lecoq  de  Boisbaudran  in  zinc  blende  from  the  mine  of  Pierrefitte, 
valley  of  Argeles,  Pyrenees  {Comptes  Rendus,  1875,  Ixxxi.  493). 
It  has  been  named  gallium,  in  consequence  of  its  discovery  in 
France.  Its  spectrum  consists  of  a  brilliant  violet  line  and  a 
feeble  band. 

(107  a)  Influence  of  Different  Temperatures — Spectra  of  Com- 
pounds.— Kirchhoff  and  Buusen  ignited  many  of  the  salts  of  the 
different  metals  in  flames  of  very  varying  temperature,  including 
those  of  sulphur,  carbonic  disulphide,  diluted  alcohol,  carbonic 
oxide,  hydrogen,  and  the  oxyhydrogen  mixture ;  and  they  state 
that  the  same  metal  always  produced  the  same  lines,  whichever 
flame  they  employed  to  heat  it. 

It  has,  however,  since  been  observed  by  Tyndall,  Frankland, 
Roscoe  and  Clifton,  myself,  and  others,  that,  as  the  temperature 
rises,  a  new  series  of  bands  become  visible  in  certain  cases.  The 
spectrum  of  lithic  chloride,  in  the  flame  of  a  Bunsen  burner,  gives 
but  a  single  intense  crimson  line ;  in  a  hotter  flame,  as  that  of 
hydrogen,  it  gives  an  additional  orange  ray ;  and  in  the  oxyhydro- 
gen jet,  or  the  voltaic  arc,  a  broad  brilliant  blue  band  comes  out 
ill  addition.    A  similar  effect  is  perceived  in  the  case  of  metallic 
iron,  of  thallium,  and  of  other  metals  when  heated  by  the  voltaic 
;  arc,  which  at  elevated  temperatures  furnish  much  more  compli- 
I  Gated  spectra  than  when  less  intensely  heated.    A.  Mitscherlich 
[Poyg.  Annal.  1862,  cxvi.  499)  has  also  shown  that  in  flames  of 
.  low  temperature,  the  lines  produced  by  different  compounds  of  the 
:  same  metal  vary  witli  the  compound  employed  :  in  these  cases 
Ithe  spectrum  observed  is  that  due  to  the  compound,  and  not  to 
i  its  elementary  constituents  ;  the  spectrum  of  metallic  copper,  for 
6  example,  differs  considerably  from  that  of  an  alcoholic  solution  of 
ccupric  chloride,  whilst  that  from  an  alcoholic  solution  of  cupric 
i  iodide  differs  from  both.    These  observations  do  not  destroy  the 
V  value  of  spectrum  examination  as  a  means  of  qualitative  analysis, 
■  provided  that  the  operator  adopts  the  method  laid  down  by 
Bunsen  and  Kirchhoff,  who  introduce  into  a  coal-gas  flame,  fur- 
nished by  one  of  Bunsen's  gas-burners,  a  chloride  of  the  metal 
for  examination,  supported  on  a  loop  of  platinum  wire. 

o  2 
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The  spectra  figured  by  Bunsen  and  Kirchhoff"  were  obtained 
in  each  case  by  acting  upon  tlie  chlorides  of  the  several  metals ; 
and  those  of  the  alkaline  earths  represent,  according  to  the  re- 

FiG.  83. 

Violet.        Indigo.  Blue.  Green.        Yellow.   Orange.  Red. 
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searches  of  Diacoa  {Ann.  Chim.  Phi/s.  1865  [4] ^vi.  25),  rwixecl 
spectra,  due  in  part  to  the  oxides,  and  in  part  to  the  clilorides 
of  tlie  metals.  In  the  memoir  just  cited  Diacon  has  confirmed 
the  obsei'vation  of  A.  Mitsclierlich  that  many  classes  of  binary 
compounds  possess  proper  spectra,  differing  from  those  of  the 
pure  metals  bolh  in  the  arrangement  and  the  number  of  the  lines. 

During  the  decomposition  of  the  iodides,  bromides,  chlorides, 
and  fluorides  of  certain  metals  in  the  flame  of  the  blow-pipe  fed 
usually  with  air,  or  in  particidar  cases  with  oxygen,  brilliant 
lines  were  observed,  due  to  the  halogen  present  in  the  com- 
pound ;  but  these  lines,  the  duration  of  which  is  very  variable,  are 
always  accompanied  by  the  spectrum  due  to  the  oxide  of  the  metal. 

By  heating  even  the  easily  decomposable  chlorides  of  certain 
metals  in  a  hydrogen  flame  fed  with  excess  of  chlorine,  the  special 
spectrum  of  the  chloride  may  frequently  be  obtained,  when  it  is 
seen  to  differ  from  the  spectrum  obtained  from  a  flame  supplied 
with  oxygen.  For  example,  in  a  chlorinating  flame,  the  chlorides 
of  the  alkali-metals  potassium  and  sodium  give  no  spectrum  at 
all ;  the  spectrum  of  lithic  chloride  is  not  altered,  and  pure  strontic 
cliloride  does  not  show  the  orange  ai,id  blue  lines  usually  regarded 
as  characteristic  of  the  compounds  of  strontium. 

The  spectrum  reactions  of  the  halogens,  however,  arc  not  suffi- 
ciently delicate,  nor  can  they  be  as  yet  secured  with  sutflcient 
facility  to  render  the  spectrum  test  superior  to  the  methods  in 
use  by  the  ordinary  mode  of  analysis  :  though  both  Mitsclierlich 
{Pogg.  Annul.  1864,  cxxi.  459)  and  Diacon  give  processes  for 
applying  the  spectroscope  for  the  discrimination  of  the  halogens 
when  in  combination. 

The  first  spectrum  shown  in  fig.  83  exhibits  some  of  the  fixed 
dark  lines  of  the  solar  spectrum  contrasted  with  the  position  of 
some  of  the  most  important  bright  lines  furnished  by  the  spectra 
of  the  alkalies  and  alkaline  earths,  when  their  chlorides  are  heated 
upon  a  loop  of  platinum  wire  introduced  into  the  flame  of  a 
Bunsen  gas-burner.  The  characteristic  bright  lines  in  the  case 
of  each  metal  are  distinguished  by  the  letters  of  the  Greek 
alphabet,  the  most  strongly  marked  lines  being  those  indicated 
by  the  earliest  letter. 

Amongst  the  various  spectra,  that  of  thallium  and  those  of  the 
alkali-metals  are  the  simplest.  In  the  potassium  spectrum  the 
most  characteristic  bright  lines  are  the  red  line  K  a,  and  violet 
line,  K  /3.  A  copious  diffused  light  fills  up  the  central  portion 
of  the  spectrum.  In  the  case  of  sodium,  nearly  the  whole  of  the 
light  is  concentrated  on  the  intense  yellow  double  line,  Na  a.  In 
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the  lithium  spectrum,  a  crimson  baud,  Li  a,  is  the  prominent 
line ;  Li  p  is  seldom  visible ;  but  at  the  elevated  temperature  of  the 
voltaic  arc,  an  additional  blue  line  becomes  very  intense.  In  the 
spectrum  of  ecesium,  a  good  deal  of  diffused  light  is  visible,  but 
the  two  lines  in  the  blue,  Cs  «  and  Cs  (3,  are  strongly  marked, 
and  may  be  seen  when  a  quantity  of  the  chloride  not  exceeding 
TTirWo-  of  a  grain  of  the  pure  salt  is  used,  or  yoVo  of  a  grain  if 
diluted  with  fifteen  hundred  times  as  much  lithic  chloride. 
Rubidium  is  not  distinguishable  in  quantities  quite  so  minute. 
The  lines,  Ub  a  and  Rb  /3,  in  the  blue,  and  Rb  y  in  the  red,  are 
almost  equally  characteristic,  but  about  j^Vito  of  a  grain  of  the 
chloride  is  required  to  render  them  visible.  Thallium  is  recog- 
nised by  the  single  intense  green  line  Tl  a.  The  spectra  of  the 
alka  line  earths  are  equally  definite  though  more  complicated ; 
generally  speaking,  the  elements  of  higher  atomicity  give  more 
complex  spectra. 

The  salts  v/hich  are  most  readily  volatilized,  such  as  the 
chlorides,  bromides,  and  iodides  of  the  different  metals,  give  the 
*•  most  brilliant  spectra.  But  it  is  only  in  the  case  of  the  alkalies 
and  the  alkaline  earths  that  the  spectra  thus  obtained  arc 
characteristic.  Where  the  spectra  of  the  other  metals  are  re- 
quired, recourse  must  be  had  to  Wheatstone's  method  of  taking 
electric  sparks,  between  wires  consisting  of  the  metal  of  which  the 
spectrum  is  required  ;  and  the  electric  sparks  may  conveniently  be 
procured  by  the  employment  of  Ruhmkorff^s  coil.  The  tempera- 
ture obtained  in  this  way  is  very  intense,  and  developes  bright 
lines  not  produced  by  the  heat  of  ordinary  flames.  When  a  com- 
pound gas  or  vapour  is  made  the  medium  of  the  electric  discharge, 
the  spectra  produced  are  those  of  the  elementary  components  of 
the  gas.  It  seems  as  though,  at  these  intense  temperatures, 
chemical  combination  were  impossible  ;  and  oxygen  and  hydrogen, 
chlorine  and  the  metals,  may  therefore  all  coexist  in  a  separate 
form,  although  mechanically  intermingled. 

The  application  of  these  processes  of  optical  analysis  to  the 
examination  of  furnace  flames,  at  different  stages  of  various 
processes  in  the  arts,  cannot  fail  to  afford  information  of  high 
interest,  which  can  be  obtained  in  no  other  way.  Roscoe  has 
already  applied  it  successfully  iu  studying  the  Bessemer  process 
for  steel.  Mr.  Snelus,  of  the  Dowlais  Iron  Works,  has  recently 
made  some  further  researches  on  the  flame  from  the  Bessemer 
converter. 

(io8)  Projection  of  Spectra  on  a  Screen —'W\\en  it  is  desired  to  render 
the  lines  produced  by  the  spectra  iVom  different  metals  visible  to  a  large  audience, 
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they  may  be  shown  by  the  employment  of  the  voltaic  battery.    About  forty 
pairs  of  Grove's  construction  will  answer  well.    The  wires  of  the  battery  must 
be  connected  with  the  carbon  electrodes  of  a  Duboscq's  electric  lamp.    The  metals 
to  be  burned  are  supported  upon  the  lower  or  positive  electrode  made  of  the  hard 
carbon  deposited  in  the  gas  retorts :  and  when  the  salts  of  .the  metals  are  to  be 
employed,  two  or  three  vertical  holes  are  drilled  into 
the  upper  end  of  the  charcoal  point,  and  into  these 
the  salt  for  experiment  is  introduced.    On  completing 
the  connexion  with  the  battery,  the  arc  is  produced 
as  usual.     The  general  arrangement  of  the  apparatus 
is  shown  in  fig.  84.    The  light  is  allowed  to  escape 
from  the  lamp  through  a  narrow  vertical  slit  s,  of 
which  a  distant  image  must  be  produced  upon  the 
white  screen  w  w,  destined  to  receive  the  spectrum  at 
a  distance  of  from  fifteen  to  twenty  feet  from  the 
lamp.    When  the  arrangement  is  thus  far  completed, 
a  hollow  prism  p^,  filled  with  carbonic  disulphide,  is 
interposed  between  the  condensor  c  and  the  screen, 
and  the  lamp  with  the  condensing  lens  is  turned 
round  until  an  image  of  the  spectrum  falls  upon  the 
screen,  the  prism  being  brought  to  the  angle  of  mini- 
mum deviation,  when  the  incident  and  refracted  rays 
form  equal  angles  with  its  faces.    When  this  is  pro- 
perly adjusted,  the  bands  peculiar  to  each  spectrum 
are  distinctly  visible  on  the  screen.    If  it  be  desired 
to  obtain  a  longer  image  of  the  spectrum,  this  may 
be  effected  by  making  the  refracted  rays  fall  at  the 
proper  angle  upon  a  second  prism  p„,  before  they 
reach  the  screen. 

(109)  Kirchhoff's  Theory  of  Fraunhofer's 
Lines. — From  what  has  been  already  stated, 
it  is  obvious  that  a  large  number  of  the 
principal  facts  in  relation  to  the  occurrence 
of  the  bands  of  the  spectrum  were  known 
before  Kirchhoff  and  Bunsen  directed  their 
attention  to  the  subject.  But  it  has  been 
invested  with  a  new  interest 
covery  of  the 
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and  particularly  by  a  theory  of  Kirchhoff's  which  embraces  and 
generalizes  the  greater  number  of  the  phenomena.  This  theory 
we  shall  now  consider. 

It  is  to  be  remembered  that  the  spectrum  produced  by  the 
ignition  of  a  solid  or  of  a  liquid  always  yields  a  continuous  band 
of  light,  containing  rays  of  all  degrees  of  refrangibility  within  the 
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range  of  its  two  extremes  ;  "but  the  same  body,  when  converted 
into  vapour,  may  produce  a  luminous  atmosphere  which  may  emit 
light  of  certain  definite  refrangibilities  only,  so  as  to  produce  a 
spectrum  consisting  of  a  series  of  bright  bands  of  particular 
colours,  separated  from  each  other  by  intervals  more  or  less  com- 
pletely dark.  Bearing  these  facts  in  mind,  the  theory  proposed 
to  account  for  Fraunhofer's  lines  will  be  readily  understood. 

In  1858,  Balfour  Stewart  published  (Edin.  Phil.  Trans.  1858, 
xxii.  i)  a  paper  on  the  law  of  exchanges  in  radiant  heat,  and  in 
the  following  year  the  subject  was  taken  up  by  KirchhofF,  who 
arrived  at  the  same  conclusions  as  Stewart,  independently  ;  and 
the  German  philosopher  extended  his  theory  to  the  phenomena  of 
light  as  well  as  those  of  heat.  The  conclusions  at  which  he  arrived 
may  be  thus  stated  :  That  when  any  substance  is  heated  or  is  ren- 
dered luminous,  rays  of  a  certain  and  definite  degree  of  refrangi- 
bility  are  given  out  by  it ;  whilst  the  same  substance  has  also  the 
power  of  absorbing  rays  of  this  identical  refrangibility. 

Sodium,  for  example,  when  vaporized  at  a  high  temperature 
emits  an  intensely  brilliant  yellow  light,  which  is  concentrated  into 
two  closely  contiguous  bands  or  bright  lines  coincident  in  position 
with  Fraunhofer^s  double  black  line  d  in  the  solar  spectrum. 
Fraunhofcr  had  himself  observed  the  exact  coincidence  of  the 
double-black  line  d  in  the  solar  spectrum,  with  the  double  bright 
line  in  artificial  lights,  now  known  to  be  characteristic  of  sodium. 
If  through  a  flame  coloured  by  sodium,  the  more  powerful  light 
of  the  charcoal  points  or  ignited  lime  be  transmitted,  the  con- 
tinuous spectrum  due  to  this  stronger  source  of  light  is  interrupted 
by  a  doiible  black  line  coincident  with  the  solar  black  double 
line,  D.*  KirchhofF  has  also  ascertained  that  certain  of  the 
bright  bands  in  the  spectra  of  potassium,  lithium,  barium,  and 
strontium,  may  in  like  manner  be  reversed,  and  I  have  found 
that  some  of  the  strongest  lines  in  the  blue  in  the  spectrum  of 
copper  may  be  similarly  reversed. 

Now  Kirchhoff  has  applied  these  facts  to  the  explanation  of 

*  Foucault  (Journal  de  I'lnstitut,  Feb.  7th,  1849)  had  already  made  this 
observation  in  a  particular  instance.  He  caused  the  image  of  the  sun  to  fall 
exactly  on  the  voltaic  arc,  and  by  viewing  this  compound  light  through  a  prism, 
he  observed  that  the  double  brilliant  line  of  the  arc  coincided  exactly  with  the 
double  black  line  of  the  solar  light,  and  when  they  overlapped,  the  black  line  of 
the  solar  spectrum  was  rendered  considerably  more  intense.  This  absorption 
by  a  heated  gas  of  rays  of  the  same  refrangibility  as  those  which  it  emits,  is  not 
without  an  analogy  in  the  case  of  sound  ;  for  a  stretched  string  will  absorb  the 
vibrations  of  a  second  string  in  unison  with  itself,  and  will  in  consequence  itself 
respond  to  the  note  when  sounded  by  the  second  string. 
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Fraunhofer's  dark  lines.     He  sup- 
poses that  in  the  luminous  atmo- 
sphere of  the  sun,  the  vapours  of 
various  metals  are  present,  each  of 
which  would  give  its  characteristic 
system  of  bright  lines ;  but  behind 
this  incandescent  atmosphei'e  con- 
taining metallic  vapour,  is  the  still 
more  intensely  heated  solid  or  liquid 
nucleus  of  the  sun,  which  emits  a 
brilliant  continuous  spectrum  con- 
taining rays  of  all  degrees  of  refran- 
gibility.    When  the  light  of  this 
intensely  heated  nucleus  is  trans- 
mitted through  the  incandescent 
photosphere  of  the  sun,  the  bright 
lines  which  would  be  produced  by  "r 
the  photosphere  are  reversed ;  and 
rraunhofer''s  black  lines  are  only 
the  reversed    bright  lines  which 
would  be  visible  if  the  intensely 
heated  nucleus  were   no  longer 
there. 

Kirchhoff  has  proceeded  to  test 
this  theory  by  submitting  the  solar 
spectrum  to  a  most  minute  inves- 
tigation (Researches  on  the  Solar 
Spectrum,  and  on  the  Spectra  of  the 
Chemical  'Elements,  translated  by 
Roscoe,  and  published  in  a  sepa- 
rate form). 

The  opposite  diagram  is  copied 
from  a  small  portion  of  KirchhofF's 
detailed  drawing,  including  the  part 
of  the  spectrum  extending  from  e  co. 
to  b  (fig.  85),  and  he  states  that  for 
every  bright  line  in  the  spectrum 
of  iron  there  is  a  corresponding 
black  line  in  the  solar  spectrum. 
About  sixty  such  lines  occur  be- 
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*  For  want  of  apace,  the  figure  is  arranged  vertically  instead  of  across  the 
page.    The  upper  extremity  is  the  most  refrangible  end. 
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tween  d  and  r,  and  in  the  small  portion  contained  in  the  figure 
there  are  thirteen  such  lines  indicated  by  the  mark  *  The 
strong  black  lines  near  b,  marked  Mg,  coincide  with  the  brilliant 
green  lines  in  the  spectrum  of  magnesium.  Chromium,  nickel, 
cobalt,  and  calcium,  also  give  less  distinctly  marked  lines,  indi- 
cated by  the  letters  Cr,  Ni,  Co,  and  Ca. 

KirchhoflPj  from  these  and  other  more  extended  observations, 
draws  the  conclusion  that  in  the  atmosphere  of  the  sun  the 
vapours  of  sodium,  magnesium,  calcium,  iron,  chromium,  and 
nickel,  and  possibly  zinc,  cobalt,  and  manganese,  are  present ; 
but  that  lithium,  copper,  and  silver  are  not  present.  Angstrom 
considers  the  existence  of  hydrogen,  aluminium,  and  probably  of 
barium  and  strontium,  may  also  be  inferred. f 


*  By  examining  the  spectruni  of  the  electric  arc  passing  from  poles  of  iron 
Angstrom  has  discovered  no  less  than  460  lines  corresponding  to  black  lines  in 
the  solar  spectrum. 

t  Subsequently  to  these  researches  of  Kirchhoff,  Donati,  Secchi,  and  Airy, 
each  published  observations  on  the  spectra  of  some  of  the  fixed  stars,  and  a  more 
complete  series  was  given  by  Rutherford  {Silliman's  Journal,  1863,  xxxv.  71). 
In  the  Phil.  Trans,  for  1864,  already  quoted,  is  a  paper  on  the  spectra  of  some 
of  the  heavenly  bodies,  by  Huggins  and  W.  A.  Miller,  describing  a  form  of  appa- 
ratus by  which  they  have  been  enabled,  by  a  method  of  simultaneous  observa- 
tion, to  effect  a  direct  comparison  of  the  spectra  of  the  heavenly  bodies  with  those 
of  different  metals.  By  this  means  they  haVe  discovered  that  the  spectra  of  many 
of  the  brighter  stars  contain  dark  lines  corresponding  in  position  with  the  bright 
lines  of  certain  terrestrial  elements.  For  example,  in  the  red  star  Aldebaran  they 
observed  lines  corresponding  with  those  of  sodium,  magnesium,  hydrogen,  calcium, 
iron,  bismulh,  tellurium,  antimony,  and  mercury.  In  the  remarkable  spectrum 
of  the  orange-tinted  star  a  Orionis,  the  lines  of  sodium,  magnesium,  calcium, 
iron,  and  bismuth  were  observed.  The  spectrum  of  /3  Pegasi,  though  fainter, 
appears  to  be  similar  to  that  of  a  Orionis.  The  brilliant  white  star  Sirius  gives 
evidence  of  the  presence  of  sodium,  magnesium,  hydrogen,  and  iron,  a  LyrjB 
and  Pollux  both  contain  sodium  and  magnesium ;  the  former  also  shows  hydro- 
gen and  the  latter  iron.  Capella,  Arcturus,  a  Cygni,  and  Procyon,  all  show  the 
presence  of  sodium,  and  no  doubt  of  various  other  terrestrial  elements  also,  but 
the  comparison  of  their  spectra  with  the  telluric  elements  is  at  present  incomplete. 
About  forty  other  stars  were  examined  less  perfectly  by  the  same  observers :  in 
every  case  numerous  fine  lines  were  seen  crossing  the  stellar  spectrum  Hence  it 
may  be  inferred  that  the  stars,  while  differing  the  one  from  the  other  in  the 
kinds  of  matter  of  which  they  consist,  are  all  constructed  upon  the  same  plan  as 
our  sun,  and  many  of  them,  if  not  all,  ai'e  composed  of  matter  identical,  at  least 
in  part,  with  the  materials  of  our  system. 

Extending  these  observations  from  the  stars  to  the  nebulae,  Huggins  ascer- 
tained that  the  brighter  nebulje,  including  those  known  as  planetary  nebula,  and 
certain  others  of  sufficient  luminosity  to  admit  of  such  examination,  give  spectra 
of  an  entirely  different  kind.  Their  light  is  greenish  blue,  and  is  almost  mono- 
chromatic, being  nearly  all  concentrated  into  a  single  bright  line,  wiiich  coincides 
in  position  with  the  bright  line  in  the  spectrum  of  nitrogen  about  midway  between 
the  lines  h  and  F  of  the  solar  spectrum.    In  some  nebulas  a  narrower  and  much 
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Plucker  and  Hittorf  {Phil.  Trans.  1865,  i)  found  that  certain 
elements,  such  as  sulphiir  and  nitrogen,  give  two  different  spectra, 
the  spectrum  at  a  very  elevated  temperature  being  entirely  dif- 
ferent from  that  at  a  lower  temperature,  the  two  not  having  any 
line  or  band  in  common.  Those  formed  at  the  lower  temperature 
are  designated  spectra  of  the  first  order,  those  at  the  higher, 
spectra  of  the  second  order.  With  sulphur,  for  example,  the  fol- 
lowing experiments  may  be  made  ; — A  tube  of  the  form  shown 
in  fig.  86,  consisting  of  two  wide  portions  connected  together  by 
a  capillary  tube,  is  prepared  with  glass  of  difficult 
.fusibility  :  into  this  sulphur  is  introduced,  and  the 
last  traces  of  air  having  been  removed,  the  whole  is 
hermetically  sealed.  The  tube  having  been  placed 
in  the  proper  position  before  the  slit  of  the  spectro- 
scope, is  gently  warmed  by  a  spirit-lamp,  and  sparks 
from  an  induction  coil  and  Leyden  jar  are  trans- 
mitted by  the  wires  \-.    As  the  temperature  of 

the  tube  is  raised,  the  pressure  of  the  sulphur  vapour 
increases,  and  the  first  spectrum  increases  in  l)ril- 
liancy,  whilst  at  the  same  time  the  resistance  to  the 
passage  of  the  spark  continues  to  increase,  and  as  a 
necessary  consequence  the  temperature  of  the  dis- 
charge continues  to  rise.  The  brilliancy  of  the 
spectrum  gradually  increases,  and  then  suddenlj'-  the 
first  spectrum  vanishes,  and  is  instantaneously  displaced  by  the 
second  spectrum,  which  is  very  rich  in  brilliant  lines.  On 
removing  the  spirit-lamp  the  temperature  falls  and  the  first 
spectrum  reappears,  whilst  the  second  vanishes.  Nitrogen  even 
appears  to  give  three  different  spectra ;  two  of  these  are  of  the 
first  order.^ 


fainter,  more  refrangible  line  was  seen,  and  in  a  few  a  third  still  fainter,  corre- 
sponding in  position  with  the  hydrogen  line,  P. 

Such  of  the  nebulffi  as  exhibit  spectra  of  this  kind  can  no  longer  be  regarded 
as  aggregations  of  suns  of  tlie  same  order  as  those  to  which  our  own  sun  and 
the  fixed  stars  belong.  "  In  place  of  an  incandescent  solid  or  liquid  body  trans- 
mitting lights  of  all  refrangibilities  through  an  atmosphere  which  intercepts  by 
absorption  a  certain  number  of  them,  such  as  our  sun  appears  to  be,  we  must 
probably  regard  these  objects,  or  at  least  their  photo- surfaces,  as  enormou.s 
masses  ol  luminous  gas  or  vapour.  For  it  is  alone  from  matter  in  the  gaseous 
state  that  light  consisting  of  certain  definite  refrangibilities  only,  as  is  the  case 
with  the  light  of  these  nebula?,  is  known  to  be  emitted."  (Huggins,  Phil.  Trans. 
1864,  442.) 

*  Generally  speaking,  spectra  of  the  first  order  may  be  obtained  by  trans- 
:  mitting  the  secondary  discharge  from  an  induction  coil  through  an  exhausted 
!  tube,  which  had  previously  been  filled  with  the  gas  intended  for  experiment. 
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In  the  case  of  hydrogen  the  three  cliaraoteristic  bright  bands  of  its  ordinary 
spectrum  become  broader  and  broader  as  the  intensity  of  the  current  is  gradually 
increased,  until  the  light  becomes  nearly  continuous;  the  violet  band  exijands 
first,  whilst  the  red  always  preserves  a  certain  definite  character. 

In  the  case  of  sodium,  the  bright  lines  at  u  gradually  expand  and  coalesce, 
as  the  intensity  of  the  current  is  increased;  finally,  this  band  expands,  and 
becomes  traversed  by  two  black  absorption  lines  coincident  in  position  with  the 
original  bright  lines. 

Oxy  gen,  chlorine,  bromine,  iodine,  and  phosphorus  furnish  only  a  single 
spectrum ;  these  spectra  are  of  the  second  order,  and  are  figured  in  the  memoir 
above  cited.  Aisenic  and  mercury  also  give  spectra  of  the  second  order  only. 
The  general  appearance  of  the  first  spectrum  of  a  gas  or  vapour  consists  of  broad 
luminous  bands,  generally  nearly  equidistant,  and  very  similar  one  to  the  other 
throughout  the  particular  spectrum.  These  bright  bands  are  crossed  by  number- 
less dark  lines,  as  well  defined  as  those  of  Fraunhofer.  The  general  character  of 
the  second  spectrum  is  that  of  brilliant  bands  upon  a  more  or  less  luminous 
ground.  These  bright  bands  have  a  breadth  regulated  by  the  width  of  the  slit 
of  the  spectroscope. 

Frankland  and  Locliyer  (Proc.  Roy.  Soc.  1869,  xvii.  288) 
investigated  the  spectra  obtained  by  passing  electric  sparks  from 
an  induction  coil  through  various  gases  at  different  pressures, 
and  they  find  that  under  a  pressure  of  10  atmospheres  hydrogen 
gives  a  perfectly  continuous  spectrum ;  on  diminishing  the 
pressure  the  spectrum  gradually  breaks  up  into  Hues,  the  red 
line  corresponding  to  the  Fraunhofer  line  c  being  the  first  to 
become  definitely  separated.  At  the  atmospheric  pressure  the 
red  line  is  sharply  defined,  but  the  green  band  corresponding 
to  Fraunhofer's  f  line  is  wide  and  nebulous.  On  reducing  the 
pressure  (which  was  done  by  connecting  the  tube  through 
Avhich  the  sparks  were  passed  with  a  Spren gel's  pump  and 
a  pressure  gauge)  the  green  line  became  narrower  and  narrower 
until  at  a  very  low  pressure  the  line  was  as  thin  as  the 
red  line.  The  breadth  of  the  red  line  is  also  diminished 
during  this  process,  but  not  nearly  to  the  same  extent  as  the 
green  one. 

■  (109  o)  During  the  last  few  years  many'investigations  have  been  prosecuted, 
and  with  great  success,  to  determine  the  constitution  of  the  sun.  Astronomers 
have  known  for  many  years  that,  during  the  eclipses  of  the  sun,  red  flames  were 
observed  protruding  beyond  the  edges  of  the  dark  moon,  and  which  are  only 
visible  during  total  eclipses,  in  consequence  of  the  brilliancy  of  the  white  light  of 
the  sun  and  the  very  inten.-;e  illumination  of  the  earth's  atmosphere.  Various 
explanations  have  been  given  of  these  phenomena :  by  some  they  were  supposed 
to  belong  to  the  sun,  and  by  others  to  the  moon.    In  the  eclipse  of  i860  it  was 


Such  spectra  of  the  first  order  are  usually  succeeded  by  those  of  the  second  order, 
when  the  secondary  discharge  is  made  through  the  tube,  whilst  at  the  same  tnue 
a  Leyden  jar  is  used,  one  of  the  insulated  secondary  wires  being  connected  with 
■  the  outer  coating  and  the  other  with  the  inner  coating  of  the  jar. 
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shown  by  Mr.  Warren  de  la  Eue's  photographs  that  these  red  protuberances 
belonged  exclusively  to  the  sun,  as  they  were  observed  to  remain  stationary  whilst 
the  moon  passed  over  the  sun.  The  first  systematic  examination  of  these  flames 
by  the  spectroscope  was  made  during  the  eclipse  of  Aug.  i8,  1868.  Observations 
were  conducted  in  India  by  Capt.  Haig,  Capt.  Tanner,  Mr.  Kero  Laxuman 
(Proc.  Roy.  Soc.  1868,  xvii.  74),  and  Capt.  Herschel  {Proc.  Roy.  Soc.  1868, 
svii.  104).  Captain  Haig  saw  in  the  spectrum  of  two  of  the  red  flames  "two 
broad  bright  bands  quite  sharply  defined,  one  rose-madder  and  the  other  light 
golden,"  which  "  were  soon  lost  in  the  spectrum  of  the  moon's  edge  just 
before  emergence,  which  had  also  two  well-defined  bright  bands  (one  green 
and  one  indigo)  about  a  quarter  of  the  width  of  the  bands  in  the  spectra  of  the 
flames." 

The  spectrum  of  the  prominence  seen  by  Capt.  Herschel  consisted  of  "  three 
vivid  lines,  red,  orange,  blue :  no  others,  and  no  trace  of  a  continuous  spectrum." 
The  orange  line  Capt.  Herschel  considered  coincident  with  the  line  D,  he  believed 
that  the  blue  line  corresponded  with  r,  and  was  even  more  doubtful  with  regard 
to  the  red  line,  which  he  thought  might  be  c,  or  less  likely  u. 

As  early  as  1866,  Mr.  J.  Norman  Lockyer  devised  a  method  by  which  the 
red  flames  might  be  examined  at  any  time,  and  without  waiting  for  a  total 
eclipse,  an  event  of  rare  occurrence  and  of  such  short  duration  as  to  render  obser- 
vations on  the  protuberances  difficult  or  impossible  except  under  favourable  atmo- 
spheric conditions.  Assuming  that  the  red  flames  were  caused  by  the  light  emitted 
by  incandescent  gases  or  vapours,  and  the  spectrum  of  which,  might  be  presumed 
to  consist  of  bright  lines  onl}',  Mr.  Lockyer  thought  that,  by  using  a  spectro- 
scope of  very  great  dispersive  power,  it  might  be  possible  to  elongate  the  spectrum 
of  the  white  light  of  the  sun  and  of  the  brilliantly  illuminated  terrestrial  atmo- 
sphere to  sui;h  an  extent  that  the  intensity  of  the  light  would  be  so  much 
diminished  as  to  enable  the  observer  to  see  the  spectrum  of  the  incandescent 
gases.  The  difiiculty  of  obtaining  a  spectroscope  of  sufficient  power,  and  other 
causes,  prevented  the  realization  of  this  ingenious  idea  until  October  20,  1868; 
but  in  a  short  letter  of  this  date,  received  by  the  secretary  of  the  Royal  Society 
on  October  21  {Proc.  Roy.  Soc.  xvii.  91),  Mr.  Lockyer  says  that  he  had  per- 
fectly succeeded  in  obtaining  and  observing  part  of  the  spectrum  of  a  solar  pro- 
minence. He  established  the  existence  of  three  bright  lines  in  the  following 
positions: — I,  a  red  line  absolutely  coincident  with  c ;  2,  a  green  line  nearly 
coincident  with  F  ;  and  3,  a  yellow  line  near  D.  The  last  was  more  I'efrangilile 
than  the  more  refrangible  of  the  two  darkest  D  lines  by  eight  or  nine  degrees  uf 
Kirchhofl"s  scale. 

The  application  of  this  method  of  observation  had,  however,  been  previously 
made  by  Janssen.  This  astronomer  had  observed  the  eclipse  of  August  18  in 
India,  and  the  following  day  he  succeeded  by  means  of  a  powerful  spectroscope 
in  seeing  the  spectrum  of  a  prominence.  The  account  of  this  observation  was 
sent  to  the  Academy  of  Sciences  in  Paris,  and  arrived  and  was  read  on  the  same 
day  as  Mr.  Lockyer's  description  of  his  later  observation  of  October  20 :  this 
is  perhaps  one  of  the  most  curious  coincidences  presented  by  the  annals  of 
modern  science,  in  which  two  investigators  have  published  the  same  result  at 
the  same  time,  though  working  independently,  one  in  England  and  the  other 
in  India.  An  account  of  Mr.  Janssen's  research  was  published  in  a  letter  to 
Mr.  Warren  de  la  Rue,  and  printed  in  the  Proc.  Roy.  Soc.  1869,  xvii.  276. 

It  may  be  well  to  describe  in  this  place  the  construction  of  the  apparatus 
employed  by  Mr.  Lockyer  for  the  investigation  of  the  spectrum  of  the  solar  pro- 
minences [Phil.  Trans.  1869,  425).  An  equatorial  telescope  of  6  inches  aper- 
ture, and  9  feet  focal  length,  is  used  to  condense  the  light  of  the  sun.  From 
the  telescope  the  eyepiece  is  removed  aud  a  strong  support  adapted  to  tlie 
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tube  of  the  telescope;  this  support  carries  a  spectroscope  containing  seven 
prisms,  the  slit  at  the  end  of  the  collimator  of  the  spectroscope  being  placed  in 
the  primary  focus  of  the  object  glass  of  tlie  telescope  so  that  an  image  of  the 
sun  nearly  an  inch  in  diameter  is  thrown  on  the  slit.  I3y  moving  the  telescope, 
so  as  to  alter  the  position  of  the  image,  the  observer  is  enabled  to  examine  the 
light  emanating  from  any  portion  of  the  sun,  and  to  place  the  slit  radially  or 
tangentially  to  the  image  of  the  disk.  The  refraction  produced  by  the  seven 
prisms  is  so  great  that  the  beam  of  light  is  deflected  through  about  270°,  so 
that  the  observing  telescope  of  the  spectroscope  is  nearly  at  right  angles  to  the 
direction  of  the  collimator.  When  the  slit  is  placed  radially  to  the  disk  of  the 
sun,  so  that  the  edge  of  the  disk  is  projected  on  a  portion  of  the  slit,  a  con- 
tinuous spectrum  with  black  Fraunhofer's  lines  is  seen  on  looking  through 
the  telescope  of  the  spectroscope,  and  if  the  atmospheric  conditions  are  very 
favourable,  and  there  is  no  haze  perceptible  round  the  sun,  the  spectrum  of  the 
sky  will  scarcely  be  visible.  If  it  should  happen  that  the  image  of  a  prominence 
falls  on  the  slit  the  bright  lines  of  its  spectrum  will  be  seen  as  the  prolongations 
of  the  black  lines  in  the  spectrum  of  the  sun's  limb.  In  this  manner  Mr. 
Lockyer  has  shown  that  the  sun  is  surrounded  in  every  part  by  a  luminous  enve- 
lope about  800  miles  in  depth,  which  he  calls  the  chromosphere,  and  of  which 
the  prominences  or  red  flames  are  merely  elevated  portions.  The  bright  lines 
constituting  the  spectrum  of  the  chromosphere  indicate  that  this  gaseous  enve- 
lope consists  principally  of  hydrogen,  the  most  prominent  lines  being  a  red  one 
corresponding  to  the  black  line  c,  a  green  line  corresponding  to  P,  a  blue  one 
corresponding  to  a  blaek  line  near  g,  and  a  violet  one  corresponding  with  h. 

By  this  mode  of  observation  it  is  obvious  that  it  is  only  possible  to  obtain 
sections,  so  to  speak,  of  the  prominences,  but  by  moving  the  telescope  to  a  small 
extent,  so  as  to  bring  the  diflferent  parts  of  the  image  of  the  prominence  on  to 
the  slit,  the  observer  i'  enabled  to  obtaiu  valuable  information  as  to  the  actual 
form  of  the  protuberance  under  examination.  It  was  evidently  desirable  to  be 
able  to  obtain  an  actual  view  of  the  red  flaroes,  and  this  was  accomplished  by 
]\'lr.  Huggius  by  placing  a  piece  of  ruby  glass  over  the  slit  of  the  spectro.scope  in 
order  to  absorb  the  more  refrangible  rays,  and  on  now  opening  the  slit  of  the 
spectroscope  to  a  sufiicient  extent,  the  prominence  itself  was  seen.  {Free.  So_i/. 
Soc.  1868,  xvii.  302.)  Mr.  Lockyer  afterwards  found  that  the  red  glass  might 
be  dispensed  with,  and  that  by  so  placing  the  telescope  that  the  image  of  the 
limb  of  the  sun  only  just  touched  the  end  of  the  slit  when  the  latter  was  placed 
radially,  or  just  touched  the  edge  when  it  was  arranged  tangentially,  the  slit 
might  be  safely  opened  so  as  to  give  a  beautiful  red  image  of  the  prominence, 
and  without  any  apprehension  of  injury  to  the  eye  by  the  brilliancy  of  the  light. 
The  same  fact  was  independently  discovered  by  Capt.  Herschel.  The  red  flames 
are  sometimes  of  prodigious  height;  the  one  observed  by  Mr.  Lockyer  on 
October  20,  subtended  an  angle  of  3'  or  was  about  80,000  miles  high.  The 
protuberances  are  undergoing  constant  and  rapid  motion,  and  by  the  help  of  the 
mode  of  observation  above  described,  the  astronomer  is  able  to  w-atch  the  altera- 
tions of  the  form  of  these  strange  phenomena  as  easily  as  those  of  the  clouds  in 
the  terrestrial  atmosphere.  At  11.5  a.m.,  on  March  14,  1869,  Mr.  Lockyer 
made  a  sketch  of  a  protuberance  27,000  miles  in  height,  and  consisting  of  an 
irregular-shaped  cloud  and  a  long  perfectly  straight  one.  At  11. 15  the  straiglit 
portion  had  entirely  disappeared,  having  been  apparently  absorbed  by  the  irre- 
gular cloud. 

Mr.  C.  A.  Young  afterwards  described  in  the  Boston  Journal  of  Chemistry 
a  still  more  wonderful  exhibition  of  solar  prominences.  {Nature,  187 1, 
iv.  488.)  At  12.30  on  September  7,  1871,  Mr.  Young  saw  a  prominence 
about  ,54,000  miles  high,  and  100,000  miles  long,  made  up  of  filaments 
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mostly  horizontal,  and  floating  above  the  sun,  with  its  lower  surface  about 
15,000  miles  above  the  chi'omosphere  and  connected  to  it  by  vertical  columns. 
On  again  examining  the  protuberance  at  12.55,  ^^^'^  whole  had  been  completely 
blown  to  shreds ;  instead  of  the  vertical  pillars,  masses  of  detached  filaments 
were  now  seen  100,000  miles  abo\  e  the  sun,  and  rapidly  ascending.  In  ten 
minutes  the  highest  portions  of  the  masses  were  no  less  than  200,000  miles 
from  the  surface  of  the  sun,  having  travelled  upwards  at  the  rate  of  156  miles 
per  second.  The  cloud  then  rapidly  disappeared  as  it  cooled,  and  at  1.15  scarcely 
anything  was  left  to  indicate  where  this  violent  action  or  explosion  took  place. 

The  shape  of  the  lines  of  the  spectrum  of  a  prominence  is  a  matter  of  con- 
siderable interest,  and  one  that  gives  important  information  respecting  the  condi- 
tion of  the  solar  atmosphere.    When  the  spectrum  is  examined  with  a  nar- 
row slit  the  red  hydrogen  line  is  seen  to  rest  on  the  black 
absorption  line  of  the  limb  of  the  sun  ;  the  base  of  this        Fig.  86  a. 
line  is  a  little,  but  not  much  thicker  than  the  black  line ; 
as  the  distance  from  the  sun  increases,  the  line  generally 
becomes  thinner  and  thinner  until  it  disappears  (fig.  86  a). 
The  case  is  very  different  with  the  green  line  corresponding 
to  F ;  this  is  often  pointed  at  the  end,  but  on  approaching 
the  sun  it  becomes  broader  and  broader  until  at  the  place 
where  it  rests  on  the  edge  of  the  solar  spectrum  it  lias 
widened  out  like  the  mouth  of  a  trumpet  to  five  or  six  times 
the  breadth  of  the  black  line,  which  usually  is  pointed, 
and  disappears  in  the  base  of  the  bright  line  (fig.  86  h). 
This  thickening  of  the  line  is  due  to  pressure  (109),  for  as 
the  edge  of  the  sun  is  approached  the  chromosphere  becomes 
more  and  more  dense,  exactly  as  is  the  case  with  the  atmosphere  of  the  earth. 
In  cases  where  violent  action  is  going  on  in  a  prominence,  the  green  line  is 
thickened  at  various  points  above  the 
surface  of  the  sun,  indicating  regions  of       Fig.  86  h. 
greater  pressure  (fig.  86  (•). 

Besides  these  lines  known  to  be  due 
to  hj'drogen  there  is  one  in  the  yellow  a 
little  more  refrangible  than  the  more 
refrangible  of  the  d  lines,  and  probably 
the  one  noticed  by  Captain  Herschel 
during  the  eclipse  of  August,  1868,  and 
which  he  thought  was  due  to  sodium. 
This  line  is  almost  invariably  pi-esent  in 
the  spectrum  of  the  prominences,  and 
was  believed  by  Lockyer  to  be  due  to  hy- 
drogen ;  but  after  numerous  trials  under 
very  various  conditions,  Frankland  and 
Lockyer   were   unable  to   obtain  the 
I  faintest  indication  of  it  in  the  spectrum 
of  hydrogen.    Mr.  Lockyer  has  since  observed  that,  though  generally  present  in 
;  the  spectrum  of  the  prominences,  the  line  exhibits  certain  peculiarities  indioatino- 
t  that  it  is  not  one  of  those  of  the  hydrogen  spectrum.  It  appears  to  belong  to  an 
i  element  with  a  vapour  density  even  less  than  that  of  hydrogen,  and  one  which  has 
I  not  hitherto  been  recognised  by  chemists  among  the  constituents  of  the  surface  of 
t  the  earth ;  sometimes,  but  very  rarely,  an  absorption  line  corresponding  to  the 
1  bright  one  is  seen  in  the  solar  spectrum.  Occasionally,  during  periods  of  intense  action 
c  on  the  sun,  the  vapours  of  other  elements  are  projected  into  the  chromosphere  •  on 
lone  occasion,  on  the  17th  of  April,  1870,  Mr.  Lockyer  saw  hundreds  q£  the  Fraun- 
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hofer  lines  beautifully  bright  at  the  base  of  a  prominence.  The  vapours  of  the 
elements  producing  these  appearances  are  only  projected  to  a  short  distance  above 
the  pliotosphere,  and  very  seldom  indeed  are  seen  in  clouds  floating  above  the 
chroniospliei'e.  Mr.  Lockyer  has  recognised  the  spectra  of  the  following  metals 
exhibiting  bright  lines,  sodium,  barium,  magnesium,  iron.  One  of  the  most 
curious  points  connected  with  these  bright  spectra  is  that  only  some  of  the  lines 
are  thus  seen;  and  of  tliese,  some  are  longer  than  others;  thus,  in  the  group 

known  as  h,  of  which  three  of  the  lines  are  due  to 
magnesium,  and  are  of  equal  length,  wiiile 
is  much  shorter.  Fig.  86  d.  Frankland  and 
Lockyer  have,  however,  shown  that  on  examining 
the  spectrum  of  magnesium  obtained  by  means  of 
the  spark  of  the  induction  coil  between  magnesium 
poles,  placed  at  a  short  distance  from  one  another, 
the  three  h  lines  in  the  green  extend  to  unequal 
distances  from  the  metallic  points.  Of  the  460 
lines  in  the  spectrum  of  iron  only  a  few  have  been 
observed  in  the  chromosphere,  but  this  is  quite  in 
accordance  with  the  laboratory  experiments,  in 
which  it  was  found  that  some  of  the  lines  of  hy- 
drogen and  nitrogen  disappeared  when  the  density 
was  very  much  reduced,  the  same  effect  probably 
takes  place  in  the  case  of  other  bodies,  and  the 
low  pressure  on  the  surface  of  the  sun  is  perhaps  sufficient  to  reduce  the  com- 
plicated spectrum  of  iron  to  a  much  more  simple  one. 

One  of  the  mo.st  interesting  phenomena  observed  on  examining  the  light 
emitted  by  the  solar  prominences  is  the  change  of  wave  length  due  to  the  motion 
of  the  incandescent  hydrogen.  As  will  be  afterwards  explained  (114),  when  a 
luminous  object  recedes  from  the  ob.-*erver,  the  wave  length  is  increa.sed,  and  con- 
sequently the  ray  becomes  less  refrangible ;  on  the  other  hand,  when  the  object 
approaches  the  observer,  the  wave  length  is  diminished  and  the  refrangibility  in- 
creased. If  the  rate  of  motion  of  the  object  is  not  insensibly  small  in  comparison 
with  the  velocity  of  light,  the  alteration  of  the  refrangibility  may  be  so  great  as 
to  produce  a  distinct  alteration  of  the  position  of  the  lines  in  the  spectrum.  If 
the  motion  of  the  luminou.s  object  is  in  a  direction  at  right  angles  to  a  line  ex- 
tending from  the  object  to  the  observer,  of  course  no  change  of  wave  length  will 


Fig.  86  e.  Fig.  86/.  Fig.  86  g. 


take  place ;  consequently,  on  observing  the  spectrum  of  th^  chromosphere,  or  of 
a  prominence  rising  from  the  limb  of  the  sun,  the  bright  lines  of  the  spectrum 
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stand  immediately  over  the  black  Fraunhofer's  lines ;  on  some  occasions  Mr. 
Lockyer  has  noticed  an  alteration  of  wave  length  when  examining  the  promi- 
nences, and  on  March  14,  1869,  he  obtained  evidence  of  a  cyclone  on  the  sun's 
limb.    At  one  edge  of  the  prominence  the  green  line  was  thick  and  a  little  less 
refrangible  than  the  black  line  F,  showing  that  the  hydrogen  emitting  this  light 
was  receding  from  the  earth  (fig.  86  e).    At  the  centre  of  the  prominence  the 
green  line  was  very  thick,  and  broader  at  the  top  than  at  the  base  (fig.  86/), 
and  at  the  other  side  of  the  prominence  the  line  was  more  refrangible  than  the 
black  line,  indicating  the  approach  of  the  hydrogen  towards  the  earth  (fig.  86/7). 
The  examination  of  sun-spots  by  this  method  has  led  to  several  curious  observa- 
tions.   When  the  image  of  a  spot  is  allowed  to  fall  on  the  slit  of  the  spectro- 
scope the  solar  spectrum  is  seen  with  a  dark  band  traversing  its  whole  length 
from  red  to  violet.    This  band  is  (Larh,  not  hlack,  indicating  that  some  liglit, 
but  very  little  compared  with  that  given  off  by  the  photosphere,  is  emitted  by 
the  spot,  and  thus  showing  that  the  spot  is  a  region  of 
general  absorption.   But  this  is  not  all ;  at  those  places  where       Fig.  86  h. 
the  black  Fraunhofer's  lines  cross  the  dark  band,  these  lines 
are  frequently  thickened — the  sodium   lines   for  instance 
(fig.  86  h),  though  this  is  not  the  case  with  all  the  lines,  as 
some  pass  across  the  dark  band  without  any  sensible  altera- 
tion :  this  shows  us  that  the  spot  is  not  only  a  region  of 
general  but  also  of  selective  absorption.   We  have  already  seen 
that  Frankland  and  Lockyer  have  found  that  a  gas  in  a  very  rarefied  condition 
gives  a  spectrum  consisting  of  thin  lines,  but  as  the  pressure  increases  these  lines 
widen  out  and  the  spectrum  may  even  become  continuous.  They  have  also  noticed 
that  when  light  from  an  ignited  solid,  and  which  exhibits  a  continuous  spectrum 
is  passed  through  an  absorbing  medium,  the  lines  are  thin  when  the  density  of 
the  absorbing  medium  is  low,  and  thicken  as  the  density  is  increased.  This  phe- 
nomenon is  well  seen  by  placing  in  front  of  the  slit  of  the  spectroscope  a  hard 
.  glass  tube  containing  a  small  quantity  of  sodium,  and  from  which  the  air  has  been 
I  exhausted  before  sealing  :  when  the  light  from  an  incandescent  solid,  such  as  lime 
ignited  by  the  oxyhydrogen  blow-pipe,  is  passed  through  the  instrument,  the 
i  sodium  lines  are  often  seen  superposed  on  the  continuous  spectrum,  on  gently 
1  heating  the  tube  the  sodium  is  volatilized  and  the  bright  lines  are  gradually 
I  replaced  by  black  ones  ;  as  the  density  of  the  sodium  vapour  increases  the  lines 
\  widen  out  considerably.    These  experiments  show  that  the  sun-spots  are  regions 
1  where  the  cool  absorbing  medium  has  a  greater  density  than  that  above  the 
I  photosphere,  and  this  increase  of  density  is  due  to  the  fact  that  the  spots  are 
c  depressions  in  the  photosphere  containing  cool  absorbing  vapours.     In  the 
I  neighbourhood  of  the  spots  the  spectroscope  often  reveals  the  presence  of  promi- 
tnences  containing  the  same  constituents  as  those  on  the  limb,  and  frequently  the 
Iblack  Fraunhofer  lines  are  completely  blotted  out  and  sometimes  replaced  by 
tbright  lines  which  are  visible  above  the  brightness  of  the  underlying  photosphere. 
Iln  some  cases  the  motion  of  these  prominences  is  indicated  by  a  change  of  the 

Fig.  86  i.  Fig.  86  h.  Fig.  86  I.         Fig.  86  m. 

31  I  T  X 

•efrangibility  of  the  lines,  and  occasionally  the  gases  are  being  projecttd  with 
luch  rapidity  from  the  sun  that  the  bright  lines  lie  on  the  more  refrangible  side 
>fof  the  absorption  lines  (fig.  86  i).    As  the  prominences  are  usually  seen  in  the 
1  P 
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neighbourhood  of  spots,  and  generally  on  the  preceding  edge  of  them,  it  would  \ 
seem  that  the  spots  may  be  caused  by  the  projected  gases  cooling  and  returning 
to  the  sun  and  thus  increasing  the  quantity  of  absorbing  medium.  Occasionally 
the  motion  of  the  absorbing  medium  is  rendered  apparent  by  the  alteration  of 
the  position  of  the  black  lines  (fig,  86  h)  :  when  this  happens  the  absorption  line 
appears  to  thicken,  but  ou  one  side  only ;  sometimes  it  is  even  seen  quite  double. 
Figs.  86  I  and  86  m.  I 

The  spectra  of  all  the  metals  seem  to  contain  lines  some  of  which  are  shorter 
than  others.    This  difference  of  length  may  be  observed  in  several  ways  and  is 
of  great  importance.    One  method  is  to  pass  sparks  between  poles  of  the  metal  \ 
under  examination,  and  by  means  of  a  lense  to  throw  an  image  of  the  sparks 
on  to  the  slit  of  the  spectroscope ;  it  is,  however,  necessary  to  vary  the  interval  i 
between  the  poles  when  dealing  with  bodies  of  diflPerent  volatilities.     On  j 
examining  a  specti  um  in  this  way  some  lines  are  found  to  pass  from  one  pole  to  , 
the  other;  these  are  generally  the  air  lines  from  the  incandescent  oxygen  and 
nitrogen  between  the  electrodes.    If  the  poles  are  too  close  together  some  of  the 
metallic  lines  may  extend  across  the  interval,  and  in  the  case  of  yellow  sodium  ^ 
lines  this  is  invariably  the  case,  these  being  the  longest  lines  yet  observed'  in 
other  cases,  however,  the  lines  only  extend  to  a  certain  distance  from  the  poles, 
the  metal  magnesium  for  example  gives  seven  lines,  three  of  which  (those  which 
when  reversed  in  the  solar  spectrum  constitute  i)  are  longer  than  the  other  four. 
If  the  electrodes  are  enclosed  in  a  tube  from  which  the  air  can  be  gradually  1 
removed,  it  is  found  that  as  the  exhaustion  proceeds  the  shortest  line  first  1 
vanishes  ;  on  continuing  to  abstract  the  air  the  spectrum  becomes  more  simple,  ! 
and  may  in  some  cases  be  reduced  to  a  single  line.    The  lines  disappear  in  a  | 
constant  order,  the  shortest  lines  first  vanishing  and  the  longest  remaining.  ■ 
When  the  spectrum  of  nitrogen  is  observed  at  very  low  pressures  it  is  found  to  \ 
consist  of  a  single  line  in  the  green  :  this  is  the  longest  line  of  nitrogen  and  it  j 
is  the  one  observed  by  Huggins  in  the  spectra  of  some  of  the  nebulse  (109  note).  \ 
This  simplification  of  the  spectrum  may  also  be  effected  by  the  dilution  of  the  \ 
metal  either  by  combining  it  with  other  metals  or  with  non-metallic  elements.  | 
Thus  the  spectra  of  the  metallic  chlorides  contain  only  the  longest  metallic  lines,  t 
the  shorter  ones  being  entirely  absent;  only  the  three  longest  lines  of  magnesium  t 
are  seen  in  the  spectrum  of  its  chloride.    When  the  spectra  of  alloys  are  ex-  ii 
amined,  it  is  found  that  the  longest  lines  of  both  metals  are  present,  and  a  small  Ii 
variation  of  composition  causes  a  lengthening  of  the  lines  of  the  metal,  the  per-  n 
centage  of  which  is  increased.  A  quantitative  process  of  assay  of  alloys  of  copper  11 
•  and  gold  by  this  method  has  been  suggested  by  Lockyer  and  Eoberts  {Phil.  \ 
Trans.  1874,  495).    It  frequently  happens  that  in  the  solar  spectrum  only  j 
some  of  the  metallic  lines  are  represented  by  Fraunhofer's  lines ;  when  this  is  R 
the  case  it  is  always  the  longest  lines  that  are  reversed  :  for  instance,  only  the  ;l 
two  long  lines  of  aluminium  are  found  in  the  spectrum  of  the  sun,  the  other  ten  ^ 
being  absent.  (Lockyer,  Phil.  Trans.  1873,  253.) 

When  the  electric  arc  obtained  from  a  powerful  battery  is  passed  between  i 
metallic  electrodes  placed  in  a  horizontal  position,  and  the  image  of  the  arc  is  1 
projected  by  means  of  a  lense  on  the  vertical  slit  of  the  spectroscope,  the  spectrum 
of  a  section  of  the  arc  is  obtained,  in  which  the  long  lines  extend  to  a  greater 
distance  from  the  centre  of  the  arc  than  the  others.  Lockyer  has  photographed 
a  number  of  the  more  refrangible  portions  of  these  spectra  with  great  success 
{Phil.  Trans.  1874,  479)-  Fig.  86  n  shows  the  long  and  short  lines  of 
manganese  from  one  of  these  photographs.  By  placing  a  shutter  before  the 
slit  of  the  instrument  exposing  only  a  portion  of  the  slit  at  one  time,  a 
number  of  photographs  of  different  spectra  can  be  obtained  on  the  same  plate, 
and  the  most  rigid  comparisons  may  thus  be  made.    This  process  has  far 
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extended  the  knowledge  of  the  constitution  of  the  sun.  (Lockyer,  Phil.  Trans. 
1874.  479-) 

In  fig.  86  0  the  coincidences  between  Pig.  86  0. 
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well  shown,  and  fig.  86  f  is  a  comparison  of  the  solar  spectrum  with  the  spectra 
of  calcium  on  the  left  and  aluminium  on  the  right.  It  will  be  seen  that  the 
calcium  employed  contained  aluminium,  and  the  aluminium  contained  calcium, 
but  the  characteristic  lines  of  each  metal  are  evident  by  their  thickness.    The  h 

lines  in  the  solar  spectrum  near  the 
Fig.  86^.  top  of  the  figure  are  calcium  lines, 

and  are  coincident  with  the  thick 
lines  in  the  left  hand  spectrum,  the 
corresponding  lines  in  the  right  hand 
one,  where  the  calcium  exists  only  as 
an  impurity,  being  thin.  The  figures 
are  copied  from  photographs  kindly 
supplied  by  Mr.  Lockyer.  In  the 
three  preceding  figures  the  upper  end 
is  the  more  retVangible. 

(no)  Change  in  the  Re- 
frangibility  of  Light — Fluo- 
rescence.—  A  remarkable  dis- 
covery was  made  by  Stokes, 
wbilst  engaged  iu  pursuing 
the  observations  of  Sir  J.  Her- 
scbel  respecting  the  effect  of 
light  upon  an  acid  solution  of 
quinine  sulphate.  This  liquid 
is  colourless  when  viewed  by 
transmitted  light,  but  if  placed 
in  a  glass  and  looked  at  from 
above,  it  exhibits,  when  ex- 
posed to  dii'ect  light,  a  beau- 
tiful and  intense  blue  upon  its 
front  surface ;  but  the  light 
which  has  passed  through  one 
vessel  containing  the  sulphate 
exhibits  no  such  appearance 
on  the  front  face  of  a  second 
vessel  of  the  liquid  which  is 
similarly  exposed  to  it.  Now 
the  rays  which  produce  this 
beautiful  blue  colour  are  not 
the  ordinary  blue  rays,  but 
those  of  the  most  refrangible 
portion  of  the  spectrum,  which, 
under  ordinary  circumstances, 
are  not  perceptible  to  the  eye, 
but  which  are  remarkable  for 
their  powerful  chemical  action, 


OK  FLUORESCENCE. 


213 


and  show  their  preseuce  by  their  chemical  effect  upon  a  surface 
covered  with  argentic  chloride,  or  with  some  other  photographic 
prej)aration. 

Stokes  {Phil.  Trans.  1852,  468)  found  that  when  a  tube 
filled  with  an  acid  solution  of  quinine  sulphate  was  placed 
successively  in  each  of  the  colours  of  the  prismatic  spectrum, 
throughout  nearly'the  whole  of  the  visible  spectrum  the  light 
passed  through  the  fluid  as  it  would  have  done  through  so  mu(;h 
water,  but  on  arriving  nearly  at  the  violet  extremity,  a  ghostlike 
gleam  of  pale  blue  light  shot  right  across  the  tulie.  On  con- 
tinuing to  move  the  tube,  the  blue  light  at  first  increased  in 
intensity,  and  afterwards  gradually  died  away.  It  did  not,  how- 
ever, cease  to  appear  until  the  tube  had  been  moved  far  beyond 
the  violet  extremity  of  the  spectrum  visible  on  a  screen.^  On 
examining  by  a  second  prism  the  dispersed  light  thus  obtained,  it 
was  found  that  it  contained  rays  extending  over  a  considerable 
range  of  refrangibility  within  the  limits  of  the  visible  spectrum  ; 
but  the  least  refrangible  rays,  or  those  of  the  red  end  of  the 
spectrum,  were  wanting. 

This  power  of  changing  the  refrangibility  is  by  no  means  un- 
common, especially  amongst  organic  substances,  most  of  which 
show  it  in  a  degree  more  or  less  marked.    The  change  is  not  con- 
fined to  the  invisible  rays,  but  extends  also  to  those  already 
visible,  the  more  refrangible  being  generally  the  most  aflPected, 
though  it  is  not  limited  to  this  portion  of  the  spectrum,  for 
with  an  alcoholic  solution  of  chlorophyll  the  effect  is  seen  to 
I  commence  in  the  red  rays.    It  is,  however,  to  be  remarked,  that 
:  as  yet,  in  every  instance,  the  altered  ray  gives  rise  to  others 
■  which  are  less  refrangible.    The  change  is  never  to   rays  of 
:  greater  refrangibility. 

Stokes  has  found  (Journ.  Chem.  Soc.  1869  [2],  vii.  174)  that  the  fluorescence 
of  an  acid  solution  of  sulphate  of  quinine  is  destroyed  by  the  addition  of  the  fol- 
1  lowing  acids  of  their  salts: — Hydriodic,  hydrobromie,  hydrochloric,  hydrofer- 
rrocyanie,  hydropalladioc^anic,  hydroplatinocyanic,  hydrosulphooyanic,  and  hypo- 
s  sulphurous.  The  introduction  of  oxacids  and  their  salts  produces  no  effect  on 
;  the  fluorescence. 

Amongst  the  bodies  in  which  this  phenomenon  is  most  strikingly  exhibited 
I  may  be  mentioned,  decoction  of  the  bark  of  the  horse-chestnut  (which  contaii  s 
t  the  vegetable  principle  termed  ascidin),  an  alcoholic  tincture  of  chlorophyll  (the 
.  green  colouring  matter  of  leaves),  tincture  of  the  seeds  of  stramonium,  and  tincture 
«.  ot  turmeric.  Many  of  these  substances,  when  spread  upon  paper,  form  surfaces 
>  which,  if  used  as  a  screen  for  receiving  the  solar  spectrum,  exhibit  a  prolongation 
of  the  more  refrangible  end  far  beyond  the  violet  and  lavender  rays  which  are 
<  visible  on  ordinary  white  paper;  and  with  due  precaution  the  fixed  lines  of  this 
f  prolongation  may  be  distinctly  seen.  A  slip  of  ivory  makes  a  very  tolerable 
•  screen  for  this  purpose.    Glass,  cobured  yellow  with  uranic  oxide,  also  exhibits 
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tTiese  phenomena  in  a  very  striking  and  beautiful  form,  but  the  material  which 
furnislii's  the  best  scroen  is,  according  to  Stokos,  a  particular  uranic  phosphate. 
(Phil.  Tram.  1862,  602.) 

The  liglit  ol'  many  artificial  flames  which  are  of  feeble  illuminating  power 
often  coiilains  beams  fitted  to  exhibit  this  kind  of  reduction  in  refrangibility  in 
a  conspicuous  manner.  The  Hame  of  a  common  spirit-lamp,  and  that  of  burning 
sulphur,  are  especially  remarkable.  IC  a  weak  infusion  of  horse-chestnut  bark 
be  poured  into  a  tall  jar  of  water,  illuminated  by  sulphur  when  burning  in 
oxygen,  beautiful  waves  of  phosphorescent  light  are  seen  as  the  two  liquids 
mingle,  owing  to  the  scattering  of  the  light  rendered  visible  by  the  aesculin 
m  solution.  In  the  same  way,  characters  traced  with  tincture  of  stramonium 
on  white  paper,  and  nearly  invisible  in  daylight,  when  exposed  to  the  light  of 
bui-ning  sulphur,  appear  distinctly  upon  the  paper  in  lines  of  a  pale  blue  phos- 
phorescent light.  The  two  artificial  colouring  matters,  fluorescein  and  eosin, 
exhibit  this  property  in  a  remarkable  manner,  but  the  effect  is  most  brilliant 
in  the  green  and  blue  portions  of  the  spectrum. 

The  appearance  produced  by  this  change  in  the  refrangibility 
of  light  is  tQx\x\&({  fluorescence,  and  bodies  which  have  the  power  of 
effecting  it  are  spoken  of  zs,  fluorescent  substances.  If  the  incident 
light  be  polarized  (119  et  seq.),  the  dispersed  light  of  the  fluorescent 
body  is  found  to  have  entirely  lost  the  polarized  condition.  Hence 
it  seems  that  the  rays  which  produce  fluorescence  are  first  absorbed 
and  then  re-radiated,  but  in  a  condition  of  lower  refrangibility. 

The  colour  of  the  fluorescence  produced  by  a  substance  is 
constant  throughout  the  spectrum,  or  nearly  so,  thoi;gh  at  dif- 
ferent parts  of  the  spectrum  it  varies  in  intensity.  Stokes 
remarks  {Jovrn.  Chem.  Soc.  1864  [t],  xvii.  313)  that  if  on 
examining  a  solution  in  a  pure  spectrum  '  we  find  the  fluorescence 
taking  a  fresh  start  with  a  different  colour,  we  may  be  almost 
certain  that  we  have  to  do  with  a  mixture  of  two  diS'erent 
fluorescent  substances,  the  presence  of  which  is  thus  revealed 
without  any  chemical  process.'' 

It  has  been  further  ascertained  that  the  nature  and  intensity 
of  the  dispersed  light  arc  independent  of  the  state  of  polarization 
of  the  incident  rays.  The  dispersed  light  is  always  unpolarized, 
and  appears  to  be  emitted  equally  in  all  directions,  as  though  the 
body  were  self-luminous. 

It  is  to  be  noted,  even  when  the  exciting  rays  are  homo- 
geneous, tliat  the  light  emitted  after  absorption  of  the  exciting 
rays  consists  of  a  mixture  of  differently  coloured  rays,  -without 
any  indication  being  aflbrded  of  the  kind  of  rays  by  which  the 
fluorescence  was  excited. 

When  the  fluorescent  property  of  a  body  is  but  feeble.  Stokes  directs  the 
following  means  to  be  used  lor  its  detection : — Place  over  an  aperture  in  the 
shutter  of  a  darkened  room  a  transparent  body,  which  transuiiis  only  feebly 
luminous  rays  and  rays  of  high  refrangibility,  and  place  behind  it  a  second 
medium  which  absorbs  as  completely  as  possible  the  rays  transmitted  by  the 
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first,  whilst  it  transmits  those  rays  which  are  absorhed  by  the  first.  If  these 
media  be  well  chosen,  no  light  will  traverse  the  second  screen.  Two  glass 
troughs,  one  filled  with  the  pure  solution  of  ammonio-cupric  sulphate,  the  second 
with  the  yellow  solution  of  potassic  chroinate,  will  act  veiy  well  in  many  cases. 
Now  interpose  between  the  two  screens  the  object  the  fluorescence  of  which  is  to 
be  determined ;  as  soon  as  this  is  done,  the  object,  when  viewed  through  the 
second  screen,  will  appear  to  be  more  or  less  luminous,  according  to  the  degree 
in  which  it  possesses  the  property  in  question.  [Phil.  Trans.  1853,  385.) 

These  bighly  refrangible  rays  do  not  pass  readily  through  glass; 
indeedj  most  transparent  bodies  absorb  these  rays  to  a  greater  or 
less  extent.  This  subject  will  be  again  adverted  to  when  speaking 
of  photography  (127/?).  By  employing  a  prism  of  quartz  and  lenses 
of  the  same  material,  rays  have  been  found,  in  the  examination  of 
lights  from  dilFerent  sources,  which  extend  far  beyond  the  limits 
of  the  solar  spectrum.  The  invisible  rays  in  the  solar  spectrum 
for  example,  extend  beyond  the  violet  extremity  of  the  spectrum 
for  a  distance  nearly  equal  in  length  to  twice  that  of  the  luminous 
portion  ;  but  in  the  electric  light  obtained  by  the  ignition  of  char- 
coal points,  the  invisible  spectrum  can  be  traced  nearly  six  times 
as  far.  Each  of  the  metals  also  furnishes  a  similar  elongated 
spectrum,  when  the  secondary  sparks  from  an  induction  coil  are 
transmitted  between  them.  The  spectra  so  obtained  are  quite 
characteristic.  (W.  A.  Miller,  P^z7.  Trans.  1862,876;  Stokes,  PAz/. 
Trans.  1862,  599.)  By  interposing  a  coloured  absorbent  medium, 
such  as  gaseous  chlorous  anhydride,  in  the  track  of  the  beam  before 
it  is  transmitted  through  the  prism,  fixed  dark  lines  can  be  traced 
at  different  points  through  this  greatly  elongated  spectrum. 

(ill)  Prismatic  analysis  of  the  solar  beam,  however,  discloses 
to  us  other  phenomena  besides  the  separation  of  light  into  portions 
of  different  colours.  The  radiations  from  the  sun  contain  not  only 
luminiferous  rays,  but  they  are  accompanied  by  a  large  amount  of 
heat ;  these  rays  of  heat  are  susceptible  of  refraction,  like  those 
of  light,  though  as  they  are  for  the  most  part  less  refrangible  than 
the  rays  of  light,  the  calorific  or  heating  rays  are  most  abundant 
near  the  red  end  of  the  spectrum ;  a  large  proportion  of  the  rays 
of  heat  are  less  refrangible  than  any  of  the  rays  of  light,  and  fall 
in  the  dark  space  below  the  red.  It  has  long  been  well  known 
that  light  is  essential  to  the  health  of  growing  plants,  on  which 
it  exerts  a  powerful  chemical  effect,  the  more  luminous  part  of 
the  spectrum,  according  to  the  experiments  of  Daubeny  and 
Draper,  being  the  most  active  in  this  respect :  many  metallic  and 
other  compounds  are  also  decomposed  by  rays  which  occur  in 
greatest  abundance  in  the  more  refrangible  portions  in  and 
beyond  the  blue  and  violet  rays. 
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In  fig.  87  the  black  unbroken  curve  will  serve  to  give  some 
idea  of  the  distribution  in  the  solar  spectrum  of  the  thermic  rays, 
the  maximum  intensity  of  which  is  beyond  the  extreme  red  R, 
the  quantity  of  heat  becoming  less  and  less  towards  the  violet  V, 
beyond  which  point  Miiller  found  it  to  be  nearly  imperceptible. 
The  distribution  of  light  is  indicated  by  the  dotted  line,  showing 
the  maximum  luminosity  in  the  yellow ;  while  the  broken  curve 
shows  the  chemical  effect  on  compounds  of  silver,  with  a  maxi- 
mum in  the  violet.  Upon  the  undulatory  theory  it  is  admitted 
that  the  differences  between  the  heating,  the  luminous,  and  the 
chemical  rays,  are  due  to  differences  in  the  relative  wave  lengths 
of  the  rays,  those  of  greatest  wave  length  being  the  least  refran- 
gible (114).  The  luminous  effect  depends  upon  the  peculiar  sen- 
sitiveness of  the  retina  to  rays  of  a  certain  wave  length ;  and  in 
like  manner  the  chemical  action  appears  to  depend  upon  the 
nature  of  the  sensitive  substance  employed,  and  its  susceptibility 
to  change  under  the  influence  of  rays  usually  of  high  refrangi- 
bility  and  of  reduced  wave  length  ;  each  sensitive  substance  being 
acted  upon  by  rays  of  certain  wave  lengths  only. 

Tile  annexed  diagram  will  show  the  relative  intensity  of  the 
heating,  luminous,  and  chemical  rays;  the  heating  effect,  as  oc- 
curring in  the  different  portions  of  the  spectrum,  being  usually 
accepted  as  tiie  measure  of  the  force  of  radiation  at  any  particular 
part  of  the  spectrum. 

Fig.  87. 
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(112)  Phosphorogenic  Rays. — The  complex  nature  of  the  solar 
spectrum  may  be  further  illustrated  by  its  action  upon  phospho- 
rescent bodies.  A  certain  number  of  bodies  are  known  which, 
although  they  do  not,  under  ordinary  circumstances,  emit  light 
in  the  dark,  yet,  after  exposure  in  the  solar  rays,  continue,  with- 
out undergoing  any  perceptible  chemical  change,  to  be  faintly 
luminous,  after  having  been  removed  to  a  darkened  room,  for  an 
interval  varying  from  a  minute  fraction  of  a  second  to  several 
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hours.  Amongst  these  substances  Canton's  phosphorus,  or  impure 
calcic  sulphide,  Baldwin's  phosphorus,  or  fused  calcic  nitrate,  and 
Bologna  stone,  which  is  a  barium  sulphide,  have  been  long  known  ; 
but  the  researches  of  E.  Becquerel  {Ann.  Chim.  Phys.  1843  [3], 
ix.  257,  1859,  5  [3]'  4°)  ^^^^  shown  that  this  pro- 
perty is  far  more  common  than  was  previously  supposed,  though 
the  duration  of  the  phosphorescent  effect  is  often  extremely  short. 
Strontic  sulphide,  and  certain  varieties  of  diamond  and  of  fluor 
spar,  show  it  strongly;  alumina  also  exhibits  it  powerfully,  though 
but  for  a  short  time,  and  it  is  equally  marked  whether  the  alumina 
be  crystallized,  as  in  ruby  and  sapphire,  or  amorphous,  as  when 
recently  precipitated.  It  is  worthy  of  note  that  silica  does  not 
exhibit  this  property  in  any  of  its  forms ;  but  the  salts  of  the 
alkalies,  and  of  the  alkaline  earths,  generally,  show  it  strongly  : 
most  other  transparent  objects,  particularly  those  of  organic 
origin,  such  as  sugar,  tartaric  acid,  and  quinine,  likewise  possess 
the  power,  though  in  a  much  more  feeble  degree.  Bodies  of 
dark  colour,  and  the  metals  generally,  do  not  show  it. 

It  has  been  remarked  that  all  phosphorescent  solids  lose  the  power  of  emit- 
ting light  when  they  are  brought  into  solution.  Indeed,  the  liquid  form  seems 
to  be  unfavourable  to  its  display ;  for  solid  bodies,  such  as  potassic  hydrate  and 
uranic  nitrate,  which  melt  at  a  moderate  heat,  lose  the  property  whilst  fused, 
but  recover  it  again  immediately  that  they  become  solid. 

Some  gases,  when  enclosed  in  glass  tubes  and  subjected  to  the  transmission 
of  electric  sparks,  exhibit  a  phosphorescence  which  lasts  for  a  few  seconds. 
Faraday  ascribes  the  luminous  tail,  which  is  sometimes  observed  upon  a  cloud 
after  the  passage  of  a  flash  of  lightning,  to  a  brief  phosphorescence  of  that  portion 
of  the  atmosphere  which  the  flash  has  traversed.  According  to  Morren,  pure 
oxygen,  pure  nitrogen,  and  the  pure  gases  generally,  do  not  produce  this  phe- 
nomenon, which  he  thinks  he  has  traced  to  the  formation  of  nitric  peroxide,  N„0^. 
The  phosphorescence  is  most  vivid  and  prolpnged  if  a  little  SO3  be  added,  but 
other  gases,  such  as  sulphurous  and  carbonic  anhydrides,  may  be  substituted, 
though  with  inferior  eflfect,  for  the  sulphuric  anhydride. 

Certain  of  the  phenomena  of  phosphorescence  may  be  observed  by  selecting 
one  of  those  phosphori  which  retains  its  luminosity  for  some  time,  such  as  calcic 
sulphide,  and,  after  it  has  ceased  to  emit  light  in  the  dark,  sprinkling  it  in 
powder,  over  a  piece  of  paper,  in  a  darkened  room,  and  submitting  it  to  the  action 
of  the  solar  spectrum :  phosphorescence  will  be  produced  in  it,  but  by  the  more 

Fig.  88. 


refrangible  rays  only.  There  are  two  maxima  of  illumination,  one  of  which  is 
within  the  blue  and  violet  portion  of  the  spectrum ;  the  other  is  beyond  the 
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termination  of  the  violet.  In  fig.  88  the  stripe  i  represents  the  diffusion  of 
light  in  the  solar  spectrum,  whilst  2  gives  the  relative  position  of  the  points  of 
maximum  phosphorescence  with  the  calcic  sulphide,  compared  with  the  luminous 
spectrum. 

The  flash  of  an  electric  spark,  made  to  pass  so  that  its  light  shall  fall  upon  a 
piece  of  paper  thus  prepared,  is  sulBcient  to  render  phosphorescent  the  whole  ex- 
posed surface  of  the  sulphide :  hut  if  the  paper  be  partially  covered  by  a  plate  of 
even  the  most  transparent  glass,  the  screened  portion  will  not  exhibit  any  phos- 
phorescence. A  screen  of  rock  crystal,  however,  produces  no  such  absorbent 
effect,  all  the  portions  of  the  prepared  surface  being  in  tliis  latter  case  equally 
luminous.  The  light  emitted  from  charcoal-points  ignited  by  a  voltaic  current, 
if  it  be  only  instantaneous  in  duration,  is  equally  unable  to  penetrate  glass  so  as 
to  produce  phosphorescence,  although  it  traverses  rock  crystal  readily.  The 
solar  rays,  however,  traverse  either  medium  equally,  without  loss  of  phosjjho- 
rogenic  power.  A  long-continued  voltaic  light  produces  a  similar  result,  (ilass 
is  only  less  perfectly  permeable  than  rock  crystal  to  the  phosphorogenic  rays 
that  accompany  the  luminous  ones.  It  is  interesting  to  observe  that  in  the 
phosphorogenic  spectrum,  inactive  spaces  occur,  corresponding  exactly  with  the 
position  of  Fraunhofer's  lines,  and  with  the  dark  bands  of  the  chemical  spec- 
trum.   (E.  Becquerel,  Ann.  Chim.  Phys.  1843  [3],  ix.  321.) 

An  ingenious  instrument  has  been  devised  by  E.  Becquerel  for  the  purpose 
of  observing  phosphorescence  of  vei-y  brief  duration.  One  of  the  forms  of  this 
phosj)horoscope,  as  he  terms  it,  is  represented  both  in  section  and  in  plan  in  fig. 
89,  I  and  2.  It  consists  of  a  circular  box,  A  B,  of  about  six  inches,  or  15  centi- 
metres in  diameter,  upon  the  centre  of  the  floor  of  which  the  object  to  be  tested, 


p,  is  placed ;  this  box  is  provided  with  a  fixed  lid,  s  t,  in  which  are  two  aper- 
tures, m  n,  near  the  circumference,  and  on  opposite  sides,  as  shown  in  the  plan  2. 

In  order  to  use  the  instrument,  it  is  placed  in  the  shutter,  w  w,  of  a  darkened 
room,  so  that  one  half  of  the  box  shall  be  within  the  chamber,  and  the  other  half 
shall  project  outside  it.  Under  these  circumstances,  a  beam  of  light,  L,  may 
enter  the  box  at  m,  and  can  be  concentrated,  if  necessary,  by  a  lense,  upon  the 
object,  p,  the  phosphorescence  of  which  is  to  be  tried.  An  observer,  stationed 
within  the  dark  room  at  o,  would  see  this  object  through  the  second  aperture,  n. 
Beneath  this  fixed  lid,  however,  is  placed  a  second  moveable  cover,  which  by 
means  of  wheelwork  can  be  made  to  rotate  rapidly  in  a  plane  parallel  to  that  of 
the  fixed  lid.    In  this  revolving  cover  are  three  openings,  I,  2,  3,  shown  in  the 
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plan.  These  coi-respond  in  size  to  the  fixed  apertures,  m  n,  but  are  situated  at 
angular  distances  of  120°  IVom  each  other  :  so  that,  whenever  light  is  entering 
by  the  outer  aperture  m,  in  the  fixed  lid,  the  inner  aperture,  n,  is  closed ;  and 
whenever  the  object  of  whicli  the  phosphorescence  is  to  be  tested  is  exposed  to 
the  observer,  no  light  from  without  can  reach  it.  Now,  if  the  object  be  visible 
to  the  observer  at  o,  whilst  the  disk  is  in  rotation,  it  can  only  become  so  by  a 
phosphorescent  action ;  and,  by  varying  the  rate  of  rotation,  the  interval  between 
the  action  of  the  light  on  the  sensitive  surface,  and  the  exposure  of  the  object  to 
the  eye  of  the  observer,  can  be  made  to  vary  from  a  period  as  short  as  the 
of  a  second  to  any  greater  interval.  Other  and  still  more  sensitive  forms  of  the 
instrument  have  been  employed;  but  for  a  description  of  these  the  reader  is 
referred  to  the  original  memoirs  above  cited. 

The  colour  of  the  light  emitted  by  these  phosphori  is  peculiar  to  each  sub- 
stance, and  seldom  corresponds  with  that  of  the  incident  ray  :  it  is  generally  of  a 
lower  degree  of  refrangibility,  never  of  higher  refrangibility ;  for  instance,  baric 
sulphide  emits  a  yellow  light,  though  excited  by  the  violet  and  extra-violet  rays : 
and  calcic  sulphide,  which  in  different  specimens  emits  an  orange,  a  green,  or  a 
blue  phosphorescence,  is  in  all  cases  excited  by  the  more  refrangible  portion  of 
the  spectrum  beyond  the  line  G. 

The  cause  of  the  variation  in  tint  of  the  phosphorescence  produced  by  different 
specimens  of  the  same  substance,  has  been  minutely  examined  by  Becquerel ;  and 
he  attributes  it  to  molecular,  and  not  to  chemical  differences  in  the  phosphori, 
the  results  being  influenced  by  the  temperature  at  which  the  phosphorescent 
body  was  prepared,  and  the  crystalline  structure  and  greater  or  less  compactness 
of  the  material  {e.(/.,  calcic  sulphate  or  carbonate)  employed  in  the  preparation  of 
the  phosphori.  A  phosphorescent  body,  which  has  been  fused,  and  allowed  to 
solidify  again,  when  placed  in  the  phosphoroscope,  often  emits  light  of  a  tint 
different  from  that  which  it  exhibited  before  it  had  undergone  fusion ;  for  ex- 
ample, plates  of  crystallized  boracic  acid  furnish  a  greenish-blue  light,  but  after 
the  acid  has  been  fused  the  phosphorescence  is  yellow.  Loaf-sugar  emits  a  pale 
greenish  light,  but  after  fusion,  on  again  exposing  it  in  the  phosphoroscope,  it 
gives  off  a  much  more  intense  yellowish  light. 

It  is  to  be  remarked  that,  in  many  cases,  the  less  refrangible  rays  of  the  spec- 
trum actually  destroy  the  phosphorescence  produced  by  the  more  rel'rangible  rays. 

Where  the  pho.sphorescence  has  a  considei'able  duration,  it  is  found  that  eleva- 
tion of  temperature  heightens  the  luminosity,  but  shortens  the  duration  of  the 
phosphorescence.  The  effect  of  heat  upon  strontic  sulphide,  when  prepared  with 
due  precaution,  is  very  remarkable.  Certain  specimens  of  it  at  0°  P.  (-  18°  C.) 
emit  a  very  beautiful  violet  phosphorescence ;  by  raising  the  temperature  to 
158  (70  C),  the  light  emitted  has  a  greenish  hue,  and  if  the  tube  which  con- 
tains the  sulphide  be  heated  to  about  392°  (200°  C.)  the  light  becomes  of  an 
orange  yellow. 

Becquerel  is  of  opinion  that  the  phenomena  of  phosphorescence 
and  those  of  fluorescence  have  a  common  origin — many  phospho- 
rescent bodieSj  such  as  uranic  nitrate,  sesculin,  and  quinine  sul- 
phate, emitting  light  of  the  same  tint  as  that  which  they  display 
when  fluorescent.  This  point,  however,  requires  further  investi- 
gation, since  many  bodies  which  are  highly  phosphorescent  show  no 
signs  of  fiuorescehce,  and  the  range  of  colour  in  the  light  emitted 
by  phosphorescent  bodies  is  smaller  than  in  the  same  bodies  when 
they  become  fluorescent. 


220  VELOCITY  or  LIGHT.  [l'3- 

(113)  Velocity  of  Light— It  is  certain  that  light  is  the  result 
of  a  series  of  progressive  actions,  since  it  requires  time  for  its 
propagation.    This  was  first  noticed  by  lloemer,  in  1675 
.1676,  who  ascertained  from  observations  on  the  eclipses  or 

occultations  of  the  sa- 
90-  telites  of  Jupiter,  that 
 — — .^^        when  the  earth,  as  re- 

IQi"'  "Sr~^~-^fep  presented  at  F,  fig.  90,  is 

'•^^  — situated  at  its  greatest 


 distance  from  that  pla- 
net, I,  these  occulta- 
tions appear  to  occur  about  a  quarter  of  an  hour  later  than  they 
do  when  the  earth  is  nearest  to  it,  as  at  e  ;  consequently,  between 
15  and  16  minutes  are  required  by  light  in  traversing  the  width, 
E  F,  of  the  earth's  orbit,  a  distance  of  about  j  90,000,000  miles.* 
It  has  been  found  by  careful  observations  that  the  greatest  appa- 
rent retardation  of  the  eclipses  is  16  min.  26'6  sec,  or  986-6  sec. : 
taking  the  diameter  of  the  earth's  orbit  as  183,000,000  miles,  the 
velocity  of  light  will  be  =  185,481  miles  (298,505,300 
metres)  per  second. 

In  1849  some  experiments  were  made  by  Fizeau  {Comptes 
Rendus,  1849,  xxix.  90),  demonstrating  that  the  velocity  of  light 
could  be  determined  on  the  surface  of  the  earth  through  a 
distance  of  only  5*364  miles  (8633  metres).  For  these  expe- 
riments a  telescope  was  fitted  at  Suresnes,  having  at  the  focus 
of  the  object-glass  a  toothed  wheel,  the  width  of  the  teeth,  and 
of  the  intervals  between  them,  being  equal.  When  the  wheel 
was  rotated  an  object  viewed  through  the  eyepiece  was  alter- 
nately eclipsed  and  rendered  visible  for  equal  spaces  of  time. 
By  a  suitable  arrangement  a  beam  of  light  could  be  passed  along 
the  telescope,  issuing  from  the  object-glass  in  parallel  rays.  At 
Montmartre  (8633  metres  from  Suresnes)  the  light  was  received 
on  the  object-glass  of  another  telescope,  the  eyepiece  of  which 
was  replaced  by  a  plane  mirror,  which  reflected  the  light  along 
its  original  path,  and  into  the  object-glass  of  the  first  telescope 
where  it  was  observed.  When  the  opaque  tooth  of  the  wheel 
was  at  the  focus  of  the  telescope,  of  course  no  light  issued  from 
the  object-glass;  but  when  the  tooth  was  replaced  by  an  interval, 


*  Or,  according  to  more  recent  computations  of  astronomers,  182,000,000 
miles  (23,573  radii  of  the  earth  ;  Delaunay).  When  the  results  of  the  observa- 
tions of  the  transit  of  Venus  on  Dec.  9,  1874,  have  been  calculated,  an  accurate 
determination  of  this  distance  will  be  obtained. 
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the  light  was  observed^  after  traversing  a  distance  of  17,266 
metres  (lO'yiS  miles).  On  causing  the  wheel  to  rotate  rapidly 
the  observer  noticed  that  the  light  was  gradually  diminished,  and 
ultimately  eclipsed.  This  happened  when  the  time  occupied  by 
the  light  in  travelling  from  Suresnes  to  Montmartre  and  back,  was 
equal  to  the  time  necessary  for  the  replacement  of  the  interval 
between  two  teeth  by  the  following  tooth.  On  doubling  the 
velocity  of  rotation  of  the  wheel  the  light  again  became  visible, 
the  light  now  passing  through  one  space,  and  returning  through 
the  next.  By  determining  the  rate  of  the  rotation  of  the  wheel 
the  velocity  of  the  light  was  calculated,  and  found  to  be 
313,274,200  metres  (194,663  miles)  per  second.  - 

These  experiments  have  been  repeated  by  Cornu  (Compies 
Rendiis,  1874,  Ixxix.  1361)  with  more  perfect  apparatus,  who  has 
found  the  velocity  to  be  300,400,000  metres  (186,663  miles)  a 
second. 

Foucault,  by  a  beautiful  application  of  the  revolving  mirror, 
first  used  by  Wheatstone,  determined  the  velocity  through  the 
short  interval  of  20  metres  (65  618  feet)  to  be  at  the  rate  of 
298,187,000  metres  (185,287  miles)  a  second.  The  diameter  of 
the  earth^'s  orbit  may,  in  fact,  be  calculated  from  these  terrestrial 
experiments  by  multiplying  the  velocity  by  the  time  occupied  in 
the  passage  of  the  light  across  the  orbit.  This  being  986'6  seconds, 
gives  by  Cornu^s  results  186,663  x  986'6  =  184,162,000  miles. 
Light  would  therefore  traverse  a  distance  equal  to  the  cir- 
cumference of  the  earth  in  about  the  eighth  part  of  a  second 
of  time. 

The  velocity  of  light,  however,  varies  with  the  medium  through 
which  it  passes ;  in  a  more  refracting  medium  its  velocity  is 
diminished ;  but  in  a  medium  of  uniform  density  it  travels  in  a 
uniform  direction,  and  its  velocity  is  also  uniform.  It  may  be 
shown  mathematically  tliat  if  the  hypothesis  of  emission  be 
correct,  the  velocity  must  be  increased  in  a  more  refracting 
medium,  whilst  on  the  undulatory  theory  it  should  be  diminished ; 
the  decision  of  this  question,  therefore,  aftbrds  an  experimentum 
crucis  between  the  two  theories. 

Foucault  [Ann.  Chim.  Phys.  1854  [3],  xli.  129)  'has  suc- 
ceeded in  solving  this  important  question;  i)y  direct  measure- 
ment he  found  that  light  is  retarded  in  the  more  powerfully 
refracting  medium  :  the  relative  velocity  being  inversely  as  the 
refractive  indices  of  the  media  compared.  Consequently  the 
theory  of  emission  cannot  be  longer  maintained. 

(114)  Length  and  Frequency  of  Undulations  of  Light. — The 


Br 


^23  PRDQUENCY   01'  VIBRATION.  [1x4. 

undulatory  hypothesis  accounts  for  differences  in  the  intensity  of 
the  ray  of  light  u  s,  fig.  91,  by  differences  in  tlie  amplitude  or 
j,^^  excursion,   a  b,  of  the  undulation ; 

'  and  for  the  phenomena  of  colour  by 

differences  ia  the  length,  a  c,  and  in 
VlU'^  frequency  of  the  undulations ; 
just  as  in  the  phenomena  of  sound, 
the  pitch  of  the  note  is  proved  to  depend  upon  the  number  of  waves 
or  impulses  which  occur  in  a  given  time  :  if  one  note  be  an  octave 
higher  than  another  note,  it  will  have  twice  the  number  of  vibra- 
tions in  the  same  interval  of  time ;  while  the  length  of  each  w^ave 
will  be  just  half  that  of  the  waves  which  produce  the  lower  note  : 
but  the  extent  through  which  the  ear  appreciates  proportionate 
differences  of  rapidity  in  the  undulations  which  produce  sound,  is 
much  greater  than  that  which  the  eye  can  estimate  in  the  case 
of  light.  Most  persons  can  perceive  musical  sounds  in  which 
all  possible  variety  exists  between  16  and  2048  vibrations  in  a 
second,  i.e.,  including  a  range  of  seven  octaves,  in  the  highest  of 
which  the  vibrations  are  128  times  more  numerous  than  in  the 
lowest.  With  light  the  range  is  much  more  limited,  and  ex- 
tends not  quite  so  far  as  from  i  to  2.*  The  average  length  of  a 
wave  of  white  light  is  3-0-Tr-oo  of  an  inch,  or  o'™™-ooo5o8,  which 
is  nearly  equal  to  the  thickness  of  6  leaves  of  gold ;  but  the 
length  of  the  wave,  as  well  as  its  frequency,  differs  in  the 
different  colours :  in  red  light  it  is  longer,  being  about 
o*"^"oooo29937,  or  j  (,  3  of  an  inch,  or  O'™™*ooo76o4,  while 
in  violet  it  is  only  o'^°"oooo  15484,  or  -^TTinr  of  an  inch  or 
O'™™'O0O3933  according  to  the  measurements  of  Angstrom.  The 
number  of  vibrations  is  estimated  at  five  hundred  and  eighty-six 
million  millions  per  second  (586,000000,000000,  or  586  x  10'^)  in 
white  light ;  in  red  light  at  392,000000,000000,  or  392  x  lo^"^;  and 
in  violet  light  at  as  much  as  764,000000,000000,  or  764  x  10". 

The  length  of  the  waves  of  light  may  be  varied  by  motion  of 
the  luminous  body  or  the  observer  towards  or  away  from  one 
another.  This  may  be  well  illustrated  by  reference  to  the  corre- 
sponding phenomenon  observed  in  the  case  of  sound.  This  sub- 
ject was  very  beautifully  described  by  Professor  Stokes  in  his 
inaugural  address  to  the  British  Association  at  Exeter  iu  1869  : — 
'  The  pitch  of  a  musical  note  depends,  as  we  know,  on  the  number 
of  vibrations  which  reach  the  ear  in  a  given  time,  such  as  a  second. 


*  The  range  in  the  invisible  portion  of  the  spectrum  is,  however,  much 
greater  for  the  rays  which  produce  fluorescence  and  chemical  action. 


114.] 


FREQUENCY   OF  VIBRATION. 


223 


Suppose,  now,  that  a  body,  such  as  a  bell,  which  is  vibrating  a 
given  number  of  times  per  second,  is  at  the  same  time  moving 
from  the  observer,  the  air  being  calm.  Since  the  successive  pulses 
of  sound  travel  all  with  the  velocity  of  sound,  but  diverge  from 
different  centres,  namely,  the  successive  points  in  the  belFs  path 
at  which  the  bell  was  when  those  pulses  were  first  excited,  it  is 
evident  that  the  sound-waves  will  be  somewhat  more  spread  out 
on  the  side  from  which  the  bell  is  moving,  and  more  crowded 
together  on  the  side  towards  which  it  is  moving,  than  if  the  bell 
had  been  at  rest.  Consequently  the  number  of  vibrations  per  second 
which  reach  the  ear  of  an  observer  situated  in  the  former  of  these 
directions  will  be  somewhat  smaller,  and  the  number  which  reach 
an  observer  situated  in  the  opposite  direction  somewhat  greater, 
than  if  the  bell  had  been  at  rest.  Hence  to  the  former  the  pitch 
will  be  somewhat  lower,  and  to  the  latter  somewhat  higher,  than 
the  natural  pitch  of  the  bell.  And  the  same  thing  will  happen 
if  the  observer  be  in  motion  instead  of  the  bell,  or  if  both  be  in 
motion  ;  in  fact,  the  effect  depends  only  on  the  relative  motion  of 
the  observer  and  the  bell  in  the  direction  of  a  line  joining  the 
two, — in  other  words,  on  the  velocity  of  recession  or  approach 
of  the  observer  and  the  bell.  The  effect  may  be  perceived  in 
standing  by  a  railway  when  a  train  in  which  the  steam-whistle 
is  sounding  passes  by  at  full  speed,  or  better  still,  if  the  observer 
be  seated  in  a  train  which  is  simultaneously  moving  in  the 
opposite  direction.' 

Dr.  Pole  {Nature,  1875,  xi.  232)  has  calculated  the  drop  of  the  note  of  a 
railway  whistle,  as  observed  when  an  engine  passes  an  observer  in  another  train 
travelling  in  the  opposite  direction.  As  the  trains  approach,  the  note  is  raised, 
but,  after  passing,  it  will  be  lowered :  the  drop  is  the  difference  between  the  two 
notes  : — 


Conjoint  speed  of  two  meeting  trains 
Miles  per  hour 

24 


45 

70 

85 

108 
152 


Feet  per  second 

34 
66 


102 

160 
224 


Corresponding  drop  of  the 
note  of  the  whistle. 


A  semitone 

(U) 

A  whole  tone 
(f) 

/  A  minor  third 

)  (f) 

{  A  major  third 

t  (f) 
j  A  fourth 

I  (^) 
/  A  hfth 

\  (^) 


A  similar  phenomenon  is  often  strikingly  exhibited  when  the  observer  is 
travelling  rapidly  past  the  engine  of  a  heavy  goods  train;  on  approaching  the 
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engine,  the  puffs  of  steam  appear  to  succeed  one  another  rapidly,  and  on  receding, 
the  time  between  the  puifs  is  appreciably  increased,  so  much  so,  indeed,  that  it 
is  difficult  to  believe  that  the  engine  has  not  suddenly  slackened  its  speed. 

Now,  since  tlie  effects  of  light  are  produced  by  waves  caused 
by  the  vibrations  of  the  luminous  body,  it  follows  that  supposing 
the  source  of  light  to  be  moving  towards  the  observer  with  a 
velocity  not  insensibly  small  compared  with  the  velocity  of  light, 
the  light  waves  will  be  more  crowded  together  or  the  wave  length 
will  be  shortened  and  the  refrangibility  increased.  Conversely, 
if  the  source  of  light  is  receding  from  the  observer  the  waves  will 
be  lengthened  and  the  refrangibility  diminished.  Dr.  Huggins 
found  that  the  spectra  of  some  stars^  like  that  of  the  sun,  con- 
tained dark  absorption  lines,  and  that  the  light  from  Sirius  ex- 
hibited the  two  dark  lines  c  and  f  due  to  the  presence  of  an  ab- 
sorbing atmosphere  containing  hydrogen  ;  but  in  the  spectrum 
of  the  light  from  this  star  the  f  line  did  not  agree  exactly  in 
position  with  the  green  line,  obtained  by  passing  electric  sparks 
through  hydrogen  at  low  pressure,  but  was  a  little  less  refrangible. 
This  increase  of  the  wave  length  can  only  be  explained  by  as- 
suming that  the  earth  and  Sirius  were  at  the  time  of  the  obser- 
vation receding  from  one  another.  The  alteration  of  refrangibility 
to  the  observed  extent  would  be  caused  by  a  movement  of  41  4 
miles  a  second,  and  of  this  motion  12  miles  a  second  was  attri- 
butable to  the  orbital  motion  of  the  earth,  leaving  29*4  miles  a 
second  as  the  motion  of  Sirius  from  the  solar  system.  {Phil. 
Trans.  1868,  529.)  It  must  be  observed,  however,  that  this  is 
not  the  whole  of  the  motion  of  the  star,  for  it  exhibits  an  angular 
movement  which  obviously  would  not  affect  the  character  of  the 
light. 

Dr.  Huggins  {Proa.  JRoy.  Soc.  187  2,  xx.  386)  has  since  corrected  the  number 
obtained  for  the  motion  of  Sirius,  and  has  calculated  the  velocity  of  the  movements 


of  several  other  stars  from 

and  towards 

the  sun,  with  the  foUowin 

5  results ; — 

Stars  receding  from  the  Sun. 

Stars  approaching 

the  Sun. 

Miles 

Miles 

per  second. 

per  second. 

18  to  22 

22 

Vega  

■     •     44  54 

•     •  39 

23  to  28 

Pollux  

.  49 

12  to  17 

3  Ursse  Majoris" 

y    ii  » 

17  to  21 

■  . 

*     »  » 

The  combination  of  the  observations  of  the  change  of  refran 
gibility  of  light  and  of  the  angular  motion  of  stars  will  doubt 
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less  be  of  gi-eat  service  to  the  astronomer  in  determining  the 
motion  of  stars  in  space. 

Interference. 

(115)  Illustrations  of  Interference  of  Undulations. — One  of  the 
simplest^  and  at  the  same  time  most  beautiful  proofs  of  the  analogy 
in  the  mechanism  by  which  sound  and  light  are  produced,  is 
exhibited  in  the  phenomena  included  under  the  term  interference. 

It  is  well  known  that  when  two  stretched  strings,  not  quite 
in  unison  with  each  other,  are  struck  simultaneously,  each  gives 
its  own  note,  and  the  compound  sound  produced,  instead  of  dying 
away  gradually  and  uniformly,  is  subject  to  a  succession  of  alternate 
maxima  and  minima  of  intensity ;  the  sound  alternately  dies  away 
and  revives  several  times  in  succession  before  it  becomes  finally 
inaudible;  it  thus  produces  what  are  termed  beats  in  the  notes. 
These  beats  are  due  to  the  interference  with  each  other  of  the 
waves  produced  by  the  two  strings.  As  one  string  is  vibrating  a 
little  faster  than  the  other,  it  must  happen  that  the  direction  of 
the  vibrations  in  the  two  strings  at  certain  moments  must  coincide  ; 
at  this  point  we  have  the  maximum  of  sound ;  the  periods  of 
vibration  will  then  gradually  recede,  and  ultimately  oppose  each 
other,  when  they  produce  a  momentary  silence. 

Again,  when  two  equal  impulses  are  given  at  a  little  distance 
from  each  other  upon  the  surface  of  a  sheet  of  still  water,  each 
becomes  the  centre  of  a  system  of  waves,  which  ultimately  cross 
each  other,  and  alternately  increase  and  diminish  the  effect  of  each 
other.    For  example,  if  in 

fig.  9a  the  concentric  cir-  92- 

cles   represent   two  equal 

systems  of  waves  in  water, 

setting  out  simultaneously, 

they    will    intersect  each 

other;  the  length  of  the 
■  wave  in  each  system  is  the 
I  same :  where  the  crests  of 
ithe  waves  coincide,  the  ele- 
1  vation  will  be  doubled  :  but 
'  where  the  crest  of  one  wave 
(Coincides  with  the  depression  of  the  other,  the  water  will  retain 
iits  level  surface.  These  points  will  occur  in  regular  succession, 
J  and  form  '  lines  of  double  disturbance  and  no  disturbance.'  The 
nines  of  double  disturbance,  indicated  in  the  diagram  by  the 
f  points  where  the  circles  touch  or  cut  each  other,  occur  at  distances 
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which  differ  by  the  entire  width  of  one  or  more  waves,  or  by  an 
even  number  of  half  waves.  The  intermediate  points,  or  points  of 
no  disturbance,  are  situated  at  distances  from  the  centres  differing 
by  an  odd  number  of  half  waves :  the  first  will  occur  at  the  dis- 
tance of  half  a  wave ;  the  second  at  a  wave  and  a  half ;  the  third 
at  two  waves  and  a  half,  and  so  on.  Now  these  phenomena  of 
undulation  in  air  and  in  water  have  an  exact  counterpart  in  the 
case  of  light. 

If  a  beam  of  light  of  a  single  colour  be  admitted  into  a 
darkened  room  by  two  small  apertures  in  a  thin  sheet  of  metal, 
such  as  pin-holes,  placed  very  near  each  other,  and  the  light 
which  enters  be  allowed  to  fall  upon  a  screen  just  beyond  the 
point  where  the  outermost  rays  of  the  two  cones  intersect  each 
other, — a  spot  of  increased  brightness  is  seen  where  the  screen 
is  intersected  by  a  line  at  right  angles  to  it,  which  line  also 
bisects  at  right  angles  the  line  joining  the  two  pin-holes  ;  on 
either  side  of  this  bright  spot  will  be  a  series  of  bands,  alter- 
nately dark  and  bright,  although  the  dark  bands  as  well  as  the 
bright  ones  are  receiving  the  rays  from  both  apertures.  The 
addition  of  light  to  light  has  here  produced  darkness.  Let  o,  q, 
fig.  93,  represent  the  two  pin-holes,  and  a  b  c  d,  a  section  of  the 
screen ;  let  p  a  bisect  the  distance  between  the  apertures  at  right 
angles,  and  fall  vertically  on  the  screen.  If  the  spots  a,  b,  c,  d, 
each  represent  the  centre  of  a  bright  band,  o  a,  q  a,  will  be  formed 

of  rays  the  paths  of  which  are 
equal ;  o  b,  q  b,  will  differ  by  the 
"  length  of  one  wave ;  o  c,  q  c,  by  two 
p  waves  ;  o  d,  q  d,  by  three  waves ; 

and  the  black  bands  between  the 
^  bright  ones  will  be  formed  by  the 
interfering  of  rays,  the  paths  of  which  differ  in  length  successively  by 
half  a  wave,  a  wave  and  a  half,  two  waves  and  a  half,  &c. — (Lloyd's 
Lectures  on  the  Wave  Theory  of  Light,  3rd  Edit.  1873,  85.) 

The  length  of  the  paths  traversed  by  the  rays  from  each 
aperture  is  equal  in  the  central  spot  a,  and  the  intensity  of  the 
light  is  therefore  increased ;  but  since  the  path  of  the  rays  on  either 
side  of  this  becomes  more  or  less  oblique  by  regular  increase  or 
decrease,  the  lengths  of  those  paths  must  necessarily  be  gradually 
and  progressively  either  augmented  or  diminished ;  consequently 
the  number  of  undulations  in  each  will  as  gradually  be  propor- 
tionately increased  or  diminished.  When  the  lengths  of  the  paths 
of  the  two  rays  differ  by  an  even  number  of  half  undulations, 
that  is  to  say,  by  entire  undulations,  a  bright  baud  is  the  result; 
when  they  differ  by  an  odd  number  of  half  undulations,  darkness 
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ensues.  Now  as  tlie  iuclination  is  progressive,  there  is  neces- 
sarily a  progressive  passage  from  the  brightest  light  to  the  most 
complete  darkness.  By  intercepting  the  light  from  one  aperture, 
all  the  dark  bands  disappear.  The  measurement  of  the  breadth 
of  one  of  these  bands  affords  one  means  of  determining  the  length 
of  a  wave  of  light  of  that  particular  colour,  if  the  length  of  a  p 
be  known.  Further,  since  the  length  of  a  wave  of  light  diflFers 
in  lights  of  diH'erent  colour  and  refrangibility,  being  longest  in 
the  red  or  least  refrangible,  and  shortest  in  the  violet  or  most 
refrangible  ones,  the  coloured  bands  are  broadest  in  the  red  and 
narrowest  in  the  violet ;  and  if  the  experiment  illustrated  by  fig.  93 
be  performed  with  white  light  instead  of  with  monochromatic  light, 
the  overlapping  of  the  bands  of  the  different  colours  will  produce 
a  succession  of  iridescent  or  coloured  bands,  instead  of  mere 
alternations  of  light  and  darkness. 

The  phenomenon  of  interference  is  one  of  the  fundamental 
properties  of  light :  indeed  it  takes  place  with  common  light 
under  all  circumstances;  but  the  disturbing  causes  in  ordinary 
cases  exactly  compensate  each  other,  and  it  is  only  by  intercepting 
part  of  a  pencil  of  rays,  so  as  to  remove  the  compensating  system, 
that  the  disturbance  produced  by  the  remainder  becomes  manifest ; 
if  in  the  experiment  just  described  the  holes  are  very  much 
enlarged  interference  will  still  occur,  but  the  overlapping  of  the 
coloured  bands  will  reproduce  white  light  and  the  interference 
will  be  inappreciable.    If  upon  a  brilliant  plane  reflecting  surface, 
such  as  a  polished  plate  of  steel,  a  number  of  very  fine  lines 
or  grooves  be  traced  at  equal  intervals,  so  that  there  may  be 
from  40  to  800  per  millimetre,  a  surface  is  obtained  which 
reflects  a  multitude  of  diverging  cones  of  light,  in  consequence 
of  the  absence  of  reflection  at  regular  intervals  corresponding 
to  the  grooves :  these  cones  of  rays  interfere  at  their  edges 
without  compensation,   and  a  series  of  colours  of  the  most 
brilliant  tints  is  perceptible.     A  variety  of  natural  objects  owe 
the  beautiful  iridescent  play  of  colours  which  they  exhibit,  to  a 
:  structure  of  this  kind ;  instances  of  this  occur  in  the  feathers  of 
imany  bu'ds.      The  hues  of  mother  of  pearl  and  other  shelly 
;  structures  are  also  due  to  their  mode  of  formation  in  successive 
I  extremely  thin  laminae,  the  edges  of  which  form  a  series  of  grooves 
lupon  their  surfaces,  and  thus  produce  the  phenomenon;  impres- 
ssions  of  these  grooves  may  often  be  taken  in  sealing-wax  or  in 
t  fusible  metal,  and  the  same  play  of  colours  is  then  obtained  in 
"the  impressions. 

"VVhen  fine  lines  are  ruled  on.  a  transparent  plate,  such  as  a 
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piece  of  glass,  the  iridescent  colours  are  observed  on  looking 
through  the  plate  at  a  luminous  object.  If  the  luminous  object 
be  an  illuminated  slit  placed  parallel  to  the  lines  on  the  plate,  a 
series  of  spectra  will  be  observed,  which  may  be  projected  on  a 
screen  or  viewed  through  a  telescope.  By  measuring  the  angular 
distance  between  the  different  rays  of  the  spectrum  and  the  dis- 
tances between  the  lines  on  the  plate,  it  is  possible  to  determine 
the  length  of  the  waves  producing  the  coloured  rays  constituting 
white  light.  By  a  process  of  this  kind.  Angstrom  has  made  the 
most  complete  map  of  the  black  lines  in  the  solar  spectrum,  in 
which  the  wave  lengths  are  measured  to  fractions  of  the  ten- 
millionth  part  of  a  millimetre. 

(116)  Colours  of  Thin  Plates. — A  different  set  of  colours,  also 
dependent  for  their  origin  upon  interference,  are  those  termed  the 
colours  of  thin  plates.  By  dipping  the  mouth  of  a  wine-glass  into 
a  solution  of  soap  in  water,  or  what  is  better  still,  into  gum- water, 
a  bubble  may  be  formed  across  it ;  if  the  glass  be  laid  upon  its 
side,  the  film  becomes  gradually  thinner  and  thinner  from  the 
action  of  gravity,  and,  if  viewed  by  reflected  light,  a  series  of  irides- 
cent tints  is  developed,  increasing  in  brilliancy  until  the  bubble 
becomes  reduced  to  a  state  of  extreme  tenuity ;  it  then  appears  to 
become  black  at  the  thinnest  point,  and  speedily  bursts.  These 
colours  are  due  to  the  interference  of  a  part  of  the  light  which  is 
reflected  from  the  second  surface  of  the  film,  with  that  which  is 
reflected  from  the  first  surface.  Any  transparent  object,  such  as 
glass,  thin  films  of  metallic  oxides,  mica,  &c.,  if  reduced  to  laminae 
of  sufiicient  thinness,  will  produce  the  same  effect.  The  particular 
colour  is  dependent  on  the  thickness  of  the  film.  In  tempering 
steel,  its  surface  becomes  covered  with  a  film  of  oxide,  and  the 
workmen  judge  of  the  heat  by  the  colour  produced ;  the  higher  the 
temperature  which  is  applied,  the  thicker  does  the  film  become. 

The  laws  which  regulate  this  phenomenon  were  traced  with 
great  success  by  Newton.     He  placed  a  convex  lens,  of  a  very 

long  radius  of  curvature,  upon 
the  flat  surface  of  a  plano- 
convex lens.  Fig.  94  shows  a 
section  of  both  lenses,  the  cur- 
vature of  which  is  much  exag- 
gerated. Around  the  point  of  contact  the  rings  developed 
themselves  with  a  black  spot  in  the  centi'e,  in  an  order  de- 
pendent upon  the  thickness  of  the  film  of  air  included  between 
the  two  plates  (fig.  95).  Knowing  the  convexity  of  the  upper 
lens,  he  was  able  to  calculate  the  thickness  of  the  film  required 
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to  produce  any  giveu  tint.  He  thus  found  that  there  is  a  limit 
to  the  thickness  of  all  transparent  objects^  below  which  they 
cease  to  be  visible  in  reflected  light, 
and  another  limit  in  thickness  above 
this,  beyond  which  they  reflect  only 
white  light :  between  these  two  thick- 
nesses the  phenomena  which  we  are 
now  considering  take  place.  The 
thickness  of  the  film  which  produces 
any  given  colour  varies  with  the 
nature  of  the  reflecting  plate,  being 
in  the  inverse  ratio  of  its  refractive 

index.  At  and  below  the  thickness  of  -3000000  of  ifich  the 
film  of  air  exhibits  a  black  spot  when  viewed  by  reflection,  and 
ahove  -nroVWo  reflects  white  light.  In  water  at  f  of  a  mil- 
lionth of  an  inch  a  black  spot  is  formed  ;  above  -rroVow 
reflected  light  is  white.  Glass  produces  the  same  result  at  all 
thicknesses  below  ^  of  a  millionth  of  an  inch,  and  reflects  white 
light  at  all  thicknesses  above  — ooVo-ro  inch. 

The  order  of  succession  of  the  colours  constitutes  what  is 
termed  Newton's  scale.  Six  or  seven  series  of  coloured  bands 
may  thus  be  distinctly  traced.  These  rings  when  produced  by 
homogeneous  light  are  alternately  bright  and  black ;  the  width  of 
the  ring  is  dependent  upon  the  colour,  and  is  greatest  in  the  least 
refrangible  light.  The  overlapping  of  the  narrow  rings  by  the 
broader  ones  in  the  mixed  light  of  day,  is  thus,  as  in  the-  case  of 
the  coloured  bands  produced  by  interference,  the  cause  of  the 
brilliant  succession  of  colours. 

A  similar,  but  fainter  series  of  colours,  may  be  seen  in  the 
light  that  is  transmitted  through  the  film,  but  the  tints  are  in 
this  case  complementary  to  those  of  the  reflected  rays.  By  in- 
creasing the  obliquity  of  the  incident  rays,  the  breadth  of  the 
rings  is  increased  in  both  transmitted  and  reflected  light.  The 
tints  of  the  transmitted  rays  are  much  paler  than  those  seen  by 
reflection  in  consequence  of  the  large  quantity  of  white  light 

■  that  is  transmitted  by  the  glass  ;  they  are  produced  by  the  inter- 
:  ference  of  a  portion  of  light  twice  reflected  within  the  plate, 

■  with  the  beam  directly  transmitted. 

In  fig.  96,  I  a  represents  a  beam  of  light  incident  upon  the 
1  film  of  glass  or  soap  or  some  substance  of  greater  refractive  index 
t  than  air,  shown  in  magnified  section  at  r  f  :  part  of  the  light, 
I  a  Y,  is  reflected ;  and  part,  r  s  t,  transmitted ;  at  s,  the  second 
!  surface  of  the  film,  a  portion  of  the  light  is  again  partially 
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reflected  to  u;  at  u  part  is  transmitted,  arirl  interferes  with  the 
reflected  portion  u  x,  of  the  beam  k  u,  whicli  falls  upon  the 

upper  surface  of  the  film  at  the  spot 
where  s  u  emerges.  Now,  since  the 
lengths  of  the  paths  of  the  rays, 
I  R  s  u,  and  k  u  differ  by  a  fraction 
of  an  undulation,  owing  to  the  re- 
fraction and  reflection  of  the  portion 
R  s  u  within  the  film,  interference 
between  the  two  rays  is  the  result, 
and  colours  are  produced  in  the  re- 
fleeted  beam ;  in  addition  to  this 
action,  a  part,  u  v  w,  of  the  beam, 
I  R,  is  a  second  time  reflected,  and  passing  out  on  the  lower 
surface  of  the  film,  interferes  with  the  portion  of  k  u,  which 
is  directly  transmitted,  and  thus  the  colours  in  the  transmitted 
light  are  occasioned.  The  dotted  line,  v  z,  represents  the  track 
which  is  taken  by  the  portion  of  the  ray,  k  u  v,  which  under- 
goes reflection  from  the  internal  lower  surface  of  the  film. 

§   II.   DOUBLE  REFRACTION  POLARIZATION. 

(117)  Double  Refraction. — The  law  of  refraction  (100),  which 
is  true  for  water,  for  glass,  and  for  other  homogeneous  uncrys- 
tallized  media,  does  not  extend  to  all  transparent  bodies.  In  all 
transparent  crystals,  excepting  those  belonging  to  the  regular 
system,  the  refracted  ray  is  subdivided  into  two  portions,  and 

hence  such  bodies  are  said  to  possess  the 
property  of  double  refraction. 

This  remarkable  action  upon  light  is 
best  exhibited  in  the  transparent  crystal- 
lized variety  of  calcic  carbonate,  known 
as  Iceland  spar.  Place  upon  a  dot,  d, 
made  upon  a  sheet  of  white  paper,  a  rhom- 
bohedron  of  Iceland  spar,  as  a  b,  fig.  97, 
and  look  down  upon  the  dot  through  two 
of  the  parallel  faces  of  the  rhombohedron, 
the  edges  of  which,  for  the  sake  of  sim- 
plicity, we  will  suppose  to  be  all  equal ; 
two  images,  0,  e,  of  the  dot  will  be  seen 
instead  of  a  single  one  ;  and  if  the  crystal  be  turned  round 
upon  the  paper,  keeping  the  eye  steadily  fixed,  one  of  the 
images  will  appear  to  rotate  round  the  other,  which  preserves  its 
fixed  position.    When  the  eye  is  placed  above  the  crystal  so  that 
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tlie  line  between  the  fixed  image  and  the  eye  cuts  the  face  of  the 
crystal  at  right  angles,  then  the  line  which  joins  the  two  images 
of  the  dot  is,  under  all  circumstances,  parallel  to  the  diagonal, 
A,  B,  connecting  the  two  obtuse  angles  of  the  crystal :  around 
this  line  the  different  parts  of  the  crystal  are  symmetrically 
arranged.  Upon  varying  the  obliquity  of  the  incident  ray  upon 
the  surface,  it  is  found  that  the  refracted  ray  which  was  station- 
ary during  the  movement  of  rotation,  preserves  the  constant  ratio 
of  the  sines,  and,  as  in  ordinary  cases  of  refraction,  falls  always 
in  the  plane  of  the  incident  ray;  whilst  in  the  other  ray  the 
ratio  of  the  sines  varies  at  different  obliquities  of  the  incident 
ray ;  and,  excepting  in  the  two  positions  of  the  crystal,  in  which 
the  diagonal  joining  the  obtuse  angles  is  in  the  plane  of  incidence, 
this  refracted  ray  never  occurs  in  this  plane.  One  of  the  re- 
fracted rays  follows  the  usual  laws  of  refraction,  and  is  hence 
termed  the  ordinary  ray ;  while  the  other  follows  a  different  law, 
and  is  called  the  extraordinary  ray.  There  is  one  remarkable 
direction  in  the  crystal,  in  which  this  double  refraction  does 
not  take  place, — a  direction  parallel  to  the  line  which  connects 
the  two  obtuse  angles  of  the  rhombohedron ;  this  line  is  called 
the  optic  axis  of  the  crystal. .  To  render  this  obvious,  a  slice  of 
the  mineral  may  be  cut  in  a  direction  perpendicular  j,^^ 
to  the  optic  axisj  a,  b,  fig.  98  :  it  will  be  found  on 
looking  at  a  minute  object  perpendicularly  through 
such  a  plate,  that  only  a  single  image  of  it  will  be 
seen.  When  the  object  is  viewed  obliquely  through 
the  plate,  a  double  image  of  it  will  be  visible.  The 
separation  of  the  two  images  increases  with  the 
obliquity  of  the  incident  light  to  the  optic  axis,  until  it  is  at  right 
angles  to  it  when  it  attains  its  maximum.  The  point  at  which 
the  difference  between  the  two  rays  attains  its  maximum  is 
selected  for  determining  the  index  of  refraction  for  the  extra- 
ordinary ray.  In  the  case  of  Iceland  spar,  the  extraordinary  ray 
is  refracted  less  than  the  ordinary  ray,  the  index  of  the  extra- 
ordinary ray  of  yellow  light  being  r486,  that  of  the  ordinary 
ray  r6^^  ;  such  crystals  are  termed  negative  doiibly  refracting 
crystals.  Instances,  however,  are  not  wanting  in  which  the  extra- 
ordinary ray  is  more  refracted  of  the  two,  as  in  quartz  and  ice  ; 
the  index  of  the  extraordinary  ray  in  quartz  is  i'553j  whilst  that 
of  the  ordinary  ray  is  i"544  (Rudberg,  Pogg.  Ann.  iS'zS,  xiv.  45). 
Such  crystals  are  said  to  be  positive  or  attractive. 

It  has  already  been  stated  (113)  that  the  velocity  of  light  in 
bodies  is  inversely  proportional  to  their  refractive  indices,  con- 
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sequently  in  negative  crystals  the  ordinary  ray  which  is  the  more 
refracted  passes  through  the  crystal  with  a  lower  velocity  than 
the  extraordinary  ray :  in  the  case  of  Iceland  spar,  the  velocities 
of  the  ordinary  and  extraordinary  rays  are  as  1-486  to  1-658. 
In  positive  crystals,  in  which  the  extraordinary  ray  is  more  re- 
fracted than  the  ordinary,  the  latter  traverses  the  crystal  with 
the  greater  velocity :  in  quartz,  the  velocities  of  the  ordinary  and 
extraordinary  rays  are  in  the  proportion  of  1-553  ^0  ''544- 

Both  rays,  if  they  emerge  from  a  surface  parallel  to  the  one  at 
which  the  incident  ray  entered,  are  parallel  to  each  other ;  but  if 
the  surface  be  inclined,  both  rays  proceed  with  increasing  diver- 
gence, each  exhibiting  the  colours  of  the  prismatic  spectrum.  In 
all  cases,  the  thicker  the  crystal  the  greater  is  the  separation  of 
the  two  images. 

(118)  Influence  of  Crystalline  form  on  Double  Refraction. — 
Crystallized  substances  may  be  divided  into  two  classes,  according 
to  their  action  upon  light ;  and  their  optical  properties  are  inti- 
mately related  to  their  crystalline  form.    Thus  we  have — 

I .  Singly  refracting  crystals  : — These  all  belong  to  the  regular 
system. 

a.  Doubly  refracting  crystals : — These  may  be  further  divided 
into  two  sub-classes,  a.  The  first  sub-class,  like  Iceland  spar, 
presents  only  one  optic  axis  in  which  no  double  refraction  oc.curs, 
and  it  includes  all  crystals  of  the  rhombohedral  and  pyramidal 
systems ;  such  crystals  are  termed  uniaxal.  b.  The  second,  of 
which  aragouite  and  nitre  are  examples,  comprises  all  crystals  of 
the  three  remaining  systems, — namely,  the  prismatic,  the  oblique, 
and  the  doubly  oblique  systems ;  they  have  two  optic  axes, 
which,  however,  do  not  coincide  with  any  of  the  crystalline  axes. 
Such  crystals  are  said  to  be  biaxal. 

In  biaxal  crystals,  both  the  doubly  refracted  rays  obey  extra- 
ordinary laws  of  refraction. 

(119)  Polarization. — Light  that  has  been  transmitted  through 
a  doubly  refracting  prism,  has  undergone  a  remarkable  modifica- 
tion.    If  received  upon  a  second  crystal  of  Iceland  spar  of  equal  !] 
thickness,  placed  in  a  position  similar  to  that  of  the  first  (fig.  99,  i),  '^ 
both  rays  pass  through  it  unchanged,  except  that  they  are  sepa-  \ 
rated  further  from  each  other  in  proportion  to  the  thickness  of 
the  crystal,  but  the  extraordinary  ray  will  still  be  refracted  extra-  j 
ordinarily,  and  the  ordinary  ray  ordinarily  ;  the  principal  sections*  • 


*  In  uniaxal  crystals  a  principal  section  is,  in  optical  language,  a  plane 
containing  the  optic  axis  and  the  transmitted  ray. 
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of  the  two  crystals  are  parallel.  On  causing  the  second  plate  to 
describe  a  quarter  of  a  revolution,  as  shown  at  2,  still  but  two 


Pia.  99. 
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images  will  be  seen ;  but  now,  the  ordinary  ray  is  refracted 
extraordinarily,  the  extraordinary  ray  is  refracted  ordinarily. 
When  the  second  crystal  describes  another  quarter  of  a  revolu- 
tion as  at  3,  only  one  image  is  visible,  the  rays  separated  by  the 
first  are  reunited  by  the  second;  in  all  other  intermediate 
positions,  each  ray  is  doubly  refracted,  and  four  images  become 
visible  :  the  intensity  of  the  images  taken  together  is  constant, 
one  pair  fading  as  the  other  increases  in  brightness,  and  vice 
versa.  Each  ray,  therefore,  on  emerging  from  a  crystal  of 
calcareous  spar,  has  acquired  new  properties :  it  is  no  longer 
subject  to  further  subdivision  by  a  second  crystal  when  placed  in 
particular  positions.  The  rays  in  fact  appear  to  have  acquired 
sides,  and  to  have  new  relations  to  certain  planes  within  the 
crystal ;  such  rays  are  said  to  be  polarized. 

Tourmaline  is  a  doubly  refracting  prismatic  crystal,  which, 
when  cut  parallel  to  the  axis  and  sufficiently  thick,  transmits  the 
extraordinary  ray  alone,  and  absorbs  the  ordinary  ray.    If  a 
plate  of  this  mineral  cut  from  a 
brown  or  green  specimen,  parallel 
to  the  axis  of  the  prism,  a  a, 
(fig.  100,  i),  be  placed  between 
the  eye  and  a  lighted  candle,  a 
considerable  portion  of  light  will 
traverse  the  plate,  and  the  amount 
of  light  will  be  in  no  way  aff'ected 
on  turning  the  plate  round  in  its 
own  plane  ;  but  if  light  which  has 
been  thus  transmitted  through  one 

plate  of  this  mineral,  be  allowed  to  fall  upon  a  second  similar 
plate,  it  will  traverse  this  without  interruption  only  when  the 
axes  of  the  two  plates  are  parallel  (fig.  100,  i) ;  but  it  will  be 
completely  interrupted  where  the  plates  overlap,  when  the  second 
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plate  is  made  to  describe  a  quarter  of  a  rotation  in  its  own 
plane,  a  ;  the  axes  of  the  two  plates  are  then  at  right  angles  to 
each  other  :  in  all  intermediate  positions,  light  will  be  transmitted 
with  greater  or  with  less  intensity,  according  as  the  axes  are  more 
nearly  parallel,  or  perpendicular  to  each  other  * 

If  the  two  beams  emerging  from  a  rhombohedron  of  Iceland 
spar  be  examined  by  means  of  a  plate  of  tourmaline,  it  will  be 
found  that  the  ordinary  image  is  most  intense  when  the  axis  of 
the  tourmaline  is  at  right  angles  to  the  principal  section  of  the 
rhombohedron,  and  that  it  is  extinguished  when  the  axis  of  the 
tourmaline  is  parallel  to  the  principal  section,  whilst  the  opposite 
results  occur  with  the  extraordinary  ray.  Both  rays  are  there- 
fore polarized,  but  under  different  circumstances. 

(120)  Polarization  by  Reflection. — Polarization  may  also  be 
effected  by  means  of  reflection.  Whenever  light  is  reflected  from 
the  surface  of  a  transparent  medium,  a  certain  portion  of  such 
light  undergoes  this  remarkable  change ;  and  at  a  particular  angle, 
varying  with  each  medium  according  to  its  refractive  index,  the 
whole  of  the  incident  light  that  is  reflected  is  polarized.  This 
effect  takes  place  when  the  reflected  and  the  refracted  ray  are  at 
right  angles  to  each  other:  consequently  the  greater  the  re- 
fractive index  the  greater  is  the  polarizing  angle  :  with  crown 
glass  this  angle  is  56°  45',  with  water  53°  11',  and  with  Iceland 
spar  58°  51'. 

When  light  which  has  been  polarized  by  any  of  these  means  is 
examined  by  a  reflecting  plate,  inclined  to  the  ray  at  the  polarizing 
angle,  other  remarkable  properties  are  observed.  Common  light 
will  be  reflected  indiffer^tly,  whether  the  reflecting  plate  be  placed 
above  or  below  the  ray,  to  the  right  or  to  the  left  of  it,  though 
the  inclination  of  the  plate  to  the  ray  continue  to  be  the  same. 
It  is  not  so  with  polarized  Hght ;  suppose  a  beam  thus  affected 
to  fall  upon  any  transparent  reflector  inclined  to  the  ray  at  the 
polarizing  angle ;  if  the  light  be  completely  reflected  when  the 
mirror  is  placed  below  the  ray,  it  will  not  be  reflected  at  all,  but 
be  wholly  transmitted  when  the  plate  is  placed  on  either  side, 
and  when  placed  above,  it  will  again  be  wholly  reflected  ;  at  inter- 
mediate points  part  will  be  reflected  and  the  remainder  trans- 
mitted ;  the  portion  which  is  reflected  is  greater  the  more  nearly 
the  plane  of  the  second  reflection  coincides  with  that  of  the  first. 


*  When  such  a  plate  of  tourmaline  is  rendered  incandescent,  the  liglit  which 
it  emits  is  partially  polarized,  but  it  is  polarized  in  a  plane  at  right  angles  to 
that  of  the  polarized  beam  which  it  transmits. 
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the  light  being  wholly  transmitted  when  the  two  are  at  right 
angles  to  each  otlier. 


Tig. 
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These  facts  admit  of  easy 
experimental  proof.  Provide 
two  tubes,  B,  c  (fig.  lOi), 
which  are  fitted  so  as  to  allow 
of  their  being  turned  round 
one  within  the  other.  Fasten 
obliquely  to  the  end  of  each 
tube  a  flat  transparent  plate 
of  glass,  P,  A,  so  as  to  form  an 
angle  of  56°  45'  between  the  line  p  a,  and  a  perpendicular  to  the  point  at 
which  p  a  falls  upon  the  surface  of  each  plate.  The  tube  B,  with  its  attached 
plate  A,  can  now  be  turned  round  on  the  tube  c,  without  altering  the  inclination 
of  the  plate  to  a  ray  passing  along  the  axis  of  the  two  tubes  ;  but  the  plate  a, 
according  to  its  position,  will  reflect  the  ray  upwards  or  downwards,  to  the  right 
or  to  the  left.  We  can,  therefore,  alter  the  plane  in  which  the  reflection  is  pro- 
duced, without  altering  the  angle  of  the  reflector  to  the  ray.  If  the  light  be 
common  light,  such  as  that  from  a  candle  placed  as  at  J,  no  matter  whether  the 
plate  A  be  placed  below  the  ray  as  in  fig.  10 1,  or  above  it  as  in  fig.  102,  or  to 
the  right  or  to  the  left,  an 

observer  placed  in  the  direc-  '¥iG.  102. 

tion  which  the  reflected  ray,  o,  / 
would  follow,  would  see  the 
candle  distinctly :  but  the  case 
would  be  diSerent  if  the  can- 
dle were  placed  as  at  i,  where 
the  light  would  be  reflected 
from  the  plate  p,  along  the 
axis  of  the  tubes ;  by  reflection 
at  this  particular  angle  it 
would  be  in  great  measure  po- 
larized. So  long  as  the  plate  a 

retains  the  position  represented  in  fig.  loi,  the  reflected  ray  would  fall  in  the 
same  plane  as  that  in  which  polarization  took  place,  and  the  candle  would  be 
seen  by  an  observer  stationed  in  the  direction  of  the  reflected  ray.  But  sup- 
pose the  tube  B  to  be  turned  slowly  round  the  ray ;  by  following  the  image  as 
the  tube  is  turned,  the  light  of  the  candle  will  be  seen  to  become  gradually 
fainter  and  fainter,  until,  when  the  tube  has  been  turned  a  quarter  of  the  way 
round,  it  will  be  almost  invisible ;  the  plane  of  reflection  is  now  at  right  angles 
to  that  of  polarization,  and  the  light  which  falls  upon  a  is  almost  wholly  trans- 
mitted :  on  turning  it  further,  the  light  becomes  more  and  more  distinct,  till, 
when  the  tube  has  been  turned  half  round,  the  candle  is  seen  as  brightly  as  at 
first ;  the  plane  of  reflection  again  coincides  with  that  of  polarization ;  if  it  be 
turned  still  further,  at  the  third  quadrant  the  light  again  disappears,  until,  on 
completing  the  revolution,  it  is  as  distinctly  visible  as  at  first. 

The  plane  of  incidence,  or  the  plane  of  reflection  in  which  the 

polarization  was  produced,  is  called  the  plane  of  polarization.  The 

original  plane  of  polarization  may  be  easily  ascertained  in  any  ray, 

by  whatever  means  it  may  have  been  polarized,  because  it  is  always 

at  right  angles  to  the  plane  in  which  extinction  occurs  when  the 

:ray  is  examined  by  a  reflecting  glass  mirror,  inclined  to  the  ray 
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at  the  polarizing  angle.  In  this  manner  it  is  proved  not  only  that 
the  doubly  refracted  rays  transmitted  by  Iceland  spar  are"  each 
polarized,  but  that  they  are  polarized  in  planes  at  right  angles  to 
each  other,  the  ordinary  ray  being  polarized  in  the  plane  of  the 
principal  section :  in  the  case  of  tourmaline,  it  is  found  that  the 
emergent  ray  is  polarized  in  a  plane  perpendicular  to  the  axis  of 
the  crystal. 

When  the  condition  of  polarization  has  once  been  impressed 
upon  a  beam  of  light,  it  continues  to  be  permanent,  whether  the 
subsequent  course  of  the  ray  be  long  or  short,  provided  it  con- 
tinue in  a  homogeneous  medium. 

(lai)  Distinction  between  Common  and  Polarized  Light. — 
Every  beam  of  common  light  appears  to  consist  of  a  rapid  succes- 
sion of  systems  of  waves,  each  system  undulating  in  a  determinate 
plane,  always  at  right  angles  to  the  direction  pursued  by  the  ray ; 
but  the  inclination  of  this  plane  in  one  system  varies  at  all  possible 
angles  with  the  plane  of  vibration  in  the  preceding  and  succeeding 
systems.    As  a  resultant  of  these  various  motions,  common  light 
may  be  regarded  as  composed  of  two  beams  of  light  which  are  I 
vibrating  in  planes  at  right  angles  to  each  other.    Polarized  light  j 
differs  from  ordinary  light  in  being  produced  by  vibrations  in  a  j 
single  plane  only,  that  plane  being  perpendicular  to  the  plane  of  | 
polarization  ;  '  and  the  phenomenon  of  polarization  consists  simply  j 
of  the  resolution  of  the  vibrations  of  common  light  into  two  sets,  ' 
in  two  rectangular  directions,  and  the  subsequent  separation  of  | 
the  two  systems  of  waves  thus  produced^  (Lloyd,  Wave  Theory  of 
Light,  3rd  Edit.  1873,  169).    The  effect  of  a  crystal  of  Iceland 
spar  upon  common  light  will  be  best  understood  by  considering  i 
its  action  upon  a  beam  which  has  been  already  polarized.   When  i 
a  beam  of  light  polarized  in  any  given  plane  falls  upon  a  crystal  ' 
of  Iceland  spar,  it  is  split  into  two  portions,  the  relative  inten- 
sity of  which  varies  with  the  inclination  of  the  plane  of  polariza- 
tion  to  the  principal  section  of  the  crystal,  one  beam  vanishing  ^ 
altogether  when  the  other  is  at  a  maximum.     Now  common  light  ^ 
consists  of  successive  systems  of  waves,  each  system  being  in  the 
condition  of  a  polarized  beam  ;  for  its  vibrations  occur  in  one 
definite  plane.    When  the  undulations  belonging  to  one  of  these  ; 
systems  fall  upon  the  spar,  they  are  divided  into  two  beams  of  jj 
unequal  intensity,  but  owing  to  the  extremely  brief  duration  of  j 
each  system,  the  beams  produced  by  several  hundred  of  these  ^ 
systems  in  succession  are  simultaneously  (so  far  as  the  eye  can  ^ 
perceive)  thrown  upon  the  same  spot  j  the  greater  intensity  of  j 
the  light  produced  by  some  of  these  systems  compensates  for  J 

I 
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the  feebler  intensity  of  others^  and  tlie  resultant  effect  is  the  pro- 
duction of  two  beams  which  are  of  equal  intensity  whatever  be 
the  position  of  the  spar.  The  result  of  the  analysis  is  the  same 
as  that  which  would  have  been  yielded  by  a  compound  ray,  con- 
sisting of  two  other  rays  polarized  in  planes  at  right  angles  to  each 
other,  one  plane  coinciding  with  the  principal  section  of  the  crystal^ 
and  the  other  being  at  right  angles  to  it. 

Since  the  vibrations  of  a  polarized  ray  always  occur  in  the 
same  plane,  we  may,  with  the  assistance  of  a  rude  illustration, 
form  some  idea  of  the  reason  why  it  appears  to  be  possessed  of 
sides.  If  we  imagine  the  reflecting  surface  to  be  made  up  of  a 
series  of  parallel  fibres  lying  only  in  one  direction,  these  fibres 
would  allow  the  passage  of  all  the  rays  in  common  light  which 
undulate  in  a  plane  parallel  to  their  direction,  and  would  reflect 
the  rest :  whilst  polarized  light,  if  undulating  in  a  plane  parallel 
to  the  fibres,  would  be  wholly  transmitted ;  but  if  its  undulations 
were  in  a  plane  at  right  angles  to  the  fibres  it  would  be  wholly 
reflected. 

(132)  Polarization  by  Bundles  of  Plates. — Light  may  also 
be  polarized  at  other  angles  by  a  series  of  successive  reflections 
from  several  transparent  plates  :  a  pile  of  glass 
plates,  as  shown  at  fig.  103,  is  often  made  use  of 
for  this  purpose ;  part  of  the  light  is  transmitted 
whatever  may  be  the  angle  of  incidence  :  but 
■  the  light  polarized  by  reflection  is  always  equal 
in  quantity  to  that  which  is  polarized  by  trans- 
mission, and  it  is  polarized  in  a  plane  at  right 
angles  to  it. 

(123)  Rotation  of  Plane  of  Polarization  hy  Analyser. — In  all  cases  where 
a  polarized  beam  is  received  on  a  reflecting  or  analysing  surface,  the  plane  of 
reflection  of  which  does  not  coincide  witli  the  plane  of  polarization,  the  plane  of 
polarization  becomes  changed.  The  rotation  of  the  plane  of  polarization  is  always 
towards  that  of  reflection,  and  the  amount  of  this  rotation  depends  upon  the 
angle  of  incidence  which  the  ray  forms  with  the  analysing  plate.  If  the  light 
be  incident  upon  the  analysing  plate  at  the  polarizing  angle,  the  plane  of  pola- 
rization is  brought  to  coincide  with  that  of  reflection ;  but  the  rotation  of  the 
plane  of  polarization  is  less  in  proportion  as  the  angle  of  incidence  differs  more 
from  the  polarizing  angle.  A  corresponding  alteration  in  the  plane  of  pola- 
rization is  effected  by  refraction  upon  the  transmitted  beam,  but  it  is  in  an 
opposite  direction. 

(134)  Colours  of  Polarized  Light. — When  a  beam  of  polarized 
light  is  transmitted  in  particular  directions  thi'ough  plates  of  doubly 
refracting  bodies,  and  the  light  examined  by  an  analyser,  a 
series  of  splendid  phenomena  are  observed,  dependent  upon  the 
production  of  colours,  which  vary  with  the  circumstances  of  the 
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experiment.    The  simplest  method  of  rendering  these  colours 
visible  consists  in  adjusting  two  reflectors,  so  that  tlie  image 
polarized  by  reflection  from  the  first  may  be  extinguished  in  the 
second.    The  first  is  called  the  polarizing,  the  second  the  analysing 
plate :  in  the  above  mentioned  position  the  polarizer  and  analyser 
are  said  to  be  crossed.    By  introducing  a  thin  plate  of  any  doubly 
refracting  substance,  such  as  mica,  quartz,  or  selenite,  cut  in  a 
direction  parallel  to  that  of  the  optic  axis,  the  image  suddenly 
reappears  in  the  analysing  plate,  but  it  is  tinged  of  a  particular 
colour.     If  while  the  ray  falls  perpendicularly  on  the  interposed 
plate,  the  plate  be  turned  round  in  its  own  plane,  two  positions 
will  occur  in  which  the  image  completely  disappears ;  these  posi- 
tions are  at  right  angles  to  each  other.    In  one,  the  principal 
section  of  the  plate  coincides  with  the  plane  of  polarization,  and 
in  the  other  it  is  perpendicular  to  it.     The  colour  does  not 
change  during  this  rotation,  but  only  varies  in  intensity.  When 
ordinary  unpolarized  light  traverses  such  a  doubly  refracting  film, 
the  ray  is  split  into  two,  the  vibrations  of  which  are  at  right 
angles  to  one  another;  but  when  polarized  light  meets  with  a 
doubly  refracting  surface,  in  such  a  position  that  the  plane  of 
vibration  of  the  polarized  ray  coincides  with  one  of  the  planes  of 
vibration  of  the  crystal,  the  light  is  transmitted  without  change, 
but  the  light  so  transmitted  is  stopped  by  the  analyser.  When 
the  crystal  is  rotated  through  90°,  the  plane  of  the  polarized  ray 
coincides  with  the  other  plane  of  vibration  of  the  crystal,  and  the 
light  is  stopped  by  the  analyser  as  before.    But  if  the  crystal 
remain  fixed,  and  the  analysing  plate  be  made  to  rotate,  the 
colour  will  pass  through  every  grade  of  the  same  tint,  into  the 
complementary  colour,  and  at  each  succeeding  quadrant  the  hue 
is  exactly  complementary  to  that  which  was  exhibited  in  the  pre- 
ceding one.     When  the  polarizer  and  analyser  are  parallel,  and 
the  plane  of  vibration  of  the  polarized  beam  coincides  with  one 
of  the  planes  of  vibration  of  the  crystal,  the  light  is  transmitted 
without  change,  and  consequently  is  not  stopped  by  the  analyser. 
The  same  result  is  observed  when  the  crystal  is  rotated  90°  :  in 
both  these  positions  the  transmitted  light  is  white.    In  inter- 
mediate positions  of  the  crystal  a  different  efiFect  is  produced ;  the 
polarized  ray  is  then  divided  into  two,  vibrating  in  planes  at 
right  angles  to  one  another,  and  one  traversing  the  crystal  at  a 
lower  velocity  than  the  other.    It  will  be  the  simplest  to  con- 
sider, in  the  first  place,  the  result  when  the  polarizer  and  analyser 
are  crossed,  and  the  crystal  so  placed  that  the  planes  of  vibration 
of  the  two  transmitted  rays  make  angles  of  45°  with  the  plane  of 
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vibration  of  the  polarized  ray.  Let  the  line  A  b.  (fig  103  a)  re- 
present the  plane  of  vibration  of  a  polarized  ray  traversing  a  thin 
film  of  a  doubly  refracting  crystal  at 
the  point  m,  the  surface  of  the  crystal 
being  supposed  to  lie  in  the  plane  of 
the  paper :  let  the  intensity  of  the  po- 
larized light,  or  the  amplitude  of  a 
wave,  be  represented  by  the  length  m  n, 
this  ray,  in  passing  through  the  crystal, 
wiU  be  decomposed  into  two  rays  vi- 
brating in  the  planes  e  r  and  g  h,  and 
the  amplitude  of  the  two  component 
waves  will  be  represented  by  the  lengths 
m  0  and  m  p.  If  the  thickness  of  the 
crystal  is  such  that  one  of  the  rays  is 
retarded  by  one  wave  length,  or  any 
number  of  whole  wave  lengths  behind 
the  other  during  the  passage  of  the 
light  through  the  crystal,  on  emergence 

an  ether  particle  at  m  will  be  moved  in  the  direction  m  0,  simul- 
taneously with  the  motion  of  another  ether  molecule  in  the 
direction  m  p.  When  these  two  rays  meet  the  analyser,  the 
vibration  plane  of  which  is  indicated  by  the  line  c  d  (fig.  103  b), 
each  of  the  rays  vibrating  in 
the  planes  e  p  and  g  h,  may  be 
resolved  into  two  vibrations  in 
planes  at  right  angles  to  one 
another,  one  component  of  each 
being  parallel  to  the  plane  a  b, 
and  the  other  to  c  d.  The  com- 
ponents parallel  to  a  b  cannot 
be  transmitted  by  the  analyser 
in  the  crossed  position ;  and 
although  the  components  m  q 
and  m  r  are  in  the  plane  of  the 
analyser,  yet  no  light  is  trans- 
mitted, as  interference  takes 
place.  We  have  seen  that  an  B 
ether  particle  at  m  will  be  moved 

in  the  direction  m  0  simultaneously  with  the  motion  of  a  particle 
along  mp;  therefore,  in  the  plane  c  d  a  particle  will  move  from  m 
to  q  simultaneously  with  the  motion  of  one  from  m  to  r,  conse- 
quently a  particle  at  m  will  be  solicited  by  two  equal  and  opposite 


Fig.  103  b. 
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forces,  and  no  motion  can  result.  If  the  douhly  refracting  crystal 
be  of  such  a  thickness  that  one  ray  is  retarded  by  half  a  wave 
length,  or  an  uneven  number  of  half  wave  lengths  behind  the 
other,  then,  on  emergence  of  the  light  an  ether  particle  will 
move  from  0  to  m,  at  the  same  time  that  one  moves  from  m  to  p, 
and  in  the  case  of  the  components  in  the  plane  c  d  a  particle 
will  move  from  q  io  m  simultaneously  with  one  from  m  to  r; 
these  being  in  the  same  direction  will  not  interfere,  but  will  be 
transmitted  through  the  analyser.  So  when  the  polarizer  and 
analyser  are  crossed,  and  the  rays  transmitted  by  the  crystals  differ 
by  a  wave  length,  or  whole  numbers  of  wave  lengths,  no  light  passes 
the  analyser ;  whereas,  when  the  rays  differ  by  half  a  wave  length, 
or  an  uneven  number  of  half  wave  lengths,  light  is  transmitted. 

In  the  next  place,  let  us  consider  the  case  of  the  polarizer 
and  analyser  being  parallel,  the  crystal  remaining  in  the  same 

position  as  previously.  In  fig.  103  c  the 
planes  of  vibration  of  both  polarizer  and 
analyser  will  be  represented  by  the  line 
A  B,  and  the  components  of  the  polarized 
ray  will  be  represented  as  before  by  m  0 
and  mp.  If  the  thickness  of  the  crystal 
be  such  that  one  of  the  component  rays 
is  retarded  by  one  wave  length,  or  a 
whole  number  of  wave  lengths,  then,  as 
before,  an  ether  particle  will  move  from 
m  to  0  simultaneously  with  the  motion 
of  one  from  m  to  p.  These  rays  meeting 
with  the  analyser  are  each  decomposed 
into  two  vibrations  at  right  angles  to 
one  another,  one  of  each  being  parallel 
to  c  D  and  the  other  perpendicular  to 
The  latter  cannot,  of  course,  pass  the  analyser,  whilst  the 
components  parallel  to  c  d  are  each  represented  by  m  s,  and  in 
this  case,  the  vibrations  m  0  and  m  p  will  combine  to  move  a 
particle  at  m  in  the  direction  m  s,  so  no  interference  will  take 
place,  and  the  light  will  be  transmitted  by  the  analyser.  If  the 
crystal  be  of  such  a  thickness  that  one  ray  is  retarded  by  half  a 
wave  length,  or  an  uneven  number  of  half  wave  lengths,  then  a 
particle  will  move  from  0  to  m  simultaneously  with  the  motion  of 
one  from  mtop;  the  components  of  those  which  are  parallel  to 
c  D  will  be  represented  by  m  s,  but  they  are  equal  and  opposite, 
therefore  interference  results.  So  when  the  polarizer  and 
analyser  are  parallel,  and  the  rays  transmitted  by  the  crystal 
differ  by  a  wave  length,  or  whole  number  of  wave  lengths,  no 
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interference  takes  place,  and  light  is  transmitted  by  the  analyser ; 
whereas^  when  they  differ  by  half  a  wave  length,  or  an  uneven 
number  of  half  wave  lengths^  there  is  interference,  and  no  light 
passes. 

It  will  easily  be  seen  (especially  by  the  use  of  diagrams 
similar  to  those  above  described,  and  which  the  student  may 
construct  for  himself)  that  the  rotation  of  the  analyser  or 
polarizer  will  cause  partial  interference ;  thus  in  rotating  the 
analyser  or  polarizer  through  90°  complete  interference  will  be 
gradually  replaced  by  no  interference^  and  in  continuing  the 
rotation  through  the  next  quadrant  the  interference  will  increase 
to  a  maximum. 

What  has  been  stated  in  the  previous  paragraphs  is  obviously 
only  applicable  to  monochromatic  light,  or  light  of  one  refran- 
gibility  or  wave  length,  for  interference  cannot  take  place 
between  waves  of  different  lengths.  A  very  instructive  expe- 
riment may  be  performed  by  making  two  selenite  plates^  one  of 
which,  when  yellow  sodium  light  is  employed,  retards  one  of  the 
rays  an  even  number  of  half  wave  lengths,  and  the  other  plate 
retarding  one  ofthe  rays  an  uneven  number  of  half  wave  lengths. 
The  first,  when  examined  by  a  polariscope,  will  appear  dark  when 
the  field  is  dark,  and  light  when  the  field  is  light,  and  the  second 
will  be  bright  on  a  dark  field  when  polarizer  and  analyser  are 
crossed,  and  dark  on  a  bright  field  when  they  are  parallel.  When 
white  light  is  used,  complete  interference  can  only  ensue  with  light 
of  one  particular  wave  length,  but  partial  interference  takes  place 
with  light  of  the  neighbouring  refrangibilities.  This  is  readily 
recognised  by  examining  the  light  which  has  passed  through  the 
polariscope  by  means  of  a  spectroscope,  when  it  will  be  noticed  that 
a  band  crosses  the  spectrum  which  is  quite  black  in  the  centre, 
and  shaded  off  towards  the  edges.  The  light  which  leaves  the 
polariscope  is  therefore  complementary  to  that  which  is  repre- 
sented by  the  dark  band  in  the  spectrum.  The  thinnest  film  will 
produce  interference  with  the  shortest  waves,  so  that  the  violet 
is  the  first  to  disappear  when  a  piece  of  selenite  in  the  form  of  a 
thin  wedge  is  employed.  At  places  slightly  thicker  the  blue 
waves  will  interfere,  and  so  on,  through  the  spectrum.  In  the 
first  series  the  rays  transmitted  by  the  film  differ  by  half  a  wave 
length  (or  a  whole  wave  length,  according  to  the  position  of  the 
analyser),  so  that  when  examined  with  white  light  the  extreme 
<  end  of  the  wedge  will  appear  nearly  white ;  as  the  thickness 
increases  the  light  will  appear  yellowish  brown  passing  into  red ; 
when  this  happens  the  maximum  interference  is  in  the  green ;  at 
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a  still  thicker  part  of  the  wedge  the  colour  will  be  bluish-green, 
when  the  interference  takes  place  in  the  red.  When  interference 
takes  place  beyond  the  extreme  red  end  of  the  spectrum,  the 
light  transmitted  by  the  analyser  will  be  nearly  white,  for  since 
the  wave  length  of  the  extreme  red  is  about  double  that  of  the 
light  of  the  extreme  violet,  a  piece  of  scleuite,  which  retards  a 
red  ray  one  half  wave  length,  will  retard  the  blue  ray  two  half 
wave  lengths,  there  will,  therefore,  be  no  interference  of  the  blue 
rays ;  on  further  increasing  the  thickness,  a  black  band  will  be 
obsei'ved  at  the  blue  end  of  the  spectrum  when  one  ray  is  re- 
tarded three  half  wave  lengths  behind  the  other,  and  on  still 
increasing  the  thickness  of  the  selenite  this  band  will  travel  along 
the  spectrum,  but  before  it  has  reached,  the  red  end  a  second  band 
appears,  which  is  produced  when  one  of  the  blue  rays  is  retarded 
five  half  wave  lengths,  the  ray  of  less  refrangible  light  being  re- 
tarded only  three.  Further  increase  of  thickness  of  the  crystal 
will  develope  more  black  bands  in  the  spectrum,  until  ultimately 
the  suppressed  light  is  so  equally  distributed  over  the  spectrum 
that  the  remaining  light,  when  combined,  appears  white.  The 
thinnest  plate  of  selenite  that  transmits  red  liight  when  the 
polarizer  and  analyser  are  crossed  (that  is,  when  there  is  inter- 
ference in  the  green  part  of  the  spectrum),  is  about  four 
hundredths  of  a  millimetre,  and  in  the  spectrum  of  the  light 
transmitted  there  is  one  black  band  in  the  green;  a  plate  of  the 
thickness  of  three  quarters  of  a  millimetre  transmits  white  light 
in  all  positions  of  the  analyser,  but  when  polarizer  and  analyser 
are  crossed  or  parallel,  six  or  seven  black  bands  appear  in  the 
spectrum,  the  transmitted  white  light  is  therefore  composed  of  the 
remainder  of  the  spectrum.  The  succession  of  tints  caused  by 
increasing  the  thickness  of  the  wedge  follows  the  same  order  as 
the  colours  of  Newton^s  rings. 

That  the  colour,  when  the  polarizer  and  analyser  are  crossed, 
is  complementary  to  that  observed  when  they  are  parallel,  is 
well  shown  by  substituting  a  rhombohedroh  of  calcareous  spar 
for  the  analysing  plate,  so  as  to  obtain  two  images  of  the 
polarized  beam  :  on  turning  the  spar  round,  the  two  images  will 
be  seen  tinged  of  complementary  hues  in  all  parts  of  the  revo- 
lution; and  if  the  two  images  be  allowed  to  overlap  a  little,  the 
overlapping  portions  will  in  all  positions  be  white.  The  pro- 
duction of  these  colours  is  not  coufined  to  crystallized  minerals, 
but  they  are  obtainable  in  a  less  degree  with  substances  of 
animal  origin,  such  as  quill,  horn,  or  membrane. 

(125)  Coloured  Rings. — If  the  plate  interposed  between  the 
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polarizing  and  analysing  surfaces  be  cut  from  an  uniaxal  crystal  in 
a  direction  perpendicular  to  that  of  the  optic  axis,  the  transmitted 
ray  will  still  be  coloured^  but  the  phenomenon  is  different^  and 
still  more  beautiful.  A  sei'ies  of  coloured  rings  will  be  observed, 
intersected  by  a  cross,  which,  in  one  position  of  the  analysing 
plate  will  be  white  (fig.  104,  1) ;  on  causing  the  analyser  to  rolate 

Fig.  104. 
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through  an  arc  of  90°,  the  white  cross  will  be  succeeded  by  a 
black  one  (fig.  104,  2),  and  the  rings  of  colours  will  exhibit  tints 
complementary  to  those  before  observed ;  at  the  next  quadrant  the 
colours  of  the  first  reappear,  whilst  at  the  succeeding  quadrant  they 
are  again  complementary.  Rotation  of  the  crystal  on  its  own  axis 
produces  no  change  in  the  tints  or  in  the  position  of  the  cross. 
The  general  explanation  of  these  facts  is  not  difficult : — 
If  p  p  (fig.  105)  be  a  section  of  the  interposed  plate,  i  the 
diverging  polarized  beam,  t  t  the  tourmaline,  u  v  w  a  section  of 
the  screen    on  which 

the  image  is  received,  -"-^S- 
it  is  obvious  that  the  ^  t  ^ 

rays,  \  v,  which  tra- 
verse the  plate  p  p,  pa- 
rallel to  the  optic  axis, 
will  suffer  no  change; 
but  all  the  lateral  rays, 
I  u,  I  w,  which  fall  upon 
p  p  more  or  less  ob- 
liquely, according  to  their  distance  from  the  line  i  v,  will  be 
doubly  refracted,  the  two  rays  being  polarized  in  planes  at  right 
angles  to  one  another ;  one  of  each  these  doubly  refracted  rays 
will  thus  be  retarded  upon  the  other,  and  as  soon  as  the  t\^o 
rays  are  brought  into  the  same  plane  by  the  action  of  the 
analysing  tourmaline,  they  interfere,  and  give  rise  to  the  brilliant 
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colours  -which  are  observed.  The  formation  of  the  cross  is 
occasioned  by  the  absence  of  any  change  in  the  plane  of  polariza- 
tion of  those  rays  which  traverse  the  principal  section  of  the 
crystal  which  either  coincides  with  the  plane  of  polarization,  or  is 
perpendicular  to  it;  these  rays,  consequently,  do  not  interfere  when 
analysed  by  the  tourmaline.  The  arras  of  the  cross  are  alternately 
white  or  black  according  as  the  axis  of  the  tourmaline  is  parallel 
to  the  original  plane  of  polarization,  or  is  at  right  angles  to  it. 

With  biaxal  crystals,  such  as  aragonite,  plumbic  carbonate, 
nitre,  and  borax,  the  phenomena  are  even  more  beautiful,  a  double 
system  of  rings  being  formed,  in  which  the  curves  are  of  a  different 
order,  owing  to  the  more  complicated  phenomena  resulting  from 
the  mutual  action  of  the  optic  axes;  the  surface  of  the  section 
being  oblique  to  both  these  axes  :  the  greater  the  angle  formed 
with  each  other  by  the  axes,  the  further  will  the  rings  be  asunder. 
The  two  axes  are  inclined  to  each  other  in  nitre  at  an  angle  of 
5°  20';  in  aragonite  at  an  angle  of  i8°  i8' :  in  borax  at  an  angle 
of  28°  42' ;  and  in  topaz  the  angle  is  between  49°  and  50° :  the 
position  of  the  intersecting  cross  varies  when  the  crystalline  plate 
is  made  to  rotate ;  and  the  colours  become  complementary  when 
the  analyser  is  turned  round.  The  general  outline  of  these  figures 
is  represented  in  fig.  106. 

Fig.  106. 


In  a  plate  of  quartz  cut  perpendicularly  to  the  axis  the  rings 
are  also  beautifully  shown  when  examined  in  the  same  way ;  the 
centre  is  however  brightly  coloured;  and  the  crosses  only  seen 
at  some  distance  from  the  centre.  When  a  plate  of  the  same 
material,  but  cut  parallel  to  the  axis,  is  examined  by  mono- 
chromatic light,  a  series  of  hyperbolic  curves  is  observed,  and  if 
the  surfaces  of  the  plate  make  an  angle  of  45°  with  the  axis  of 
the  crystal,  the  curves  are  projected  as  straight  lines.  With 
white  light  the  curves  are  not  perceived  in  consequence  of  the 
mixing  of  the  different  colours.  Two  such  plates  crossed  and 
examined  in  the  polariscope  show  sti-aight  lines  even  M'ith  white 
light,  the  centre  line  being  black  and  the  others  coloured  when 
the  polarizer  and  analyser  are  crossed :  when  they  are  parallel  a 
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white  line  is  seen  in  the  centre  with  one  dai'k  line  at  each  side 
and  coloured  ones  beyond.  When  the  planes  of  vibration  of 
polarizer  and  aAalyser  are  inclined  at  an  angle  of  45°  the  lines 
disappear.  If  the  vibration  planes  of  the  quartz  are  parallel 
and  perpendicular  to  that  of  the  polarizer,  no  lines  are  seen  with 
any  position  of  the  analyser.  A  combination  of  two  such  plates 
and  a  plate  of  tourmaline  constitutes  Savart^s  polariscope,  an 
instrument  capable  of  detecting  the  slightest  traces  of  polarized 
light.  Two  plates  of  Iceland  spar  or  of  selenite  of  suitable 
thickness  exhibit  the  same  phenomenon. 

An  interesting  connexion  has  been  established  between  the 
phenomena  of  coloured  lines  and  rings  and  the  state  of  molecular 
elasticity  in  the  solid,  by  the  discovery  that  these  appearances 
may  at  will  be  produced  in  uncrystallized  media,  such  as  glass, 
or  in  regular  crystals,  whenever  homogeneity  is  interfered  with 
in  regular  progr(>ssion.  This  fact  is  rendered  evident  by  the 
application  of  pressure,  laterally,  to  a  strip  of  glass  which  pre- 
viously exerted  no  doubly  refracting  influence.  The  parts  com- 
pressed acquire  a  negative  double  refraction ;  and  they  are 
separated,  by  a  neutral  line  where  the  particles  of  the  solid 
retain  their  normal  condition,  from  those  on  the  opposite  edge, 
which  have  become  dilated,  and  show  positive  double  refraction. 
This  want  of  homogeneity  exists  permanently  in  glass  which  has 
been  imperfectly  annealed  ;  and,  according  to  the  form  given  to 
it  by  grinding,  it  is  possible  to  alter  the  elasticity  of  the  particles 
in  different  directions,  and  produce  the  phenomena  of  uniaxal  or 
of  biaxal  crystals ;  a  square  or  a  circular  plate,  for  instance, 
belongs  to    the  uniaxal 

system  (as  shown  in  fig.  ^°7- 
107),  while  an  elliptic 
plate  occasions  rings  re- 
ferable to  the  biaxal  form. 
This  fact  suggests  the  pro- 
babilitv  of  the  existence 
of  a  molecular  stress  in 
doubly  refracting  crystals, 
and  consequently  direc- 
tions in  the  crystal  in  which  the  elasticity  of  the  ether  particles  dif- 
fer. The  greater  the  elasticity  in  a  direction  parallel  to  the  plane 
of  \dbration  of  the  ether  particles  the  more  rapid  will  be  the  trans- 
mission of  the  ray  of  light.  In  bodies  exhibiting  simple  refrac- 
tion the  elasticity  is  uniform  in  all  directions  ;  in  uniaxal  positive 
crystals  the  axis  of  minimum  elasticity  coincides  with  the  optic 
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axis,  in  negative  crystals  the  axis  of  maximum  elasticity  lies  in 
this  direction.  Biaxal  crystals  exliibit  three  axes  of  unequal 
elasticity. 

(126)  Coloured  Rotatory  (Circular)  Polarization. — There  are, 
however,  cases  in  which  the  plane  of  polarization  of  the  ray  is 
continually  changing,  during  its  entire  progress  through  the 
medium  employed  to  produce  the  colouration;  in  some  sub- 
stances the  plane  of  polarization  revolves  from  left  to  right 
(like  the  hands  of  a  clock  facing  the  observer) ;  in  others  from 
right  to  left.  Rock  crystal  was  the  substance  in  which  this 
effect  was  first  observed.  If  a  polarized  ray  be  transmitted 
through  a  plate  of  rock  crystal  cut  in  a  direction  perpendicular 
to  that  of  the  axis  of  the  prism,  the  plane  of  polarization  under- 
goes rotation  in  a  degree  proportioned  to  the  thickness  of  the 
plate.  The  amount  of  this  rotation  differs  for  each  colour,  and 
increases  according  to  the  increase  of  the  refrangibility  of  the 
ray.  If  the  incident  light  be  white,  the  emerging  light,  when 
examined  by  an  analysing  plate,  is  therefore  seen  to  be  coloured. 
The  central  portion  only  of  the  pencil  of  light  (which  traverses 
the  plate  normally,  parallel  to  its  optic  axis)  exhibits  these  phe- 
nomena; at  oblique  incidences,  the  usual  law  of  interference 
prevails,  and  coloured  rings  are  formed.  Certain  crystals  of 
quartz  produce  left-handed,  certain  other  crystals  of  it,  right- 
handed  polarization.  In  right-handed  quartz  the  central  colours 
ascend  in  the  scale,  when  the  analyser  is  turned  in  the  direction 
of  the  hands  of  a  watch,  the  succession  being  red,  orange,  yellow, 
green,  &c.,  and  the  rings  appear  to  expand  with  the  revolution 
of  the  analyser.  When  homogeneous  light  is  employed,  each 
colour  disappears  at  a  particular  angle  of  the  analyser.  In 
crystals  of  quartz  of  a  different  hemihedral  form,  or  in  which 
the  secondary  planes  of  the  crystal  are  arranged  differently  from 
those  of  the  right-handed  vafiety,  the  same  phenomena  occur,  but 
in  the  opposite  dix'cction.  Sodic  chlorate,  which  crystallizes  in 
forms  belonging  to  the  regular  system,  yields  hemihedral  crystals, 
and  exhibits  a  powder  of  rotation  over  the  polarized  ray,  analo- 
gous to  that  of  quartz ;  the  rotation  being  right-handed  or  left- 
handed,  according  as  the  crystal  is  hemihedral  to  the  right  or  to 
the  left.  The  terms  right-  and  left-handed  rotation  refer  to  the 
direction  in  which  the  plane  of  polarization  has  been  turned 
when  the  observer  is  facing  the  instrument  with  the  beam  of 
light  passing  towards  him.  Thus,  suppose  a  i)eam  of  monochro- 
matic light  from  a  spirit  lamp  containing  a  small  quantity  of 
sodic  chloride  to  be  passing  into  the  polariscope,  the  analyser 
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being  so  placed  that  the  light  is  not  transmitted  ;  if  now  a  piece 
of  right-handed  quartz  be  placed  between  the  polarizer  and 
analyser,  the  light  will  be  transmitted,  and  in  order  to  render  it 
again  invisible  the  analyser  must  be  turned  to  the  right,  that  is, 
in  the  direction  of  the  hands  of  a  watch  facing  the  observer. 
If  we  consider  the  change  with  reference  to  a  polarized  ray 
passing  from  its  source  through  a  piece  of  right-handed  quartz, 
it  is  clear  that  the  plane  of  polarization  is  rotated  to  the  left. 

When  white  light  is  passed  into  the  polariscope  in  which  a 
plate  of  right-handed  quartz  3  or  4™'^*  in  thickness  is  placed 
and  the  light  transmitted  by  the  analyser  examined  by  a  spectro- 
scope, a  dark  band  will  be  observed  crossing  the  spectrum.  If 
the  analyser  be  now  rotated  to  the  right,  the  black  band  will 
travel  along  the  spectrum  from  the  red  towards  the  violet  end. 
The  colour,  therefore,  which  is  seen  when  the  eye  is  applied 
direct  to  the  analyser  consists  of  a  mixture  of  the  colours  of  the 
spectrum  complementary  to  that  represented  by  the  black  band. 
The  passage  of  the  band  from  the  red  to  the  orange,  yellow, 
green,  blue,  and  violet,  corresponds  to  the  change  of  the  comple- 
mentary green  to  blue,  violet,  red,  orange,  and  yellow,  although 
it  is  perhaps  inappropriate  to  apply  these  names  to  the  different 
tints  which  are  so  complex  in  their  nature. 

When  a  plane  polarized  ray  enters  a  plate  of  rock  crystal  cut 
perpendicularly  to  the  axis,  the  ray  is  decomposed  into  two,  but 
the  conditions  of  the  rays  are  essentially  different  from  those 
produced  when  a  polarized  ray  is  transmitted  into  a  plate  of 
selenite  ;  whereas  in  the  latter  the  motions  of  the  ether  particles 
consist  of  straight  lines  lying  in  a  plane  so  that  each  component 
ray  is  plane  polarized,  in  quartz  the  ether  particles  move  in 
circles.  In  one  of  the  component  waves  the  ether  particles 
move  in  one  direction  and  in  the  other  ray  in  the  opposite  ;  the 
velocity  of  rotation  of  the  particles  is  the  same  in  both  rays, 
but  one  of  them  proceeds  more  rapidly  through  the  crystal  than 
the  other.  The  effect  of  circular  vibrations  of  this  kind  is  to 
produce  rays  of  light  traversing  the  crystal  in  the  form  of  a 
helix,  those  particles  which  move  in  a  right-handed  direction  pro- 
ducing a  left-handed  helix.  This  may  be  roughly  illustrated  by 
placing  on  a  table  a  vertical  cylinder  and  hanging  by  it  a  chain 
of  beads  rather  longer  than  the  cylinder.  If  one  end  of  the 
chain  be  held  in  the  hand  and  slowly  rotated  round  the  upper 
edge  of  the  cylinder  while  the  other  end  rests  on  the  table,  each 
bead  will  be  seen  to  move  round  the  cylinder  in  a  circular  path, 
while  the  string  of  beads  will  show  a  helical  line  :  if  the  rotation 
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is  right-handed  (or  in  the  direction  of  the  hands  of  a  clock)  the 
helix  will  be  seen  to  be  left-handed.    Let  fig.  107  a  represent  a 

plate  of  quartz  of  which  the  axis  is 
shown  by  the  arrow  a  b,  and  let  us 
suppose  that  plane  polarized  light  is 
passing  upwards  through  the  plate,  the 
plane  of  vibration  being  shown  by  the 
double  headed  arrow  on  the  base  c  n, 
the  ether  particles  on  the  circle  c  d  will 
move  in  opposite  directions,  those  ro- 
tating in  the  direction  e  d  will  originate 
the  helical  ray  e  m  n  0  p  q  7',  ind  those 
moving  in  the  direction  e  c  will  origi- 
nate the  ray  e  s  t  u  v.  It  will  be  seen 
that  the  former  of  these  makes  one  and 
a  half  turns  round  the  cylinder,  while 
the  latter  makes  only  one  turn ;  the 
former  therefore  traverses  the  crystal 
more  slowly  than  the  latter.  Let  us 
now  consider  the  action  of  these  circu- 
larly rotating  ether  particles  at  the 
moment  of  emerging  of  the  helical  rays 
from  the  crystal  on  an  ether  particle  y 
in  the  medium  above  the  crystal.  The  particle  at  r  at  a  certain 
moment  is  moving  in  the  direction  r  w,  and  at  the  same  instant 
that  at  V  will  be  moving  in  the  direction  v  v) :  the  result  of  these 
two  motions  will  be  the  movement  of  y  towards  w ;  it  will  be 
readily  seen  that  the  effect  of  the  motions  of  two  particles  from  x 
to  IV,  one  describing  the  path  x  v  w  and  the  other  x  r  w,  will  be 
to  move  a  particle  from  x  to  w  &o  as  to  originate  a  plane  wave,  and 
also  that  the  motion  through  w  r  x  simultaneously  with  w  v  x 
will  result  in  a  movement  in  the  line  w  y  x,  consequently  on 
emergence  a  wave  is  produced  vibrating  in  the  plane  w  x.  This 
plane  is  however  inclined  90°  to  the  original  plane  of  polarization, 
and  on  looking  down  on  the  cylinder  it  will  be  seen  that  it  is 
turned  90°  to  the  right,  a  result  which  must  follow  from  the  fact 
that  the  right-handed  helical  ray  e  s  t  u  v  has  passed  through  the 
crystal  more  rapidly  than  the  left-handed  ray  e  mnop  q  r,  which 
is  retarded  by  half  a  wave  length.  If  the  upper  surface  of  the 
crystal  were  at  e  r,  the  plane  of  polarization  would  be  turned  30°  to 
the  right,  and  at  g  h  the  plane  would  be  turned  60°  to  the  right. 
The  rotation  of  the  ray  is  dependent  on  the  wave  length  of  the 
light  and  also  on  the  refracting  medium  producing  the  rotation. 


Fig.  107  a. 
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lu  quartz  tlie  more  refrangible  rays  have  their  plane  of  polariza- 
tion rotated  to  a  greater  extent  than  the  less  refrangible,  and 
Biot  found  that  the  angles  of  rotation  for  particular  rays  are 
nearly  proportional  to  the  squares  of  the  indices  of  refraction, 
or,  what  comes  to  the  same  thing,  inversely  proportional  to  the 
squares  of  the  wave  lengths.  With  the  knowledge  of  the  wave 
length  at  diiferent  parts  of  the  spectrum,  and  the  rotation  of 
one  of  the  rays,  it  is  possible  to  calculate  the  rotations  of  the 
other  rays  ;  also  the  observed  rotations  multiplied  by  the  square 
of  the  wave  lengths  should  give  a  constant  number.  The  follow- 
ing table  in  which  the  angles  of  rotation  produced  by  a  layer  of 
quartz  1™°^"  in  thickness,  as  observed  by  Broch,  and  the  wave 
lengths  determined  by  Angstrom,  are  employed,  and  it  will  be 
seen  that  Biotas  law  is  approximately  correct  :  the  angle  of 
rotation  for  the  line  b  is  used  as  the  basis  for  the  calculation  of 
the  numbers  in  column  5. 


Bays. 

Observed 
rotations. 

Wave  length 
=  A. 

A2. 

Calculated 
rotations. 

Observed 
rotations. 

Observed 
rotations  x  A^. 

B 
C 
D, 

Di 
E 

F 

G 

15°.  >8' 
17-  15 
1   2X.  40  1 
27.  28 

32.  30 
42.  12 

m.m. 
•0006867 
•0006562 
•0005895 
■0005889 
0005269 
•0004861 
•0004307 

•00000047156 
•00000043060 
•00000034751 
•00000034680 
•00000027762 

•oooooo''.3629 
•00000018550 

i5°-  18' 
16.  45 
20.  46 
20.  48 

25-  59 
30.  32 
38.  54 

15-3° 
17-25 

1  2i^666  1 

27^466 
32-5 

42'2 

•0000072148 
•0000074278 
•0000075292 
•0000075 138 
•0000076252 
•0000076795 
•0000078282 

The  angles  of  rotation  are  proportional  to  the  thickness  of 
the  quartz,  a  piece  i™™^  thick  rotating  the  mean  yellow  24°,  it 
follows  that  a  plate  375°'™-  in  thickness  will  produce  a  rotation 
for  the  same  colour  of  qo°. 

Biot's  law  does  not  hold  good  for  all  bodies,  for  in  some  cases 
the  rotatory  dispersion  varies  very  much  from  that  observed  in 
quartz.  By  an  aqueous  solution  of  tartaric  acid,  for  example, 
the  plane  of  polarization  of  the  green  ray  is  more  rotated  than 
that  of  the  violet. 

There  are  many  liquids  which  produce  rotatory  polarization. 
Solution  of  sugar-candy,  for  example,  gives  a  right-handed 
rotation;  oil  of  lemons  does  so  likewise.  Certain  varieties 
of  oil  of  turpentin  produce  a  left-handed  rotation  :  in  some 
isomeric  organic  bodies,  indeed,  the  action  on  polarized  light 
IS  one  of  the  few  important  distinguishing  properties  they 
possess  ;  hence  the  value  of  a  proper  investigation  of  their 
rotatory  power  when  this  method  is  capable  of  application.  In 
all  these  cases  the  degree  of  the  rotation  effected  by  liquids  is 
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much  less  than  that  produced  by  quartz ;  and,  consequently,  the 
light  must  traverse  a  much  greater  depth  of  the  liquid  to  ex- 
hibit the  effect.  Oil  of  turpentin  has  a  power  not  exceeding 
•7-2  of  that  of  quartz.  In  some  cases  dilution  with  an  inactive 
liquid  does  not  destroy  or  even  weaken  the  power,  provided  that 
the  depth  of  the  column  be  increased  in  proportion  to  the  extent 
of  the  dilution  ;  this  is  true  with  an  aqueous  solution  of  sugar 
when  diluted  with  water.  With  rotating  liquids,  such  as  oil  of 
turpentin,  mixture  with  inactive  liquids  produces  a  marked 
change  ia  the  angle  of  rotation  (1555).  A  mixture  of  two 
substances  acting  oppositely  produces  a  result  exactly  equal  to 
the  difference  between  the  two. 

Biot,  who  discovered  the  phenomenon  of  coloured  rotatory,  or  as  it  is  often 
incorrectly  termed,  circular  polarization,*  has  applied  it  to  chemical  purposes. 
It  may  be  used,  for  example,  to  ascertain  the  purity  of  syrups  ;  crystallizable 
cane-sugar  causes  a  right-handed  rotation,  while  the  molasses,  or  uncrystallizable 
syrup,  produces  a  rotation  of  the  ray  to  the  left.  In  order  to  measure  the  extent 
of  the  rotation,  the  solution  for  trial  is  placed  in  a  long  glass  tube  shown  at  0  o 
(fig.  108),  closed  at  the  two  ends  by  flat  plates  of  glass.    This  tube  is  placed 


Fig.  108. 


within  a  metallic  tube,  r  s,  for  the  purpose  of  excluding  stray  light.  A  beam 
of  homogeneous  light,  obtained  by  transmission  through  red  glass,  is  polarized  by 
reflection  from  the  mirror  of  black  glass  a  b.    A  Nicol's  prism.t  or  other  pola- 


*  Circular  polarization  was  discovered  by  Eresnel,  and  is  quite  distinct  from 
the  phenomenon  now  under  consideration. 

t  The  Nicol's  prism  afibrds  a  convenient  means  of  obtaining  a  polarized 
beam,  depending  upon  the  principle  of  total  reflection  (102).  It  is  prepared  in 
the  following  manner :  A  long  rhomboidal  prism  of  Iceland  spar,  the  base  of 
which  is  equal  to  one-third  of  its  length,  is  divided  in  half  by  a  plane  per- 
pendicular to  the  plane  of  the  longer  diagonal  of  the  base ;  the  line  of  section 
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rizing  eye-piece,  n,  is  so  mounted  as  to  admit  of  rotation  around  the  line  d  i ; 
this  eye-piece  is  provided  with  a  vernier,  m,  which  traverses  a  circle  divided 
to  degrees,  for  the  purpose  of  measuring  the  angular  rotation  of  the  eye-piece. 
The  eye-piece  is  then  so  adjusted  that,  when  the  polarized  heara  becomes  no 
longer  visible,  the  vernier  stands  at  o°.  Now,  if  the  tube,  o  o,  full  of  solution, 
be  placed  on  the  supports,  a,  b,  so  that  it  shall  be  traversed  by  the  reflected  ray,  i  d, 
light  becomes  visible  to  the  observer  at  n,  but  on  causing  the  eye-piece  to  rotate 
to  the  right  or  to  the  left  (according  to  the  nature  of  the  solution),  the  image 
again  disappears  :  the  amount  of  the  movement  to  the  right  or  to  the  left 
expresses  the  amount  of  rotatory  power  exerted  by  the  liquid  under  the  cir- 
cumstances. 

An  experienced  observer  usually  substitutes  the  white  light  of  day  for  that 
of  the  red  glass.  In  this  case  the  rotatory  power  is  measured  from  a  particular 
violet,  the-  sensitive  or  transition  tint,  the  teinte  de  passage  of  French  writers, 
which,  from  the  suddenness  with  which  by  a  slight  rotation  it  passes  into  red 
on  the  one  side,  or  into  blue  on  the  other,  is  the  most  favourable  for  accurate 
observation.  The  tube,  with  its  liquid  contents,  is  interposed  between  the 
polarizing  mirror  and  the  eye-piece,  previously  adjusted  to  zero,  and  the  rotation 
is  estimated  by  the  angular  motion  necessary  to  produce  the  violet  tint.*  This 
colour  is  complementary  to  the  yellow  of  the  spectrum,  and  is  therefore  produced 
when  the  latter  colour  is  replaced  by  the  black  band ;  as  we  have  seen  above, 
this  extinction  of  the  yellow  light  is  effected  when  the  polariscope  contains  a 
plate  of  quartz  375™™'  thick,  whilst  the  polarizer  and  analyser  are  parallel, 
I'or  the  angle  through  which  the  analyser  must  be  turned,  in  order  to  stop  the 
yellow  light,  is  90°  from  the  crossed  position. 

The  most  delicate  method  of  employing  the  sensitive  tint  in  the  determina- 
tion of  the  rotation  produced  by  a  liquid  is  to  place  in  the  instrument  a  biquartz, 
that  is,  a  combination  of  two  pieces  of  quartz,  one  right-handed  and  the  other 
left-handed,  and  placed  side  by  side,  so  that  half  of  the  light  reaching  the  eye- 
piece passes  through  one  and  half  through  the  other.  If  these  pieces  of  quartz 
are  3'75™™'  thick,  they  will  both  show  the  sensitive  tint  when  polarizer  and 
analyser  are  parallel.  A  movement  of  the  analyser  to  the  right  will  cause  the 
colour  of  the  right-handed  quartz  to  appear  red,  while  that  of  the  left-handed 
quartz  will  change  to  blue.  If,  therefore,  the  analyser  is  so  placed  that  the 
index  points  to  0°  when  the  sensitive  tint  is  seen  on  both  halves  of  the  field  of 
view,  and  a  body  producing  right-handed  rotation  is  introduced,  an  effect  on  the 
colour  is  produced  identical  with  that  which  would  occur  by  inceasing  the 
thickness  of  the  right-handed  and  diminishing  the  thickness  of  the  left-handed 
quartz — the  right-handed  would  appear  blue,  showing  that  the  analyser  is  not 
sufficiently  turned  to  the  right,  and  the  left-handed  would  be  red,  showing  that 
the  analyser  is  too  much  turned  to  the  left.    On  now  rotating  the  analyser  to 


passing  through  the  opposite  obtuse  solid  angles  of  the  prism,  so  as  to  divide 
it  obliquely  into  two  equal  portions  ;  the  two  halves  of  the  prism  are  then 
re-united  by  means  of  Canada  balsam.  When  light  is  transmitted  through 
the  prism  parallel  to  its  length,  the  incident  light  falls  very  obliquely  upon 
the  layer  of  Canada  balsam;  and,  as  the  balsam  has  a  smaller  retractive  index 
than  the  ordinary  ray,  this  ray  experiences  total  reflection,  whilst  the  extra- 
ordinary ray  alone  is  transmitted,  because,  the  refractive  index  of  the  balsam 
being  greater  than  that  of  the  extraordinary  ray,  total  reflection  does  not  occur 
in  its  case. 

*  Full  details  of  the  most  approved  method  of  conducting  the  operation  are 
given  by  Clerget,  Ann.  Chim.  Jfliys.  1849  CsJ'  ^^v'-  ^75- 


252 


COLOURED  ROTATORY  POLARIZATION. 


View. 


the  righh,  the  sensitive  tint  is  reproduced  in  both  h:ilves  of  the  field  of   

The  angle  tlirough  which  the  analyser  must  be  rotated  to  produce  this  result  is 
the  power  which  the  introduced  body  possesses  of  rotatin-,'  the  plane  of  polariza- 
tion of  yellow  light.  In  Soleil's  sacchari meter,  which  is  employed  for  the 
determination  of  the  quantity  and  kind  of  saccharine  bodies  present  in  a  solu- 
tion, the  angle  of  rotation  is  not  directly  measured,  the  ell'ect  produced  by  the 
sugar  solution  being  neutralized  by  the  alteration  of  the  thickness  of  a  plate  of 
quartz,  by  the  introduction  of  two  wedgies  of  this  material  between  the  polarizer 
and  analyser.  As  a  figure  and  full  description  of  this  apparatus  are  given  in 
Part  III.  of  this  work  (l555)>  't  will  be  merely  necessary  to  describe  in  general 
terms  the  principle  of  the  instrument.  The  light  is  polarized  by  means  of  a 
doubly  refracting  or  by  a  Nicol's  prism,  and  then  passes  through  a  biquartz, 
beyond  this  is  placed  the  tube  containing  the  saciiharine  liquid,  and  in  Iront  of 
the  tube  is  a  piece  of  left-handed  quartz,  followed  by  two  wedges  of  right-handed 
quartz.  These  wedges  are  attached  to  slides,  moveable  in  opposite  directions  by 
a  pinion,  so  that  when  the  wheel  is  turned  in  one  direction  the  narrow  ends  of 
the  wedges  are  introduced  into  the  path  of  the  rays,  and  the  combined  thickness 
of  the  plate  increased ;  reversal  of  the  motion  of  the  pinion  diminishes  the  thick- 
ness of  the  layer.  One  of  the  slides  holding  the  wedges  is  provided  with  a  scale, 
and  the  other  with  a  pointer  or  vernier,  and  when  this  arrangement  marks  o°, 
the  combined  thickness  of  the  two  wedges  is  equal  to  that  of  the  plate  of  quartz 
behind  them,  which  being  of  opposite  rotation,  completely  neutralizes  their  action. 
The  eye-piece  consists  of  a  small  Galilean  telescope,  focussed  to  give  a  clear 
definition  of  the  division  of  the  biquartz.  The  polarizer  and  analyser  are  so  fixed 
that  when  the  index  points  to  o°,  the  transition  tint  is  seen  in  both  parts  of  the 
biquartz  :  on  the  introduction  of  a  tube  containing  a  rotating  liquid,  the  colours 
of  the  two  halves  of  the  field  change,  and  must  be  brought  back  to  their  original 
appearance  by  a  movement  of  the  compensating  wedges.  The  index  then  shows 
a  number  which  indicates  the  increase  or  diminution  of  the  thickness  of  the 
quiirtz  in  hundredths  of  a  millimetre,  which  may  be  transformed  into  angles  of 
rotation  for  any  particular  colour,  by  help  of  the  table  previously  given,  indicat- 
ing the  rotation  produced  by  a  plate  of  quartz  of  the  thickness  of  i"""^".  For 
the  yellow  light  from  a  sodium  flame,  for  example,  each  division  will  correspond 
to  a  rotation  of  •2166°,  and  for  the  mean  yellow  of  '24°.  When  the  sugar 
solutions  are  coloured,  wlilch  not  unfrequently  happens,  the  colour  of  the  tran- 
sition tint  is  somewhat  affected ;  this  difficulty  is  overcome  by  placing  another 
Nicol's  prism  and  plate  of  quartz  either  between  the  source  of  light  and  the 
polarizer,  or  between  the  analyser  and  the  eye-piece ;  by  turning  this  combina- 
tion, the  colour  of  the  whole  field  of  view  is  altered,  and  the  effect  of  the  coloured 
liquid  may  be  neutralized.  Soleil's  apparatus  can  be  used  only  for  those  liquids 
which,  like  sugar  solutions,  rotate  the  planes  of  polarization  of  the  more  refrangi- 
ble rays  more  powerfully  than  those  of  the  less  refrangible;  for  other  bodies 
difl'erent  instruments  must  be  employed. 

A  convenient  instrument  is  Wild's  Polaristrobometer  {Fogg.  Ann.  1864, 
cxxii.  626,  and  Dingier  s  Pol.  Journ.  1869,  cxciv.  338),  which  depends  on  the 
principle  of  Savart's  polariscope,  and  is  more  accurate  and  more  easily  used  than 
Soleil's  saccharimeter.  The  light  entering  the  instrument  is  polarized  by  a  Nicol's 
prism,  and  then  passes  into  the  body  of  which  the  rotatory  power  is  to  be  deter- 
mined, and  afterwards  through  the  Savart's  arrangement.  In  the  earlier  forms 
of  apparatus,  two  pieces  of  quartz  20""^-  thick  were  used,  cut  with  their  surfaces 
at  45°  to  the  axis  of  the  crystal,  and  placed  in  a  crossed  position,  with  their 
principal  sections  making  angles  of  45°  with  the  vibration  plane  of  the  analyser, 
which  consists  of  a  second  Nicol's  prism.  In  the  more  recent  instruments,  two 
pieces  of  Iceland  spar  3™"'-  thick  are  employed  instead  of  the  quai-tz.  The 
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analyser  is  fixed,  but  the  polarizer  is  attached  to  a  graduated  circle,  turned  by  a 
milled  head  near  the  eye-piece,  the  divisions  being  read  by  means  of  a  microscope 
or  by  the  help  of  a  vernier.  In  using  the  instrument,  it  is  most  convenient  to 
employ  a  Bunsen  flame  coloured  yellow  by  means  of  a  bead  of  sodic  chloride  or 
carbonate,  supported  on  platinum  wire.  To  adjust  the  apparatus,  the  graduated 
circle  is  turned  until  the  o°  of  the  scale  coincides  with  the  o°  of  the  vernier,  and 
the  polarizing  Nicol  turned  in  its  socket  until  the  dark  lines  on  the  field  of  view 
have  disappeared,  which  takes  place  when  the'  vibration  plane  of  the  polarizer 
coincides  with  one  of  the  vibration  planes  of  the  pieces  of  Iceland  spar.  A  tube 
containing  the  solution  to  be  examined  is  now  introduced,  when  the  dark  lines 
again  become  visible;  by  turning  the  graduated  circle  until  the  lines  again  dis- 
appear, the  rotation  of  the  yellow  ray  is  at  once  ascertained.  A  skilful  observer 
can  determine  the  rotation  to  one  minute  of  arc. 

Jellett  {Proc.  Boy.  Irish  Acad,  i860,  vii.  348)  described  an  analysing 
prism,  which  he  subsequently  (Proc.  Roy.  Irish  Acad.  1864,  viii.  279)  applied 
to  a  saccharimeter,  the  readings  of  which  are  very  accurate.  The  analyser  is 
made  by  cutting  a  square  pi-ism  from  a  rhombohedron  of  Iceland  spar  by  planes 
perpendicular  to  the  ed^es  of  the  crystal,  the  ends  of  the  prism  are  then  cut  at 
right  angles  to  the  sides.  On  looking  longitudinally  through  such  a  prism  a 
double  image  is  seen,  the  line  joining  the  two  images  being  coincident  with  one 
of  the  diagonals  of  the  end  of  the  prism.  The  prism  is  now  bipected  longitudi- 
nall}^  by  a  plane,  making  with  ona  of  the  diagonals  an  angle  of  2  or  3  degrees, 
and  the  halves  are  cemented  together  in  a  reversed  position.  On  viewing  a 
small  circular  aperture  through  the  compound  prism  a  disk  is  seen  in  the  centre 
consisting  of  the  ordinary  beams,  and  two  half  disks,  separated  from  the  central 
one,  consisting  of  the  two  extraordinary  beams.  The  disk  in  the  centre  is  there- 
fore composed  of  light,  half  of  which  has  passed  through  one  side  of  the  prism,  the 
other  half  having  passed  through  the  other  side,  and  polarized  in  planes  inclined 
to  one  another  at  an  angle  of  4  or  6  degrees ;  consequently,  on  examining  the 
light  by  a  Nicol's  prism,  it  will  not  be  possible  to  quench  the  light  of  both 
halves  of  the  disk  simultaneously;  when  the  plane  of  vibration  of  the  Nicol 
is  equally  inclined  to  the  vibration  planes  of  the  two  halves  of  the  compound 
prism,  the  two  halves  of  the  disk  will  be  equally  illuminated.  In  the  sacchari- 
meter, the  liquid  to  be  examined  is  placed  in  a  tube  closed  with  glass  plates,  and 
'  capable  of  being  raised  or  lowered  in  a  wider  vessel  containing  oil  of  turpentin, 
of  a  rotation  opposite  to  that  of  the  liquid  under  examination  ;  the  length  of 
the  column  of  turpentin  necessary  to  neutralize  the  effect  of  the  rotating  liquid 
is  measured  by  a  vernier.  Cornu  [Bull.  Soc.  Chim.  Paris,  1870,  xiv.  140) 
I  has  employed  Jellett's  prism,  in  conjunction  with  a  Nicol,  reading  the  rotation 
I  directly  on  a  graduated  circle. 

It  is  remarkable  that  the  vapours  of  oil  of  turpentin  and  of  some  other 
liquids  which  exhibit  the  power  of  coloui'ed  rotatory  polarization,  display  the 
phenomenon  when  seen  through  very  long  tubes,  though  more  feebly  than  the 
liquids  themselves. 

Sir  Charles  Wheatstone  has  discovered  that  when  a  ray  of  light  is  polarized 
I  by  a  plate  of  black  glass,  transmitted  through  a  film  of  a  crystal  of  quartz  cut 
J  parallel  to  the  optic  axis,  and  then  reflected  from  a  plate  of  polished  silver  at 
san  angle  of  18°,  it  exhibits  all  the  phenomena  of  circular  polarization  when 
e examined  by  means  of  a  Nicol's  prism.  A  plate  of  quartz  cut  perpendicularly 
tto  the  optic  axis  behaves  when  examined  in  this  manner  as  it  would  when  ob- 
gserved  with  rectilinear  polarized  light.    {Proc.  Boy.  Soc.  1871,  xix.  381.) 

(127)  Magnetic  Polarization. — Faraday  discovered  another 
I  modification  of  coloured  rotatory  polarization,  which  homogeneous 
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transparent  solids  and  liquids  exert  upon  light  with  various 
degrees  of  intensity,  when  subjected  to  magnetic  power  of  very 
exalted  degree.  Some  of  these  singular  results  will  be  more 
particularly  described  at  a  future  point  (322). 

§  III.  Influence  of  light  on  chemical  attraction — 

PHOTOGRAPHY. 

(127  a)  Supposed  Injluence  of  TAgJd  on  Crystallization. — It  is  a  familiar 
observation  that  bodies  which  crystallize  as  they  are  condensed  after  spontaneous 
sublimation, — such  as  campiior,  naphthalin,  and  Faraday's  chloride  of  carbon, — if 
placed  in  glass  vessels  often  collect  upon  the  side  of  the  glass  which  is  exposed 
to  the  light,  whilst  no  crystals  are  deposited  upon  the  other  side  of  the  vessels. 
This  effect,  however,  is  not  confined  to  crystallizable  substances.  If  a  few  drops 
of  water  be  placed  at  the  bottom  of  a  bottle,  the  sides  of  which  are  kept  dry,  and 
the  mouth  of  the  bottle  be  closed,  a  deposit  of  globules  of  moisture  will  generally 
be  observed  upon  a  particular  portion  of  the  side,  and  often  this  deposit  occurs 
upon  the  illuminated  side  of  the  bottle.  A  similar  effect  is  frequently  seen  in  the 
vacuum  of  a  barometer,  globules  of  mercury  being  condensed  upon  the  side  of 
the  tube.  It  was  generally  supposed  that  these  effects  were  due  to  some  subtle 
influence  exerted  by  light,  but  Tomlinson  has  shown  conclusively  that  they  are 
simply  owing  to  differences  in  temperature ;  the  crystals,  or  the  liquid,  becoming 
condensed  upon  that  part  of  the  vessel  which,  from  accidental  circumstances,  is 
the  coldest  {Fhil.  Mag.  1862  [4],  xxiv.  358). 

(127  U)  Chemical  Actions  of  Light. — The  rays  of  the  sun  are 
not  only  the  great  source  both  of  light  and  heat  to  the  globe 
which  we  inhabit,  but  they  are  constantly  exerting  upon  the 
various  substances  upon  its  surface,  a  chemical  influence  of  the 
utmost  importance  to  the  existence  of  animal  and  vegetable  life, 
and  to  the  permanence  of  the  present  order  of  creation.  The 
occurrence  of  this  remarkable  chemical  activity  in  the  solar 
rays  may  be  shown  in  various  ways: — When  perfectly  dry  chlo- 
rine is  mixed  in  the  dark  with  hydrogen,  no  chemical  change 
takes  place ;  if  the  two  gases  have  been  exposed  separately  to 
the  beams  of  the  sun,  and  have  subsequently  been  mixed  in  the 
dark,  they  may  be  preserved  in  this  condition  also  without 
change,  so  long  as  they  are  screened  from  the  light ;  but  if  the 
mixture  be  exposed  to  diffused  daylight,  it  will  be  observed  that 
the  two  gases  begin  gradually  to  combine,  and  if  they  be  free 
from  admixture  with  uncombined  oxygen  or  excess  of  hydrogen, 
sudden  combination  with  explosion  occui's  when  they  are  ex- 
posed to  the  direct  rays  of  the  sun.  The  rapidity  with  which 
this  combination  occurs  is  proportional  to  the  intensity  of  the 
light ;  and  an  instrument  for  measuring  the  amount  of  the 
action  which  is  produced  by  diffused  daylight  was  described  by 
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Draper,  under  the  somewhat  fanciful  name  of  the  tithonometer 
(Phil.  Mag.  1843  [3],  xxiii.  402). 

(127  c)  Photo-chemical  Induction. — An  elaborate  investiga- 
tion of  the  circumstances  which  influence  the  action  of  light  upon 
a  mixture  of  chlorine  and  hydrogen,  by  Bunsen  and  Roscoe,  will 
be  found  in  the  Phil.  Trans.  1857,  355. 

From  these  investigations  it  appears  to  be  probable  that  a 
species  of  induction  precedes  the  chemical  action.     It  was  ascer- 
tained by  Draper  that  on  exposing  the  explosive  mixture  of 
chlorine  and  hydrogen  to  diffused  daylight,  the  amount  of  con- 
densation gradually  increases  for  a  few  minutes,  until  it  attains 
a  maximum,  at  which  point  the  rate  of  combination  between  the 
two  gases  continues  to  be  constant  for  equal  amounts  of  incident 
light.    Draper  attributed  this  slow  attainment  of  the  maximum 
rate,  to  an  effect  of  light  upon  chlorine  alone,  in  consequence  of 
which  it  was  gradually  converted  into  a  new  and  more  active 
modification.     Bunsen  and  Roscoe,  however,  did  not  find  that 
either  chlorine  or  hydrogen,  when  separately  exposed  to  light, 
exhibited,  after  they  had  been  mixed  and  again  exposed,  any 
action  different  from  that  observed  when  the  gases  were  prepared 
and  mixed  in  the  dark  and  then  exposed  to  light ;  they  consider 
that  the  light  acts  by  overcoming  certain  resistances  which  oppose 
the  combination  of  the  two  gases ;  and  this  peculiar  action  they 
term  photo-chemical  induction.    The  time  which  elapses  before 
the  maximum  action,  due  to  the  light,  is  attained,  varies  con- 
siderably in  different  experiments, — ranging  from  3  or  4  minutes 
np  to  10  or  r5.    The  more  intense  the  light,  the  more  rapidly  is 
the  maximum  attained,  but  the  increase  is  in  a  greater  ratio  than 
the  mere  increase  of  light.    This  inductive  influence  upon  the 
gases  is  not  permanent.    If  they  are  placed  in  the  dark  for  a 
short  time,  and  are  afterwards  again  exposed  to  the  light,  an 
interval  of  exposure  similar  to  the  first  is  required  before  the 
maximum  rate  of  combination  is  attained.    Dr.  E.  Budde  {Phil. 
May.  1871  [4],  xlii.  290)  finds  that  when  a  differential  thermo- 
meter containing  chlorine  gas,  instead  of  air,  is  exposed  to  sun- 
light or  to  the  ultra-violet  rays  of  the  spectrum,  the  gas  expands  : 
this  he  explains  by  supposing  that  some  of  the  chlorine  molecules 
ai'e  decomposed,  free  atoms  of  the  element  being  thus  produced, 
and  which  would  account  for  the  very  energetic  character  of 
chlorine  under  the  influence  of  actinic  rays. 

(127  d)  Action  of  Light  on  Mixed  Gases. — The  presence  of 
:  foreign  gases  in  the  mixture  of  chlorine  aud  hydrogen  greatly 
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diminishes  its  sensitiveness  to  the  action  of  light :  the  addition,  i 

for  example,  of  3  parts  of  hydrogen,  to  1000  of  the  mixture  re-  i 

duced  the  rate  of  combination  for  equal  amounts  of  exposure  from  j 

100  to  37-8.    The  effect  of  oxygen  is  still  greater  ;  5  parts  of  ; 

oxygen  in  1000  of  the  mixture  reduced  its  sensitiveness  under  ! 
similar  exposure,  from  100  to  97,  and  13  parts  of  oxygen  to  27. 
The  following  table  shows  the  results  obtained  with  these  and 

some  other  gases,— taking  the  amount  of  condensation  observed  | 

in  equal  times  with  the  pure  mixture  of  equal  measures  of  chlo-  [ 
rine  and  hydrogen  as  in  all  cases  equal  to  100  : — 


Rate  of  Combination  for  Intervals  of  Equal  Exposure  to  Light. 


Nature  of  Foreign  Gas. 

Vol.  of  Chlo- 
rine and 
Hydrogen, 

Vol.  of 
Foreign 
Gas. 

Ratio  of 
Condensa- 
tion. 

None   

Hydrochloric  Acid  

Chlorine  

Hydrogen    

Oxygen   

1000 
1000 

1000 

1000 
1000 

0 

13 

(  180 

!  ^ 

i  13 

100 
100 
6o-2 

50"3 
41-3 

37-8 
97 
27 

Bunsen  and  Roscoe  found  that  a  gas  consisting  of  equal 
volumes  of  chlorine  and  hydrogen  could  be  obtained  with  cer- 
tainty, by  the  electrolysis  of  a  solution  of  hydrochloric  acid  of 
density  i'J48,  if  a  sufficient  interval  were  allowed  for  the  liquid  to 
become  saturated  with  the  two  gases.  This  gaseous  mixture  gave 
perfectly  constant  results  for  equal  exposure  to  a  light  of  uniform 
intensity,  provided  care  was  taken  to  insure  the  complete  expulsion 
of  air  from  the  apparatus.  The  constant  source  of  light  which 
they  employed  was  that  of  a  jet  of  coal-gas,  burned  from  a  platinum 
nozzle,  and  connected  with  a  special  apparatus  for  regulating  the 
efflux  of  the  gas.  The  colouration  of  the  flame  by  a  trace  of  foreign 
matter  materially  affected  its  chemical  activity. 

Chlorine  and  carbonic  oxide  gas  also  enter  slowly  into  com- 
bination under  the  influence  of  sunshine.  Two  volumes  of 
chlorine  and  two  of  carbonic  oxide  in  this  manner  become  con- 
densed into  two  volumes ;  the  result  is  the  formation  of  the  irri- 
tating pungent  gas  known  as  phosgene  gas,  in  allusion  to  the 
mode  of  its  production.  It  is  remarkable  that  the  direct  union 
of  these  gases  cannot  be  effected  by  any  other  means. 

Organic  chemistry  abounds  with  instances  in  which  combina- 
tions and  decompositions  are  eflPected  by  chlorine,  under  the  in- 
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fluence  of  the  solar  ray  :  some  remarkable  cases  of  this  kind  occur 
in  the  transformations  of  Dutch  liquid,  or  ethylenic  chloride,  pro- 
duced by  chlorine.  The  operation  of  bleaching  linen,  by  exposure 
to  moisture  and  light  for  several  weeks  during  summer,  is  another 
process  which  illustrates  the  influence  of  solar  light  in  the  pro- 
duction of  chemical  changes.  But  the  chemical  actions  pro- 
duced by  the  sun^s  rays,  which  are  taking  place  unperceived 
around  us,  are  of  infinitely  greater  importance  than  those 
limited  transformations  which  can  be  effected  in  the  laboratory 

•  or  the  bleach-field ;  for  it  is  upon  these  unobserved,  yet  daily 
renewed  alterations,  that  the  growth  and  renovation  of  the  entire 
vegetable  kingdom  are  dependent.  The  great  chemical  eff'ect  of 
light  appears  to  be  that  of  a  powerful  reducing  or  deoxidizing 
agent.  Under  the  influence  of  solar  light,  the  green  parts  of 
plants  perform  their  allotted  function  in  the  purification  of  the 
atmosphere,  by  absorbing  and  removing  carbonic  anhydride,  in 
virtue  of  which  they  fix  the  carbon  in  their  tissues,  and  thus 
supply  themselves  with  food ;  by  a  similar  decomposition  of  water 
they  obtain  the  hydrogen  needed  for  their  growth,  while  they 
return  into  the  aerial  ocean  a  portion  of  the  oxygen  with  which 
the  carbon  and  the  hydrogen  were  previously  in  combination, 
and  thus  assist  in  maintaining  that  uniformity  in  the  compo- 
sition of  the  atmosphere  which  is  indispensable  to  the  healthful 
existence  of  animal  life. 

If  solar  light  be  excluded  from  plants,  none  of  these  decom- 
positions are  efi'ected ;  the  carbonic  anhydride  escapes  unchanged 
into  the  air,  and  no  fixation  of  carbon  ensues  ;  the  plant  becomes 
pale  and  succulent,  whilst  its  functions  languish.  Gardeners  take 
advantage  of  this  knowledge  in  order  to  procure  vegetables  of 
more  delicate  flavour;  by  earthing  up  the  plant,  as  is  practised 
with  celery,  or  by  covering  it  with  a  tile,  as  in  the  case  of 
endive,  or  by  enclosing  it  in  a  bell-jar,  as  is  usual  with  seakale, 
the  light  is  more  or  less  excluded,  and  the  bleaching  which  is 
desired  in  vegetables  for  the  table  is  produced. 

(127  e)  Reducing  Influence  of  Light  on  Metallic  Salts. — Much 
attention  has  been  given  to  the  study  of  the  chemical  actions 
produced  by  light,  in  consequence  of  the  beautiful  inventions  of 
the  Talbotype  and  the  Daguerreotype.    These  remarkable  pro- 

■  cesses,  as  well  as  others  of  a  somewhat  similar  character,  appear 
to  depend  upon  the  power  which  the  more  refrangible  rays  of 

ithe  solar  spectrum  possess  of  causing  the  decomposition  of  the 

t  oxide,  chloride,  or  bromide  of  silver,  and  of  certain  compounds  of 
1  s 
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some  other  of  the  metals.  This  decomposition  by  means  of  light, 
usually  takes  place  under  the  concurrent  influence  of  hydrogen, 
or  of  some  metallic  body,  or  other  reducing  agent,  which  acts 
either  by  settiug  free  the  silver  or  other  metal,  or  by  producing  a 
lower  oxide,  chloride,  or  other  compound  of  the  metal.  In  other 
instances,  as  with  argentic  iodide,  a  molecular,  and  not  a  chemical 
change,  appears  to  be  produced  by  exposure  to  light.  In  this 
case  there  is  no  immediate  change  of  colour,  but  it  may  be  ren- 
dered visible  by  the  reactions  produced  by  the  application  of 
suitable  chemical  reagents  to  the  compound  after  it  has  been  so 
exposed  to  the  solar  ray. 

The  following  instances  of  the  effects  of  light  have  long  heen  observed  by 
chemists : — If  a  piece  of  white  silk  be  dipped  into  a  solution  of  auric  chloride, 
and  exposed  whilst  in  a  moist  state  to  the  sun's  light,  the  silk  becomes  first  green, 
then  purple,  and  in  less  than  an  hour  a  film  of  metallic  gold  is  produced  upon  its 
surface.  Argentic  nitrate  in  solution  in  pure  water  undergoes  no  change  when 
exposed  to  the  light,  but  if  any  organic  matter  be  added  to  the  liquid,  a  black 
deposit  is  gradually  formed ;  and  if  the  salt  be  placed  upon  the  surface  of  the 
skin,  upon  paper,  or  upon  linen,  the  well-known  blackening  effect  for  which  it 
is  valued  as  a  marking  ink  for  linen  is  produced.  Moist  argentic  chloride  retains 
its  dazzling  whiteness  if  preserved  in  total  darkness,  but  it  assumes  a  violet  tint, 
which  gradually  deepens  in  intensity,  if  exposed  even  to  the  diffused  light  of 
day, — a  portion  of  chlorine  being  liberated  in  the  process. 

(127  /)  Photographic  Printing. — The  earliest  experiments  that 
have  been  published  upon  the  production  of  pictures  by  the  action 
of  light,  appear  to  have  been  made  by  Thos.  Wedgwood  and  Davy 
in  the  year  1802.  Wedgwood  moistened  white  paper,  or  white 
leather,  with  a  solution  of  argentic  nitrate  (nitrate  of  silver),  and 
by  its  means  copied  paintings  on  glass,  and  took  profiles ;  but 
neither  he  nor  Davy  was  able  to  devise  any  means  for  preserving 
those  pictures  when  exposed  to  diffused  light. 

The  subject  attracted  but  little  attention  until  the  commence- 
ment of  the  year  1839,  when  Fox  Talbot  made  known  {Phil.  Mag. 
1839  [3],  xiv.  196)  his  process  photogenic  drawing,  which  con- 
sisted in  soaking  ordinary  writing-paper  in  a  weak  solution  of 
common  salt,  and  when  dry,  washing  it  over  upon  one  side  with 
a  solution  of  argentic  nitrate,  consisting  of  i  part  of  a  saturated 
solution  of  the  nitrate  with  6  or  8  parts  of  water.  This  opera- 
tion was  performed  by  candle-light,  and  the  paper  was  dried  at 
the  fire ;  in  this  manner  a  film  of  argentic  chloride,  mixed  with 
an  excess  of  argentic  nitrate,  was  formed  upon  the  surface  of  the 
paper.  Suppose  that  it  were  desired  to  obtain  a  copy  of  an 
engraving,  or  of  the  leaf  of  a  tree;  one  of  the  sheets  so  prepared 
'was  laid  under  the  engraving  or  the  leaf  which  was  to  be  copied : 
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the  two  were  pressed  firmly  together  between  two  plates  of  glass, 
and  exposed  to  the  direct  rays  of  the  sun,  or  even  to  diffused 
daylight,  for  a  period  of  half  an  hour  or  an  hour.  The  impres- 
sion thus  obtained  was  a  negative  one,  that  is  to  say,  the  shadows 
were  represented  by  lights,  and  the  lights  by  shadows  ;  those 
portions  of  the  surface  which  had  been  exposed  to  the  strongest 
light  becoming  dark  ;  in  the  half  tints,  where  a  feebler  light 
had  been  transmitted,  the  blackening  became  less  evident ;  and 
the  parts  corresponding  to  the  deep  shadows  in  the  engraving 
remained  white.  The  pictures  were  fixed  by  immersing  them  in 
a  strong  solution  of  common  salt.  Considerable  improvements 
in  detail  have  been  introduced  into  this  process  since  it  was  first 
published,  but,  in  principle,  this  operation,  which  has  been  termed 
photographic  priniing,  remains  unchanged. 

A  very  good  paper  for  this  kind  of  printing  may  be  obtained  as  follows  : — 
Prepare  a  solution  of  sodic  or  amnionic  chloride,  containing  33  grammes  to  the 
litre,  or  10  grains  of  the  salt  to  each  ounce  of  water.  If  French  paper  (which 
is  sized  with  starch)  is  to  be  used,  it  will  be  improved  by  dissolving  2  grammes 
of  gelatin  in  each  litre  of  the  solution  of  salt.  Pour  this  liquid  into  a  ilat  shallow 
dish,  and  having  cut  the  paper  into  pieces  of  a  convenient  size,  take  a  sheet  of  it 
by  the  two  opposite  corners,  and  bring  it  down  upon  the  surface  of  the  solution, 
so  that  the  middle  of  the  sheet  shall  be  first  moistened ;  then  lower  it  gradually 
towards  each  corner,  so  as  to  exclude  air-bubbles.  After  the  lapse  of  a  minute, 
it  may  be  removed  from  the  solution,  and  hung  up  to  dry.  In  order  to  render 
the  paper  sensitive,  prepare  a  solution  of  argentic  nitrate,  containing  about  114 
grammes  to  the  litre,  or  50  grains  of  nitrate  to  tbe  ounce,  and  lay  the  sheet  upon 
the  surface  of  the  solution  in  the  same  manner  as  before ;  in  about  three  minutes' 
time  the  sheet  may  be  removed :  it  must  be  raised  by  one  corner  with  a  pair  of 
forceps  tipped  with  sealing-wax,  allowed  to  drain,  and  hung  up  to  dry.  The 
process  of  immersion  in  the  silver  bath  and  the  drying  must  be  performed  in  a 
darkened  room. 

Another  sensitive  paper,  which  is  often  used,  may  be  prepared  by  forming  a 
solution  which  contains  182  grammes  of  argentic  nitrate  to  the  litre,  or  80  grains 
in  each  ounce  of  distilled  water,  and  adding  caustic  ammonia  until  the  precipitated 
argentic  oxide  is  almost  redissolved ;  the  solution  should  be  preserved  in  a  dark 
place.  The  paper,  having  been  previously  salted,  is  excited  by  brushing  it  over 
with  this  solution  by  means  of  a  pledget  of  cotton  wuol.  The  paper  is  allowed 
to  dry  in  the  dark,  and  should  be  used  immediately. 

In  order  to  protect  the  picture  obtained  upon  either  of  these  papers  from  the 
further  action  of  light,  it  is  now  usual  to  adopt  the  method  introduced  by  Sir  J. 
Herschel,  which  consists  in  soaking  the  picture  in  a  concentrated  solution  of 
sodic  thiosulphate  (or  hyposulphite  of  soda,  as  it  is  called  in  commerce)  contain- 
ing about  I  part  of  the  salt  to  2  parts  of  water :  this  salt  combines  with  the 
undecomposed  salt  of  silver,  and  renders  it  soluble.  By  washing  the  picture  for 
5  or  6  hours  in  water,  which  should  be  frequently  changed  in  order  to  ensure 
the  thorough  removal  of  tlie  salts  of  silver  and  of  the  thiosulphate,  the  surface 
is  secured  from  further  change  when  exposed  to  light. 

(127  ^)  Talhotype,  or  Calotype  Process. — In  1 841,  Fox  Talbot  took  out 
a  patent  for  the  very  beautil'ul  process  to  whicli  his  name  has  since  been  attached. 
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In  this  remarkable  operation  the  surface  of  the  sheet  of  paper  is  coated  with 
argentic  iodide,  which  is  not  sensitive  per  se  to  the  action  of  light  if  the  process 
of  immersion  in  potassic  iodide  is  the  last  operation  previons  to  washing.  In 
order  to  render  it  sensitive,  it  is  washed  over  with  a  mixture  of  argentic  nitrate, 
with  gallic  and  acetic  acids,  and  then  exposed  in  the  camera  to  the  object  which 
is  to  be  copied.  After  the  lapse  of  a  few  minutes  (the  time  required  varying 
with  the  intensity  of  the  light),  the  paper  is  withdrawn  from  the  camera.  Unless 
the  light  has  been  very  strong,  no  image  is  visible,  or  a  mere  outline  only,  but 
the  compound  has  undergone  a  change  of  a  very  singular  nature,  for  if  the  blank 
sheet  be  protected  from  the  light,  and  washed  over  with  the  mixture  of  argentic 
nitrate  with  gallic  and  acetic  acids,  on  gently  warming  it,  a  negative  image 
appears  with  wonderful  distinctness  and  fidelity, — the  portions  which  have  been 
exposed  to  the  strongest  lights  assuming  the  darkest  tints.  The  development 
of  the  image  appears  in  this  process  to  be  due  to  the  reducing  agency  of  the 
gallic  acid,  which  acts  more  rapidly  upon  the  argentic  nitrate  in  contact  with 
those  portions  of  the  iodide  which  have  been  most  freely  exposed  to  the  action 
of  light.  This  dormant  picture  may  be  developed  many  hours  or  even  days 
after  it  was  produced,  if  the  paper  be  preserved  from  the  light.  It  seems  as 
though  the  light,  without  actually  producing  a  decomposition  of  the  particles 
of  the  silver  compound  upon  which  it  falls,  gives  to  them  a  particular  condition 
which  predisposes  them  to  produce  decomposition  in  a  reducible  mixture  con.sist- 
ing  of  argentic  nitrate  and  gallic  acid.  The  process  may  be  conducted  in  the 
following  manner : — 

1.  Preparation  of  the  Iodized  Paper. — A  sheet  of  smooth  writing  paper, 
such  as  that  manufactured  by  Turner,  of  Chalford  Mills,  of  uniform  texture,  and 
fi'ee  from  stains  and  spots,  is  pinned  upon  a  board  by  two  of  its  corners,  and 
brushed  over  uniformly  with  a  solution  of  argentic  nitrate  containing  75  grammes 
to  the  litre,  or  33  grains  of  the  salt  in  an  ounce  of  distilled  water.  The  solution 
is  best  applied  by  means  of  a  brush  consisting  of  a  flock  of  cotton  wool  partly 
drawn  through  a  glass  tube,  which  furnishes  a  convenient  handle :  whilst  the 
paper  is  still  moist,  it  is  immersed  in  a  bath  of  potassic  iodide,  containing 
46  grammes  of  the  iodide  to  a  litre  of  distilled  water,  or  20  grains  to  the  ounce, 
taking  care  to  avoid  the  occurrence  of  air-bubbles.  In  about  two  minutes,  or  a.s 
soon  as  the  paper  has  acquired  a  uniform  yellow  colour  throughout,  it  is  transferred 
to  a  vessel  of  water,  where  it  is  allowed  to  soak  for  two  or  three  hours,  clianging 
the  water  three  or  four  times,  so  as  to  remove  all  the  soluble  salts.  Each  sheet 
of  paper  is  then  to  be  hung  up  separately,  and  allowed  to  dry.  These  operations 
may  be  conducted  by  candle-light,  or  in  diffused  daylight.  A  stock  of  this  paper 
may  be  prepared  and  kept  for  use. 

2.  Ed-cHing  the  Paper  for  the  Camera. — When  required  for  the  camera,  pre- 
pare I.  a  solution  oi  argentic  aceto-nitrate  (consisting  of  3  grammes  of  argentic 
nitrate,  30  cb.  centira.  of  water,  and  6  cb.  centim.  of  glacial  acetic  acid,  or  50  grains 
of  argentic  nitrate,  l  ounce  of  water,  and  i\  drachm  of  glacial  acetic  acid),  and  2.  an 
aqueous  solution  of  gallic  acid  saturated  in  the  cold.  Add  3  or  4  drops  of  each 
of  these  solutions  to  4  cb.  centim.  (or  i  drtichm)  of  distilled  water,  and  then 
in  a  darkened  room  apply  the  mixture  freely  with  a  pledget  of  clean  cotton  wool 
to  the  silvered  surface  of  the  iodized  paper — when  well  soaked  remove  the  super- 
lluous  portion  with  a  sheet  of  clean  blotting-paper  •  the  same  sheet  of  blotting- 
paper  must  not  be  used  twice  for  this  purpose.  Whilst  still  damp  it  is  to  be 
placed  between  the  glasses  of  the  camera  slide.  It  will  retain  its  whiteness  for 
twelve  hours  or  more. 

3.  Exposure  in  tlie  Camera. — In  order  to  take  the  photograph  of  a  land- 
scape, a  sheet  of  the  prepared  pviper  is  exposed  in  the  focus  of  the  camera,  and 
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after  the  lapse  of  from  five  to  fifteen  or  twenty  minutes,  according  to  the  amount 
of  light,  the  picture  may  be  withdrawn. 

4.  Development. — The  image  is  developed  by  brushing  the  paper  over,  by 
means  of  clean  cotton  wool,  with  a  mixture  of  equal  parts  of  the  solution  of 
argentic  aceto-nitrate  and  gaUic  acid.  The  two  solutions  must  be  mixed  imme- 
diately before  they  are  used,  as  they'  speedily  undergo  mutual  decomposition. 
In  a  few  minutes  the  picture  gradually  begins  to  appear.  Any  part  of  the 
picture  which  seems  wanting  in  distinctness  may  be  washed  over  with  fresh 
solution  of  argentic  aceto-nitrate.  The  development  should  be  efl[ected  by  candle- 
light, or  in  yellow  light 

5.  Fixing  the  Impression. — As  soon  as  the  picture  ceases  to  increase  in  dis- 
tinctness, it  is  to  be  well  washed  with  water,  and  immersed  in  a  saturated  solu- 
tion of  sodic  thiosulphate  till  the  yellow  tint  of  the  argentic  iodide  has  disap- 
peared. It  is  then  to  be  washed  thoroughly  for  several  hours  in  clean  water, 
frequently  renewing  the  water.  Unless  all  traces  of  the  argentic  thiosulphate 
be  removed,  the  picture  will  gradually  lose  its  intensity.  Fox  Talbot  originally 
employed  a  solution  of  potassic  bromide  for  fixing  these  pictures,  but  sodic 
thiosulphate  is  to  be  preferred.  When  dry,  the  photograph  should  be  waxed  by 
placing  it  between  two  sheets  of  blotting-paper  saturated  with  white  wax,  and 
then  passing  a  moderately  heated  smoothing  iron  over  the  whole.  The  nega- 
tive pictures  thus  obtained  may  be  employed  to  furnish  positive  prints,  or 
prints  with  the  lights  and  shadows  as  they  occur  in  Nature,  by  Talbot's  original 
'  photogenic '  process,  or  by  printing  upon  a  second  sheet  of  the  prepared 
Talbotype  paper.* 

(127  A)  PJiotography  on  Collodion. — An  important  modification  of  Talbot's 
process  was  introduced  by  Mr.  Archer,  who  substituted  for  the  iodized  paper  a 
transparent  film  of  iodized  collodion  spread  upon  glass,  as  the  recipient  of  the 
negative  picture.  The  process  is  thus  rendered  more  certain  and  very  much 
more  rapid,  at  the  same  time  the  manipulation  is  simplified,  whilst  the  positive 
pictures  obtained  by  transference  of  the  negative  impression  are  much  sharper  in 
their  outline.  The  operation  requires  to  be  conducted  in  a  manner  different 
from  that  which  is  practised  when  paper  is  employed.  The  following  is  the 
method  to  be  pursued  : — 

1.  To  Prepare  the  Bath  of  Argentic  Nitrate. — Take  of  the  nitrate  20 
grammes,  dissolve  the  salt  in  60  cb.  centim.  of  distilled  water,  and  add  i  deci- 
gramme of  potassic  iodide  dissolved  in  2  cb.  centim.  of  water :  then  add  drop  by 
drop  a  solution  of  potassic  carbonate  till  a  slight  permanent  turbidity  is  pro- 
duced; afterwards  add  distilled  water  until  the  mixture  measures  300  cb. 
centim. ;  filter,  and  add  3  drops  of  glacial  acetic  acid.t 

2.  Preparation  of  Solution  of  Collodion. — A  solution  of  iodized  collodion. 


*  For  further  details  upon  the  subject  of  photographic  printing,  &c.,  the 
reader  is  referred  to  Hardwich's  Manual  of  Photographic  Chemistry. 

^  t  Ordinary  argentic  nitrate  is  apt  to  contain  a  trace  of  nitric  acid,  which 
it  is  desirable  to  neutralize,  because  an  acid  solution  is  much  less  sensitive  to 
the  action  of  light  than  a  neutral  one.  It  is  still  more  important,  however, 
not  to  have  any  alkaline  reaction,  and  as  argentic  carbonate  is  slightlj  soluble 
in  the  nitrate,  the  addition  of  acetic  acid  is  subsequently  made  to  guard  against 
this :  the  potassic  iodide  is  added  in  order  to  saturate  the  bath  with  argentic 
iodide ;  if  this  precaution  were  not  taken,  the  film  of  iodized  collodion  would  be 
liable  to  lose  a  portion  of  argentic  iodide,  since  this  salt  is  also  somewhat  soluble 
in  a  solution  of  argentic  nitrate. 
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which  is  suitable  for  the  formation  of  negative  pictures,  may  be  prepared  as 
follows  (Ilardwich)*  :— Take  of 

Eectified  ether  (density  0-725)        ...  i  ij-     c.c.    or  4  fluid  drachms 

Alcohol  (density  0-805— 0-815  )     •••  ^5'     cc-    or  4  fluid  drachms 

Soluble  pyroxylin    0-3    grm.  or  5  grains 

Potassic  or  amnionic  iodide   '.  0-13  grm.  or  2  grains 

Cadmic  iodide    0*13  grm.  or  2  grains 

First  dissolve  the  iodides  in  the  alcohol,  then  add  the  pyroxylin,  and  lastly  the 
ether.  Agitate  the  materials  well,  set  them  aside  for  twenty-four  hours,  and 
then  decant  the  clear  liquid,  which  will  retain  sufiicient  sensitiveness  to  admit  of 
being  used  at  the  end  of  a  month  or  more  after  its  preparation. 

3.  Preparation  of  the  Collodion  Film. — In  order  to  make  use  of  this  solu- 
tion, a  plate  of  glass  cut  to  the  size  required  for  the  camera  (after  being  washed 
with  a  solution  of  potash  to  free  it  from  grease,  rinsed  in  water,  dried,  and  wiped, 
with  a  clean  silk  handkerchief),  is  to  be  held  horizontally  in  the  left  hand,  and  a 
portion  of  the  collodion  is  to  be  poured  steadily  on  the  middle  of  the  glass,  and  by 
slightly  inclining  the  plate  in  difierent  directions,  made  to  flow  completely  over 
the  upper  surface :  the  excess  of  the  solution  is  immediately  to  be  poured  back 
into  the  bottle. 

4.  JExciting  the  Plate  for  the  Camera. — The  nitrate  bath  having  been  in- 
troduced into  a  trough  of  glass  or  of  gutta  percha  sufiiciently  wide  to  allow  the 
introduction  of  the  glass  plate  upon  which  the  collodion  is  spread — the  prepared 
plate,  within  half  a  minute  after  the  film  has  been  poured  ofi"  its  surface,  is  intro- 
duced into  the  solution  of  argentic  nitrate ;  in  from  two  to  three  minutes'  time 
it  is  thoroughly  impregnated  with  argentic  iodide,  and  when  withdi-awn  from 
the  bath  it  will  exhibit  a  cream-coloured  opalescence.  These  operations  must  be 
efiected  in  a  room  illuminated  by  light  admitted  through  a  yellow  blind,  or  by 
the  light  of  a  candle  screened  by  yellow  glass  (127  v). 

5.  Exposure  in  the  Camera. — The  prepared  plate  is  to  be  immediately  in- 
troduced into  the  slide  of  the  camera,  in  which  it  is  to  be  exposed  to  the  object 
for  a  few  seconds  (from  3  or  4  to  30  or  40)  according  to  the  nature  of  the  object 
and  the  intensity  of  the  light.  The  slide  is  then  withdrawn  from  the  camera, 
and  the  plate,  when  examined  in  the  darkened  chamber,  will  not  be  found  to 
exhibit  any  image. 


*  A  suitable  pyroxylin  for  this  purpose  may  be  obtained  in  the  following 
manner  : — Take  of 

Oil  of  vitriol  (density  1-843)   180  cb.  cm.    or      6   fluid  ounces 

Water  30  cb.  cm.    or      i    fluid  ounce 

Potassic  nitrate  (pure)   105  grms.      or      3^  ounces 

Dried  cotton  wool    4  grms.      or      60  grains 

Mix  the  acid  and  water,  and  add  gradually  the  nitre,  finely  powdered  and  dried, 
stirring  between  each  addition,  until  the  whole  of  the  salt  is  dissolved.  Suffer 
the  mixture  to  cool  to  145°  or  150°  (62°  or  65°  C),  then  add  the  cotton  wool, 
in  small  tufts  at  a  time,  taking  care  to  plunge  the  cotton  completely  beneath  the 
surface ;  cover  it,  and  allow  it  to  stand  for  ten  minutes.  Then  press  out  the 
acid  with  a  glass  rod  a.s  completely  as  possible,  and  throw  the  pyroxylin  into  a 
large  volume  of  cold  water,  and  wash  for  half  an  hour  j  afterwards  soak  it  well 
in  water  for  24  hours ;  lastly,  wring  it  out  in  a  cloth,  and  dry  at  a  heat  not 
exceeding  100°  (38°  C).  The  substance  thus  obtained  is  completely  soluble  in 
a  mixture  of  ether  and  alcohol.  It  is  essential  to  attend  to  the  strength  of  the 
acid  and  to  the  temperature  employed. 
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6.  Developing  the  Image. — A  latent  image,  however,  exists,  and  it  may  be 
developed  by  the  use  of  a  liquid  prepared  by  dissolving — 

Pyrogallic  acid   0*07  grm.        or         i  grain 

Alcohol    o*7    c.c.         or        10  minims 

Glacial  acetic  acid    I'O    c.c.         or        15  minims 

Water   30'o    c.c.         or         i  fluid  ounce 

Half  an  ounce  or  more  of  this  liquid  is  to  be  poured  over  the  plate  immediately 
after  its  removal  from  the  camera.  The  negative  image  which  is  thus  gradually 
developed,  will  be  more  intense  if  immediately  before  using  the  pyrogallic  solu- 
tion an  addition  be  made  to  it  of  the  same  solution  of  argentic  nitrate  as  is 
employed  in  the  bath,  in  the  proportion  of  2  drops  to  each  drachm  of  the  deve- 
loping liquid. 

The  exact  reaction  which  occurs  in  this  remarkable  process  is  not  known. 
The  pyrogallic  acid,  however,  is  a  substance  which  has  a  strong  tendency  to 
combine  with  oxygen ;  and  under  the  conjoined  action  of  argentic  iodide  and 
argentic  nitrate  (the  presence  of  the  latter  salt  in  excess  being  necessary  to  the 
reaction)  a  portion  of  silver  is  reduced  probably  to  the  metallic  state,  and  is 
deposited  upon  those  parts  of  the  film  which  have  been  exposed  to  the  action  of 
Hght. 

Other  solutions  may  be  employed  for  developing  the  latent  image.  One 
which  answers  very  well  for  this  purpose  consists  of — crystallized  ferrous  sul- 
phate from  12  to  20  grains,  glacial  acetic  acid  20  minims,  alcohol  10  minims, 
and  water  i  ounce.  It  is  not,  however,  so  well  adapted  for  the  production  of 
intense  negatives  as  the  pyrogallic  acid.  When  the  picture  is  sufficiently  dis- 
tinct, it  must  be  washed  with  clean  water,  and  fixed  by  immersing  it  in  a  solu- 
tion of  sodic  thiosulphate  (i  part  of  the  salt  to  2  of  water)  till  the  cream-coloured 
argentic  iodide  is  entirely  removed.  A  solution  of  potassic  cyanide,  containing 
from  4  to  12  grains  of  the  salt  in  an  ounce  of  water,  may  be  substituted  for  the 
sodic  thiosulphate  for  the  purpose  of  fixing  the  image.  The  picture  is  again  to 
be  thoroughly  washed  in  clean  water ;  it  is  allowed  to  dry,  then  heated  before  a 
fire  until  it  feels  slightly  warm,  and  the  film  is  protected  from  mechanical  injury 
by  covering  it  with  a  coat  of  transparent  spirit-varnish  by  a  manipulation  similar 
to  that  employed  in  coating  the  plate  with  collodion.  This  varnished  photograph 
may  then  be  employed  for  procuring  positive  pictures  by  means  of  the  sensitive 
paper  prepared  with  argentic  chloride  upon  Fox  Talbot's  plan  (p.  259).  By 
employing  a  neutral  nitrate  bath  free  from  all  organic  matter,  and  a  collodion 
which  when  iodized  with  potassic  iodide  remains  very  nearly  colourless,  the  sen- 
sitiveness of  the  film  to  the  action  of  light  may  be  so  highly  exalted,  that 
moving  objects,  such  as  the  waves  of  the  sea,  or  a  crowd  of  people,  may  be  suc- 
cessfully depicted  by  the  instantaneous  action  of  light  upon  the  plate. 

(127  i)  Albuminized  Plates. — Niepce  de  St.  Victor  introduced  the  employ- 
ment of  glasses  coated  with  albumin,  prepared  by  beating  up  whites  of  eggs 
with  I  per  cent,  of  potassic  iodide:  the  liquid  is  to  be  placed  for  12  or  24  hours 
in  deep  vessels,  to  become  clear,  after  which  the  supernatant  liquid  is  to  be 
poured  upon  glass,  so  as  to  produce  a  uniform  layer  ;  it  is  then  allowed  to  dry 
for  1 2  hours,  and  is  fit  for  the  bath  of  argentic  nitrate.  Albuminized  glasses 
may  be  preserved  for  some  weeks  without  injury ;  they  may  be  excited  by  means 
of  Talbot's  mixture  of  argentic  aceto-nitrate  with  gallic  acid  (p.  260).  The 
image  is  developed  by  means  of  a  solution  of  gallic  acid  after  the  plate  has  been 
exposed  in  the  camera. 

(127  ^)  Photographic  Engraving  and  Lithography. — In  the  year  1827, 
Niepce  published  a  process  for  obtaining  pictures  by  the  aid  of  light,  the  basis 
of  which  was  the  fact  that  the  bitumen  of  Judtea,  when  exposed  to  the  sun's 
rays,  becomes  insoluble  in  oil  of  lavender,  whilst  those  parts  which  have  remained 


264 


PHOTOGKAPUY  AUTOTYPE. 


[127  k. 


in  shadow  preserve  their  solubility.  This  process  has,  with  some  modification, 
been  applied  by  Niepce  de  St.  Victor,  the  nephew  of  the  inventor,  to  the  produc- 
tion of  engravings  upon  steel.  Powdered  asphalt  and  a  proportion  of  pure 
bees-wax  are  dissolved  in  oil  of  lavender,  and  then  mixed  with  an  equal  volume 
of  benzol.  The  surface  of  the  steel  plate  which  is  to  be  engraved  is  first  care- 
fully cleaned  with  whiting  and  water,  after  which  a  solution  of  hydrochloric  acid 
in  20  parts  of  water  is  poured  over  it,  and  the  plate  is  immediately  washed  and 
dried.  The  solution  of  bitumen  is  tlien  poured  upon  the  plate  in  a  darkened 
chamber,  and  dried  by  the  application  of  a  gentle  heat.  A  good  positive  pho- 
tographic proof  is  now  applied  to  the  surface,  covered  with  glass,  and  exposed 
for  a  short  time  to  the  action  of  diffused  light.  The  exposed  plate  is  next  sub- 
jected to  the  action  of  a  mixture  of  3  parts  of  rectified  naphtha  and  i  of  benzol ; 
the  parts  which  have  not  been  exposed  to  light  are  gradually  acted  upon  by  this 
mixture.  When  the  process  of  solution  has  proceeded  far  enough,  the  solvent  is 
washed  off  with  water,  and  the  exposed  parts  of  the  plate  are  '  bitten-in'  with  a 
mixture  of  i  measure  of  nitric  acid,  density  i"33,  2  measures  of  alcohol,  density 
o'844,  and  8  measures  of  water.  The  plate  is  then  submitted  to  the  ordinary 
processes  employed  in  aqua-tint  engraving. 

An  important  modification  of  a  process  proposed  by  Poitevin  for  producing 
lithographs  by  the  aid  of  photography,  has  been  introduced  by  Mr.  Osborne, 
lately  of  Melbourne.  The  basis  of  this  operation  is  the  observation  that  a  mix- 
ture of  the  potassic  dichromate  (bichromate  of  potash)  and  gelatin,  when  exposed 
to  light,  becomes  insoluble  in  water.  In  order  to  apply  this  to  practice,  2  parts 
of  gelatin  and  i  of  the  dichromate  are  dissolved  in  8  parts  of  warm  water ;  when 
cooled  to  about  110°  (43°  C),  2  parts  of  albumin  from  perfectly  fresh  eggs  are 
added,  and  the  whole  is  well  mixed ;  the  sheets  of  paper  are  then  coated  with 
this  mixture  on  one  side,  hung  up  to  dry  in  the  dark,  and  are  glazed  by  pressure. 
These  operations  are  conducted  in  a  room  illuminated  by  yellow  light.  Paper 
thus  prepared  may  be  preserved  unaltered  for  a  long  time  if  excluded  from  light. 
In  order  to  use  it,  a  negative  picture  prepared  in  the  usual  way  is  placed  over 
one  of  these  sheets  of  dichromate  paper,  and  exposed  from  half  a  minute  to  a 
minute  in  a  good  light,  with  the  precautions  usual  in  photographic  printing. 
Owing  to  the  partial  reduction  of  the  chromic  acid  in  the  parts  exposed  to  light, 
a  positive  picture  will  now  be  obtained,  the  parts  acted  on  by  light  becoming 
brown,  whilst  the  screened  portions  retain  their  original  yellow  colour.  When 
the  picture  thus  produced  is  placed  in  water,  the  unchanged  portions  are  easily 
washed  away,  leaving  the  altered  portions  attached  to  the  paper.  In  practice, 
it  is  found  best  to  cover  the  whole  surface  of  the  picture  with  a  coating  of  litho- 
graphic ink,  and  then  float  the  back  of  the  paper  upon  boiling  water.  After 
soaking  for  a  short  time  the  surface  may  be  sponged,  and  the  screened  portion 
may  be  completely  removed,  leaving  a  beauti.fully  defined  positive  impression  of 
the  negative  picture.  After  washing  it  with  boiling  water,  the  design  is,  by 
means  of  pressure,  transferred  to  the  lithographic  stone,  and  the  prints,  which 
may  be  obtained  from  this  transfer  in  the  usual  way,  are  remarkable  for  their  [' 
sharpness  and  delicacy. 

Yery  nearly  at  the  same  time  as  Mr.  Osborne,  Sir  H.  James  made  an  inde- 
pendent application  of  the  so-called  bichromate  process  of  Asser  of  Amsterdam  | 
to  zincography.  The  liquid  which  he  uses  consists  of  a  mixture  of  2  measiures 
of  a  solution  of  the  potassic  dichromate  (saturated  at  the  boding  point)  with  i 
measure  of  a  solution  of  3  parts  of  gum  arable  in  4  of  water,  and  the  transfer  is 
made  to  a  plate  of  zinc  instead  of  to  the  lithographic  stone.  He  has  applied 
the  process  successfully  to  the  copying  of  old  engravings  and  manuscripts  as 
well  as  to  the  multiplication  of  maps  and  plans. 

(127  I)  Autoti/pe— This  :^rocess  also  depends  on  the  insolubility  of  a  mixture 
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of  frelatin  and  potassic  dichromate  after  exposure  to  liglit.  The  gelatin  is  first 
mixed  with  colouring  matter  and  spread  on  paper ;  after  having  been  sensitized 
by  floating  on  a  solution  of  potassic  dichromate,  the  film  is  exposed  under  a  glass 
negative  for  a  certain  time,  depending  on  tlie  intensity  of  the  liglit.  This  is 
measured  by  an  actinometer,  consisting  of  a  strip  of  paper  impregnated  with  ar- 
gentic chloride,  and  exposed  at  the  same  time  until  a  particular  shade  is  produced. 

The  gelatin  mixture  which  is  in  contact  with  the  negative  is  rendered  in- 
soluble over  almost  the  entire  surface,  since  some  light  penetrates  the  densest 
parts  of  the  negative ;  but  this  insolubility  extends  only  to  a  certain  depth,  the 
greatest  thickness  of  insoluble  matter  being  of  course  under  the  transparent 
portions  of  the  negative.  The  soluble  portion  remains  in  contact  with  the  paper, 
and  in  order  to  remove  this,  the  film  is  transferred  to  a  temporary  support  of 
porcelain  or  metal.  For  this  purpose  the  paper  is  dipped  with  the  film  down- 
wards into  water  in  which  the  plate  is  immersed,  the  metal  and  paper  then  re- 
moved, and  the  excess  of  water  squeezed  out  by  means  of  a  wooden  rod,  from 
which  a  piece  of  thick  sheet  india-rubber  projects.  After  a  few  seconds  the  film 
adheres  firmly  to  the  support,  and  the  wiiole  is  placed  in  hot  water ;  this  softens 
the  gelatin  so  that  the  paper  may  be  removed  and  the  soluble  portions  of  the 
film  washed  away,  the  insoluble  gelatin  with  the  entangled  colouring  matter  re- 
maining on  the  plate,  constituting  an  inverted  picture.  A  fresh  piece  of  paper 
is  now  applied  under  hot  water,  and  after  being  squeezed  on  to  the  film  the  whole 
is  allowed  to  dry,  when  the  film  is  readily  removed  from  the  plate  by  its  adhe- 
sion to  the  paper.  The  colouring  matter  employed  is  usually  carbon,  so  that 
the  prints  are  permanent. 

(127  in)  Woodhury-type. — In  this  process  a  thick  film  of  gelatin  and 
pota.ssic  dichromate,  with  a  tough  layer  of  collodion  on  one  side,  is  employed. 
The  side  of  the  film  coated  with  collodion  is  placed  in  contact  with  a  glass  nega- 
tive, and  printed  by  direct  sunlight.  After  exposure,  the  soluble  gelatin  is 
removed  by  washing  with  water,  and  the  film  dried.  In  this  way  a  .picture  in 
relief  is  produced,  which,  when  dry,  is  placed  on  a  plate  of  soft  metal,  and  by 
means  of  a  hydraulic  press  the  two  are  squeezed  together :  on  removing  the 
gelatin  film  a  metallic  mould  is  obtained,  which  is  employed  for  the  mechanical 
reproduction  of  pictures.  A  warm  solution  of  gelatin  mixed  with  colouring 
matter  is  poured  on  the  mould,  and  a  sheet  of  resinized  paper  pressed  on  to  it ; 
after  the  setting  of  the  gelatin,  the  paper  is  removed  with  the  gelatin  adhering. 
When  dry  the  picture  is  passed  through  an  alum  bath,  which  renders  the  gelatin 
insoluble. 

(127  n)  Heliotype. — The  gelatin  film  in  this  process  contains,  in  addition 
to  putassic  dichromate,  a  certain  quantity  of  chrome  alum,  which  renders  the 
gelatin  insoluble,  but  without  destroying  its  power  of  absorbing  water.  The 
film  when  dry  is  exposed  under  a  reversed  negative,  and  after  printing  the  back 
of  the  film  is  hardened  by  the  action  of  light.  It  is  next  transferred  to  a 
metallic  plate,  and  soaked  in  water  until  the  unaltered  dichromate  is  removed. 
The  parts  of  the  gelatin  which  have  not  been  acted  on  absorb  water,  which  pre- 
vents the  adhesion  of  printers'  ink  which  is  applied  by  a  roller;  the  other  parts 
taking  the  ink  freely.  Impressions  are  then  taken  from  the  film  as  in  the  ordi- 
nary process  of  printing. 

(127  0)  Chrysotype. — Other  processes  more  or  less  analogous  to  the  Talbo- 
type  have  been  contrived :  one  of  them  was  invented  by  Herschel,  and  described, 
by  him  under  the  name  of  the  chrysotype  (Phil.  Trans.  1842,  206,  2og): — 
Paper  is  washed  over  evenly  with  a  solution  of  ferric  ammonio-citrate,  of  such  a 
strength  as  when  dry  to  produce  a  good  yellow  colour.  It  is  placed  in  sunshine 
in  a  camera,  or  under  any  engraving  which  it  may  be  intended  to  copy ;  after  a 
few  minutes'  exposure,  it  is  to  be  removed,  and  instantly  washed  over  with  a 
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neutral  solution  of  auric  chloride :  a  positive  picture  is  thus  developed,  which 
assumes  great  sharpness,  becoming  gradually  deeper  up  to  a  certain  point;  at 
the  instant  when  it  ceases  to  gain  in  intensity  (this  point  being  easily  seized  by 
practice),  the  picture  is  put  into  pure  water,  and  rinsed  thoroughly,  in  order  to 
remove  the  excess  of  solution  of  gold  ;  it  is  then  fixed  with  a  solution  of  potassic 
iodide,  and  again  washed  to  remove  the  superfluous  salts. 

In  this  case  the  ferric  salt,  under  the  influence  of  the  organic  matter  of  the 
paper,  becomes  partially  reduced  to  a  ferrous  salt,  in  the  parts  exposed  to  light; 
and  this  fer  rous  salt,  when  washed  over  with  the  solution  of  gold,  precipitates 
the  gold  in  the  reduced  state,  and  thus  gives  rise  to  the  coloured  image.  Water, 
by  removing  the  excess  of  the  salts,  fixes  the  picture,  and  prevents  it  from  ex- 
periencing further  change  on  exposure  to  light. 

If  red  prussiate  of  potash  be  employed  instead  of  auric  chloride,  for  developing 
the  picture,  a  blue  image  will  be  produced,  owing  to  the  formation  of  TurnbuU's 
blue  upon  the  reduced  portions  of  the  salts  of  iron. 

A  solution  of  uranic  nitrate  may  be  used  instead  of  ferric  ammonio-citrate, 
and  the  picture  may  be  developed  by  means  of  a  solution  of  argentic  nitrate,  of 
auric  chloride,  or  of  the  salt  of  some  other  easily  reducible  metal. 

(127^)  Daguerreotype. — In  the  year  1839,  Daguerre  made  known  his 
beautiful  method  of  obtaining  photographic  pictures  upon  metallic  plates.  The 
essential  parts  of  this  process  are  as  follows : — A  sensitive  film  of  argentic  iodide 
upon  a  silver  plate  is  exposed  to  the  action  of  light  in  a  camera.  The  latent 
image  is  then  developed  by  exposure  to  the  vapoui-  of  mercury,  after  which  the 
picture  is  fixed  by  means  of  sodic  thiosulphate. 

1.  Folishing  the  Plate. — For  this  purpose  a  polished  sheet  of  plated  copper 
is  taken,  and  cleaned  by  rubbing  it  over  first  with  finely  powdered  tripoli  on  a 
pledget  of  cotton  moistened  with  a  few  drops  of  alcohol,  and  afterwards  with  dry 
cotton,  until,  when  breathed  upon,  the  metal  assumes  a  uniform  dull  surface, 
from  which  the  cloud  disappears  without  showing  any  patches  or  spots ;  after 
this  the  plate  is  carefully  polished,  by  means  of  a  long  polishing  board  faced 
with  buckskin.  If  this  preliminary  operation  be  not  carefully  performed,  the 
subsequent  steps  will  not  lead  to  any  satisfactory  result ;  the  touch  of  a  finger 
upon  the  polished  surface  is  suflttcient  to  soil  it. 

2.  lodizivg. — The  plate  is  next  exposed  for  a  few  minutes  to  the  vapour  of 
iodine,  till  a  thin  yellow  film  is  produced  uniformly  over  the  surface.  This  opera- 
tion should  be  performed  by  candle-light,  or  in  a  room  furnished  with  a  window 
supplied  with  yellow  glass ;  the  plate  must  be  protected  from  difi"used  daylight. 

3.  Exposure. — If  such  a  plate  be  exposed  for  a  few  minutes  in  the  focus  of 
a  double  achromatic  lens,  adjusted  to  a  camera  obscura  in  such  a  manner  that 
the  image  of  the  object  to  be  copied  shall  fall  upon  the  iodized  surface,  it  under- 
goes an  alteration,  which,  however,  is  not  perceptible  on  withdrawing  the  plate 
from  the  camera. 

4.  Development. — But  if  the  plate  be  exposed  for  a  few  minutes  to  the  vapour 
of  mercury,  heated  to  about  140°  (60°  C),  the  latent  image  gradually  appears, 
with  all  the  shadows,  lights,  and  half-tints  faithfully  reproduced.  Much  of  the 
success  depends  upon  the  proper  length  of  exposure  to  the  action  of  light,  and  in 
this  respect  practice  is  the  best  guide ;  if  too  short  a  time  is  allowed,  the  picture 
is  dark  and  indistinct ;  if  the  light  has  acted  too  powerfully,  the  shadows  become 
metallic  in  appearance,  and  ill-defined ;  and  if  the  action  be  continued  for  a  suf- 
ficient length  of  time,  the  picture  becomes  reversed,  or  negative,  the  shadows  in 
such  a  case  being  represented  by  lights,  and  the  lights  by  shadows.  A  due  ex- 
posure to  the  mercurial  vapours  constitutes  an  important  part  of  the  operation ; 
for  if  this  exposure  be  insufficient,  the  whites  have  a  bluish  cast,  and  if  it  be  too 
long  continued,  the  blacks  become  indistinct  and  misty. 
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Mr.  Goddard,  in  the  year  1841,  discovered  that  the  iodized  plate  may  be 
rendered  very  much  more  sensitive  to  the  action  of  light,  by  exposing  it  for  a  few 
seconds  to  the  vapour  of  bromine,  or  of  chloride  of  bromine,  so  as  to  obtain  a 
mixed  film  of  argentic  iodide  and  bromide,  or  of  argentic  iodide,  chloride,  and 
bromide.  The  process  was  thus  rendered  applicable  to  portraits,  and  the  opera- 
tion could  be  accomplished  in  as  many  seconds  as  it  before  required  minutes. 
The  usual  practice  now  is,  after  having  obtained  an  orange-coloured  film  by  ex- 
posure of  the  silver  plate  to  the  vapour  of  iodine,  to  expose  it  to  the  fumes  of 
bromide  from  bromide  of  lime,  until  the  film  assumes  a  rose  colour ;  after  which 
it  is  a  second  time  returned  to  the  iodine  box  for  a  period  equal  to  one-third  of 
that  occupied  by  the  first  iodizing.  The  plate  is  then  exposed  in  the  camera, 
after  which  it  is  mercurialized. 

In  order  to  fix  these  pictures,  Daguerre  employed  a  solution  of  sodic  thio- 
sulphate,  and  then  washed  the  plates  with  water.  The  effect  of  the  Daguerreo- 
type may  be  much  improved  by  gilding  the  plate  by  the  process  of  Pizeau ;  it  is 
thus  rendered  less  liable  to  mechanical  injury,  and  a  richer  and  warmer  effect  is 
given  to  the  impression  : — for  this  purpose,  i  part  of  neutral  auric  chloride  and 
3  parts  of  sodic  thiosulphate  may  be  dissolved  in  500  parts  of  water :  the  plate 
having  been  placed  in  a  horizontal  position,  is  to  be  completely  covered  with  a 
small  quantity  of  this  liquid,  and  the  plate  is  heated  by  a  large  spirit-lamp  flame 
until  small  bubbles  appear  on  its  surface.  A  thin  film  of  reduced  gold  is  thrown 
down  all  over  the  picture,  and  by  this  operation  the  shadows  are  deepened  and 
the  lights  rendered  more  brilliant.  Finally,  it  must  be  washed  with  distilled 
water,  drained,  and  dried  by  the  application  of  a  gentle  heat  to  the  back  of  the 
plate. 

The  following  theory  may  be  offered  in  explanation  of  the  changes  which 
occur  during  the  production  of  the  Daguerreotype  image : — Under  the  influence 
of  light,  the  superficial  layer  of  argentic  iodide  is  modified  so  as  to  render  it  sus- 
ceptible of  decomposition.  When  the  plate  is  acted  upon  by  the  mercurial  vapour, 
the  iodine  is  driven  to  the  deeper  layer  of  silver,  and  a  film  of  silver  is  liberated 
upon  the  surface  of  those  parts  which  have  been  exposed  to  the  action  of  light, 
the  thickness  of  this  film  varying  with  the  intensity  and  duration  of  the  light. 
The  reduced  silver  combines  with  the  mercury,  and  a  film  of  silver  amalgam  is 
formed,  which  varies  in  thickness  with  the  thickness  of  the  silver  film,  in  con- 
sequence of  which  the  reflected  tints  difler  according  to  the  varying  thickness  of 
this  film :  those  parts  of  the  iodized  plate  which  have  not  been  exposed  to  the 
light,  of  course  do  not  combine  with  the  mercury.  After  the  plate  has  been 
treated  with  sodic  thiosulphate,  the  excess  of  argentic  iodide  is  removed,  and  the 
blacks  consist  of  metallic  silver.  Experiment  proves  that  those  parts  of  the 
plate  immediately  beneath  the  highest  lights  are  more  deeply  corroded  than  the 
others,  by  the  action  of  the  iodine  which  has  been  driven  inwards  during  the 
process  of  mercurialization. 

In  complete  accordance  with  the  foregoing  explanation  is  a  curious  fact  first 
pointed  out  by  Mr.  Shaw,  that  if  a  plate  after  it  has  received  the  impression  in 
the  camera,  but  before  it  has  been  mercurialized,  be  exposed  to  the  vapour  of 
iodine  or  of  bromine  for  a  few  seconds,  the  image  is  completely  effaced,  and  is  no 
longer  producible  by  mercury. 

The  surface  of  the  plate  is  rendered  uneven  by  the  combined  operation  of 
light  and  mercury  upon  it,  so  that  it  admits  of  being  copied  by  the  process  of 
electrotyping  (292).  Impressions  on  paper  have  been  printed  from  an  etched 
Daguerreotype  plate,  the  biting-in  being  produced  by  diluted  nitric  acid,  which 
attacks  the  shadows  (the  reduced  silver),  and  leaves  the  lights  (the  amalgam) 
untouched. 

The  Daguerreotype  process  is  now  almost  entirely  superseded  by  photography 
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on  glass,  except  in  cases  where  extreme  sharpness  of  the  image  is  necessary,  as 
in  astronomical  photography.  The  process  was  employed  with  success  in  record- 
ing the  transit  ol"  Venus,  Dec.  8,  1874. 

(127  g)  Photographic  Action  of  the  Prismatic  Spectrum. — If 
a  pure  solar  spectruai,  obtained  by  means  of  a  prism  and  lens  of 
flint  glass,  be  allowed  to  fall  upon  a  sheet  of  sensitive  paper, 
prepared  by  washing  it  over  first  with  common  salt,  and  then 
with  argentic  nitrate,  it  will  be  speedily  apparent  that  the  chemical 
action  is  not  uniformly  distributed  over  the  luminous  image.  The 
maximum  of  light  falls  in  the  yellow  rays  about  Fraunhofer's 
line  D  (fig.  109),  whilst  the  maximum  of  chemical  action  occurs 
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in  the  blue  portion  of  the  spectrum,  near  the  line  g,  about  one- 
third  of  the  distance  between  it  and  the  line  h.  The  blackening 
effect  extends  nearly  as  far  as  f  in  the  green,  whilst  it  is  pro- 
longed beyond  the  violet  end  of  the  spectrum  to  a  distance  nearly 
equal  to  two-thirds  of  the  length  of  the  luminous  spectrum,  the 
chemical  effect  gradually  shading  off  until  it  becomes  impercep- 
tible; the  maximum  point  of  action,  however,  varies  with  the 
preparation  which  is  used,  and  the  length  of  the  spectrum  varies 
with  the  source  of  light  and  the  material  of  which  the  lens  and 
prism  are  made.  When  the  Talbotype  iodized  paper  is  employed, 
the  maximum  blackening  is  found  on  the  extreme  limit  of  the 
violet  rays.  Where  argentic  bromide  forms  the  sensitive  material, 
the  chemical  action  is  prolonged  towards  the  red  rays,  and  the 
greater  part  of  the  impression  is  of  a  uniform  grey  black.  When 
paper  washed  with  auric  chloride  is  employed  as  the  sensitive 
surface,  the  maximum  effect  is  produced  between  the  green  and 
the  blue  rays,  and  the  chemical  action  does  not  extend  beyond 
the  violet  extremity  for  more  than  half  the  distance  over  which 
these  effects  are  produced  upon  the  salts  of  silver.  In  fig.  109, 
T  represents  the  space  occupied  by  the  luminous  spectrum  on  white 
paper ;  2,  the  same  spectrum  thrown  on  a  fluorescent  screen — viz., 
turmeric  paper, — by  which  it  is  rendered  visible  almost  to  the 
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extreme  limit  of  cLemieal  action ;  ^,  the  chemical  spectrum  on 
argentic  bromide ;  4.,  the  Talbotype  spectrum.  Herschel,  Hunt, 
and  E.  Becquerel  have  each  succeeded  more  or  less  perfectly  in 
obtaining  coloured  impressions  of  the  spectrum  upon  argentic 
chloride,  but  they  have  been  unable  to  fix  them.  Herschel  (Phil. 
Trans.  1840,  19)  says  that  the  impression  ^  was  found  to  be 
coloured  with  sombre  but  unequivocal  tints,  imitating  those  of 
the  spectrum  itself/  The  coloration  commenced  in  the  orange 
rays.  E.  Becquerel  appears  to  have  obtained  more  brilliant 
colours  by  employing  a  plate  of  silver  which  had  been  super- 
ficially converted  into  subchloride  by  immersing  it  in  diluted 
hydrochloric  acid,  and  then  making  it  the  positive  plate  of  a 
voltaic  battery. 

Inactive  spaces  occur  in  the  chemical  spectrum,  which,  as 
Becquerel  and  Draper  have  shown,  correspond  exactly  with  those 
which  are  found  in  the  visible  spectrum;  but  they  extend  also 
into  the  prolongation  beyond  the  violet  extremity,  and  occur 
there  in  great  number. 

These  fixed  lines  may  be  obtained  upon  Talbotype  paper  or,  still  better,  upon 
a  surface  of  collodion,  in  the  following  manner : — 


Fig.  1 10. 


1. 


Let  c,  c  (fig.  110),  represent  a  camera  which  allows  of  a  considerable  range 
of  adjustment;  s  is  a  small  slit,  admitting  of  adjustment,  but  usually  presenting 
a  width  of  about  o'OT  inch  (o-™™-2  5),  throu<<h  which  a  beam  of  solar  or  other 
light  is  either  transmitted  directly,  or  is  reflected  from  a  heliostat,  or  from  a 
steel  mirror;  lis  a,  quartz  lens  with  a  focal  length  of  from  15  to  30  inches  (or 
from  about  -4  to  75  metre);  p,  a  quartz  prism,  the  axis  of  which  is  perpendi- 
cular to  the  axis  of  the  crystal,  and  the  refracting  faces  of  which  are  worked  so 
as  to  cut  the  optic  axis  of  the  crystal  at  equal  angles.  The  lens  and  prism  may 
indeed  be  made  of  glass  free  from  striae,  but  for  accurate  observation  they  must 
be  constructed  of  rock  crystal :  the  distance  of  the  lens,  I,  from  the  slit,  s,  is 
equal  to  twice  its  focal  length.  If  the  prism  be  placed  so  as  to  produce  the 
mmimum  deviation  of  the  ray,  and  as  close  to  the  lens  as  can  be,  a  spectral 
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image  of  the  aperture  will  be  formed,  and  may  be  received  upon  a  screen  placed 
at  as  great  a  distance  behind  the  lens,  I,  as  s  is  in  front  of  it.  All  the  coarser 
lines  of  the  visible  spectrum  may  be  traced  by  the  unaided  eye,  when  the  spec- 
trum is  received  on  a  screen  of  ground  glass :  and  if  a  sheet  of  turmeric  paper, 
or  a  block  of  yellow  uranium  glass  be  used,  many  of  the  lines  beyond  the  violet 
are  also  rendered  visible :  by  substituting  a  sensitive  surface,  such  as  collodion, 
for  the  screen  of  white  paper,  a  faithful  copy  of  the  more  refrangible  portion  of 
these  lines  may  be  obtained. 

(127  r)  It  is  remarkable  that  the  chemical  rays  are  identical 
with  those  which  produce  fluorescence  (110).  If  the  solar  rays 
be  transmitted  through  a  layer  of  a  concentrated  but  colourless 
acidulated  solution  of  quinine  sulphate^  or  one  of  aesculin  in 
ammonia,  before  they  reach  the  photographic  surface,  but  little 
extra- spectral  prolongation  of  chemical  action  is  produced  upon' 
the  sensitive  surface. 

Again,  if  the  solution  be  removed  and  the  spectrum  be  received 
directly  upon  a  screen  of  yellow  uranium  glass,  or  a  card  coated 
with  a  particular  uranic  phosphate  (Stokes,  Phil.  Trans.  1862, 
602),  a  visible  prolongation  of  the  chemical  rays,  crossed  by  dark 
lines  of  inactive  spaces,  is  at  once  rendered  visible. 

By  varying  the  source  of  light,  the  chemical  powers  of  the 
spectrum  are  varied  also.  The  chemical  action  of  the  flame  of 
the  hydrocarbons,  however  intense  the  light,  is  but  feeble;  that 
of  the  lime-light  is  much  more  marked,  while  that  of  the  electric 
light  between  charcoal-points  greatly  surpasses  either ;  and  these 
results  coincide  exactly  with  the  relative  power  of  exciting  the 
phenomena  of  fluorescence  possessed  by  these  difierent  lights. 

The  chemical  rays  emitted  by  luminous  objects  vary  greatly 
both  in  quantity  and  in  quality,  some  sources  of  light  emitting 
rays  of  much  higher  refrangibility  than  others.  For  example,  the 
flame  of  ordinary  coal-gas  burned  in  admixture  with  air,  so  as  to 
produce  the  blue  light  of  a  smokeless  gas  flame,  gives  out  scarcely 
any  rays  capable  of  affecting  an  iodized  collodion  plate ;  whilst 
the  same  amount  of  gas  burned  in  ■  the  ordinary  manner  for 
illumination,  emits  a  very  decided  though  limited  amount  of  rays 
capable  of  producing  chemical  action.  The  rays  emanating  from 
the  intensely  hot  jet  of  the  oxyhydrogen  flame,  are  nearly  without 
action  upon  a  sensitive  surface  of  collodion;  whilst  if  thrown 
upon  a  ball  of  lime,  though  it  certainly  is  not  hotter  than  the 
burning  jet  of  gas,  the  light  then  emitted  contains  as  large  a 
proportion  of  chemical  rays  as  the  solar  light,  and  of  very  nearly 
the  same  refrangibility.  But  the  most  remarkable  source  of  the 
chemical  rays  is  afforded  by  the  light  of  the  electric  spark  or  of 
the  voltaic  arc,  the  chemical  spectrum  of  which  is  four  or  five 
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times  as  long  as  the  chemical  spectrum  obtainable  from  the  sun 
itself. 

(1275)  Photographic  Transparency  of  various  Media. — Amongst 
the  methods  of  testing  the  extent  of  chemical  action  of  any  given 
radiant  source^  the  most  convenient  is  that  which  is  dependent 
upon  the  extent  of  photographic  effect  exerted  upon  a  surface  of 
collodion  coated  with  argentic  iodide^  on  which  the  spectrum  is 
allowed  to  fall. 

In  no  case  does  it  appear  that  any  non-luminous  source  can 
emit  chemical  rays  of  sufficient  intensity  to  traverse  ordinary 
refracting  media ;  and  amongst  the  rays  given  off  by  various 
luminous  objects,  it  is  found  that  the  chemical  effects  upon  the 
collodion  plate  are  not  perceptible  in  those  portions  upon  which 
the  first  three-fourths  of  the  visible  spectrum  has  fallen^  but  they 
commence  powerfully  in  the  last  fourth ;  and  in  the  case  of  the 
electric  spark  are  prolonged  to  an  extent  equal  to  between  four 
and  five  times  the  length  of  the  visible  portion. 

In  the  prosecution  of  some  inquiries  upon  the  photographic 
spectra  of  the  metals  in  which  the  author  was  engaged,  it  was  a 
desideratum  to  procure  some  substance  which  should  possess  a 
higher  dispersive  power  than  quartz,  and  which,  whilst  avoiding 
the  double  refraction  of  quartz,  should  yet  allow  the  free  passage 
of  the  chemical  rays.  He  was  hence  led  to  try  a  variety  of  sub- 
stances which,  owing  to  their  transparency  to  light,  might 
reasonably  be  hoped  to  possess  chemical  transparency  also :  for 
though  it  was  known  to  those  who  have  studied  the  spectrum, 
that  many  colourless  substances  besides  glass  exert  an  absorptive 
action  upon  some  of  these  chemical  rays,  the  subject  had  not  at 
that  time  received  the  careful  experimental  "examination  which 
its  importance  warrants. 

The  inquiry  soon  extended  itself  beyond  the  limits  originally 
proposed,  and  ultimately  embraced  a  large  number  of  bodies  in 
the  solid,  liquid,  and  gaseous  conditions  [Phil.  Trans.  1862,  861). 
These  experiments  showed  that  although  rock-salt,  fluor-spar, 
water,  and  some  few  other  substances,  are  almost  as  diactinic  (or 
chemically  transparent,  from  Sta,  through,  clktIv,  a  ray)  as  quartz, 
none  of  these  bodies  could  be  advantageously  substituted  for 
quartz  in  the  construction  of  the  prisms  and  lenses  required  in 
the  investigations  in  which  he  was  engaged. 

Among  the  most  remarkable  results  upon  the  photographic 
transparency  of  bodies  are  the  following  : — 

•  I.  Colourless  solids  which  are  equally  transparent  to  the  visible 
rays,  vary  greatly  in  permeability  to  the  chemical  rays.    2.  Bodies 
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which  are  photographically  transparent  in  the  solid  form,  pre- 
serve their  transparency  in  the  liquid  and  in  the  gaseous  states. 
3.  Colourless  transparent  solids  which  absorb  the  photographic 
rays,  preserve  their  absorptive  action  with  greater  or  less  in- 
tensity both  in  the  liquid  and  in  the  gaseous  states.  4.  Pure 
water  is  photographically  transparent,  so  that  many  compounds 
which  cannot  be  obtained  in  the  solid  form  sufficiently  transparent 
for  such  experiments^  may  be  subjected  to  trial  in  solution  in 
water. 

The  mode  in  which  the  experiments  were  conducted  was  the  following: — 
The  source  of  light  employed  was  the  electric  spark  obtained  between  two 
metallic  wires,  generally  of  fine  silver,  shown  at  e,  iig.  110,  and  connected  with 
the  terminals  of  the  secondary  wires  of  an  induction  coil,  into  the  primary  circuit 
of  which  was  introduced  a  condenser,  and  into  the  secondary  circuit  a  small 
Leyden  jar.  The  light  of  the  sparks  was  then  allowed  to  fall  upon  the  vertical 
slit,  either  before  or  after  traversing  a  slice  or  stratum  of  the  material,  d,  of 
which  the  photographic  transparency  was  to  be  tested ;  the  transmitted  light  was 
then  passed  through  the  quartz  prism,  placed  at  the  angle  of  minimum  deviation. 
Immediately  behind  this  was  the  lens  of  rock  crystal,  and  behind  this  at  a  suit- 
able distance  the  spectrum  was  received  upon  the  sensitive  surface  of  collodion. 
The  liquids  under  trial  were  contained  in  a  small  glass  cell  with  quartz  faces, 
forming  a  stratum  075  inch  in  thickness,  which  was  traversed  by  the  rays; 
gases  and  vapours  were  introduced  into  tubes  two  feet  long  closed  at  their  extre- 
mities with  thin  plates  of  polished  quartz.  The  following  tables  exhibit  the 
relative  diactinic  power  of  a  few  of  the  various  solids,  liquids,  and  gases  and 
vapours  subjected  to  experiment  as  measured  by  the  length  of  the  I'elative  spectra. 
Tn  some  cases  the  whole  length  of  the  spectrum  showed  evidence  of  partial 
absorption  of  the  chemical  rays,  as  the  impression  was  enfeebled  throughout  its 
entire  length. 

Photogeaphic  Teanspaeency  of 


Solids. 

Eock  crystal     .    .    .    .  74 

Ice  74 

Fluor-spar  74 

Topaz  65 

Eock-salt  63 

Iceland  spar  •  .  .  .  63 
Magiiesic  sulphate  .  .  62 
Borax  (solution)     ...  62 

Diamond  62 

Potassic  bromide  (solution)  48 
Thin  glass  (0*009  in.)  .  20 
Potassic  iodide  (solution)  18 
Mica  (o'oo7  in.)  .  .  .18 
Potassic  nitrate  (solution)  16 


Liquids,  0*75  in. 

Water  

Alcohol  .... 
Dutch  liquid  .  . 
Chloroform  .    .  . 

Benzol  

Wood-spirit  .  .  . 
Fusel  oil  .  .  .  . 
Oxalic  ether  .  .  . 
Glycerin  .    .    .  ■. 

Ether  

Acetic  acid  .    .  . 
Oil  of  turpentin 
Disuiphide  of  carbon 
Arsenious  trichloride 


74 
63 
36 
26 
21 
20 
20 

19 

18 

16 
16 
8 
6 
5 


Gases  and  Vapours,  2  ft. 

Oxygen   74 

Nitrogen   74 

Hydrogen  .....  74 

Carljonic  anhydride  .     .  74 

Olefiant  gas   ....  66 

Marsh-gas  ....  63 
Hydrochloric  acid    .  .55 

Coal-gas   37 

Bi'nzol  vapour     •    •    •  35 

Hydrobroiiiic  acid    .    .  23 

Hydrioilic  acid    ...  15 

Sulphurous  anhydride  .  14 

Sulphuretted  hydrogen  .  14 

Air,  0"i  inch  pressure  .  74 


The  photographic  image  obtained  upon  the  collodion  plate  commenced  in 
each  case  at  the  same  point  of  the  spectrum,  corresponding  with  a  spot  a  little 
more  refrangible  than  the  line  g.  Calling  the  line  H  100,  and  numbering  back- 
wards for  the  less  refrangible  rays,  the  line  B  being  at  84,  the  commencement  of 
the  photograph  in  each  case  is  at  96-5,  and  the  extreme  limit  of  the  most  refran- 
gible rays  170*5. 

Each  photograph  was  obtained  under  circumstances  varying  only  in  the 
nature  of  the  transparent  medium  through  which  the  rays  of  the  spark  from  the 
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silver  points  were  made  to  pass,  before  they  were  allowed  to  fall  upon  the  collo- 
dion plate.  When  absorption  occurs,  it  is  almost  always  exerted  upon  the  most 
refrangible  rays :  but  in  the  case  of  the  coloured  gases  and  vapours,  chlorine, 
bromine,  and  iodine,  the  absorption  differs  from  the  general  rule,  and  is  by 
no  means  proportioned  to  the  depth  of  colour.  A  column  of  chlorine  with  its 
yellowish-green  colour  cuts  ofi'  the  rays  of  the  less  refrangible  extremity 
through  fully  two-thirds  of  the  spectrum ;  the  red  vapour  of  bromine  cuts 
off  about  one-sixth  to  the  length  of  the  spectrum,  the  absorbent  action  being 
limited  to  the  less  refrangible  extremity;  whilst  the  deep  violet-coloured 
vapours  of  iodine  allow  the  less  refrangible  rays  to  pass  freely  for  the  first 
fourth  of  the  spectrum ;  then  a  considerable  absorption  occurs,  and  afterwards 
a  feeble  renewal  of  the  photographic  action  is  exhibited  towards  the  more  refran- 
gible end. 

In  these  experiments  minute  attention  to  the  purity  of  the 
substances  employed  is  indispensable  :  traces  of  foreign  substances 
inappreciable  to  ordinary  modes  of  analysis  occasionally  reveal 
themselves  by  their  absorptive  action  on  the  chemical  rays. 

Among  the  various  compounds  submitted  to  examination, 
the  fluorides  are  chemically  the  most  transparent ;  then  follow 
the  chlorides  of  the  metals  of  the  alkalies  and  alkaline  earths; 
the  bromides  are  less  diactinic,  and  the  iodides  show  a  striking 
diminution  in  this  respect.  The  group  most  remarkable  for  its 
absorptive  power  is  the  nitrates.  Nitric  acid,  whether  simply 
dissolved  in  water,  or  combined  with  bases,  has  a  specific  power  in 
arresting  the  chemical  rays ;  the  less  refrangible  portion  it  trans- 
mits freely,  but  intercepts  the  spectrum  abruptly  at  the  same 
point,  whatever  salt  be  employed,  provided  the  base  be  diactinic. 
The  chlorates,  it  may  be  remarked,  are  strongly  diactinic. 

Glass,  even  in  very  thin  layers,  absorbs  the  whole  of  the 
more  refrangible  rays.* 

Diactinic  bases,  when  united  with  diactinic  acids,  usually 
furnish  diactinic  salts :  but  such  a  result  is  not  uniform  :  the 
silicates  are  none  of  them  as  transparent  as  silica  itself  in  the 
form  of  rock  crystal.  Again,  hydrogen  is  eminently  diactinic, 
and  iodine  vapour,  notwithstanding  its  deep  violet  colour,  is  also 
largely  diactinic ;  but  hydriodic  acid  gas  is  greatly  inferior  to 
>  either  of  them. 


*  A  hasty  consideration  of  these  experiments  might  lead  to  the  conclusion 
i  that  lenses  of  quartz,  or  of  water  enclosed  in  quartz,  would  be  far  superior  to 
I  those  of  glass  in  ordinary  use  by  the  photographer  This,  however,  is  not  the 
I  fact.  Glass  is  very  transparent  to  the  less  refrangible  portion  of  the  chemical 
I  rays,  extending  beyond  the  violet  end  of  the  visible  spectrum  to  a  distance  as 
1  much  beyond  the  line  H  as  the  red  end  of  the  spectrum  is  below  it ;  and  these 
I  rays  are  precisely  the  most  abundant  and  powerl'ul  chemical  rays  in  the  solar 
>  spectrum,  which  contains  but  few  rays  of  a  refrangibility  much  beyond  this 
;  point,  whereas  in  the  electric  arc  these  highly  refrangible  rays  predominate 
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The  same  substance,  however,  whatever  may  be  its  physical 
form,  whether  solid,  liquid,  or  gaseous,  preserves  its  character  ; 
no  chemically  opaque  solid,  though  transparent  to  light,  be- 
coming transparent  photographically  by  liquefaction  or  volatili- 
zation; and  no  transparent  solid  being  rendered  chemically 
opaque  by  change  of  form.  Hence  it  is  obvious  that  this  opacity 
or  transparency  is  intimately  connected  with  the  atomic  or 
chemical  character  of  the  body,  and  not  merely  with  its  state  of 
aggregation.  Although  the  absorption  of  the  chemical  rays 
varies  greatly  in  the  different  gases,  which  therefore  in  their 
action  display  an  analogy  to  their  effects  upon  radiant  heat,  yet 
those  gases  which  absorb  the  rays  of  heat  most  powerfully  are 
often  highly  transparent  to  the  chemical  rays,  as  is  seen  in  the 
case  of  aqueous  vapour,  of  carbonic  anhydride,  cyanogen,  and 
olefiant  gas,  all  of  which  are  compound  substances,  not  chemical 
elements.  Compounds  as  compounds  do  not  appear  to  act  more 
energetically  as  absorbents  than  simple  bodies. 

The  abrupt  termination  of  the  chemical  spectrum  in  coal-gas 
is  remarkable  :  in  that  case  the  absorption  appears  to  be  due,  not 
to  the  permanent  gases,  but  to  the  vapours  of  benzol,  and  other 
heavy  hydrocarbons  that  it  contains. 

In  the  case  of  reflection  from  polished  surfaces,  the  metals 
were  found  to  vary  in  the  quality  of  the  rays  reflected  ;  gold  and 
lead,  although  not  the  most  brilliant,  reflecting  the  chemical  rays 
more  uniformly  than  the  brilliant  white  surface  of  silver  and 
speculum  metal. 

Stokes  {Phil.  Trans.  1862,  606)  has  pursued  this  investi- 
gation in  a  different  manner;  instead  of  photographing  the 
spectra,  he  submitted  them  to  ocular  inspection,  by  receiving  the 
invisible  rays  upon  a  fluorescent  screen. 

He  found  that  the  vegetable  alkaloids  and  the  glucosides  are, 
almost  without  exception,  intensely  opaque  for  a  portion  of  the 
invisible  rays  absorbing  them  with  an  energy  comparable,  for  the 
most  part,  to  that  with  which  colouring  matters,  such  as  indigo 
or  madder,  absorb  the  visible  rays.  The  mode  of  absorption  is 
also  generally  highly  characteristic  of  each  compound,  and  fre- 
quently very  different  in  the  same  body,  according  as  it  is 
examined  in  an  acid  or  an  alkaline  solution.  In  the  examination, 
a  small  cell,  with  parallel  faces  of  quartz,  or  sometimes  a  wedge- 
shaped  vessel,  with  its  inclined  faces  also  of  quartz,  was  employed. 
The  cell  being  filled  with  the  solvent,  water,  dilute  acid,  dilute  am- 
monia, or  alcohol,  &c.,  a  minute  quantity  of  the  substance  under  t| 
trial  is  introduced,  and  the  absorptive  effects  exerted  are  watched 
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as  the  substance  grarlunlly  undergoes  solution.  Fig.  Ill, 
below,  is  taken  from  Stokes's  paper.    The  bold  lines  of  alu- 

FlG.  III. 


'minium,  zinc,  and  cadmium,  are  given  as  points  of  reference  ; 
the  border  on  the  left  is  the  limit  of  the  red  light  visible  on  the 
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screen.  The  dotted  line  in  the  figure  for  sesculin  denotes  the 
commencement  of  the  fluorescence,  which  is  situated  near  the 
line  G  of  the  solar  spectrum,  the  luminous  portion  of  which  does 
not  extend  beyond  the  termination  of  the  first  portion  of  the 
spectrum  of  pipcrine.  Stokes  remarks  that  in  the  figure  the 
shading  merely  represents  the  general  effect,  the  gradation  of 
illumination  not  having  been  registered ;  and  although  the 
central  parts  of  the  maxima  of  transparency  are  left  white,  in 
reality  there  is  almost  always  some  absorption.  The  effect  of 
acids  and  alkalies  on  the  glucosides  presents  one  uniform  feature  : 
when  a  previously  neutral  solution  is  rendered  alkaline,  the 
absorption  begins  somewhat  earlier,  when  rendered  acid  somewhat 
later,  than  in  a  neutral  solution. 

(127  t)  Pliotograpfnc  Spectra  of  the  Elements. — Equally  inte- 
resting are  the  results  obtained  by  examining  the  spectra  pro- 
duced by  varying  the  nature  of  the  metallic  electrodes  employed 
as  terminals  to  the  secondary  wires  of  the  induction-coil. 
Wheatstone  showed  many  years  ago  that  the  visible  spectrum  of 
each  metal  is  perfectly  characteristic  when  electro-magnetic 
sparks  are  transmitted  between  two  surfaces  of  the  metal ;  and  I 
have  found  that  the  same  thing  is  equally  true  of  the  invisible 
portion  of  the  spectrum. 

Even  the  various  gaseous  media  become  so  intensely  heated 
by  the  passage  of  the  electric  spark,  that  they  furnish  photo- 
graphic spectra,  each  of  which  is  characteristic  of  the  body 
which  occasions  it,  and  when  the  electric  discharge  of  the 
secondary  coil  becomes  intensified  by  use  of  the  Leydeu  jar,  the 
sparks  not  only  produce  the  spectra  due  to  the  metals,  but  to  the 
gaseous  medium  in  which  the  electrodes  are  immersed  ;  so  that  a 
mixed  spectrum  is  the  result.  The  spectra  produced  by  the 
metals  are  characterized  by  bands  of  which  the  extremities  only 
are  visible  ;  whilst  the  gaseous  spectra  yield  continuous  lines 
which  traverse  the  whole  width  of  the  spectrum.  When  a  com- 
pound gas  is  made  the  medium  of  the  electric  discharge,  the 
spectra  produced  are  those  of  the  elemeatary  components  of  the 
gas.  It  seems  as  though  at  these  intense  temperatures  chemical 
combinations  were  impossible  ;  and  at  temperatures  as  intense  as  i 
those  obtained  in  the  voltaic  arc,  oxygen  and  hydrogen,  chlorine 
aud  the  metals  probably  all  coexist  in  a  separate  form,  though 
mechanically  intermingled. 

The  spectrum  produced  by  the  ignition  of  a  solid  or  a  liquid 
always  yields  a  continuous  baud  of  light,  containing  rays  of  all 
degrees  of  refrangibility  ;  but  the  same  body,  when  converted 
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into  vapour,  produces  a  spectrum  consisting  of  a  series  of  bright 
bauds  of  particular  colours,  separated  from  each  other  by  in- 
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tervals  more  or  less  completely  dark,  incandescent  gaseous  bodies 
emitting  rays  of  certain  definite  refrangibilities  only  (109). 

From  the  striped  character  of  the  photographic  spectra,  it  is 
obvious  that  the  vibrations  are  emitted  from  the  diflPerent  metals 
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in  the  form  of  vapour,  and  not  merely  in  that  of  detached  par- 
tides  projected  from  the  electrodes  by  disruptive  discharge. 

This  observation  may  give  some  idea  of  the  intensely  high 
temperature  attained  by  the  spark ;  since  it  is  observed  that  the 
higher  the  temperature,  the  more  refrangible  arc  the  vibrations. 
We  are,  indeed,  furnished  in  this  case  with  a  rude,  but  still, 
under  the  circumstances,  with  a  valuable  j)yrometric  means  of 
estimating  these  exalted  temperatures. 

Fig.  Tia  exhibits  a  few  of  the  spectra  of  the  metals  obtained 
by  the  secondary  spark,  contrasted  with  the  solar  spectrum  trans- 
mitted through  the  same  lens  and  prism  imder  similar  circum- 
stances :  the  spectra  of  oxygen,  nitrogen,  chlorine,  and  carbonic 
anhydi'ide,  produced  by  sparks  between  platinum  points,  are 
also  given  in  fig.  113.  Platinum  has  but  a  feeble  spectrum  of 
its  own  ;  and  it  does  not  appear  in  the  spectra  given  in  this 
figure. 

Fig.  113. 
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[12']  u)  Extinction  of  Chemical  Rays. — Bunsen  and  Roscoe 
[Phil.  Trans.  1857,  601)  have  made  experiments  on  the  absorbent 
power  of  chlorine  upon  the  chemical  rays  which  affect  the  com- 
bination of  a  mixture  of  chlorine  and  hydrogen.  They  find  that 
when  light  passes  through  a  medium  in  which  it  excites  chemical 
action,  a  quantity  of  light  is  absorbed  proportional  to  the  chemical 
effect  produced.  For  instance,  the  chemical  power  of  the  light  of 
a  coal-gas  flame  of  a  certain  intensity,  measured  by  its  activity  in 


127 


ABSORPTION  OF  CHEMICAL  KAYS. 


279 


producing  the  combination  of  chlorine  with  hydrogen,  was  found 
to  be  reduced  to  one- tenth  when  transmitted  through  a  column  of 
chlorine  6-8 ii  inches  (173™™')  in  depth;  if  the  chlorine  were 
diluted  with  an  equal  volume  of  air,  the  length  of  the  column 
required  to  produce  a  similar  absorption  was  exactly  double,  or 
1^  6 22  inches  (346™™").  But  when  a  mixture  of  equal  volumes 
of  chlorine  and  hydrogen  was  used,  the  depth  of  the  mixture 
which  was  required-  to  reduce  the  chemical  eflFect  of  the  light  to 
one-tenth  of  its  original  intensity  was  only  9'2i2  inches  (234™°^") ; 
hence  it  appears  that  a  certain  quantity  of  the  active  rays  are 
absorbed  during  the  production  of  a  given  chemical  effect. 

With  light  from  different  sources,  analogous  results  were  ob- 
tained, but  the  amount  absorbed  was  found  to  vary  with  the  source 
of  the  light.  For  instance,  the  diffused  zenith  light  of  a  cloudless 
sky  in  the  morning  was  reduced  to  one-tenth  of  its  intensity 
by  transmission  through  1795  inch  (45*6°'™'  of  chlorine,  and 
through  2*894  inches  (73'5™™')  of  a  mixture  of  chlorine  and 
hydrogen;  the  absorbent  action  of  chlorine  upon  the  chemical 
rays  of  diffused  daylight  being  much  more  energetic  than  on 
those  emitted  by  burning  coal-gas.  Observations  made  with 
evening  light  showed  that  a  depth  of  0776  inch  (197™'°")  of 
chlorine  was  sufl&cient  to  reduce  the  chemical  power  to  one-tenth 
of  that  possessed  by  the  incident  light.  The  relative  thickness 
of  the  stratum  of  chlorine  required  to  produce  an  equal  reduction 
in  the  chemical  power  of  the  incident  light  was  therefore  the 
following : — 

Inches.  Millimetres. 

A  flame  of  eoal  gas   6'8ii    .    .    .  173 

Eeflected  zenith  light  (morning)  .  .  I '795  .  .  .  45*6 
Reflected  zenith  light  (evening)  ...    0*770    ..    .  I9'7 

(i  27 It  was  stated  more  than  60  years  ago  by  Hitter, 
and  the  observation  was  confirmed  and  extended  by  Sir  J. 
Herschel,  that  the  two  ends  of  the  spectrum  produce  opposite 
chemical  effects,  though  the  violet  extremity  appears  greatly  to 
predominate  in  power.  If,  for  example,  paper  soaked  in  argentic 
nitrate  be  partially  blackened  by  exposure  to  diffused  daylight,  and 
then  submitted  to  the  action  of  the  solar  spectrum,  the  portion 
upon  which  the  violet  end  falls  speedily  becomes  much  darker, 
while  the  portion  beneath  the  red  rays  assumes  a  brick-red  hue. 
If  the  spectrum  be  thrown  upon  white  paper  coated  with  argentic 
nitrate,  and  diffused  daylight  be  allowed  at  the  same  time  to  fall 
upon  it,  the  spot  where  the  red  rays  fall  retains  its  whiteness, 
while  the  rest  of  the  paper  speedily  darkens.  It  thus  appears, 
that  by  combining  the  influence  of  two  rays  of  different  refran- 
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gibilities,  effects  are  producible  which  cannot  be  obtained  by  either 
ray  separately. 

Paper  soaked  with  argentic  nitrate  and  blackened  by  the  action  of  light,  if 
washed  over  with  a  solution  of  potassic  iodide,  becomes  gradually  bleached  when 
exposed  to  diffused  daylight.  If  the  solar  spectrum  be  allowed  to  fall  upon 
paper  thus  prepared,  whilst  moist,  and  before  it.  has  become  bleached,  the  part 
beneath  the  violet  end  is  quickly  bleached ;  but  this  effect  is  bounded  by  a  sharp 
border  in  the  yellow,  while  the  paper  under  the  red  end  becomes  darker.  The 
phenomena  of  phosphorescence  also  exhibit  similar  opposition  in  the  effects  pro- 
duced by  the  opposed  extremities  of  the  spectrum  (112). 

Claudet  {Phil.  Trans.  1847,  256)  found  that  an  iodized  Daguerreotype 
plate,  when  submitted  in  the  focus  of  a  camera  to  the  red  image  of  the  sun  as 
seen  through  a  London  fog,  became  subsequently  whitened  on  exposure  to  the 
vapour  of  mercury,  in  all  parts  except  in  the  track  traversed  by  the  image  of  the 
sun — ^this  portion  continued  to  be  perfectly  black.  In  another  experiment,  a 
plate  was  covered  with  black  lace,  and  exposed  to  diffused  daylight :  after  a  few 
minutes'  exposure,  the  lace  was  removed,  one-half  of  the  plate  was  then  covered 
with  an  opaque  screen,  the  other  half  with  a  red  glass,  and  the  exposure  was 
continued  for  a  short  time  :  in  the  mercury  box  the  red  half  continued  to  be  black,, 
whilst  on  the  other  portion  the  image  of  the  lace  was  distinctly  traced.  The 
photographic  effect  at  first  produced  over  the  whole  plate  had  in  fact  been  neu- 
tralized by  the  red  glass.*  A  pleasing  variation  of  the  last  experiment  wa& 
made  by  exposing  an  iodized  plate  to  diffused  daylight,  then  covering  it  with  a 
piece  of  black  lace,  and  screening  it  with  a  red  glass;  a  negative  picture  was 
now  developed  in  the  mercury  box,  the  red  glass  having  destroyed  all  photo- 
graphic action  except  on  those  parts  screened  by  the  lace.  Orange  and  yellow 
glasses  give  similar  results.  After  exposing  a  plate  to  daylight,  and  then  sub- 
mitting it  to  the  action  of  light  passing  through  red  glass,  it  again  becomes 
sensitive  to  light,  so  that,  as  Claudet  observes,  it  is  no  longer  needful  to  pre- 
pare the  plates  in  a  dark  chamber,  since,  if  placed  beneath  a  covering  of  red 
glass,  they  are  always  ready  for  immediate  use — even  though  subsequently  to 
their  preparation  they  may  have  been  for  some  time  exposed  to  solar  light. 

But  though  the  red  and  yellow  glass  have  the  power  of  completely  coun- 
teracting the  effect  of  the  radiation  of  the  more  refrangible  rays,  they  have  a 
peculiar  effect  of  their  own.  The  neutralizing  power  of  the  red  ray  is  exerted 
more  slowly  than  the  photographic  effect  of  the  white  light,  nearly  in  the 
proportion  of  100  to  i  ;  that  of  the  yellow  ray  was  found  to  be  about  that  of 
10  to  I. 

From  the  foregoing  remarks,  it  is  evident  that  the  colour  of  objects  must 
exert  a  material  influence  upon  the  nature  of  the  photographic  image  produced. 
Eeds  and  yellows,  from  the  want  of  chemical  energy  in  the  less  refrangible  por- 
tion of  the  spectrum,  will  be  characterized  by  absence  of  photographic  action  in 
the  image,  and  will  be  represented  by  black  spots,  which  often  produce  singular 
disfigurement  in  portraits.  Yellow  freckles,  for  instance,  on  the  skin  of  the 
face  are  accurately  copied,  but  are  depicted  in  the  portraits  as  black  spots. 
Much  judgment  and  knowledge  are  therefore  required  in  selecting  a  dress  of  a 
colour  which  is  adapted  to  produce  a  suitable  depth  and  contrast  o£  tint  in  the 
photograph.   

*  It  must  be  borne  in  mind  that  all  results  obtained  by  coloured  media  are 
liable  to  ambiguity,  for  it  seldom  happens  that  the  light  transmitted  through 
them  is  homogeneous  (105) ;  the  effects  are  liable  to  become  complicated  from  the 
intermixture  of  results  produced  by  rays  from  different  parts  of  the  spectrum. 
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(137  w)  Action  of  the  Solar  Spectrum  on  Vegetable  Colours. — 
This  subject  has  beeu  particularly  examined  by  Herschel  {Phil. 
Trans.  J842,  188).  White  paper  coloured  with  various  vegetable 
juices  was  subjected  by  him  to  the  influence  of  the  prismatic 
spectrum,  and  in  some  cases  these  papers  were  washed  over  with 
solutions  of  metallic  salts.  The  following  are  the  most  important 
general  conclusions  which  may  be  drawn  from  these  expei'iments  : 
—  I.  That  the  action  of  light  is  in  almost  all  cases  of  a  nature 
to  obliterate  the  colour ;  or  if  it  does  not  entirely  bleach  it,  a 
faint  residual  tint  is  left,  upon  which  it  has  little  further  action. 
The  older  the  paper  or  the  tincture,  the  more  decided  is  this  re- 
sidual tint,  which  is  probably  the  result  of  an  oxidizing  action  upon 
the  colouring  material,  independent  of  the  action  of  light.  2.  The 
action  is  confined  to  luminous  rays  of  the  spectrum — offering  in 
this  respect  a  marked  difference  between  these  actions  and  those 
produced  upon  the  metallic  compounds.  3.  The  rays  which  are 
most  effective  in  destroying  a  given  tint  are  in  many  cases  those 
which  are  complementary  (105)  to  the  tint  destroyed.  Orange- 
yellows,  for  instance,  are  bleached  most  powerfully  by  the  blue 
rays :  blues  by  the  red,  orange,  and  yellow  rays ;  and  purples 
and  pinks  by  the  yellow  and  green  rays. 


CHAPTER  V. 

HEAT. 

§  I.  Expansion. — Measurement  of  Temperature. — §  II.  Means  of 
maintaining  Equilibrium  of  Temperature. — §  III.  Specific 
Heat,  Latent  Heat. — §  lY.  Heat  of  Combination. 

(128)  General  Effects  of  Heat. — Upon  the  due  understanding 
of  the  principles  and  applications  of  heat,  much  of  the  successful 
prosecution  of  chemical  research  depends.  There  is  scarcely  a 
chemical  operation  in  which  heat  is  not  either  emitted,  absorbed, 
or  purposely  applied  to  produce  the  required  result.  Heat  in  one 
mode  of  its  manifestation  presents  the  closest  analogy  with  light, 
-which  it  very  generally  accompanies.  In  this  condition  it  is  known 
as  radiant  heat :  and  it  is  iu  this  form  that  the  supply  of  heat 
is  transmitted  from  the  sun  to  the  surface  of  the  earth. 

It  is,  however,  after  heat  has  fallen  upon  the  surface  of  an 
object  and  has  become  absorbed,  that  its  most  important  effects 
are  manifested.    It  is  only  then  that  the  sensation  of  warmth  is 
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experieuced  ;  then  it  is  that  expansion  takes  place  in  the  heated 
body ;  and  it  is  then  only  that  the  phenomena  of  liquefaction  or 
of  evaporation  may  ensue.    Heat  may  also,  after  its  absorption,  | 
be  again  transmitted  from  the  heated  body,  by  secondary  radiation,  ' 
to  other  objects  around,  or  it  can  be  propagated  more  slowly  by 
conduction  from  particle  to  particle  through  the  mass.  \ 

Other  most  important  effects  of  heat  are  seen  in  the  change  I 
of  state  in  bodies  from  the  solid  to  the  liquid  and  from  the  liquid  i 
to  the  gaseous  condition.    Whenever  a  solid  becomes  liquid,  or  | 
a  liquid  becomes  converted  into  vapour,  the  change  is  attended  | 
with  the  disappearance  of  a  quantity  of  heat,  which  is  perfectly  ' 
definite ;  for  instance,  a  pound  of  ice  in  undergoing  liquefaction  j 
always  requires  the  same  quantity  of  heat  to  produce  this  effect ;  ; 
the  water  obtained  appears  to  be  no  warmer  than  the  ice ;  but  1 
the  heat,  though  it  for  a  time  ceases  to  affect  the  senses,  is  not 
lost,  for  it  reappears  when  the  water  passes  back  into  the  state 
of  ice.    The  heat  which  disappears  in  liquefaction  is  said  to  have 
become  latent  ;  and  it  again  becomes  sensible  as  the  solid  condi- 
tion is  resumed.     Finally,  it  is  found  that  the  quantity  of  heat 
produced  by  the  chemical  actions  of  definite  amounts  of  matter 
upon  each  other  is  definite,  whether  the  chemical  action  occur 
rapidly  or  slowly. 

In  considering  the  relations  of  heat,  the  subject  may  therefore 
naturally  be  subdivided  into  four  sections  : — 

The  first  of  these  embraces  the  phenomena  of  expansion,  and 
their  application  to  the  measurement  of  temperature,  including  the  i 
principle  of  the  thermometer  and  the  pyrometer :  the  second  refers  j 
to  the  modes  in  which  the  equilibrium  of  temperature  is  sustained  J 
or  restored — viz.,  by  conduction,  by  convection,  and  by  radiation  j 
as  well  as  the  phenomena  of  specific  heat :  the  third  relates  to  < 
the  latent  heat  of  liquefaction  and  vaporization,  including  the 
processes  of  congelation  and  liquefaction,  and  those  of  ebullition  I 
and  evaporation  :  whilst  the  fourth  embraces  heat  of  combination, 
or  the  quantitative  estimation  of  the  heat  evolved  by  chemical  i 
action.  : 

Before  passing  to  the  immediate  consideration  of  these  sub-  • 
jects,  it  will  be  advantageous  to  review  briefly  the  principal  ! 
means  at  our  command  for  procuring  a  supply  of  heat  by  arti-  j 
ficial  means.  I 

(129)  Sources  of  Heat. — i.  The  sun  obviously  affords  the  i 
main  supply  of  warmth  to  the  globe.  It  may  furnish  some  aid  \ 
towards  a  conception  of  the  enormous  amount  of  heat  continually  ; 
emanating  from  the  sun^  when  we  state  that,  calculating  from  the  i 
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mean  distance  of  the  earth  from  the  sun,  and  from  the  area  which 
the  earth  exposes  to  the  solar  rays,  the  quantity  of  heat  which 
reaches  the  earth  is  not  at  any  given  moment  more  than  the  two 
thousand  three  hundred  and  eighty  millionth  part  of  that  ema- 
nating from  the  sun. 

2.  There  are,  however,  many  other  sources  v  hence  heat  may 
be  procured.  Friction  is  one  of  them.  Some  savage  nations 
employ  the  friction  of  two  pieces  of  dry  wood  as  a  means  of 
obtaining  fire  ;  and  it  is  known  among  ourselves  that  the  axles 
of  wheels  and  other  parts  of  machinery  sliding  in  contact  some* 
times  become  so  ujuch  heated  as  to  char  or  ignite  the  woodwork 
in  their  immediate  vicinity. 

Ill  order  to  obtain  some  ide;i  of  the  amount  of  beat  produced  by  friction,  the 
following  experiments  were  instituted  by  Count  Eumford  { Phil.  Trans.  1 7 98, 80) : 
— A  brass  cannon,  weighing  1131b.,  was  made  to  revolve  horizontally  with  a 
pressure  of  about  10,000  lb.  against  a  blunt  steel  borer,  at  the  rate  of  32  revo- 
lutions per  minute ;  in  half  an  hour  the  temperature  of  the  metal  had  risen  from 
15°  C.  to  55°;  this  heat  would  have  been  sufficient  to  have  raised  _5  lb.  of 
water  from  0°  to  100°  C.  The  experiment  was  subsequently  varied  by  placing 
the  cannon  in  a  vessel  of  water,  and  friction  was  again  applied ;  in  this  case, 
i8|ib.  of  water  at  15°  C.  were  actually  made  to  boil  in  two  hours  and  a  half. 
The  heat  thus  obtained  was  calculated  by  Count  Rumford  to  be  somewhat  greater 
than  that  given  out  during  the  same  period  by  the  burning  of  nine  wax  candles 
each  I  inch  in  diameter. 

One  of  the  most  remarkable  proofs  of  the  generation  of  heat 
bv  friction  was  afforded  in  an  experiment  by  Davy,  in  which  two 
pieces  of  ice,  made  to  rub  against  each  other  in  vacuo,  at  a  tem- 
perature below  0°  C,  were  melted  by  the  heat  developed  at  the 
surfaces  of  contact. 

The  experiments  of  Joule  [PIdl.  Trans.  1850,  61)  appear  to 
show  that  the  actual  quantity  of  heat  developed  by  friction  is 
dependent  simply  upon  the  amount  of  work  expended,  without 
regard  to  the  nature  of  th6  substances  rubbed  together.  He  found, 
as  a  mean  of  forty  closely  concordant  experiments,  that  when  water 
was  agitated  by  means  of  a  horizontal  brass  paddle-wheel,  made 
to  revolve  by  the  descent  of  a  known  weight,  the  temperature  of 
1  lb.  of  water  was  raised  1°  P.  by  the  expenditure  of  an  amount 
of  work  sufficient  to  raise  7727  lb.  i  foot  high.  When  cast- 
iron  was  rubbed  against  iron,  the  work  required  to  raise  i  lb.  of 
water  1°  P.  was  found,  as  a  mean  of  twenty  experiments,  to  be 
about  775  foot  pounds;  and  hy  the  agitation  of  mercury  by 
means  of  an  iron  paddle-wheel  it  was  found  to  be  774  foot 
pounds. 

The  conclusion  drawn  from  these  experiments  was — that  the 
quantity  of  heat  capable  of  raising  the  temperature  of  1  lb.  of 
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water  (between  55°  and  60°)  by  1°  F.  requires  for  its  evolution 
the  expenditure  of  work  adequate  to  lift  772  lb.  i  foot.  This 
may  be  expressed  in  terms  of  the  metrical  system  as  follows  :— 
A  unit  of  heat,  or  the  heat  capable  of  raising  i 
^^^4-  gramme  of  water  1°  C,  is  equivalent  to  work  re- 
quired to  lift  423-55  grammes  through  a  height 
of  J  metre. 

The  apparatus  employed  in  the  determination  of  the  amount 
of  heat  given  out  during  the  I'riction  of  water  consisted  of  a  brass 
paddle-wheel  furnislied  with  eight  sets  of  vanes,  revolving  be- 
tween four  sets  of  stationai-y  vanes.  Fig.  114,  No.  1,  shows  a 
vertical  .section  of  tlie  paddle,  and  No.  2  a  transverse  section  of 
the  vessel  and  paddle.  This  paddle  was  fitted  securely  into  a 
copper  vessel,  c,  fig.  115,  provided  with  a  lid  in  wliich  were  two 
apertures,  one  allowing  tlie  passage  of  the  axis  without  actual 
contact  with  it,  the  otiier  t,  for  the  insertion  of  the  thermometer 
graduated  to  hundredtlis  of  a  degree  F.  A  weighed  quantity  of 
water  was  introduced  into  the  vessel,  or  calurimeter,  c,  and  its 
temperature  ascertained  with  minute  precision.  The  amount  of 
heat  produced  was  ascertained  by  again  observing  the  tempe- 
rature of  the  water  in  c,  with  the  same  precision,  at  the  close 
of  each  experiment.  In  order  to  prevent  loss  of  heat  by  con- 
duction, the  vessel  was  supported  upon  a  wooden  stool,  and  con- 
nected by  a  piece  of  boxwood,  h,  with  the  apparatus  for  producing  rotation. 
Motion  was  given  to  the  axis  by  the  descent  of  two  leaden  weights,  one  of  which 
is  shown  at  W,  fig.  115.    These  weights  were  suspended  by  strings  over  two 
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Fig.  115. 


wooden  pulleys,  one  of  which  is  shown  at  p,  resting  on  friction  rollers,  /.  /, 
and  the  pulleys  were  oonnected  by  fine  twine  with  the  roller  r,  which,  by  means 
of  a  pin,  could  be  readily  connected  with,  or  detached  from  the  calorimeter,  c. 
The  descent  of  the  weights  was  measured  on  the  scale,  s. 
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A  similar,  but  smaller  apparatus,  made  of  iron  instead  of  brass,  with  six 
rotatorj'  and  eight  stationary  vanes,  was  used  for  measuring  the  heat  produced 
by  the  friction  of  mercury.  The  apparatus  for  measuring  the  heat  produced  by 
the  friction  of  solids,  consisted  of  a  vertical  axis  carrying  a  bevelled  cast-iron 
wheel,  against  which  a  stationary  bevelled  wheel  was  pressed  by  a  lever ;  the 
wheels  were  enclosed  in  a  cast-iron  vessel  filled  with  mercury. 

The  rise  of  temperature  in  each  experiment  amounted  in  the  case  of  water  to 
nbouto°*3i3  C.,oro°'563  F.  In  the  case  of  mercury,  the  mean  rise  during  each 
experiment  in  one  series  was  i°'339  C,  or  2°-4i  F.,  and  in  case  of  cast-iron,  it 
was  2°-39  C,  or  4'''3  F. 

3.  Percussion,  which  is  a  combiaation  of  friction  and  com- 
l)ression,  is  a  method  of  eliciting  heat  which  is  frequently  prac- 
tised, as  is  seen  in  the  use  of  the  common  steel  and  flint,  where 
the  compression  developes  heat  enough  to  set  fire  to  the  detached 
portions  of  steel.  In  firing  iron  shot  against  an  iron  target,  as  in 
the  artillery  trials  at  Shoeburyness,  a  sheet  of  flame  is  commonly 
seen  at  the  moment  of  the  collision,  owing  to  the  arrest  of  motion 
in  tbe  projectile,  and  its  manifestation  in  the  form  of  heat.  Mr. 
Whitworth  has  indeed  employed  iron  shells  which  are  exploded 
simply  by  the  heat  developed  by  the  concussion  on  striking  the 
sm-face  of  the  iron  target.  It  is  a  practice  not  uncommon  among 
blacksmiths,  to  show  their  agility  and  dexterity  by  hammering  a 
piece  of  cold  iron  on  the  anvil  until  it  becomes  red-hot  from  the 
heat  produced  by  compression.  It  is,  however,  remarkable  that 
iron  once  treated  in  this  way  cannot  again  be  made  red-hot  by 
hammering  unless  it  has  been  subsequently  heated  in  the  forge. 
Many  other  similar  instances  might  be  adduced  ;  in  the  rolling  of 
brass  and  of  copper,  for  example,  the  bars,  as  they  issue  from  the 

:  rollers,  between  which  they  have  been  subjected  to  enormous 
pressure,  become  much  heated,  although  they  were  quite  cold 
■  when  they  entered  the  rolling  mill. 

4.  Another  source  usually  resorted  to  for  procuring  heat  arti- 
1  ficially  is  chemical  action.  Whenever  this  occurs  with  great  in- 
1  tensity,  heat  is  evolved,  and  it  is  very  generally  accompanied  by 
I  evolution  of  ligh*;,  of  which  a  common  fire  aff'ords  the  best 
]  practical  illustration.  The  chemical  actions  which  are  constantly 
j  going  on  in  living  animals  are  also  never-ceasing  sources  of  a 
1  regulated  emission  of  heat,  and  they  differ  only  from  those  of  the 
t  furnace  in  the  more  moderate  and  subdued  amount  of  heat  gene- 
1  rated  in  a  given  time  and  in  a  given  space.  The  quantity  of  heat 
I  generated  by  the  combination  of  definite  weights  of  the  bodies 
'.which  unite  is  perfectly  definite  in  amount,  depending  only  on 
'  the  quantity  and  quality  of  the  substances  entering  into  combi- 
1  nation.     (199  et  seq.) 

5.  Accumulated  electricity  is  another  source  of  intense  heat. 
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6.  In  addition  to  the  above-mentioned  sources  of  heat,  Pouillct 
(Ann.  Chim.  Phys.  1822  [2],  xx,  141)  has  shown  that  the  simple 
act  of  mohtening  any  dry  substance  is  attended  with  slight  yet 
uniform  disengagement  of  heat.  With  bodies  of  mineral  origin, 
when  reduced  to  a  fine  powder  with  a  view  of  increasinj^  the  extent 
of  surface,  the  rise  of  temperature  does  not  exceed  from  o°-3  to 
1  C. ;  but  with  some  vegetable  and  animal  substances,  such  as 
cotton,  thread,  hair,  wool,  ivory,  and  well-dried  paper,  a  rise  of 
temperature  varying  from  1°  to  even  6°.C.  has  been  observed. 

7.  Besides  these  sources  of  heat  there  can  be  no  doubt  of  the 
existence  of  a  nucleus  of  intensely  heated  matter  within  the  body 
of  the  earth  itself.  If  a  thermometer  be  buried  from  10  to  12 
metres  beneath  the  surface,  it  is  found  to  undergo  no  change 
with  the  alternations  of  the  seasons,  but  on  proceeding  to  greater 
depths  the  thermometer  is  found  to  rise  progressively,  though  not 
quite  imiformly  at  all  places.  If  it  be  assumed  that  on  the 
average  this  increase  of  temperature  is  1°  C.  for  every  29*3 
metres  of  descent,*  and  if  this  rate  of  progression  be  continued 
uniformly  as  the  depth  increases,  it  would  be  at  the  rate  of  55°  C. 
or  100°  F.  per  mile ;  so  that  at  a  depth  of  a  mile  and  a  half  the 
temperature  would  be  as  high  as  that  of  boiling  water,  and  at 
the  depth  of  40  miles,  a  temperature  of  2204°  C.  (4000°  F.)  would 
be  attained,  consideral)ly  beyond  the  melting  point  of  cast-iron  or 
even' of  platinum.  The  existence  of  this  central  heat,  which  rises 
to  a  degree  sufficiently  high  to  fuse  the  rocky  constituents  of  the 
earth's  crust,  is  abundantly  manifested  in  the  torrents  of  melted 
lava  which  are  from  time  to  time  poured  forth  in  volcanic 
eruptions ;  and  the  occurrence,  at  great  depths,  of  rocks  Avhich 
bear  evident  marks  of  igneous  action,  attests  the  high  tempera- 
ture of  the  interior  of  the  earth. 

(130)  Nature  of  Heat — Mechanical  Theory  of  Heat. — Two 
principal  views  of  the  nature  of  heat  have  been  entertained  since 
experimental  science  has  been  actively  cultivated.  One  of  those 
views,  which  is  supported  chiefly  by  the  phenomena  of  latent  heat 
and  chemical  combination,  regards  heat  as  an  extremely  subtle 
material  agent,  the  particles  of  which  are  endowed  with  high  self- 
repulsion,  are  attracted  by  matter,  but  are  not  influenced  by 

*  Cordier  considers  1°  C.  in  25  metres,  or  1°  P.  in  45  feet,  not  too  Iiigh  an 
estimate.  In  two  shafts  of  the  depth  of  2000  feet,  one  near  Durham  and  the 
other  near  Manchester,  the  temperature  increases  1°  F.  for  65  to  70  feet; 
in  the  Saxon  argentiferous  lead  mines,  it  was  found  to  be  1°  in  65  feet,  and  the 
increase  of  temperature  observed  in  boring  the  well  of  Grenelle  at  Paris  was  1°  in 
60  feet. — Lyell,  Princ.  Geol.  iitli  ed.  ii.  205. 
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gravity.  On  the  other  theory  heat  is  supposed  to  be  the  result 
of  molecular  motions  or  vibrations. 

The  latter  view  was  powerfully  advocated  by  Count  Rumford, 
and  by  Davy,  who,  in  the  early  part  of  the  present  century,  insti- 
tuted an  important  series  of  experiments  upon  the  production  of 
heat  by  friction.  Many  philosophers  were  subsequently  induced 
to  adopt  the  theory  of  the  vibratory  nature  of  heat  as  maintained 
by  these  eminent  men.  The  opinions  of  Davy  upon  this  subject 
are  thus  stated  by  him  in  his  treatise  on  Chemical  Philosophy,  p.  95. 
'  It  seems  possible  to  account  for  all  the  phenomena  of  heat,  if  it 
be  supposed  that  in  solids  the  particles  are  in  a  constant  state  of 
vibratory  motion,  the  particles  of  the  hottest  bodies  moving  with 
the  greatest  velocity, and  through  the  greatest  space;  that  in  liquids 
and  elastic  fluids,  besides  the  vibratory  motion,  which  must  be  con- 
ceived greatest  in  the  last,  the  particles  have  a  motion  round  their 
own  axes,  with  difi"erent  velocities,  the  particles  of  elastic  fluids 
moving  with  the  greatest  quickness ;  and  that  in  etherial  substances 
the  particles  move  round  their  own  axes,  and  separate  from  each 
other,  penetrating  in  right  lines  through  space.  Temperature  may 
be  conceived  to  depend  upon  the  velocities  of  the  vibrations ;  in- 
crease of  capacity,  on  the  motion  being  performed  in  greater  space; 
and  the  diminution  of  temperature  during  the  conversion  of  solids 
into  fluids  or  gases,  may  be  explained  on  the  idea  of  the  loss  of 
vibratory  motion,  in  consequence  of  tlie  revolution  of  particles 
round  their  axes,  at  the  moment  when  the  body  becomes  fluid  or 
aeriform,  or  from  the  loss  of  rapidity  of  vibration  in  consequence 
of  the  motion  of  the  particles  through  greater  space.^ 

The  experiments  of  Joule  on  the  definite  amount  of  heat  de- 
veloped by  friction  {Phil.  Trans.  1 850,  61)  have  recalled  the  atten- 
tion of  philosophers  to  these  views ;  and  the  mathematical  theory 
of  heat  propounded  by  S.  Carnot,  in  accordance  with  them,  has 
undergone  recent  revision,  particularly  by  Mayer,  Clausius,  Ran- 
kine,  and  Sir  W.  Thomson,  in  consequence  of  which  the  hypo- 
thesis involved  in  the  term  the  mechanical  theory  of  heat  has  been 
favourably  received.  Upon  this  view,  although  the  ideas  of  Davy 
quoted  above  have  been  adopted  with  extensions  and  modifica- 
tions by  some  writers,  it  is  not  necessary  to  assume  the  particular 
kind  of  motion  in  the  interior  of  bodies  which  may  be  conceived 
to  be  the  cause  of  the  peculiar  phenomena  of  heat,  but  only  to 
1  suppose  that  a  motion  of  the  particles  exists,  and  that  the  heat 
:  is  a  measure  of  the  kinetic  energy  of  this  motion.  The  important 
principle  of  the  theory  is  this  : — In  all  cases  where  mechanical  work 
I  is  produced  by  heat,  a  quantity  of  heat  is  used  tip,  proportional  to 
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the  work  done  :  and,  conversely,  the  same  quantity  of  heat  can  he 
again  generated  by  the  expenditure  of  just  so  much  mechanical  effect. 

Tyndall,  in  his  work  on  Heat  considered  as  a  Mode  of  Motion, 
has  applied  the  mechanical  theory  of  heat  to  the  explanation  of 
many  of  its  phenomena  with  great  ingenuity  and  clearness.  The 
chemical  considerations,  which  are  indeed  the  most  difficult  to 
reconcile  with  this  theory,  are,  however,  only  incidentally  touched 
upon  by  him.  A  simple  view  of  the  mathematical  considerations 
involved  is  given  in  B.  Stewart's  Elementary  Treatise  on  Heat, 
and  Maxwell's  Theory  of  Heat. 


§  I.  Expansion — measurement  of  temperature. 

(131)  Difference  between  Heat  and  Temperature. — The  effect 
of  a  hot  or  of  a  cold  substance  upon  our  sensations  enables  us  to 
distinguish  the  one  from  the  other;  but  the  impression  thus 
produced  is  only  comparative,  and  affords  no  exact  criterion  of 
the  amount  of  heat,  the  sensation  produced  being  referable  to 
the  temperature  of  that  part  of  the  body  to  which  the  substance 
is  applied  at  the  particular  moment.  Heat  and  cold  are,  in  fact, 
merely  relative  terms ;  cold  implying  not  a  negative  quality  anta- 
gonistic to  heat,  but  simply  the  absence  of  heat  in  a  greater  or 
less  degree.  It  is  singular  that  intense  cold  produces  the  same 
sensation  as  intense  heat ;  and  a  freezing  mixture,  as  well  as 
boiling  water,  will  blister  the  part  to  which  it  is  applied. 

Heat  produces  no  alteration  in  the  weights  of  bodies ;  conse- 
quently the  balance  cannot  be  employed  as  a  measure  of  its 
amount.  All  bodies,  however,  when  heated,  acquire  an  increase 
in  volume,  and  return  to  their  original  volume  in  cooling,  and 
the  measure  of  the  amount  of  expansion  is  universally  employed 
as  the  measure  of  temperature. 

It  is  necessary  to  draw  a  distinction  between  the  terms  heat 
znA.  temperature,  which  are  applied  to  indicate  very  different  things. 
By  the  term  heat  is  meant,  in  philosophical  language,  the  power, 
whatever  it  be,  which  excites  in  us  the  sensation  of  warmth ; 
temperature  is  a  measure  of  the  tendency  of  a  body  to  impart 
heat  to  other  bodies :  bodies  are  at  equal  tempei'atures  when 
neither  transfers  heat  to  the  other.  If  two  or  more  masses  of 
matter,  of  the  same  or  of  different  kinds,  such  as  mercury,  oil, 
water,  or  spirit  of  wine,  when  brought  into  contact  with  a  ther- 
mometer, cause  the  mercury  which  this  instrument  contains  to 
stand  at  the  same  point,  they  are  said  to  have  the  same  tempe- 
rature.   But  the  temperature  of  a  body  affords  no  indication  of 
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the  actual  qiiautity  of  heat  wliich  it  contains.  A  pint  of  spring 
water  may  raise  a  thermometer  to  the  same  degree  as  a  gallon  of 
the  same  water,  though  it  is  obvious  that  the  larger  quantity  of 
the  liquid  contains  the  greater  amount  of  heat.  Again,  suppose 
a  thermometer  to  stand  in  water  at  40°  in  one  instance,  and  at 
80°  in  another,  in  equal  quantities  of  the  liquid ;  it  would  be  a 
mistake  to  suppose  that  in  the  latter  case  the  water  is  twice  as 
hot  as  in  the  former.  The  zero  of  the  thermometer  scale  is  an 
arbitrary  point;  the  temperature  of  a  body  which  contained  no 
heat  or  the  zero  of  a  perfect  thermometer  scale  would  be  —273°  C. 
or  -459°-4  F. 

(132)  Expansion  of  Solids. — Solids,  as  might  be  expected  from 
the  cohesion  among  the  particles,  expand  less  for  equal  elevations 
of  temperature  than  either  liquids  or  gases.  Solids  generally  ex- 
pand uniformly  in  all  directions,  and  on  cooling  return  to  their 
original  shape.  Lead,  however,  is  so  soft  that  its  particles  slide 
over  each  over  in  the  act  of  expansion,  and  do  not  return  to  their 
original  position.  A  leaden  pipe  of  a  few  feet  long,  if  used  for 
conveying  steam,  becomes  permanently  lengthened  by  some  inches 
in  a  short  time;  and  the  leaden  flooring  of  a  sink  which  often 
receives  hot  water,  becomes,  in  the  course  of  use,  thrown  up  into 
ridges  and  puckers. 

Mitscherlich  (Poggendorff's  Ann.  1827,  x.  137)  discovered  that 
all  those  crystals  which  possess  a  doubly  refracting  action  upon 
light,  expand  unequally  in  different  directions  when  heated. 
The  shape  of  a  crystal  of  calcareous  spar,  for  instance,  is  slightly 
altered  when  heated :  the  obtuse  angles  become  more  acute,  and 
the  inclination  of  the  faces  of  the  crystal  to  each  other  becomes 
lessened  8^'  by  an  elevation  of  temperature  from  0°  to  100°  C. 
The  crystal  elongates  most  in  the  direction  of  the  optic  axis,  and 
indeed  it  actually  contracts  at  the  same  time  in  directions  at 
right  angles  to  this.  Such  crystals,  however,  form  no  exception 
to  the  general  rule  that  the  volume  of  bodies  is  increased  by  heat. 
It  has  been  ascertained,  for  instance,  that  a  crystal  of  calc-spar 
increases  in  volume  between  0°  and  100°  C,  to  the  extent  of  i 
part  in  510. 

Different  solids  expand  very  unequally  for  equal  increase  of 
temperature :  zinc,  for  example,  expands  much  more  than  iron, 
and  iron  more  than  glass.  The  cubical  expansion  of  a  body  may 
be  obtained  very  nearly  by  multiplying  the  linear  expansion  (or 
expansion  in  length)  by  3.  The  following  table  gives  some 
measurements  of  the  expansion  both  in  length  and  in  volume 
which  is  experienced  by  various  solid  bodies  :— 
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Expansion  of  Solids. 


I  Part  at  0°  C.  or  32°  F. 


English  Flint  Glass 
Glass  tube  (French) 

Platinum  

Palladium 
Untempered  Steel  . 
Antimony 

Iron  

Bismuth  ... 

Gold  

Copper 
Brass 
Silver 

Tin  (East  India) 
Lead 

Zinc  


At  100°  C.  ( 
212°  F. 

become, 


I '000,8  II 
I  "000,87 1 
I  "000,884 
1001,000 
1001,079 
TOO  1, 083 
I"OOI,l82 
I '001,392 

i"ooi,466 
i"ODi,7i8 
I  "00 1, 866 
I  "oo  1 ,909 
I -001,937 
1  "002,848 

I"002,942 


Expansion, 
In  Length. 


1  in  1233 
I  in  1148 
I  in  1 131 
I  in  1000 


in 
in 
in 
in 
in 
in 
in 
in 
in 
in 
in 


926 

923 
846 

718 
682 
582 
536 
524 
516 

340 


In  Volume. 


Authority. 


I  m  411 

I  in  382 
I  in  377 

I  |n  333 
I  in  309 

I  in  307 

I  in  282 

I  in  239 

I  in  227 

I  in  194 

I  in  179 

I  in  175 

I  in  172 

I  in  117 

I  in  113 


Lav.  &  Liiplace 
)  Dulong 
)  and  Petit 
Wollaston 
Lav.  &  Laplace 
Smeaton 
Dulong  &  Petit 
Smeaton 
Lav.  &  Laplace 
Dulong  &  Petit 

Lavoisier 

and 
Laplace 

Smeaton 


The  following  results,  which  wei'e  obtained  by  Daniell,  with 
bars  heated  in  a  cylinder  of  baked  black-lead  ware,  and  measured 
by  his  pyrometer  scale  (140),  show  the  expansion  of  certain  solids 
at  high  temperatures.    {Phil  Ti'ans.  1841,  456.) 


Linear  Expansion  of  Solids. 


1,000,000  Parts  at  i6°  C.  or 
62°  F. 

At  100°  C.  or 
212°  F. 

At  sso"  C.  or 
662°  F. 

At  Fusing  Point. 

Black-lead  Ware  ... 

1000244 

1000703 

Wedgwood  Ware  ... 

1000735 

1002995 

Platinum  

1000735 

1002995 

1009926  maximum, 
(     but  not  fused. 

Iron  (Wrought) 

1000984 

1004483 

\  1018378  to  the  fusing 
\     point  of  cast-iron. 

Iron  (Cast)   

1000893 

1003943 

1016389 

Gold  

1001025 

1004238 

1024376 

Copper   

TOO  1430 

1006347 

Silver   

IOO1626 

1006886 

1020640 

Zinc  

1002480 

1008527 

1012621 

Lead  

1002323 

1009072 

Tin  

IOOI472 

1003798 

The  addition  of  heat  beyond  a  certain  point  overcomes  the 
cohesion  of  the  solid,  and  it  assumes  the  liquid  form.  The  tem- 
perature at  which  this  change  takes  place  varies  greatly  with  the 
nature  of  the  substance,  some  solids  melting  at  a  much  lower 
temperature  than  others. 

(133)  Expansion  of  Liquids. — Liquids  expand  much  more 
than  solids.    They  differ  also  in  expansibility  to  a  much  greater 


jj^.]  EXPANSION  OF  LIQUIDS. 

extent :  generally  the  most  volatile  are  most  expansible.  This 
is  remarkably  shown  in  the  case  of  the  liquids  obtained  by  the 
condensation  of  the  gases  (196)^  which  are  even  more  dilated  by 
heat  than  aeriform  bodies. 


Expansion  of  Liquids. 


At  0°  C.  or  32°  F. 

At  100°  C.  or 
212°  F. 

Expansion. 

Authority. 

1,000,000  parts  of  Mercury  become 
Water 
Oil 

„             Alcuhol  „ 

1.018,153 
1,046,600 
1,080,000 
1,111,000 

I  in  2r3  1 
I  in  i2'5  > 
I  in  9  ) 

Regnault 
IJalton 

It  has,  however,  been  found  that  in  many  liquids  of  analogous 
chemical  composition  the  expansion  is  very  nearly  uniform,  if  the 
comparison  be  made,  not  at  the  same  temperature,  but  at  cor- 
responding temperatures,  that  is  to  say,  at  equal  distances  from  the 
boiling  point,  the  point  at  which  cohesion  is  just  about  to  yield  to 
the  repulsive  action  of  heat.  The  same  thing  has  also  been  ob- 
served between  some  liquids  which  present  no  analogies  in  their 
nature,  as  was  originally  observed  by  Gay-Lussac  in  comparing 
the  expansion  of  alcohol  and  carbonic  disulphide.  The  subject 
has  more  recently  been  investigated  with  great  care  by  Pierre 
{Ann.  Chim.  Phys.  [3],  1845,  3^5  j  ^^47^  ^i^-  ^93'  1^47^ 
5;  1847,  xxi.  336;  1851,  xxxi.  118)  and  by  Kopp  {Pogg  Annul. 
1847,  Ixxii.  I  and  223;  Liebig's  Annul.  1855,  xciii.  157;  xciv. 
257;  and  xcv.  303).  In  most  instances  there  is  a  very  satis- 
factory agreement  between  the  results  obtained  by  these  observers 
upon  the  same  liquid.  Some  of  their  results  are  embodied  in 
the  following  table.  The  volume  of  each  liquid  at  its  boiling 
point  is  taken  at  10,000.  The  numbers  in  the  table  indicate  the 
volume  of  the  liquid,  first  at  40°  C.  below  the  boiling  point  of  each 
liquid,  and  again  at  a  still  lower  temperature,  70°  C.  below  that 
point ;  the  most  expansible  liquids  being  placed  first  in  the  table. 

The  expansion  of  the  different  liquids  used  in  these  experi- 
ments was  determined  by  enclosing  in  tubes  similar  to  those 
employed  for  thermometers,  known  volumes  of  the  liquid  at  a 
particular  temperature,  and  measuring  the  expansion  experienced 
in  each  case,  making  the  necessary  correction  for  the  dilatation 
of  the  glass  envelope.  In  fact,  a  number  of  thermometers  were 
prepared,  in  each  of  which  one  of  the  various  liquids  under 
experiment  Avas  substituted  as  the  expansible  material  in  place  of 
mercury. 
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Expansion  of  Liquids  at  Corresponding  Temperatures. 


V  UlUinU  all 

40°  C.  orya^F. 
below  boiling. 

Volume  at 
lo'-C.  or  126°  F 
below  boiling. 



Ob 
server. 

93°4 

Jr. 

0027 

0419 

0424. 

t9 

9430 

9064 

9431 

9065 

» 

9438 

907i5 

>) 

9446 

9065 

»> 

9445 

9084 

Kp. 

p. 

9452 

9091 

047=; 

01  '^O 
y  0^ 

J) 

9484 

9157 

)] 

9486 

9H5 

Kp. 

9497 

9164 

JJ 

9520 

9207 

9) 

9560 

9264 

J» 

9494 

0167 

P. 

9514 

9187 

9499 

9171 

J> 

9481 

9121 

»> 

9518 

9191 

3) 

9451 

9094 

^  00 
9400 

9536 

9225 

)> 

9503 

9192 

JJ 

9521 

9201 

JJ 

9536 

9215 

3J 

9547 

9247 

»> 

9553 

9247 

9» 

9560 

9256 

)J 

9562 

9264 

9> 

9620 

9353 

i> 

9627 

9340 

>J 

9747 

9627 

>» 

10,000  Parts  of  the  following  Liquids 
at  their  own  iJoiling  Points. 


Ether  

Silicic  chloride   

Ethyl  chloride   

Ethyl  acetate  

Ethyl  formiate 
Methyl  acetate 
Methyl  butyrate  ... 

I  Ethyl  butyrate 

(  Methyl  valerate  ... 

(  Methyl  bromide 
(  Ethyl  bromide 

<  Stannic  chloride 

I  Phosphorous  chloride 

Benzol  

! Butyric  acid   
Acetic  acid   
Formic  acid   

I  Methyl  iodide  

\  Ethyi  iodide   

Dutch  liquid   

Monochlorinated  hydro- 
chloric ether   

Monochlorinated  Dutch 

liquid   

Dichlorinated  hydrochlo- 
ric ether   

I  Wood  spirit   

i  Alcohol   

I  Fusel  oil  

Carbonic  disulphide  ...  . 
Sulphurous  ether 

Bromine    ... 

Titanic  chloride  

Arsenious  chloride 
Ethylene  dibromide  ... 
Phosphorous  hromide... 

Silicic  bromide   

Water  


Formula. 


C4H,„0 
SiCl, 
C^H.Cl 

C2H5CHO2 

CH3C5HA 
CH^Br 
C^H^Br 

SnCl, 
PCI3 

nCHO^ 
CH3I 

C2H4CI2 
CjH.Cl.Cl 


CjHgCl.Cla 
CjHgClj.Cl 

CH,0 
CjHgO 
C5H.2O 

CSj 

Br 
TiCl^ 
AsClg 
C2H,Br2 
PBrj  . 
SiBr, 
H2O 


In  comparing  corresponding  compounds  obtained  from  wood-spirit  and  from 
alcohol  (two  homologous  organic  liquids),  a  remarkable  pai-allelism  in  their  rates 
of  expansion  has  been  observed.  The  ethyl  and  methyl  acetates  correspond 
closely  with  each  other,  and  with  the  butyrates  of  the  same  substances.  The 
ethyl  and  methyl  hromides  also  correspond.  So  do  the  ethyl  and  methyl  iodides. 
Wood-spirit  and  alcohol  do  not  differ  greatly  from  each  other,  or  from  an  allied 
compound  produced  during  fermentation,  which  has  received  the  name  of  fusel 
oil ;  but  the  rates  of  expansion  of  the  homologous  butyric,  acetic,  and  formic 
acids  differ  rather  more  widely.  Ethyl  formiate  is  metameric  with  methyl  acetate 
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(that  is  to  say,  it  is  composed,  in  loo  parts,  of  the  same  chemical  elements,  in 
precisely  the  same  proportions),  and  both  expand  also  at  exactly  the  same  rate ; 
but  this  uniformity  of  expansion  in  metameric  bodies  is  not  always  observable : 
considerable  differences  are  found  to  exist,  for  example,  between  the  rates  of 
expansion  of  the  metamerides  Dutch  liquids  and  monoohlorinated  hydrochloric 
ether,  and  between  monochlorinated  Dutch  liquid  and  dichlorinated  hydrochloric 
ether. 

Two  elements,  however,  such  as  chlorine  and  bromine,  which  are  most  closely 
allied  in  chemical  properties,  and  which  form  compounds  possessing  the  same 
crystalline  form,  may  yet  combine  with  the  same  element,  and  produce  liquids 
which  have  totally  diflerent  rates  of  expansion.  For  instance,  Dutch  liquid  and 
ethylene  dibromide  differ  considerably,  and  no  correspondence  exists  between  the 
expansion  of  silicic  bromide  and  silicic  chloride. 

(134)  Expansion  of  Gases. — When  the  temperature  rises 
beyond  a  certain  point  in  liquids,  they  change  their  state, 
cohesion  is  entirely  overcome,  repulsion  predominates,  and  the 
aeriform  condition  supervenes.  Expansion  for  equal  increments 
of  temperature  is  in  gases  far  greater  than  in  solids  or  in  liquids. 
If  the  open  extremity  of  a  tube,  on  the  other  end  of  which  a 
bulb  is  blown,  be  plunged  into  water,  the  heat  of  the  hand 
will  be  suflScient  to  dilate  the  air  in  the  bulb  so  as  to  cause  a 
part  of  the  enclosed  air  to  escape.  In  gases  where  cohesion  is 
entirely  overcome,  no  such  variety  in  expansion  is  exhibited 
as  in  the  case  of  liquids  and  of  solids ;  and  it  may,  without 
sensible  error,  be  assumed  that  in  gases,  and  also  in  vapours  at 
considerable  distances  above  their  points  of  condensation,  the 

:  rate  of  expansion  is  the  same  in  all.  From  the  freezing  to  the 
boiling  point  of  water,  they  increase  in  volume  more  than  one- 
third,  or       looo  parts  at  0°  becoming  1367  at  100°  C* 

(135)  Thermometers — Whether  the  body  be  in  the  solid,  the 
!  liquid,  or  the  gaseous  condition,  the  change  of  volume  is  very 
I  nearly  proportionate  to  the  change  of  temperature ;  and  the 
isame  body,  with  the  same  initial  temperature,  always  expands  to 
1  the  same  extent  for  the  same  increase  of  temperature :  for 
I  example,  a  body  at  the  temperature  of  20°  will,  however  often  it 
Ibe  heated  to  100°,  always  expand  to  the  same  volume;  and  on 
(Cooling  to  its  original  temperature  of  20°,  it  will  always  return 
Ito  its  original  volume. 

By  ascertaining  exactly  the  extent  of  this  expansion,  a  ready 
I  and  available  measure  of  temperature  is  afforded  ;  and  accord- 

*  Regnault  {Ann.  Chim.  Phys.  1842  [3],  iv.  5  and  v.  52)  and  Magnus 
i  (■^^-  [3]'  iv-  330)  ^ave  published  independent  and  elaborate  investigations  on  the 
<!  expansion  which  various  gases  undergo  on  the  application  of  heat.  According  to 
t  their  experiments,  the  coefiBcient  of  expansion  is  not  rigidly  uniform  for  all  gases ; 
tthe  expansion  being  greatest  for  those  which  are  most  readily  condensible,  whilst 
t  for  the  gases  which  have  resisted  all  efforts  to  liquefy  them,  scarcely  any  appre- 
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Fig.  1 1 6. 


[^35- 

ingly  instruments  termed  thermometers  (from  d^^piioQ,  hot,  nhpov, 
a  measure)  have  been  constructed  for  this  purpose. 

Air,  from  the  delicacy  of  its  indications,  and  the  regularity 
of  its  expansion,  would  seem  to  be  the  material  best  fitted  to 
measure  changes  of  temperature,  and  indeed  it  was 
the  substance  first  tried.  The  air  thermometer  con- 
sisted simply  of  a  bulb  of  glass,  with  a  narrow 
elongated  stem  dipping  into  some  liquid  (fig.  ii6); 
as  the  bulb  became  heated  the  air  expanded,  and 
depressed  the  liquid  in  the  stem  :  as  it  cooled  the 
air  contracted  and  the  liquid  rose  ;  a  scale  attached 
to  the  stem  gave  the  amount  of  the  expansion  or 
contraction.  But  the  size  of  the  instrument  and  the 
extreme  delicacy  of  its  indications  limited  the  range 
through  which  it  could  be  employed,  and  impaired 
its  utility.  It  was  also  soon  observed  that  diflFerences 
of  atmospheric  pressure,  entirely  independent  of  tem- 
perature, caused  an  alteration  in  the  volume  of  the 
air  :  this  may  be  seen  by  introducing  such  an  in- 
strument under  the  receiver  of  an  air-pump,  and  moving  the 
handle ;  very  slight  motion  causes  a  great  alteration  in  the 
height  of  the  column  of  liquid  in  the  thermometer.*    This  diffi- 


ciable  differences  are  observed.  The  following  table  contains  a  summary  of  the 
results  of  these  experiments : — ■ 

Expansion  of  Gases  hy  Heat. 


looo  Parts  at  o°  C.  or  32°  F.  become, 
(the  pressure  remaining  mialtered) 

At  100°  C.  or  212°  F. 

Begnault. 

Magnus. 

Hydrogen   

Carbonic  oxide   

Atmospheric  air  

Nitrogen   

Hydrochloric  acid   

Carbonic  anhydride   

Nitrous  oxide   

Cyanogen   

Sulphurous  anhydride   

I36613 
1366-88 

i367'o6 
1366-82 
.1368-12 

1370-  99 

1371-  95 
1387-67 

1390-28 

1365659 
1366-508 

1369-087 

1385-618  1 

For  ordinary  purposes,  sufficient  accuracy  is,  however,  attained  by  assuming  the 
expansion  o^'  gases  and  vapours  by  heat,  between  0°  C.  and  100°,  at  ^  of  the 
volume  at  0°  C. ;  this  is  about  ^^^"^  degree  of  Fahrenheit,  or  -j^-j  for 

each  degree  Centigrade,  upon  the  volume  occupied  by  the  gas  at  32°  F.  or  0°  C. 

*  The  expansion  of  air,  however,  when  measured  with  due  precaution,  gives 
a  more  accurate  means  of  estimating  temperature  than  any  other  mode  hitherto 
devised,  but  the  application  of  air  to  this  purpose  requires  elaborate  and  special 
contrivances. 
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culty  was  obviated  by  a  modification  of  the  instrument  in  which 
atmospheric  pressure  was  altogether  excluded;  two  bulbs  were 
blown  at  the  extremities  of  a  stout  tube, 
which  was  bent  twice  at  right  angles^  and  Fig.  117. 

a  liquid  was  included  in  the  stem  (fig.  117). 
The  instrument  in  this  form,  however, 
would  not  indicate  general  changes  of  tem- 
perature, but  only  difi'erences  between  the 
temperature  of  the  two  bulbs  :  if  one  were 
■warmer  than  the  other,  the  air  expanded 
in  that  bulb  and  drove  the  liquid  in  the 
stem  towards  the  other  bulb  :  it  was  hence 
termed  the  differential  thermometer  ovther- 
moscope,  and  formed,  in  a  limited  number 
of  cases,  an  instrument  of  great  sensitive- 
ness and  utility. 

(136)  Graduation  of  the  Thermometer. — 
The  next  great  improvement  in  the  ther- 
mometer was  made  by  the  Florentine  academicians :  they 
substituted  the  expansion  of  a  liquid  for  that  of  air,  employing 
spirit  of  wine  for  this  purpose,  and  they  divided  the  stem  of 
the  instrument,  arbitrarily  as  before,  by  means  of  small  dots 
of  enamel,  placed  at  equal  distances  upon  the  tube.  As  the 
scales  of  different  instruments  were  not  divided  upon  any 
uniform  principle,  the  results  which  they  furnished  did  not 
admit  of  direct  comparison.  This  evil  was,  however,  remedied 
by  Newton,  who  applied  Hookas  observation,  that  the  melting 
point  of  ice  always  occurs  at  a  fixed  temperature ;  and  finding 
that  the  boiling  point  of  water  under  certain  standard  circum- 
stances is  equally  constant,  he  proposed  these  as  fixed  points, 
between  which  the  scale  should  be  divided  into  a  certain 
number  of  equal  parts ;  the  scale  being  continued  above  and 
below,  with  similar  divisions,  as  far  as  might  be  necessary. 
Unfortunately,  this  interval  has  in  different  countries  been 
differently  subdivided.  In  England,  Fahrenheit's  division  into 
180°  has  hitherto  been  principally  employed;  the  zero,  or  0°, 
upon  this  scale  being  32  of  these  degrees  below  the  freezing 
point  of  water.  In  France,  and  generally  on  the  Continent,  the 
Centigrade  division  introduced  by  Celsius  prevails  ;•  the  interval 
between  the  freezing  and  the  boiling  points  being  subdivided  into 
100°,  the  degrees  being  counted  upwards  and  downwards  from 
the  freezing  point,  which  is  reckoned  0°,  the  lower  temperatures 
being  indicated  by  the  prefix  of  the  negative  algebraic  sign  — . 
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FiQ.  118. 


a 


210 


200- 


I90 


3-^ 


180- 


17()- 


I60 


liO- 


140 


130 


120 


100 


90- 


80^ 


70 


60 


501 


-to 


3a 


20- = 


10- 


=  -ioe- 


•o 
a 

-•J 
□ 

O 


70= 


6(>-- 


(F°-32)  =  C° 
C°  +  32  =  F° 

(F--32)=R° 
C°  =  R°. 


70 


50= 


60- 


Reaumur,  whose  division  is  still  used  in  Germany 
and  Russia,  divided  the  same  interval  into  80°, 
makings  his  zero  at  the  freezing  point  of  water. 

The  conversion  of  degrees  upon  one  scale  into 
those  of  another  is  easily  effected  by  the  use  of  the 
following  formulae  : — 

Fahrenheit  to  Centigrade,  | 
Centigrade  to  Fahrenheit,  |- 
Reauniur  to  Fahrenheit,  f 
Fahrenheit  to  Reaumur, 
Centigrade  to  Reaumur, 
Reaumur  to  Centigrade, 

The  annexed  cut  (fig.  118)  exhibits  the  three 
scales  placed  side  by  side,  and  shows  the  corre- 
sponding values  through  a  considerable  range  of 
temperature.^ 

The  employment  of  spirit  of  wine  as  the  expan- 
sible liquid  for  measuring  temperature,  is  attended 
with  advantages  where  low  temperatures  are  con- 
cerned, inasmuch  as  spirit  of  wine  has  never  yet 
been  solidified  by  cold.  But  owing  to  the  low  tem- 
perature at  which  the  spirit  boils,  it  cannot  be  ap- 
plied for  high  ranges  of  temperature;  the  heat  of 
boiling  water  would  be  sufiicient  to  burst  the  ther- 
mometer, in  consequence  of  the  generation  of  the 
vapour  of  alcohol  within  the  instrument.  For  most 
purposes  mercury  is  a  more  convenient  thermometric 
liquid;  it  embraces  a  considerable  range  of  tempe- 
rature, freezing  at  — 38°'8  C,  or  S7°'9  below  0°  F., 
and  not  boiling  under  350°  C,  or  662°  F.  It  has 
also  the  advantage  of  not  adhering  to  the  sides  of 
the  tubes. 

(137)  Tests  of  a  Good  Thermometer. — A  good 
mercurial  thermometer  should  answer  to  the  fol- 
lowing tests :  when  its  bulb  and  stem  to  the  top  of 
the  mercurial  column  are  immersed  in  melting  ice, 
the  top  of  the  mercury  should  indicate  exactly 
0°  C. ;  when  suspended  with  its  bulb  and  scale  immersed  in  the 
steam  of  water  boiling  in  a  metallic  vessel,  as  represented  in 


■20 


40^ 


20 


*  A  table  of  the  degrees  of  the  Centigrade  scale,  with  their  comparative 
values  on  that  of  Fahrenheit,  will  be  found  in  the  Appendix  to  this  volume. 
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Fig.  119. 


138-] 

fig.  119  (the  barometer  standing  at  750™°"-),  the  mercury  should 
remain  stationary  at  100°  C.  When  the  instrument  is  inverted, 
the  mercury  should  fill  the  tube,  and 
fall  with  a  metallic  click,  thus  showing 
the  perfect  exclusion  of  the  air.  The 
value  of  the  degrees  throughout  the 
tube  should  be  uniform  :  to  ascertain 
this,  a  little  cylinder  of  mercury  may 
be  detached  from  the  column  by  a 
slight  jerk,  and  on  inclining  the  tube 
it  may  be  made  to  pass  from  one  por- 
tion of  the  bore  to  another.  If  the 
scale  be  properly  graduated,  the  column 
rill  occupy  an  equal  number  of  degrees 
in  all  parts  of  the  tube."'^ 

The  expansion  of  which  a  thermo- 
meter thus  takes  cognizance  is  not  the 
entire  expansion  of  the  mercury,  but 
the  difference  between  the  expansion  of 
the  mercury  and  of  the  glass ;  both 
expand,  but  the  mercury  expands  the  more  of  the  two,  and  the 
column  of  metal  therefore  rises  in  the  stem  of  the  instrument. 

If  a  thermometer  be  graduated  immediately  after  it  has  been  sealed,  it  is 
liable  to  undergo  a  slight  alteration  in  the  fixed  points  of  the  scale,  owing  to  the 
gradual  contraction  of  the  bulb,  which  does  not  attain  its  permanent  dimensions 
until  after  a  lapse  of  several  months.  From  this  circumstance,  the  freezing  point 
may  be  elevated  from  ^  to  a  degree  C. ;  and  thus  the  graduations  through- 
out the  scale  would  indicate  a  temperature  higher  than  the  true  one  by  the  amount 
of  the  error.  In  some  thermometers,  even  after  long  use,  the  bulb,  as  Despretz 
and  Pierre  have  shown,  after  exposure  to  a  heat  not  exceeding  that  of  boiling 
water,  does  not,  on  cooling,  contract  at  once  to  its  proper  dimensions ;  and  thus 
a  temporary  displacement  of  the  graduation  and  depression  of  the  freezing  point 
below  the  mark,  owing  to  a  temporary  dilatation  of  the  bulb,  is  caused  every 
time  such  instruments  are  heated  to  100°  C. 

(138)  Different  Forms  of  Thermometer. — The  variety  of  cir- 
cumstances under  which  thermometers  are  used,  necessarily 
demands  a  considerable  variety  in  their  form.     It  is  desirable, 


*  In  accurate  observations,  when  the  column  of  mercury  in  the  stem  of  the 
instrument  is  exposed  to  a  temperature  different  from  that  of  the  bulb,  a  cor- 
rection must  be  made  on  this  account.  If  the  bulb  of  the  thermometer  be 
placed  in  the  steam  of  boiling  water  while  the  stem  projects  into  the  atmo- 
sphere, and  is  of  the  temperature  say  of  15°  C,  an  error  exceeding  T°*5  C.  might 
easily  be  made.  Wherever  it  is  practicable  the  whole  column  of  mercury  should 
be  raised  to  the  same  temperature  as  the  bulb. 
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for  delicate  experiments,  to  reduce  the  mass  of  the  instrument,  y 

in  order  to  diminish  the  amount  of  heat  required  to  raise  its  .: 
temperature  to  that  of  the  bodies  with  which  it  is  brought  into 

contact;  but  where  minute  subdivisions  of  a  degree  require  li 

notice,  it  is  better  to  employ  a  thermometer  with  a  large  bulb  !^ 

and  a  fine  bore.    A  useful  form  of  the  instrument  is  the  self-  :l 

registering  maximum,  and  minimum  thermometer. — The  common  iq 

maximum  thermometer,  or  that  of  Rutherford,  consists  of  a  tj 
mercurial  thermometer,  with  a  horizontal  stem,  in  the  bore  of 

which  a  small  piece  of  steel  wire  is  included  above  the  mercury,  p 

As  the  mercury  expands  it  pushes  the  steel  before  it,  and  when  n 

the  mercury  contracts,  and  recedes  towards  the  bulb,  the  wire  does  \% 

not  follow  it.     The  minimum  temperature  is  observed  by  means  a 

of  a  spirit  thermometer,  arranged  like  the  mercurial  one,  but  the  td 

index  consists  of  a  small  piece  of  enamel,  sunk  below  the  sur-  t 

face  of  the  liquid   column.     As  the  spirit  descends,  it  carries  a 

the  index  with  it  by  capillarity,  as  soon  as  the  upper  extremity  <: 

of  the  index  reaches  the  surface  of  the  liquid  ;  but  the  liquid,  fi 

on  expanding,  readily  passes  by  the  enamel,  and  leaves  it  at  the  i 

lowest  point  to  which  the  column  had  retreated.     Six's  thermo-  \ 

meter  is  constructed  upon  a  somewhat  similar  principle,  but  it  is  i 

less  portable,  and  more  liable  to  derangement.    A  simpler  form  i 

of  maximum  thermometer  has  been  constructed  by  Negretti  and  i 

Zambra  ;  it  is  merely  an  ordinary  thermometer,  placed  horizon-  i 

tally,  with  a  contraction  in  the  tube,  just  above  the  bulb,  so  that  i 

it  allows  the  mercury  to  pass  when  it  expands,  but,  owing  to  the  i 

narrowing,  the  metal  does  not  recede  when  the  temperature  falls,  i 

It  therefore  indicates  the  highest  temperature  attained  since  the  i 

last  observation.    In  the  maximum  thermometer  of  Phillips  the  j 

index  is  merely  a  small  portion  of  the  mercurial  column  itself,  '. 

which  is  detached  from  the  rest,  and  separated  from  it  by  a  i 

minute  bubble  of  air.  In  both  the  forms  last  mentioned  the  \ 
true  place  of  the  mercurial  column  is  restored  by  placing  the 

instrument  vertically,  and  giving  it  a  slight  swinging  motion.  , 

In  deep-sea  soundings  in  which  the  temperature  was  deter-  ( 

mined  by  self-registering  thermometers,  it  was  found  that  the  I 

pressure  acting  on  the  exterior  of  the  bulb  produced  an  elevation  i 

of  the  mercurial  column,  and  recorded  temperatures  several  I 

degrees  too  high.    This  has  been  prevented  by  blowing  another  : 

bulb  round  the  thermometer  bulb,  and  nearly  filling  this  with  i 

alcohol,  the  air  being  removed  from  the  space  at  the  top  of  the  ! 

bulb  by  boiling  the  spirit  before  sealing.    Any  pressure  on  the  i 


I^g.]  INCREASE    OF   MEAN    DILATATION    BY   HEAT.  '^•^^ 

external  bulb  merely  diminishes  the  s-pace  occupied  by  the  alcohol 
vapour,  aud  is  not  communicated  to  the  interior  bulb.  When 
submitted  to  hydraulic  pressure  of  three  tons  on  the  square  inch, 
the  index  of  one  of  these  protected  thermometers  was  raised 
i°-5  P.,  due  to  the  heat  produced  by  the  compression  of  the  water, 
while  an  unprotected  thermometer  indicated  a  rise  of  ii°-5  F. 
(W.  A.  Miller,  Pi'oc.  Boy.  Soc.  1869,  xvii,  482). 

(139)  Increase  of  the  Rate  of  Dilatatiunwith  Rise  of  Tempe- 
rature.— A  scale  divided  upon  the  principles  already  described 
evidently  depends  for  accuracy  on  the  supposition  that  equal 
increments  of  heat  produce  equal  amounts  of  expansion.  With 
due  precautions,  a  pound  of  water,  at  0°  C,  mixed  with  a  pound 
of  water  at  100°,  should  yield  a  mixture  in  which  the  thermo- 
meter should  stand  at  50°,  the  exact  mean.  Yet  it  is  not  true 
that  even  in  the  same  substance  equal  increments  of  heat  at 
different  temperatures  produce  an  equal  amount  of  expansion  : — 
for  example,  the  expansion  of  mercury  for  the  10°  between  0° 
and  10°,  is  less  than  its  expansion  for  the  TO°  between  90° 
and  100°.  In  the  mercurial  thermometer,  for  temperatures 
between  freezing  and  boiling  water,  it  may  nevertheless  be 
assumed,  without  sensible  error,  that  equal  increments  of  heat 
raise  the  thermometer  through  an  equal  number  of  degrees. 
The  increase  in  the  capacity  of  the  glass  bulb,  especially  if  the 
thermometer  be  made  of  crown  glass,  almost  exactly  compen- 
sates for  the  increasing  rate  of  the  expansion  of  mercury ; 
though  for  temperatures  above  100°  the  compensation  is  not  so 
exact.  The  general  result  is,  that  for  all  bodies^  in  proportion 
as  the  temperature  rises,  the  expansion  increases ;  the  distance 
between  the  particles  augments  with  the  heat,  and  consequently 
their  mutual  cohesion  is  more  readily  overcome.  The  expansion 
of  mercury,  for  example,  for  three  progressive  intervals  of  100°  C, 
according  to  Regnault,  is  the  following :  between  0°  C.  and 
J  00°  it  is  I  part  in  55*09;  between  100°  C.  and  200°  it  is  i  in 
54"57  ;  and  between  200°  and  300°  C.  i  in  54' n.  Platinum  is 
more  equable  in  its  expansion  than  any  other  of  the  metals, 
though  it  also  exhibits  a  similar  increase  in  the  rate  of  its 
expansion  as  the  heat  rises. 

The  following  table  embodies  some  experimental  results 
obtained  upon  this  point  by  Dulong  and  Petit : — 
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Increase  of  Mean  Dilatation  in  Volume  by  Heat. 


Material  employed. 

Mean  Expansion  for  each  Degree  C. 

Between 
o°  and  ioo°. 

Between 
0°  and  200°. 

Between 
0°  and  300°. 

Between 
0°  and  350°. 

(rlass 

Platinum  

Iron    

Copper   

Mercury  

Do.  (Regnault) 
Mercury  in  glass    . . . 

I  in  3870 
1  in  3770 
T  in  2S20 
I  in  1940 
I  in  5550 
I  in  5508 
I  in  6480 

I  in  3630 

I  in  5425 

I  in  5433 
I  in  6377 

I  in  3290 
I  in  3630 
I  in  22-0 
I  in  T770 
1  in  .15300 

i  in  .5359 
I  in  6318 

I  in  5323 

The  temperature  of  572°  (300°  C),  as  measured  by  an  air 
thermometer,  if  measured  by  the  expansion  of  mercury,  in  an 
ordinary  thermometer,  would  be  indicated  as  586°  {$o'j°-j  C), 
because  the  apparent  dilatation  of  the  mercury  increases  as  the 
temperature  rises.* 

In  consequence  of  this  expansion  of  all  vessels  employed  to  contain  the  mer- 
cury, there  is  considerable  diflBculty  in  measuring  the  absolute  expansion  of  mer- 
cury ;  but  the  difficulty  was  ingeniously  overcome  by  Dulong  and  Petit  in  the 
following  manner  {Ann.  Chim.  Phys.  18 17  [2],  vii.  124) : — Two  long  vertical 
tubes  of  glass,  open  at  the  upper  extremities  to  the  air,  were  connected  below  by 
a  capillary  tube,  and  the  apparatus  was  filled  with  mercury.  The  mercury  in  both 
limbs  stood  at  the  same  level  so  long  as  the  temperature  of  both  was  equal.  One 
limb  of  the  apparatus  was  now  enclosed  in  melting  ice,  whilst  the  other  limb 
was  surrounded  by  a  hot  bath,  the  temperature  of  which  could  be  regulated  at 
pleasure  :  the  mercury  in  the  heated  limb  of  course  expanded  with  the  heat, 
coueequently  a  longer  column  of  the  hot  mercury  was  required  to  balance  a  cor- 
responding column  of  the  cold  mei'cury.  By  means  of  a  cathetometer  {note, 
p.  60),  the  difference  in  height  of  the  two  columns  was  read  off,  and  the  length, 
of  each  column  being  known,  it  was  easy  to  calculate  the  density  of  the  mercury 
for  any  given  temperature  above  the  freezing  point. 

These  experiments  have  been  repeated  by  Regnault  011  a  larger  scale,  and 


*  If  the  specific  expansion  of  each  solid  and  liquid  were  equal  for  that 
substance  for  equal  increments  of  temperature,  the  volume  of  the  body  might 
be  calculated  for  any  given  temperature  by  the  formula  V  =  i  +  at,  in  which 
V  is  the  required  volume,  i  the  volume  at  0°  C,  t  the  temperature  in  degrees  C, 
and  a  the  coefficient  of  expansion  ascertained  by  experiment.  Thus  the  volume 
of  mercury  for  any  temperature  between  0°  C.  and  ioo°C.  may  be  approximately 
determined  by  the  formula,  V  =  l  +  o  00018153  t;  but,  generally  speaking,  it 
becomes  necessary  to  take  other  terms  of  the  series  into  the  account,  so  that 
the  formula  becomes 

V  =  I  4-  aif  +  5^'  +  cf, 

a,  b,  and  c,  being  coefficients  calculated  from  the  experimental  numbers. 

In  the  case  of  permanent  gases,  the  simple  formula,  N  =  1  +  at  gives  the 
true  result  for  the  expansion,  the  coefficient  a  being  taken  =  0"002036  for  each 
1°  F.,  or  — o'oo3665  for  each  1°  C. 
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breguet's  and  daniell's  pyrometers. 
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with  additional  precautions :  he  obtained  as  the  result  numbers  slightly  lower 
than  those  of  Dulong  and  Petit. 

(140)  Pyrometers. — Since  the  expansions  of  dissimilar  metals 
for  equal  increments  of  temperature  are  unequal,  it  is  evident 
that  if  a  compound  bar,  consisting  of  two  such  metals  as  brass 
and  steel,  be  formed  by  riveting  equal  plates  of  each  metal 
together,  the  application  of  heat  would  occasion  curvature  of  the 
bar  ;  the  concavity  being  upon  the  side  of  the  steel,  the  metal 
which  expands  least.  On  this  principle,  a  very  delicate  solid 
thermometer  has  been  constructed  by  Breguet.  It  consists  of  a 
compound  ribbon  of  three  metals,  platinum,  gold,  and  silver, 
which  are  rolled  out  into  a  very  thin  lamina  and  coiled  into  a 
cylindrical  spiral,  to  the  lower  extremity  of  which  an  index  is 
attached,  the  upper  end  of  the  spiral  being  fixed.  The  silver  ex- 
pands much  more  than  the  platinum,  so  that  the  coil  twists  and 
untwists  as  the  temperature  rises  and  falls.  The  value  of  the  de- 
grees is  ascertained  by  comparison  with  a  standard  thermometer. 

Fig.  120. 
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For  the  estimation  of  high  de- 
grees of  temperature,  such  as  the 
heat  of  furnaces  and  the  fusing 
points  of  many  metals,  instruments 
of  a  different  description,  usually 
termed  pijrometers  (from  irvp,  fire), 
are  required. 

The  most  manageable  of  these  is  Daniell's 
register  pyrometer,  which  is  shown  in  fig. 
120.  It  consists  of  two  parts,  the  register, 
I,  and  the  scale,  2.  The  register  is  a  solid 
bar  of  black-lead  earthenware,  a,  higlily 
baked.  In  the  axis  of  this  a  hole  is  drilled, 
I'eaching  from  one  end  of  the  bar  to  within 
half  an  inch  of  the  other  extremity.  In  this  cylindrical  cavity  a  rod  of  platinma 
or  of  iron,  a,  a,  6^  inches  long,  is  placed.   Upon  the  top  of  the  bar  rests  a  cylin- 
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di-ical  piece  of  porcelain,  c  c,  sufficiently  long  to  project  a  short  distance  beyond  i 

the  extremity  of  the  black-lead  bar,  so  as  to  serve  as  an  index.    It  is  confined  in  i 

its  position  by  a  ring  or  strap  of  platinum,  d,  passing  round  the  top  of  the  black-  ;{ 

lead  tube,  which  is  partly  cut  away  at  the  top ;  the  ring  is  tightened  by  a  wedge  j 

of  porcelain,  e.   When  exposed  to  a  high  temperature,  the  expansion  of  the  metallic  i 

rod,  a  a,  forces  the  index  forward  to  a  distance  equal  to  the  difierence  in  the  ! 

amount  of  expansion  between  the  metallic  rod  and  the  black-lead  bar,  and  when  i 

cool,  it  will  remain  protruded  to  the  same  distance,  which  will  be  greater  or  less  ,« 

according  to  the  temperature:  the  exact  measurement  of  this  distance  is  effected  3 

by  the  'scale,'  2.    This  scale  is  independent  of  the  register,  and  consists  of  two  / 

rules  of  brass,/,  ^,  joined  together  by  their  edges  accurately  at  a  right  angle,  ,| 

and  fitting  square  upon  the  two  sides  of  the  black-lead  bar.    Near  one  end  of  > 

this  double  rule  a  small  brass  plate,  h,  projects  at  a  right  angle,  which,  when  the  i 

instrument  is  used,  is  brought  down  upon  the  shoulder  of  the  register,  formed  by  3 

the  notch  cut  away  for  the  platinum  strap.    To  the  extremity  of  the  rule  nearest  ii 

this  brass  plate,  is  attached  a  moveable  arm,  d,  turning  at  its  fixed  extremity  b 

upon  a  centre,  i,  and  at  the  other  end  carrying  an  ai'c  of  a  circle,  E,  the  radius  of  |t 

which  is  exactly  5  inches,  accurately  divided  into  degrees  and  thirds  of  a  degree.  |i 

Upon  this  arm,  at  the  centre,  k,  another  lighter  arm,  c,  is  made  to  turn,  carrj'ing  |r 

upon  the  extremity  of  its  longer  limb  a  vernier,  H,  which  moves  on  the  face  of  the  ii 

arc,  and  subdivides  the  graduation  into  minutes.   The  shorter  arm,  which  is  half  ji 

an  inch  in  length,  crosses  the  centre,  and  terminates  in  an  obtuse  steel  point,  m,  '4 
turned  inwards  at  a  right  angle. 

To  use  the  instrument,  the  metallic  rod  is  placed  in  the  register,  the  index  is  | 

pressed  firmly  down  upon  its  extremity,  and  secured  tightly  by  the  platinum  strap  i| 

and  the  wedge.  The  position  of  the  index  is  then  read  ofi"  on  the  scale,  by  placing  j( 

the  register  in  the  re-entering  angle  for  its  reception,  with  the  cross-piece  li 

firmly  held  against  the  shoulder,  and  the  steel  point,  m,  resting  on  the  top  of  -J 

the  index,  in  a  notch  cut  for  it,  which  coincides  with  the  axis  of  the  rod.  :| 

A  similar  observation,  made  after  the  instrument  has  been  heated  and  allowed  d 

to  cool,  gives  the  value  of  the  expansion.     The  scale  of  the  pyrometer  is  ij 

compared  with  that  of  the  mercurial  thermometer,  by  observing  the  amount  of  :{ 

expansion  between  two  fixed  points,  such  as  the  freezing  of  water  and  the  boiling  {I 

of  mercury.  j 

(141)  A  combination  of  the  thermometer  with  the  pyrometer  \ 

gives  a  range  of  temperature  extending  through  wide  limits.   The  \ 

means  of  attaining  very  elevated  temperatures  are  much  more  j 

under  command  than  those  of  procuring  great  degrees  of  cold.  j 

The  following  table  gives,  in  degrees  both  of  Fahrenheit's  \ 

and  of  the  Centigrade  scale,  some  remarkable  points  of  tern-  i 

perature : —  [ 


Theoretical  Zero  of  Temperature  

Greatest  artificial  cold  produced  by  a  bath  of 
Nitrous  Oxide  and  Carbonic  Bisulphide  in 
vacuo  (Natterer)  

Greatest  cold  by  a  bath  of  Carbonic  Anhydride 
and  Ether  in  vacuo  (Faraday)   

Greatest  natural  cold  recorded  in  Arctic  expe- 
dition (Sabine)   

Nares,  1875-76    ••• 


Tah. 
—459 '4 

— 220 

—166 
-56 

—  72 


"Cen. 
—273 

— 140 

— 110 

—  488 

—  KT1 
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Mercury  freezes    •■•  ' 

Freezing  mixture  of  Snow  and  Salt 

Ice  melts  

Maximum  Density  of  Water  . 

Mean  Temperature  of  London  (Daniell) 

Blood  Heat   

Boiling  point  of  Water    ■ 

Mercury  boils  

Red  Heat  just  visible  in  the  dark  . 

Silver  melts   \  Daniell. 

Cast-iron  melts   

Highest  heat  of  Wind  Furnace 


o  Pah. 

"  Cen. 

—  37  "9 

—  38  0 

—  4 

—  20 

32 

0 

39'2 

40 

49"7  ; 

f                  ^  .0 

'  90 

98 

36-6 

212 

100 

662 

350 

526 

1873 

1023 

2786 

1530 

3280 

1805 

(142)  Pressure  Exerted  by  Expansion. — The  amount  of  pres- 
sure exerted  by  a  bar  wbeu  heated  or  cooled,  if  its  expansion  or 
contraction  is  prevented,  is  enormous;   for  it  is  equal  to  that 
which  would  be  required  to  elongate  or  compress  a  cold  bar 
by  mechanical  means^  by  an  amount  equal  to  the  expansion  or 
.  contraction  which  would  have  occurred  if  the  bar  had  been  free. 
According  to  the  experiments  of  Barlow,  a  bar  of  malleable  iron 
>  of  a  square  inch  (25-4™°'-)  in  section,  is  stretched  1 0  o'oo-  of 
length  by  a  ton  weight  (about  10 16  kilos.) ;  the  same  elongation 
:  is  produced  by  about  9°  C.    In  this  climate  a  variation  of  45°  C. 
1  between  the  cold  of  winter  and  the  heat  of  summer  is  frequently 
1  experienced.    With  that  range,  a  wrought  iron  bar  would  be 
I  elongated  towo  of  its  length  if  it  is  free  to  expand,  or  would 
I  exert  a  stress  of  5  tons  per  square  inch  of  section  if  the  expansion 
i  is  prevented.    Calculating  upon  Joule^s  data,  it  may  be  estimated 
1  that  tne  work  done  by  heat  in  producing  the  expansion  of  i  lb. 
( of  iron  between  0°  and  100°  C,  during  which  it  would  increase 
1  about  -a-^o  of  its  volume,  would  be  adequate  to  lift  a  weight  of 
■  7  tons  to  the  height  of  i  foot — that  is  to  say,  that  in  order  to 
( drive  asunder  the  particles  to  an   extent  sufficient  to  cause  a 
] pound  of  iron  to  increase  -n-g-Q  of  its  volume,  an  expenditure  of 
1  work  of  this  enormous  amount  would  be  required. 

In  many  instances  in  the  arts  this  effect  is  turned  to  useful  account.  With  this 
iview  the  wheelwright  makes  the  iron  tire  of  his  wheels  a  little  smaller  in 
c  diameter  than  the  rim  of  the  wheel,  and  applies  the  tire  in  a  heated  state ;  on 
c  cooling,  it  contracts,  and  binds  the  parts  firmly  together.  In  rivetting  steam- 
1  boilers,  the  rivets  are  clenched  whilst  red-hot,  in  cooling  they  contract  and 
cdraw  the  plates  closely  together.  But,  on  the  other  hand,  this  expansion 
r  requires  olten  to  be  carefully  guarded  against.  Iron  clamps  built  into  furnaces 
f  frequently  destroy,  by  their  expansion  and  contraction,  the  masonry  which  they 
i-are  intended  to  support.  In  long  lengths  of  steam  pipe  an  expansion  joint  is 
f  provided  which  permits  alteration  of  lengtli.  For  tlie  same  reason,  a  small 
1  interval  is  left  between  the  ends  of  the  iron  bars  in  laying  down  a  line  of  rails. 
iEach  tube  of  the  Britannia  Bridge,  across  the  Mcnai  Straits,  is  liable,  from 
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changes  of  temperature,  in  the  course  of  twenty-four  hours,  to  an  elongation  i 

and  contraction  varying  from  half  an  inch  to  three  inches  (from  12  to  76  railli-  j 
metres),  and  a  roller  bed  is  provided  to  allow  this  expansion  to  occur  freely. 

Brittle  substances,  such  as  glass  and  cast-iron,  often  crack  on  the  sudden  j 

application  of  heat,  because  a  sudden  dilatation  is  produced  upon  the  surface  t 

before  the  heat  has  time  to  reach  the  interior,  and  thus  the  cohesion  is  destroyed.  | 

The  thicker  the  plate  the  greater  is  its  liability  to  fracture.  Sudden  cooling,  by  r 
inducing  unequal  contraction,  has  a  similar  effect. 

A  knowledge  of  these  effects  of  expansion  explains  why  the  wires  of  certain  ] 

metals,  such  as  iron  and  platinum,  may  be  soldered  into  glass;  whilst  other  i 

metals,  such  as  silver,  gold,  or  copper,  separate  and  crack  out  as  the  joint  cools.  1 

The  expansion  of  iron  or  of  platinum  differs  from  that  of  glass  by  only  a  very  j 

small  amount,  whereas  other  metals  vary  from  it  greatly,  and  contract  far  more  1 

in  cooling.  ; 

(143)  Anomalous  Expansion  of  Water. — A  remarkable  excep-  i 

tion  to  tlie  law  of  contraction  by  the  lowering  of  temperature,  i 
exists  in  the  case  of  water.    Water  follows  the  regular  law  until 

it  reaches  a  temperature  of  about  4°  C.  (39°'2  F.) ;  then,  instead  fi 

of  contracting,  it  begins  to  expand,  and  continues  to  do  so  until  !j 

it  reaches  the  freezing  point.    About  4°  it  is  at  its  point  of  w 

greatest  density,  and  just  before  it  freezes  it  occupies  the  same  1 

volume  as  it  did  at  9°  C.    If  water  at  4°  C.  be  taken  as  1000,  it  \ 

has  a  density,  at  0°  C,  of  999' 8 8  (Pierre).    From  4°  C.  water  \ 

expands  regularly  as  the  temperature  rises  :  so  that  1000  parts  at  ■■, 

0°  C.  become  t 


At  0°  =  looo'oo 
4°=  999-88 
10°  =  iooo'i4 
20°  =  1001  67 


At  30°  =  ioo4"2i 
40°  =  1007-61 
50°  =  1011-93 
60°  =  1016-86 


At  70°  =  1022-43 
80°  =  1028-73 
90°  =  1035-58 
100°  =  104303 
(Despretz.) 


More  recently  Kopp  {Pogg.  Ann.  1847,  l^xii.  48)  has  deter- 
mined the  expansion  of  water  with  the  following  results  : — 


At 

4°  =  0-999877 
10°  =  1-000124 
20°  =  I -001567 


At  30°  =  1-004064  At  70°  =  1-0222^6 

80°  =  102858 1 


40°  =  I  "007531 
50°  =  I'oi  1766 
00°  =  1-016590 


90°  =  1-035397 


100°  =  1*042986 

By  dissolving  common  salt  in  water,  the  point  of  maximum  ( 
density  is  lowered,  and  the  solution  goes  on  contracting  regularly  ; 
at  temperatures  considerably  below  4°,  until,  in  sea-water,  the  1 
anomaly  disappears,  the  maximum  density  occurring  according  to  ] 
Despretz  at  25°'38  (— 3°*68  C),  a  temperature  below  its  point  of  J 
congelation,  which  the  same  observer  estimates  at  28°-62  ' 
(_i°-88  C).  Various  other  salts  besides  common  salt  (sodic  i 
chloride)  have  the  effect,  when  dissolved  in  Avater,  of  lowering  its  I 
point  of  maximum  density ;  but  amongst  the  numerous  liquids 
examined  by  Pierre,  no  other  liquid  besides  water  was  found  thus 
to  expand  whilst  the  temperature  was  falling. 
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(144)  Correction  of  Volume  of  Gases  for  Temperature. — It 
iias  been  already  mentioned  that  aeriform  bodies  expand  for 
equal  rise  of  temperature  more  than  either  solids  or  liquids,  and 
that  the  rates  of  expansion  for  all  gases  and.  for  vapours,  at  a  suffi- 
cient distance  from  their  boiling  points,  may  be  assumed  to  be  equal 
and  uniform,  at  all  degrees  of  temperature  and  under  all  varia- 
tions of  pressure.     It  becomes,  therefore,  a  matter  of  importance 
to  estimate  the  amount  of  this  expansion  in  all  experiments  where 
the  quantities  of  gases  reqixire  to  be  determined,  and  where  their 
density  is  to  be  inferred  from  measurement  of  their  volume.  Pro- 
vided that  the  temperature  of  the  gas  be  known,  the  calculation 
is  easily  made.    Experiment  has  shown  that  for  every  degree  of 
temperature  upon   Fahrenheit's  scale,  an  amount  of  expansion 
takes  place  equal  to        of  ^^^^  volume  that  the  gas  occupied  at 
0°  F. ;  that  is  to  say,  that  a  quantity  of  any  gas  which,  at  the 
temperature  of  0°,  occupies  459  volumes,  for  every  additional 
degree  increases  in  volume  by  i  ;  so  that  at  1°  it  will  become 
460  volumes,  at  2°  461,  at  40°  499,  at  60°  519  volumes.  In 
England,  all  comparisons  of  gases  are  usually  referred  to  the 
temperature  of  60°.     Suppose  it  be  required  to  ascertain  the 
volume  which  9*  2  cubic  inches  of  coal  gas,  measured  at  70°, 
would  have  when  reduced  to  60° : — Since  459  volumes  of  any 
gas  at  0°  would  at  70°,  have  increased  in  volume  by  70,  it  would 
have  become  459 -|- 70,  or  529  volumes.     Again,  a  gas,  which  at 
o  occupied  459  volumes,  would,  at  60°,  occupy  a  volume  equal 
to  459+60,  or  519.    The  volume,  therefore,  of  any  gas  at  70° 
would  bear  the  same  ratio  to  the  volume  which  it  would  occupy 
at  60°  as  529  does  to  519.    And  hence 

529  :  519  :  :  9-2  :  ^  (  =  9-026  cubic  inches). 
If  the  gas,  instead  of  being  measured  at  70°,  had  been  measured 
at  50°,  and  it  were  desired  to  reduce  the  9-2  cubic  inches  to  the 
standard  temperature  of  60°;  the  gas,  which  occupied  459  volumes 
at  0°,  would  have  expanded  to  459  +  50,  or  509  volumes  at  50°. 
The  ratio  to  the  volume  at  60°,  which  would,  as  before,  be  519, 
is  given  as  follows  : — 

509  :  519  :  :  9-2  :  07  (  =  9-381  cubic  inches). 

In  this  case,  the  observed  volume  is  less  than  the  corrected  one  ; 
before,  it  was  greater.*    An  additional  and  iudependent  correc- 


*  The  correction  to  0°  C.  is  made  on  the  same  principle  with  equal  facility. 
Suppose  the  vohime  of  the  gas  (say  iss"  "  )  to  have  been  measured  at  15°  C.  • 
required  its  volume  at  0°  C.    Since  the  expansion  lor  each  1°  C.  is  ^j^-  of  the 

I  X  " 
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tion  of  the  volume  of  tLe  gas  for  the  deviation  of  the  barometric  t 

pressure  from  the  standard  {41)  is  needed  after  the  correction  for  i 
the  temperature  has  been  made. 

(145)  Liquids  and  gases  immediately  adjust  their  volume  to  the  { 
alteration  of  temperature ;  but,  according  to  observations  made  i 
in  the  Arctic  Expedition,  solids  do  not  immediately  do  so  in  all  | 
cases  :  it  was  frequently  observed  in  the  metallic  scales  of  many  \ 
of  the  instruments,  that  full  contraction  did  not  occur  until,  a  1 
concussion  had  been  given  to  the  apparatus ;  the  metal  then 
contracted  suddenly  and  completely.  I 

(146)  Process  for  taking  the  Densiiy  of  Gases. — The  principal  | 
corrections  required  in  the  delicate  operation  of  taidng  the  density  || 
of  a  gas  with  accuracy  have  uow  been  pointed  out.  Regnault,  in  | 
his  elaborate  researches  {Ana.  Chim.  Phys.  1845  [3]'  211),  i 
has  reduced  the  number  of  corrections  ordinarily  required,  by  i| 
counterpoising  the  globe  in  which  the  gas  is  to  be  weighed  by  a  t 
second  globe  of  equal  size,  made  of  the  same  glass ;  a  practice  ti 
which  had  previously  been  adopted  by  Prout,  in  his  careful  inves-  |j 
ligations  on  the  density  of  the  atmosphere.  The  film  of  hygro-  f 
scopic  moisture  which  always  adheres  to  the  glass  is  equal  in  both  ^ 
globes;  and  as  the  volume  of  air  displaced  is  also  equal  in  both  '\ 
cases,  the  calculations  for  its  buoyancy  may  be  dispensed  with.  |l 


volume  at  0°  C,  273  volumes  at  0°  C.  would  become  273  +  15  =  288  at  1 5°  C.  ; 
consequently  ; 

288  :  273  :  :  153  :  a;(=  I45'03)-  I 

Or  expressing  the  whole  in  general  terms  ;  for  the  English  standards,  if  T  be  the  \ 
observed  temperature  °  F.,  V  the  corrected  volume  at  60°  ¥.,  V  the  observed  I 
volume,  then 

459+2' 

For  the  French  standards,  if  T  be  the  observed  temperature  in  °  C,  V  the  cor-  • 
rected  volume  at  0°  C,  then 

^^  273^1 
273  +  T 

The  following  formulae  are  more  frequently  employed : 

F=  V'  ^   for  the  Fahrenheit  scale, 

I  +  -002178  T 

Y=i  V'  ^   for  the  Centigrade  scale, 

I  +  -003665  T 

in  which  0-003665  is  the  coefficient  of  expansion  of  gases  for  each  degree  C.  ; 
that  is,  I  volume  of  gas  at  0°  C.  becomes  1003665  at  1°;  1-03665  volumes  at 
1 0°  ;  and  so  ou.  [ 
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The  following  is  a  brief  description  of  the  method  adopted  by  Eegnault : — 
A  balance  capable  of  weighing  i  kilogramme,  and  sufficiently  sensitive  to  turn 
with  half  a  milligramme  when 

loaded,  is  placed  upon  a  chest  pro-  'Fig. 

vided  with  folding  doors,  within  _   

which  the  glass  globes,  each  of 
the  capacity  of  about  lo  litres, 
attached  to  the  scale- pans,  are 
freely  suspended.  The  globe,  b, 
fig.  121,  is  hermetically  sealed; 
the  globe  a,  for  weighing  the 
gases,  is  provided  with  a  stop- 
cock ;  the  air  is  exhausted  from 
A  as  perfectly  as  possible,  and  it 
is  connected  with  an  apparatus 
which  supplies  the  gas  to  be 
weighed,  the  gas  having  been 
carefully  purified  and  dried.  The 
globe  is  again  exhausted  very 
completely,  the  last  portions  of 
air  being  thus  displaced  by  the 
gas,  and  it  is  a  second  time  filled 
with  the  gas  ;  this  process  must  be 

repeated  a  third  time,  and  the  gas  may  then  be  considered  to  be  free  from 
atmospheric  air.  To  avoid  the  need  of  any  correction  for  temperature,  the  globe 
is  this  time  placed  in  a  vessel 


Fig.  122. 


with  melting  ice  (fig.  122),  in 
order  to  cool  the  gas  to  0°  C. 
When  the  globe  is  filled  with 
gas,  and  sufficient  time  has  elapsed 
for  it  to  acquire  the  temperature 
of  the  ice,  the  vessel  of  mercury, 
M,  into  which  the  escape  tube 
dips,  is  removed,  so  as  to  equalize 
the  pressure  within  the  globe 
with  that  of  the  air;  the  stop- 
cock is  closed,  and  the  globe 
withdrawn,  wiped  carefully  with 
a  damp  cloth,  to  avoid  rendering 
the  surfiice  electric,  and  it  is 
then  suspended  to  the  scale-pan. 
It  is  not  weighed,  however,  until 
after  the  lapse  of  a  couple  of  hours, 
by  which  timethe  equilibrium  of  its 
temperature  with  that  of  the  atmo- 
sphere is  restored,  and  the  produc- 
tion of  currents  (152)  around  it  is  obviated.  The  weight,  W,  is  then  accurately 
noted;  the  globe  is  again  plunged  in  ice,  the  gas  removed  by  the  air-pump,  and 
the  pressure  of  the  gas  which  still  remains  in  it  is  measured  accurately  by  the 
gauge  attached  to  the  air-pump.  The  empty  globe  is  again  withdrawn  from  the 
ice  and  weighed  as  before,  representing  its  weight  as  w ;  the  difference  of  the 
two  weights  (or  W'—w)  will  give  the  weight  of  a  volume  of  gas  the  pressure  of 
which  is  equal  to  that  of  the  atmosphere,  as  marked  by  the  observed  height,  W, 
of  the  barometer  at  the  time  of  the  experiment,  diminished  by  the  pressure,  /*,  of 
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the  remaining  gas,  as  measured  by  the  gauge.  If  the  capacity  of  the  globe  has 
been  previously  accurately  determined,  the  corrected  weight  of  the  gas  will  be 
obtained  by  the  following  proportion  : — 

The  observed  The  standard  The  observed  Corrected 

pressure.  pressure.  weight.  weight. 

K'-h         :         J2"        :  :         W'  -w         :  W 

Regnault  {Recherches,  etc.,  Mem.  de  I'lnstiiut,  1847,  ^xi.  158) 
has  in  this  manner  determined  the  weights  of  i  litre  of  each  of 
the  following  gases,  at  0°  C,  and  under  a  pressure  of  76o""'-  of 
mercury  at      C. : — 

One  litre  of  Grammes. 


Air,  mean  of  9  Expts.*  .  .  =  1-293187 

Oxygen,                „  3  Expts.f  .  .  =  1-429802 

Nitrogen,               „  6  Expts.J  .  .  =  1-256167 

Hydrogen,              „  3  Expts.§  .  .  =  0-089578 


Carbonic  anhydride  ,,        5  Expts.  ||     .     .     =  1-977414 

Erom  these  data  it  is  easy  to  determine  the  weight  of  100  cubic 
inches  of  each  gas  in  grains.  The  litre  has  a  capacity  of  61-02704 
cubic  inches;  the  gramme  is  equal  to  15-43235  grains;  and  the 
•expansion  of  air  between  32°  and  60°  F.  by  heat  is  such,  that 
1,000,000  parts  become  1,057,007.  The  barometric  pressure  of 
760™™-  at  0°  C.  would  be  equal  to  a  column,  at  60°  F.,  of  30-006 
inches  of  mercury.  Calculating  from  these  numbers,  the  weight  in 
grains  of  the  under-mentioned  gases  under  a  pressure  of  30  inches 
of  mercury  (the  column  being  measured  at  60°  F.)  is  as  fol- 
lows : — 


100  Cubic  Inches  of 

At  32°  F. 

At  60°  F. 

Density.  Air=i- 

Grains. 

Grains. 

Air  

32-696 

30'93? 

1-00000 

Oxygen   

36-150 

34206 

1-10563 

Nitrogen  

31-760 

30052 

097137 

Hydnigen   

2-265 

2-143 

0  06927 

Carbonic  anhydride 

49995 

47"307 

I-52910 

If  the  amount  of  condensation  which  the  constituents  of  a 
compound  gas  undergo  in  the  act  of  combination  be  known,  it  is 
easy  to  check  the  experimental  determination  of  its  density,  and 


*  The  difference  between  the  highest  and  lowest  of  these  results  did  not 
amount  to  more  than  -^^(^^  of  the  entire  weight  of  the  air  employed. 

t  Exti-eme  variation,  ^xsV(J  of  the  whole. 
J  Extreme  variation,  ^(jVo  of  the  whole. 
§  p]xtreme  variation,  ^^tt  '^^  ^^^^  whole. 
II  Extreme  variation,  -^--^^-q  of  the  whole. 
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to  calculate  the  density  of  the  resulting  compound  by  the  follow- 
ing rule : — 

Multiply  the  density  of  each  of  the  component  gases  or  vapours 
by  the  volume  in  which  it  enters  into  the  formation  of  the  com- 
pound ;  add  these  products  together,  and  divide  by  the  number  of 
volumes  produced  after  condensation  has  occurred. 

Suppose,  for  example,  it  be  desired  to  know  the  density  of 
nitrous  oxide,  which  by  direct  weighing  is  found  to  be  1-52  : 
2  volumes  of  this  gas  are  formed  by  the  union  of  3  volumes  of 
nitrogen  and  i  volume  of  oxygen : — 

Density  of  nitrogen  =  0-9713  X  2  =  i"9426 
Density  of  oxygen     =     1-1056    x    i    =  1-1056 

2)3-0482 

Calculated  density  of  nitrous  oxide  .     .     =  i'524i 

Again,  the  density  of  ammonia  may  be  calculated  as  follows,  expe- 
riment giving  it  as  0-59:  2  volumes  of  ammonia  contain  i  volume 
of  nitrogen  and  3  volumes  of  hydrogen  : — 

Density  of  nitrogen  =  0-9714  x  i  =  0-9714 
Density  of  hydrogen  =   0  06927     x     3    =  0*2078 

2)1-1792 

Calculated  density  of  ammonia    .     .     .     =  0-5896 

Chemists  are  now  frequently  in  the  habit  of  referring  the 
densities  of  gaseous  bodies  to  hydrogen  as  the  standard,  instead 
of  to  atmospheric  air,  as  formerly.  As  the  densities  of  the  gaseous 
elements  and  of  the  vapours  of  many  of  the  volatile  ones  are 
identical  with,  or  bear  a  simple  relation  to,  the  atomic  weight 
when  hydrogen  =  1 ;  it  is  much  easier  to  remember  their  densi- 
ties than  when  that  of  air  is  taken  as  unity.  A  reference  to  the 
table  on  page  30  will  illustrate  this  point.  It  will  there  be  seen 
that  the  column  headed  Relative  Weight  contains  the  densities 
of  the  elements  relatively  to  hydrogen  ;  and  that  in  the  case  of 
hydrogen,  chlorine,  oxygen,  nitrogen,  sulphur,  selenium,  and 
tellurium,  the  densities  and  atomic  weights  are  identical.  With 
cadmium,  zinc,  and  mercury  the  vapour  densities  are  one-half 
the  atomic  weights;  whilst  the  vapour  densities  of  phosphorus 
and  arsenic  are  double  the  atomic  weights. 

The  rule  above  given  applies  with  equal  force  to  the  calcula- 
tion of  the  densities  of  compounds  in  the  state  of  vapour  rela- 
tively to  hydrogen :  thus,  for  nitrous  oxide — 
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Density  of  nitrogen      .    .     .     =  14   x   2  =  28  i 

Density  of  oxygen  ,     .     .    .     =  16   x   i  =  16  |! 

2)44 

Caleulated  density  of  nitrous  oxide    .     .     .     =  22 
That  obtained  by  experiment  is  21  "965. 
Again,  for  ammonia — 

Density  of  nitrogen  .  .  .  =14x1  =  14 
Density  of  hydrogen     ...     =  1x3=3 

2)17 

Calculated  density  of  ammonia     .    .    .    .     =  8*5 
Experiment  giving  8'526. 

(147)  Determination  of  the  Density  of  Vapours. — A  difiFerent 
method  of  procedui'e  is  required  in  taking  the  density  of  a  vapour, 

This  is  an  operation  which  the  chemist  has  frequently  occasion  to  c 

perform,  as  it  often  throws  light  upon  the  composition  of  the  i 

body.    Two  methods  have  been  proposed  for  attaining  the  object ;  |( 

one,  devised  by  Gay-Lussac,  is  suitable  for  liquids  which  boil  at  H 

temperatures  not  exceeding  200°      and  it  has  the  advantage  of  1 

requiring   less    than    a  i 

gramme  of  the  substance  f. 
under  trial. 

Gay-Lussac^s  method  ,! 

may  be  practised  as  fol-  :j 

lows  : —  ! 

A  known  weight  of  I 
the  body  for  experiment  i 
is  converted  into  vapour  1 
at  a  definite  temperature,  . 
and  the  volume  of  the  : 
vapour  obtained  is  accu-  ■ 
rately  measui*ed.  It  is  i 
then  easy  to  calculate  its  \ 
density  by  dividing  the  J 
weight  of  the  substance  i 
by  the  weight  of  an  equal  t 
volume  of  air  at  the  same  | 
temperature  and  pres- 
sure. I 

The  apparatus   employed  I 

consists  of  a  tall,  thin,  narrow  1 

glass  jar,  a,  with  a  rounded-  j 

I 

\ 

] 
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bottom,  which  rests  upon  a  small  sand-hath.  A  littie  mercury  is  placed  in  the 
lower  part  of  the  jar,  which  is  then  nearly  filled  with  melted  spermaceti.  Into 
this  tube  is  introduced  a  graduated  jar,  e,  filled  with  dry  mercurj',  with  a 
small  bulb,  of  the  form  shown  at  y,  containing  the  weighed  amount  of  the  body, 
of  which  the  vapour  density  is  required.  In  order  to  prevent  sudden  variations 
of  temperature,  the  whole  is  enclosed  in  a  wider  glass,  d,  open  at  top  and  bottom, 
and  resting  oa  the  sand-bath ;  e  is  an  iron  spoon,  shown  separately,  which  is  used 
to  transfer  the  graduated  tube  from  the  mercurial  trough  to  the  bath  of  melted 
spermaceti ;  t  is  &  thermometer  for  ascertaining  the  temperature  of  this  bath, 
and  /"an  agitator  for  rendering  its  temperature  uniform  throughout  the  liquid. 

Having  filled  the  tube  c  with  mercury  at  the  mercurial  trough,  a  small  bulb 
destined  to  contain  the  liquid  for  experiment  is  weighed  when  empty;  it  is  then 
completely  filled,  and  weighed  a  second  time :  the  difference  in  weight  gives  the 
weight  of  the  liquid  used.  The  bulb  is  next  introduced  into  the  graduated  tube, 
and  the  whole  is  transferred  to  the  meited  spermaceti;  the  dilatation  of  the  liquid 
bursts  the  thin  glass  of  the  little  bulb,  and  its  contents  are  converted  into 
vapour.  The  temperature  is  gradually  raised  to  a  point  at  least  20°  C.  above 
the  boiling  point  of  the  liquid ;  the  temperature  is  noted,  and  the  volume 
occupied  by  the  vapour  in  the  graduated  tube  is  observed.  The  pressure  is  next 
ascertained  by  measuring  the  difference  in  level  between  the  mercury  within  and 
without  the  graduated  tube,  correcting  this  column  for  the  temperature,  and 
deducting  thi.s  corrected  height  from  the  observed  height  of  the  barometer  at  the 
■time.  Another  correction  is  also  required  for  the  column  of  liquid  spermaceti, 
which  must  be  calculated  in  its  equivalent  pressure  in  mercury,  and  added  to 
the  observed  height  of  the  barometer.  The  following  are  details  of  a  calculation 
upon  this  method: — 

Determination  of  Vapour  Density  of  Ethyl  Diethoxalate. 
\C^^,']l,C^{G^^fi^  Franldand  and  Duppa;  boiling  point  1.75°  C. 

EXPEEIMENT. 

Weight  of  substance  in  glass  bulb  .        ,        .       ,        .        0*3723  grm. 

Observed  volume  of  vapour   .  1 00*0  cub.  centim. 

Temperature  of  bath   202°  C, 

Difference  of  level  of  mercury  within  and  without  the  tabe  59"^™' 

Height  of  oil  column  319"^™- 

Height  of  barometer   763™™" 


56-9 


CALCULATION. 

Since  the  mean  coefficient  of  expansion  of  mercury  for 
1°  C.  is  0-000184,  between  0°  and  200°  C, 
59™™'  mercury  at  202°  would  become  at  0°  C. 

69  _ 

l+(u0O18UiO;)  ...... 

And  since  the  density  of  melted  spermaceti  is  o'SoS,"! 
whilst  that  of  mercury  at  0°  is  I3'596,  a  column  f 
of  319™™-  spermaceti  at  202'  would  be  in  milli-j  ° 
metres  of  mercury  at  0°  C.       -3^1^-  =    •        • ' 

Add  this  to  the  observed  height  of  the  barometer  =       ,  763*0 


782*0 

And  deduct  corrected  height  of  column  of  mercury  in  tube  56*9 


We  obtain  for  the  true  pressure  on  the  vapour  in  milli-) 

metres  of  mercury  at  0° .        .        .        .        .J  ^^S'l 
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54*822  cub.  ceut. 
Grnis. 

<379i 


5-251 


Fia.  124. 


Now  100  cub.  centim.  of  vapour  measured  at  202°  and 
725-1"™-  bar.,  if  they  could  exist  as  vapoui-  at 
o°C.  and  760"'™- bar.,  would  =  . 

And  since  54-822  cub.  centim.  of  the  vapour  at  0°  is 

0-3723  gi'm.,  I  litre  at  0°  would  be 

But  a  litre  of  air  is  1-29318  grm.  at  0°  C.  and  760"™- 

bar.,  therefore  the  density  of  the  vapour  is 
r.  ■  7  n  1  _ 

T-^VSTS  -  ' 

The  other  method,  contrived  by  Dumas,  is  applicable  to  al? 
bodies  which  boil  below  the  temperature  at  which  glass  softens ; 
but  it  requires  a  considerable  amount  of  the  substance^  and  if 
any  impurities  which  have  a  higher  boiling  point  than  the  com- 
pound under  examination  be  present,  they  accumulate  in  the  flask 
and  render  the  apparent  weight  of  the  vapour  too  high.  The 
method  of  Dumas  is  as  follows  : — 

A  thin  glass  globe  or  balloon  (a,  fig.  124),  of  3  or  4  inches  (from  7-5  to  lo- 
centimetres)  in  diameter,  is  drawn  off'  at  the  neck  into  a  capillary  tube,  5  or  6 

inches  (12  or  15  centimetres)  in  length;  the  open 
extremity  of  this  tube  is  attaclied  to  a  desiccating 
tube-  filled  with  calcic  chloride  (66),  and  this  is  con- 
nected with  the  aii'-pump.  The  air  is  exhausted  from 
the  appar?.tus,  and  then  slowly  re-admitted,  repeating- 
the  process  three  or  four  times.  By  this  means  any 
film  of  moisture  which  might  be  adhering  to  the  in- 
terior of  the  globe  is  removed,  and  it  is  filled  with 
air  in  a  dry  state :  the  temperature  and  pressure  of 
the  atmosphere  at  the  time  are  noted  down.  The  bal- 
loon after  being  detached  from  the  air-pump  is  accu- 
rately weighed  j  this  weight  represents  that  of  the 
balloon  and  the  air  which  it  contains.  The  capillary 
tube  is  then  inserted  into  the  liquid  which  is  designed 
to  furnish  the  vapour  the  density  of  which  is  required  : 
by  gently  warming  the  globe,  the  enclosed  air  ex- 
pands, and  a  small  quantity  of  it  is  expelled.  As  the 
globe  cools,  the  air  again  contracts  and  the  liquid  rises. 
8  or  10  grammes  of  the  liquid  having  been  thus  intro- 
duced, the  globe  is  next  firmly  attached,  by  means  of 
copper  wire,,  to  a  wooden  handle,  c,  and  by  its  means 
is  depressed,  as  represented  in  fig.  124,  completely 
beneath  the  surface  of  a  liquid  (water,  oil,  or  ziucia 
chloride,  according  to  the  temperature  required).,  which  is  gradually  heated  till 
it  is  at  least  20°. or  30°  C.  above  the  boiling  point  of  the  liquid  of  which  the 
vapour  density  is  required.  The  liquid  in  the  globe  is  thus  made  to  boil  briskly, 
and  is  converted  into  vapour,  which  expels  the  air  and  takes  its  place. 

After  the  vapour  ceases  to  escape  from  the  aperture  of  the  capillary  tube, 
the  bath  is  maintained  at  a  steady  temperature  for  a  few  minutes,  to  allow  the 
balloon  and  its  contents  to  acquire  the  temperature  of  the  liquid  in  which  thty 
are  immersed.  This  temperature  is  then  observed  by  the  thermometer,  I,  and 
at  the  same  moment  the  capillary  tube  is  sealed  by  the  flame  of  the  blow-pipe. 
The  balloon  is  afterwards  removed  from  the  bath,  and  allowed  to  cool :  it  s 
thoroughly  cleansed,  and  a  second  time  accurately  weighed.    The  weight  thus 
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obtained  represents  that  of  the  balloon  with  that  of  the  liquid  which  remained 
within  it  in  the  I'orm  of  vapour  at  the  moment  of  the  sealing.  Tlie  capillary  neck 
is  now  plunged  beneath  the  surface  of  water  (or  of  mercury),  and  is  then  broken 
off.  If  the  operation  be  successful,  the  vapour  becomes  condensed,  and  the 
liquid  enters  the  globe,  so  as  either  completely  to  fill  it  or  to  leave  only  a  small 
bubble  of  air.  The  globe,  with  the  water  which  it  contains,  is  next  carefully 
weighed,  and  the  capacity  of  the  balloon  is  thus  ascertained,  since  each  gramme 
of  water  is  contained  in  the  space  of  a  cubic  centimetre,  or  25  2*4  grains  in  a  cubic 
inch.  The  bubble  of  air  is  then  decanted  into  a  graduated  tube,  and  its  volume 
measured ;  or  the  globe  may  be  completely  filled  up  with  water  and  again 
weighed ;  the  difference  of  the  last  two  weighings  will  represent  the  weight  of  a 
volume  of  water  equal  to  that  of  the  bubble  of  air. 

All  the  data  necessary  for  calculating  the  density  of  the  vapour  are  thus 
furnished,  as  will  be  seen  fi-om  the  following  example : — 

Determination  of  the  Density  of  Vapour  of  Alcohol. 


EXPERIMENT. 

(l)  Weight  of  the  balloon  full  of  dry  air,  at  a  pressure  of  29*1 
inches  barometer,  and  a  temperature  of  57°  J". 

{2)  Weight  of  the  balloon  full  of  alcohol  vapour,  sealed  at  212°, 
barometer  at  29-1  inches  ...... 

(3)  Weight  of  the  balloon  with  the  water  that  entered  on  open- 

ing the  capillary  neck  under  water       .        .        .  . 

(4)  Eesidual  air  at  57°  F  

CALCULATION. 

By  (3)  the  weight  of  the  balloon  full  of  water  was 
By  (i)  the  weight  of  the  ball  oon  full  of  air  was 

Difference  :  weight  of  the  water  

"STT  fo"^  ti^e  weight  of  air  displaced  by  water  . 


Dividing  6923-3  by  252-4  we  obtain,  as  the  capacity  of  the  bal- 
loon in  cubic  inches  ....... 

Add  to  this  the  volume  of  the  residual  air      ...  . 

(5)  The  sum  gives  the  capacity  of  the  balloon  at  57° 
And  the  increase  of  volume  due  to  expansion  at  212° 

(6)  The  capacity  of  the  balloon  corrected  to  the  temperature  of 

212°  becomes  ...... 

27-630  cubic  inches  of  air  measured  at  57°,  with  barometer  at 
29-1  inches,  would,  become  at  60°  with  barometer  at 
•?o  inches 


Grains. 
1 187"20 

1 189-20 

8l02*00 

Cubic  inch. 
0-200 


Grains. 
8102-0 
I187-2 

6914-8 

 8-5 

6923-3 

Cubic  inches. 
27-430 
0-200 

27-630* 
0-046 

27-676 


26957 


*  Where  rigid  accuracy  is  desired,  it  is  necessary  to  calculate  the  difference 
between  the  capacity  of  tlie  globe  at  the  temperature  of  the  air,  and  that  at  the 
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And  would  be  . 

••••••• 

Now  (by  i)  the  weight  of  the  balloon  filled  with  dry  air  waa  . 
Deduct  the  weight  of  the  air 

(7)  The  difference  gives  the  weight  of  the  empty  balloon  , 

The  o- 2  cubic  inch  of  residual  air  measured  at  57°  and  at 
29-1  inches  barometer,  would  become  at  212°  and  29-1 
barometer  

(8)  And  would  weigh  

But  (by  6)  the  capacity  of  the  balloon  at  212°  was  . 

Deduct  dilated  residual  air  

The  difference  gives  the  space  occupied  by  alcohol  vapour  at 
212'^  and  2 9' I  barometer  ...... 

Now  27'4i6  cubic  inches  of  vapour,  measured  at  212°  and  29"i 
barometer,  if  they  could  exist  uncondensed  as  vapour,  at 
60°,  and  at  30  inches  barometer,  would  become 


Grains. 
8-387 

1  i87'2o 
8-39 

1178-81 

Cubic  inch. 
0*260 
Grain. 

o-o8 

Cnbic  inches 
27-676 
0-260 

27-416 


20-569 


But  (by  2)  the  united  weight  of  the  balloon,  the  vapour,  and  the) 
residual  air  was  found  to  be       .        .        .        .        .  j 
Deduct  the  weight  of  the  residual  air  (8)  .... 

The  difference  gives  the  weight  of  the  balloon  and  vapour  . 
Deduct  the  weight  of  the  empty  balloon  (7)  . 


Grains. 
1 189-20 

o-o8 

I189-I2 
1178-81 


10-31 


The  difference  gives  the  weight  of  20-569  cubic  inches  of  alcohol 
vapour  at  60°  .        .        .        .        .        .  . 

100  cubic  inches  of  alcohol  vapour  would  therefore  be  50*123  grains  at  60° 
and  30  inches  barometer.  Now,  100  cubic  inches  of  air  are  30'938  grains,  at 
60°  and  30  inches  barometer,  therefore  50-123  divided  by  31  gives  1-620  as 
the  density  of  the  vapour  of  alcohol,  from  the  foregoing  experiment. 

Deville  and  Troost  [Comptes  Rendus,  1857,  xlv.  821,  and 
1859,  xlix.  239)  have  extended  this  method  of  Dumas  to  the 
determination  of  the  density  of  vapours  of  bodies  of  very  high 
boiling  point.    They  employ  light  vessels  of  porcelain,  instead 


temperature  of  sealing,  and  to  add  this  difference  to  the  capacity  as  calculated 
above.  When  the  temperature  at  sealing  is  very  elevated,  this  correction  acquires 
some  importance;  but  it  is  insignificant  in  most  cases,  more  especially  as  the 
vapour  densities  obtained  by  experiment  never  coincide  accurately  with  the  theo- 
retical results,  and  a  lair  approximation  is  generally  all  that  is  required  to  indi- 
cate the  state  of  condensation  of  the  constituents  of  the  compound.  Since  the 
coefficient  expansion  of  flint  glass  between  32°  and  212°  F.  (0°  and  100°  C.)  is 
equal  to  o  00228366,  the  increase  in  capacity  of  the  balloon  in  the  foregoing 
experiment  between  57°  and  212°  F.  is  0-046  cubic  inch. 


EQUILIBRIUM   OF  TEMPERATURE. 


315 


of  the  glass  balloon^  and  seal  the  exit  tube  by  means  of  the 
oxvhydrogen  jet.  The  constant  temperature  at  which  the  density 
of  the  vapour  is  determined,  is  obtained  by  placing  the  porcelain 
A^essel  ia  the  vapour  of  a  body  which  boils  at  a  much  higher 
temperature  than  the  substance  subjected  to  experiment;  the 
distillation  of  the  body  which  furnishes  the  vapour-bath  being 
conducted  in  vessels  of  iron.  Boiling  mercury,  for  example, 
gives  a  vapour  of  constant  temperature  of  662°  (350°  C.)  ;  the 
vapour  of  boiling  sulphur  is  estimated  at  824°  (440°  C.) ;  that  of 
cadmium  at  1580°  (860°  C.)  ;  and  that  of  zinc  at  1904°  (1040°  C). 
But  since  the  determination  of  these  high  temperatures  is  liable 
to  some  uncertainty,  a  comparative  experiment  is  made  in  a 
separate  porcelain  vessel,  by  employing  a  substance  like  iodine, 
wliich  furnishes  a  very  dense  vapour,  the  density  of  which  at 
measurable  temperatures  is  exactly  known.  The  experiments  thus 
give  the  direct  relation  between  the  density  of  the  vapour  under 
trial,  and  that  of  iodine  at  the  same  temperature. 

By  employing  an  iron  bottle  Dewar  and  Dittmar  [Proc.  Roy. 
Soc.  1873,  xxi.  203)  have  determined  approximately  tbe  density  of 
potassium  vapour.  The  interior  of  the  bottle  was  first  deoxi- 
dized by  heating  it  to  redness,  whilst  a  current  of  hydrogen  was 
passed  into  it ;  it  was  subsequently  placed  in  a  bath  of  melted 
zinc,  and  200  grammes  of  pure  mercury  introduced.  When  f  of 
the  mercury  had  distilled  oflF,  an  iron  test  tube,  containing  4  or  5 
grammes  of  potassium,  was  dropped  into  the  bottle,  and,  after  the 
vapours  of  potassium  had  ceased  to  escape,  the  orifice  of  the 
bottle  was  closed.  When  cold,  the  bottle  was  opened  under 
Avater,  and  the  hydrogen  produced  by  the  action  of  the  potassium 
on  the  water  was  pumped  out  by  a  Sprengel,  and  measured.  In 
this  way  it  was  determined  that  the  vapour  of  potassium  is  not 
more  than  45  times  as  dense  as  an  equal  volume  of  hydrogen, 
the  theoretical  density  being  39. 

§  II.  On  the  equilibrium  of  temperature. 

(148)  All  bodies,  when  heated,  return  sooner  or  later  to  the 
temperature  of  surrounding  objects;  the  tendency  of  heat  being 
constantly  to  preserve  or  recover  an  equilibrium.  This  balance  is 
restored  either  by  the  process  termed  conduction,  that  is,  by  trans- 
mission of  heat  from  particle  to  particle ;  or  by  convection,  or  the 
motion  amongst  the  particles  of  liquids  or  gases ;  or  by  radiation 
between  bodies  at  a  distance  from  each  other. 
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Conduction. 

{[49)  If  we  place  the  end  of  a  sliort  strip  of  glass  and  of  a 
strip  of  metal,  of  equal  length,  in  the  Hame  of  a  lamp,  we  shall 
soon  be  sensible  that  heat  reaches  the  fingers  more  rapidly 
through  the  metal  than  through  the  glass ;  and  shall  have  a  con- 
vincing proof  that  these  two  substances  differ  greatly  in  their 
rate  of  conducting  heat.  Of  all  known  substances,  metals 
possess  the  greatest  conductivity,  but  even  they  differ  consi- 
derably when  compared  with  each  other.  It  may  be  taken  as  a 
rule,  although  it  is  liable  to  numerous  exceptions,  that  the  greater 
the  density,  the  greater  the  conductivity. 

Despretz,  many  years  since,  and  Langberg,  as  well  as  Wiede- 
mann and  Franz,  have  more  recently  published  a  scries  of  expe- 
riments upon  the  relative  conductivities  possessed  by  different 
solids.  In  the  experiments  of  the  observers  last  named  {Poyg. 
Annal.  1853,  Ixxxix.  497),  bars  of  each  substance  similar  in  dimen- 
sions were  exposed  at  one  extremity  to  a  constant  source  of  heat, 
and  the  progress  of  the  temperature  along  each  bar  was  measured, 
at  intervals  of  2  inches,  by  means  of  a  thermo-electric  pair. 
They  concluded  that  the  conductivities  for  heat  in  metals  follows 
the  same  order  as  their  electrical  conductivities.  According  to 
J.  D.  Forbes,  the  conductivity  of  wrought  iron  for  heat 
diminishes  considerably  as  the  temperature  rises,  and  a  similar 
diminution  in  the  conductivities  of  metals  generally  for  elec- 
tricity has  been  ascertained  to  exist  as  the  temperature  rises 
(276). 

Calvert  and  Johnson  [Phil.  Trans.  1858,  349)  have  investigated  the  con- 
ductivit}'  of  the  metals  by  a  still  more  direct  method.  Their  plan  of  operating 
consisted  in  employing  two  vessels  made  of  vulcanized  caoutchouc,  on  account  of 
its  feeble  conductivity.  The  bars  of  the  metals  under  trial  were  each  6  centi- 
metrsH  long,  and  i  centimetre  square.  Each  bar  in  succession  was  passed 
through  an  opening  in  one  of  the  sides  of  each  vessel  into  which  it  projected 
one-sixth  of  its  length,  the  intervening  portion  being  covered  with  vulcanized 
caoutchouc.  A  given  quantity  of  cold  watei-  sufficient  to  cover  the  bar  was 
then  introduced  into  one  of  these  vessels,  and  the  temperature  accurately 
observed ;  into  the  other  vessel  a  given  quantity  of  water  at  about  90  C.  was 
introduced,  and  the  temperature  was  maintained  steadily  at  this  point  for  15 
minutes  by  the  occasional  injection  of  steam  in  sufficient  quantity.  At  the  end 
of  this  time,  the  temperature  of  the  colder  vessel  was  noted.  A  comparison  of 
the  rise  of  temperature  experienced  in  this  vessel  when  bars  of  different  metals 
were  employed  in  succession,  furnished  the  relative  conductivities,  correction  being 
made  for  the  loss  of  heat  by  radiation  and  transfer  from  one  vessel  to  the  other 
during  the  experiment.* 


*  It  is  to  be  regretted  that  the  authors  did  not  test  the  accuracy  of  their 
method  by  repeating  their  experiments  with  bars  of  the  same  metals  of  a  dif- 
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Conductivities  for  Heat. 


Metals  Employed. 


Silver   

Gold   

UOlU  Yooo  ••• 

Rolled  Copper 
Cast  Copper  ... 
Aluminium  ... 
Rolled  Zinc  ... 
Cadmium 
Bar  Iron 

Tin   

Steel   

Platinum 

Sodium  

Cast  Iron 

Lead   

Antimony- 
Bismuth 


Calvert  and  Johnson. 


°C. 

Eise  of  Temp. 


3190 

3 1 '30 

26'SO 

26-95 
2587 

2l"20 
20-45 
18-40 
139? 

i3"4,5 
12-65 
12-15 
11-65 

1 1  "4.5 
9-17 

685 
i'95 


Wiedemann  and 
Franz. 


Mean  Conductivity  per 
unit  of  volume. 
Silver  =  1000. 


I  COO 
981 
840 
845 

8ri 
665 
641 

577 
436 
422 

397 
380 

365 

359 
287 

215 
61 


1000 
532 

736 


119 

145 
T16 

84 


85 


18 


The  preceding  table  gives  some  of  the  results  obtained  in  this 
■vvay,  compared  with  those  of  Wiedemann  and  Franz. 

In  the  experiments  of  Calvert  and  Johnson,  the  platinum, 
aluminium,  iron,  and  sodium  employed  were  ordinary  commercial 
samples;  the  other  metals  are  believed  to  have  been  chemically 
pure.  The  purity  of  the  metals  is  indeed  a  point  of  great  im- 
portance, because  the  presence  of  small  quantities  of  foreign 
metals  or  other  substances  greatly  impairs  the  conductivity  of  the 
mass.  It  was  found,  for  instance,  that  gold,  when  alloyed  with 
1  per  cent,  of  silver,  lost  nearly  20  per  cent,  of  its  conductivity. 

Alloys  of  tin  and  lead,  and  lead  and  zinCj  were  ascertained 
to  conduct  in  the  ratio  of  the  mean  conductivity  of  the  two 
metals,  and  these  alloys  were  found  by  Matthiessen  to  conduct 
electricity  in  like  manner,  forming  an  exception  to  the  generality 
of  the  alloys. 

Some  alloys  of  good  and  bad  conductors,  with  the  inferior 
I  conductor  in  excess,  give  a  conductivity  no  higher  than  that  of 
the  inferior  metal ;  bronze,  for  example,  and  the  alloys  CuSug, 
'  CuSng,  conduct  no  better  than  tin.    The  presence  of  carbon 


1  ferent  length — say  of  ten  centimetres  ;  they  would  no  doubt  have  then  obtamed 
1  the  same  sequence  ;  but  the  ratio  of  the  quantities  of  heat  conducted  would  prc- 
'  bably  have  been  different.  Their  numbers  at  present  must  simply  be  regarded 
!  as  representing  the  order  of  conductivity,  per  unit  of  volume,  not  per  unit 
<  of  mass. 
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diminishes  the  conductivity  of  iron.  If  that  of  silver  be  taken 
as  1000,  malleable  iron^  steel,  and  cast  iron  will  be  represented 
thus  :— 


Malleable  iron  ^^^6 

Steel  297 

Cast  iron  ^59 


It  is  principally  owing  to  differences  in  conductivity  that 
bodies  at  the  same  temperature  excite  when  touched  very  dif- 
ferent sensations  of  heat  or  of  cold.  A  piece  of  metal  feels 
much  hotter  or  colder  than  a  piece  of  wood  heated  to  the  same 
degree,  because  the  metal,  from  its  superior  conductivity,  accord- 
ing as  it  is  above  or  below  the  temperature  of  the  hand,  imparts 
heat  or  receives  it  more  quickly  than  the  wood. 

This  property  of  conduction  is  possessed  by  liquids  in  a  very 
limited  degree.    On  filling  a  test-tube  with  water,  and  holding 
it  by  the  lower  part,  whilst  the  top  of  the  tube  is  placed  across 
the  flame  of  a  spirit  lamp,  the  water  at  the  top  of  the  tube  may 
be  kept  boiling  for  many  minutes  without  occasioning  the 
slightest  inconvenience  to  the  person  who  holds  it.    Gases  are 
inferior  even  to  liquids  in  conductivity  ;  hence  it  is  that  porous 
bodies,  such  as  wool,  fur,  and  eider-down,  which  imprison  lai'ge 
bodies  of  air  within  them,  are  so  well  adapted  for  winter 
clothing,  by  preventing  the  escape  of  the  heat  of  the  body  out- 
wards.    For  the  same  reason,  chiefly,  the  employment  of  double 
doors  and  windows,  which  include  a  layer  of  air  between  them, 
is  so  useful  in  preventing  the  heat  of  our  apartments  from 
escaping  outwards ;  or,  as  in  the  case  of  fire-proof  boxes  and  ice- 
houses, in  preventing  that  of  the  outer  atmosphere  from  pene- 
trating.   In  a  similar  manner  snow  preserves  the  warmth  of  the 
earth  during  the  rigour  of  winter.    There  seem,  however,  to  be- 
differences  in  the  conductivity  even  of  gases  for  heat.  Magnus 
considers  that  the  conductivity  of  hydrogen  surpasses  that  of  all 
other  gases,  and  it  is  increased  by  iiicreasing  the  density  of  the 
hydrogen  employed.     In  his  experiments  he  placed  a  thermometer 
at  the  lower  part  of  a  glass  cylinder,  which  could  be  deprived  of 
air,  and  filled  successively  with  the  various  gases  under  trial ;  the 
upper  part  of  the  cylinder  was  then  heated  by  means  of  boiling 
water.    The  temperature  of  the  external  air  was  uniformly  at 
15°  C.  during  the  course  of  the  experiment,  and  care  was  taken 
to  protect  the  apparatus  from  the  disturbing  influence  of  radia- 
tion ;  the  temperature  rose  higher  when  hydrogen  was  employed 
than  when  any  other  gas  was  admitted. 
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The  rapid  eliange  of  particles  of  air  wliicli  are  in  contact 
with  the  body,  by  the  action  of  a  wind,  renders  the  human  frame 
much  less  able  to  bear  cold  in  a  windy  than  in  a  still  atmosphere. 
Voyagers  in  the  Arctic  regions  found  that,  if  properly  clad,  they 
could  endure  in  a  still  air  a  temperature  of  —  48°  C. :  while  at 
—  18°  C.  with  a  brisk  wind,  it  was  impossible  to  face  the  breeze 
with  safety.  A  parallel  case  occurs  in  liquids  :  the  hand  may 
with  impunity  be  kept  stationary  in  water  of  a  temperature  so 
high,  that  if  the  hand  were  in  motion  severe  pain  would  be 
occasioned. 

Many  familiar  contrivances  for  preventing  the  escape  of  heat,  and  for  facili- 
tating the  employment  of  hot  bodies,  depend  upon  the  use  of  inferior  conductors 
of  heat :  for  instance,  a  layer  of  charcoal  is  generally  interposed  between  the  case 
of  the  furnace  and  its  fire-clay  lining,  in  order  to  confine  the  heat.  The  kettle- 
holder  is  for  this  reason  used  to  protect  the  hand  from  the  heat  of  the  metal ; 
whilst  the  handles  of  tea-pots  are  insulated  from  the  hot  metal  by  non-conduct- 
ing pieces  of  ivory.  Wicker-work  or  matting  is  placed  under  hot  dishes  to  sepa- 
rate them  from  the  dinner-table  by  badly  conducting  substances. 

Much  of  the  economy  of  fuel  depends  upon  a  judicious  application  of  these 
principles.  An  instructive  illustration  of  their  importance  is  exhibited  in  the 
manner  in  which  heat  may  be  economized  by  an  appropriate  construction  of  the 
boiler  of  a  steam-engine.  The  form 
which  answers  this  purpose  most  per- 
fectly is  that  which  is  known  as  the 
Cornish  boiler.  Pig.  125  shows  a  trans- 
verse section  of  this  boiler :  it  consists 
of  two  cylinders  placed  one  within  the 
other;  between  the  two  is  the  space  for 
the  water  ;  the  interior  cylinder  contains 
the  fire-grate,  ash-pit,  and  the  first  por- 
tion of  the  flue :  the  heat,  which  would 
otherwise  be  conducted  away  by  the  fire- 
bars, and  by  the  masonry  of  the  ash-pit, 
is  thus  economized,  and  the  heated  pro- 
ducts of  combustion  pass  through  the 
boiler  for  its  whole  length,  which  is 
sometimes  as  much  as  40  or  even  60  feet, 
or  from  12  to  18  metres ;  the  hot  air 
then  returns  along  the  outside  of  the 
boiler  towards  the  fireplace,  and  once  more  passes  underneath  the  boiler  before 
it  finally  reaches  the  chimney,  c.  Loss  of  heat  from  the  outer  surface  of  the 
boiler  is  prevented  by  covering  it  with  a  layer  of  badly  conducting  material. 
In  the  boiler  of  the  locomotive,  where  a  stronger  draught  is  necessary,  the 
fireplace  is  surrounded  at  top  and  on  its  two  sides  by  a  double  casing  containing 
water,  and  the  hot  air  from  the  furnace  passes  through  the  length  of  the  boiler 
by  a  number  of  small  tubes,  which  open  at  one  end  into  the  fireplace,  at  the 
other  into  the  chimney.  Loss  of  heat  from  the  external  surface  is  here  also 
prevented  by  casing  the  boiler  in  some  non-conducting  material,  such  as  felt, 
which  is  usually  covered  with  wood. 

(150)  Inequality  in  the  ConductivHy  in  different  Directions. — 
The  researches  of  De  Senarmont  {Ann,  Chim.  Phys.  1847  [3]^  xxi. 


Pig.  125. 
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VARIATION  OF  CONDUCTIVITY  WITH  DIRECTION. 


[150- 


Fig.  T26. 


457,  and  1848,  xxii.  179)  have  shown  that  although  the  con- 
ductivity  of  solids  which  are  homogeneous  throughout,  and  of 
crystals  which  belong  to  the  regular  system,  is  uniform  in  every 
direction,  yet  that  in  all  crystals  which  do  not  belong  to  the 
regular  system  the  conductivity  varies  in  different 
directions,  according  to  the  relation  of  the  direction 
to  that  of  the  optic  axis  of  the  crystal. 

The  fundamental  fact  is  easily  demonstrated  by  taking  two 
1  slices  of  quartz,  one  cut  parallel  to  the  axis  of  the  prism,  the 
other  cut  at  right  angles  to  that  axis;  through  the  centre  of 
each  plate  a  small  conical  aperture  is  drilled  for  the  reception 
of  a  silver  wire,  one  end  of  which  can  be  heated  in  a  flame, 
and  which,  by  its  conductivity,  acts  as  an  uniform  central 
source  of  heat.  If,  previously  to  the  application  of  heat,  the 
surfaces  of  the  crystal  be  coated  with  bees'-wax,  the  wax  on 
the  plate  cut  across  the  axis  (fig.  126,  i)  will  be  melted  in 
the  form  of  a  circle,  of  which  the  wire  occupies  the  centre ; 
a  whilst  on  the  other  plate  the  wax  will  be  melted  in  the  form 
of  an  ellipse,  the  two  diameters  of  which  are  as  looo  :  1312, 
the  long  axis  coinciding  with  the  direction  of  the  optic  axis 
of  the  crystal  (fig.  126,  2),  showing  that  the  conductivity  is 
greater  in  this  direction  than  in  one  at  right  angles  to  it: 
whilst  the  circular  form  of  the  melted  wax  in  the  first  expe- 
riment shows  the  uniformity  with  which  heat  is  propagated  in 
all  directions  around,  and  perpendicular  to  the  axis  of  symmetry. 

In  crystals  with  two  oj^tic  axes,  the  results,  although  more 
complicated,  present  the  same  intimate  connexion  with  the 
direction  of  those  lines  within  the  crystal.  Bodies  which  are  not 
crystalline  also  exhibit  an  inequality  in  their  conducti^dty  in 
different  directions,  when  their  molecular  structure  is  altered  by 
tension  or  pressure.  Unannealed  glass,  and  plates  of  glass 
subjected  to  compression  upon  their  edges,  exhibit  these  phe- 
nomena, the  shorter  axis  of  the  ellipse  being  in  the  line  of 
pressure,  or  of  greatest  density. 

Delarive  and  Decandolle  have  shown  that  similar  differences 
in  conductivity  occur  in  wood,  which  conducts  much  better  with 
the  grain  than  across  it;  that  is,  better  in  a  direction  parallel  to 

the  fibres,  than  across  them.  Tyudall  has 
not  only  confirmed  this  fact,  but  has  also 
proved  that  heat  passes  rather  more  rapidly 
in  a  direction  from  the  external  surface 
towards  the  centre,  a  b  (fig  127),  than  it 
does  in  a  direction  parallel  with  the  direc- 
tion of  the  ligneous  rings,  c  d  {Phil.  Trans. 
1853,  217);  the  direction  of  greatest  con- 
ductivity coinciding  with  the  direction  of 


Fig 
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Fig.  128. 


greatest  porosity  and  readiest  cleavage.  The  densest  woods  are 
not  always  the  best  conductors.  American  birch,  though  of 
very  small  density,  conducts  better  than  oak,  which  is  much 
denser,  and  far  better  than  ironwood,  which  has  the  unusual 
density  of  1*4  26. 

Convection  of  Heat. 

(151)  Although  the  conductivity  possessed  by  liquids  and 
gases  is  very  small,  yet  they  admit  of  being  rapidly  heated  by  a 
process  of  circulation  or  convection,  which  depends  upon  the  free 
mobility  of  the  particles  that  compose  them.  When  heated,  each 
particle  expands,  and  becomes  for  the 
time  less  dense.  If  the  heat  be  applied 
at  the  bottom  of  a  large  flask  nearly  filled 
with  water^  into  which  a  little  bran  has 
been  thrown  to  enable  the  eye  to  follow 
the  motion  occasioned,  the  heated  and 
lighter  particles  will  be  seen,  by  the  mo- 
tion of  the  bran,  to  ascend,  while  their 
place  is  supplied  by  fi'csh  particles  from 
the  sides ;  these  in  turn  come  into  contact 
with  the  heated  glass  at  the  bottom,  and 
they  again  make  way  for  colder  portions. 
An  ascending  current,  as  shown  in  fig.  128^ 
is  thus  established  up  the  middle,  and  de- 
scending currents  flow  down  the  sides  of 
the  flask,  which  are  kept  cool  by  the  air. 
Anything  that  checks  this  free  circulation, 
and  occasions  viscosity  in  the  liqxiid,  im- 
pedes the  distribution  of  heat.  Porridge 

'  or  starch,  during  the  boiling,  requires  to 
be  constantly  stirred,  for  the  purpose  of 
presenting  fresh  surfaces  to  the  source  of 
heat,  and  of  preventing  the  portions  in 

I  contact  with  the  hot  bottom  of  the  vessel 

:  from  becoming  overheated  and  '  burned.-' 

The  motion  thus  communicated  by  heat  to 
1  liquids,  has  been  ingeniously  applied  to  the  warm- 
i  ing  of  buildings,  by  the  circulation  of  hot  water 
i  in  pipes.  One  of  the  most  effective  methods  will 
Ibe  understood  by  examining  fig.  129,  which  re- 
[  presents  Perkins's   arrangement  for  beating  by 

means  of  hot  water  at  a  high  pressure.    In  its 

simplest  form  it  consists  of  a  continuous  wrought- 

iron  pipe,  i  inch  (25  millimetres)  in  diameter  ex- 
1  Y 


Fig. 


129. 


1 


As 


I 
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ternally,  with  a  bore  half  an  inch  in  diameter.  The  pipe  is  completely  filled  with  ; 

water  at  p,  and  closed  by  a  plug.    The  apparatus  is  provided  with  a  chamber  i 

at  E,  of  about  a  fifth  or  a  sixth  the  capacity  of  the  entire  tube,  to  allow  for  . 

expansion  :  this  chamber  being  left  empty.    About  a  sixth  of  the  entire  length  : 

of  the  pipe  is  coiled  up  at  f  c,  and  is  heated  by  a  furnace,  which  is  of  necessity  1 

placed  in  the  basement  of  the  building.    At  s  s,  s  s,  other  coils  are  formed  upon  j 

the  pipe  as  it  passes  through  the  different  apartments  which  are  to  be  heated,  i 

The  course  of  the  water  is  indicated  by  arrows.    The  hot  water,  mixed  witli  ] 

bubbles  of  steam,  passes  off  from  the  upper  part  of  the  fire  coil,  f  c,  ascends  by  ; 

the  pipe  a  a,  to  the  highest  part  of  the  building ;  it  then  flows  off  on  either  side  j 

through  the  heating  coils,  s  s,  s  s,  and  returns  by  the  pipes  c  c,  which  unit*  « 

into  one  before  delivering  the  cooled  water  to  the  bottom  of  the  fire  coil,  f  c.  \ 

s  s,  s  s,  are  stop-cocks  for  arresting  the  current  through  any  one  of  the  heating  i 

coils,  s  s,  8  s.  j 

The  importance  of  the  exception  in  the  case  of  water  to  the  i 
regularity  of  expansion  (143),  in  connexion  with  these  circulatory  1 
movements^  will  now  be  perceived.    During  the  frosts  of  winter  j 
a  rapid  process  of  cooling  goes  on  from  the  surface  of  the  earth  || 
and  of  our  lakes  and  rivers  :   the  colder  water  sinks  to  the  |j 
bottom^  fresh  portions  being  supplied  fi'om  below,  until  the  whole  if 
has  reached  the  temperature  of  4''  C;  below  this  point  the  colder  '! 
water  being  the  lighter  remains  at  the  top,  thus  protecting  the  || 
mass  beneath  from  further  reduction  of  temperature  by  its  infe-  ij 
rior  conductivity,  and  preventing  such  a  reduction  at  any  consi-  i 
derable  depth  as  would  be  fatal  to  the  animals  which  it  contains,  if 
Ice,  too,  being  lighter  than  water,  floats  upon  the  surface,  and  i| 
thus  the  bottoms  of  our  rivers  are  protected  from  the  accumula-  j 
tions  of  frozen  water,  otherwise  inevitable ;  and  which  no  subse- 
quent summer  heat  would  ever  suflBce  to  melt,  or  even  to  reach  from 
the  surface.     In  the  ocean,  where  the  maximum  of  density 
occurs  below  0°  C,  the  depth  is  so  great  that,  excepting  near  the 
polar  circles,  the  low  temperature  does  not  last  suflSciently  long 
to  reduce  the  entire  mass  to  a  degree  injurious  to  animal  life. 

(152)  Currents  in  Gases. —  Ventilation. — The  motions  pro- 
duced in  gases  by  the  expansive  action  of  heat  are  still  more 
obvious  and  extensive  than  those  occasioned  by  it  in  liquids.  The 
tapering  form  of  flame  is  due  to  an  expansion  of  the  air,  accom- 
panied by  a  powerful  upward  current,  produced  by  the  heat  with 
which  it  is  attended.  A  body  of  heated  air  confined  in  a  light 
envelope  possesses  considerable  ascensional  power,  and  constitutes 
the  ordinary  fire-balloon ;  it  was,  indeed,  by  means  of  such  a 
balloon  that  the  first  aeronautic  excursion  on  record  took  place. 

The  application  of  the  currents  produced  in  air  by  diflerences 
of  temperature  to  the  ventilation  of  our  dwellings  is  a  subject  of 
great  practical  importance.  The  draught  produced  in  the  chimney 
is  due  to  the  heat  derived  from  the  fire,  which  dilates  the  air  in 
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the  flue  above  it,  and  renders  it  less  dense :  it  consequently  rises 
in  tlie  shaft,  and  the  longer  the  chimney  the  more  powerful  is 
the  draught.     Suppose  the  temperature  in  the  chimney  to  be  on 
the  average  of  its  length  40°  above  that  of  the  outer  air,  which 
may  be  assumed  to  be  at  7°  C. ;  the  dilatation  of  air  for  each 
1°  C.  is  aio-  of  its  volume  at  y°  C,  the  column  of  air  in  the 
chimney  will  therefore  be  dilated        or  |-.    A  column  of  such 
heated  air,  8  metres  high,  which  we  will  assume  as  the  length  of 
the  chimney,  would  therefore  only  balance  a  column  of  7  metres 
in  height  at  the  temperature  of  the  outer  air,  and  the  ascensional 
force  of  the  heated  air  would  be  that  due  to  the  difference  in 
weight  between  the  8  metres  of  warm  air  and  8  metres  of  colder 
air,  or  equal  to  the  pressure  of  a  column  of  the  colder  air,  i  metre 
in  height.    Air  must,  however,  be  supplied  to  the  lower  opening, 
in  order  to  allow  the  equilibrium  to  be  restored ;  and  if  the 
.  communication  of  the  apartment  with  the  outer  air  be  insuffi- 
i  cient  (as  when  the  doors  and  windows  are  carefully  closed,  and 
listed  down,  to  exclude  the  draughts  of  cold  air  that  rush  in  at 
I  every  crevice  to  furnish  that  required  to  feed  the  chimney),  air 
will  enter  at  the  top  of  the  chimney  j  just  as  when  a  bottle  full 
I  of  air  is  plunged  with  its  mouth  upwards  under  water,  the  water 
I  enters  at  the  mouth,  whilst  the  air  escapes  in  gushes  or  bubbles. 
'  The  consequence  of  the  entrance  of  cold  air  at  the  top  of  the 
( chimney  will  be,  that  such  cold  air  pours  down  into  the  room, 
land,  as  a  necessary  result,  the  chimney  smokes.    If  the  door  or 
I  the  window  be  opened,  however,  the  annoyance  ceases.    In  a 
iroom  properly  ventilated,  the  requisite  supply  of  fresh  air  will 
tenter  freely,  without  the  necessity  of  setting  the  door  open. 

In  ventilating  a  room,  it  must  be  remembered  that  the  air  which  has  been 
tused,  and  which  requiies  renewal,  has  become  heated  by  respiration  and  by  the 
Iburning  of  lamps  or  candles ;  it  therefore  rises  and  accumulates  in  the  upper  part 
oof  the  room.    This  is  easily  seen  by  opening  the  door  of  a  heated  apai-tment,  and 
kholding  a  candle  near  the  upper  part  of  the  doorway  ;  if  the  window  be  not  open, 
aa  current  will  generally  be  found  blowing  the  flame  from  the  room,  Midway  down, 
tthe  flame  will  be  stationary,  while  near  the  floor  it  will  be  blown  strongly  into 
tthe  room.   In  this  experiment  the  lighter  heated  air  flows  out  above,  while  the 
ddenser  cold  air  supplies  its  place,  by  entering  at  the  lower  part  of  the  room.  It 
ids  for  this  reason  advisable  always  to  make  apertures  for  the  escape  of  heated  air 
mear  the  ceiling ;  but  it  must  be  remembered  that  no  ventilation  can  be  effectual 
nwhich  does  not  provide  for  the  entrance  of  fresh  air,  which  may  be  previously 
warmed  or  not,  and  which  is  best  admitted  at  the  lower  part  of  the  room.  In 
scases  where  there  is  a  sufficient  height  of  chimney,  a  contrivance  of  Dr.  Amott's 
Has  a  valuable  auxiliary  to  the  ventilation ;  it  consists  of  a  balanced  valve,  opening 
■rinto  the  chimney,  whilst  any  momentary  downward  draught  occasioned  by  the 
fcsudden  shutting  of  the  door,  or  otherwise,  causes  the  valve  to  close,  and  thus  to 
■(prevent  the  escape  of  smoke  into  the  room. 
I  Y  2 
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The  velocity  of  the  currents  produced  by  heat,  and  the  rate 
of  cooling  effected  by  them  upon  a  thermometer  heated  up  to  a 
determinate  point,  vary  in  different  gases,  being  more  rapid  the 
lighter  the  gas.  In  hydrogen  the  rate  of  cooling  is  much  more 
rapid  than  in  air,  while  in  carbonic  anhydride  it  is  considerably 
less  rapid. 

(153)  Trade  Winds. — The  processes  of  circulation  produced  by 
heat  in  liquids  and  gases,  which  have  just  been  described,  occur 
upon  a  vast  scale  in  the  atmosphere  and  in  the  ocean.  The  im- 
portant phenomena  of  the  trade  winds  arise  from  movements 
which  originate  from  these  causes.  The  temperature  of  the  sur- 
face of  the  earth  not  being  uniform,  but  being  highest  within 
the  tropics  and.  lowest  at  the  poles,  the  air  near  the  equator  rises 
in  temperature,  it  becomes  expanded,  grows  less  dense,  and  there- 
fore ascends,  its  place  being  supplied  by  cooler  air  from  the  parts 
adjacent,  but  nearer  to  the  poles.  The  heated  equatorial  air  rises 
to  a  certain  point,  and  then  falls  over  to  supply  the  place  of  the 
cooler  air  just  conveyed  from  the  neighbouring  regions.  In  con- 
sequence of  these  actions,  the  air  iipon  the  surface  of  the  earth  is 
continually  moving  from  the  poles  towards  the  equator,  and  above 
this  current  is  another  proceeding  in  the  contrary  direction,  from 
the  eqTiator  towards  the  poles.  The  lower  current,  which  is 
steadily  felt  on  each  side  of  the  equator  through  at  least  30®  of 
latitude,  is  of  the  utmost  importance  to  navigation,  and  forms 
what  are  called  the  trade  winds.  The  upper  current  does  not 
admit  of  being  so  accurately  traced,  but  there  is  satisfactory  proof 
of  its  existence.  The  summits  of  many  inter- tropical  mountains, 
such  as  the  Peak  of  Teneriffe,  13,180  feet  (3712  metres)  high,  and 
Mouna  Kea,  in  the  Sandwich  Islands,  18.400  feet  (5608  metres) 
in  height,  are  sufficiently  elevated  to  reach  into  the  upper  cur- 
rent; and  at  the  top  of  these  mountains  a  strong  south-westerly 
wind  blows  continually,  whilst  the  north-east  trade  wind  is  blowing, 
at  the  base.  If  the  earth  were  stationary,  these  currents  would 
set  due  north  and  south.  The  surface  of  the  globe,  however,  is 
revolving  from  west  to  east,  at  the  average  rate  of  980  miles  per 
hour  in  its  equatorial  part,  and  the  rapidity  of  motion  gradually 
diminishes  towards  the  poles,  at  which  point  the  motion  almost 
vanishes.  Air,  therefore,  which  flows  towards  the  equator  from 
the  poles,  is  moving  more  slowly  than  those  regions  of  the  earth 
towards  which  it  advances.  Since,  however,  the  objects  upon  the 
surface  partake  of  the  motion  of  the  earth  at  the  particular  spot 
on  which  they  rest,  and  as  therefore  the  earth's  motion  is  not  per- 
ceptible, the  effect  of  a  wind  travelling  more  slowly  in  the  same 
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direction  as  that  in  whicli  the  earth  is  moving  would  be  precisely 
the  same  as  that  of  a  current  blowing  in  the  opposite  direction, 
with  a  velocity  equal  to  the  difference  between  the  rates  of  the 
two  motions,  supposing  the  earth  to  be  at  rest :  consequently  the 
wind  from  the  north  has  a  set  from  the  east,  which  diminishes  as 
it  approaches  the  equator^  where  the  motion  of  the  successive  por- 
tions of  the  surface  becomes  more  uniform.  From  the  operation 
of  these  causes  the  north-east  is  one  of  the  most  prevalent  winds 
in  our  climate.  For  similar  reasons,  the  equatorial  current  to- 
wards the  poles  sets  in  a  direction  from  the  west,  and  retains  its 
course  when  it  comes  down  to  the  surface,  which  it  does  at  and 
about  our  latitude,  occasioning  the  westerly  winds  which  prevail 
in  these  islands  so  generally  at  certain  seasons. 

The  land  and  sea  breezes  which  occur  morning  and  evening 
along  the  coasts  of  tropical  countries,  are  due  to  the  action  of 
analogous  causes.  During  the  early  part  of  the  day  the  surface 
of  the  land,  from  the  action  of  the  sun's  rays,  becomes  more 
heated  than  the  ever-moving  ocean ;  the  air  above  it  expands  and 
rises,  whilst  its  place  is  supplied  by  cooler  air  from  the  ocean — 
this  constitutes  the  sea  breeze :  whereas  in  the  evening,  after  sun- 
set, the  land  cools  more  rapidly  than  the  ocean,  and  the  air  rest- 
ing upon  it  contracts  in  bulk,  and  becoming  heavier,  flows  out 
during  the  night  upon  the  sea,  and  produces  the  land  breeze. 

(154)  Gulf  /S^^ream.— Similar  currents,  of  equal  constancy  and 
regularity,  exist  in  the  ocean,  but  they  are  modified  in  their  direc- 
tion by  the  general  distribution  of  land  and  water  on  the  earth's 
surface.  That  part  of  the  ocean  which  is  immediately  under  the 
tropics,  and  between  the  eastern  and  western  hemispheres,  for 
example,  becomes  highly  heated ;  the  water  flows  off  on  either 
side,  towards  the  poles,  acquiring  a  westerly  direction  as  it  passes 
aouth  of  the  coast  of  Guinea,  and  striking  the  promontory  of 
Cape  St.  Roque,  on  the  South  American  coast,  is  split  into  two 
streams;  the  smaller  one  continues  southwards  towards  Cape 
Horn;  the  larger  current  maintains  a  north-westerly  course  in 
the  Gulf  of  Mexico,  where  it  receives  further  accessions  of  heat, 
and  is  gradually  changed  in  its  direction ;  it  passes  along  the 
southern  shores  of  North  America,  and  finally  emerges  northward, 
in  the  narrow  channel  between  the  peninsula  of  Florida  and  the 
Bahama  Islands,  where  it  assumes  the  name  of  the  Gu/f  Stream. 
The  temperature  of  this  current  is  found  to  be  somewhat  above 
5°  C.  higher  than  that  of  the  neighbouring  ocean.  The  current 
passes  on,  gradually  widening  and  becoming  less  marked,  till  it  is 
lost  on  the  western  shores  of  Europe.    A  less  accurately  defined 
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under-curreut,  from  the  poles,  is  constantly  setting  in  towards 
the  equator,  to  supply  the  place  of  the  heated  water  which  takes 
the  course  already  described.  Besides  rendering  important  aid 
to  the  navigator,  these  currents  assist  in  maintaining  an  equi- 
librium of  temperature  on  the  earth,  moderating  the  severity  of 
the  polar  frost,  and  tempering  the  sultry  heats  of  the  tropics.  One 
cause  of  the  comparative  mildness  of  our  own  winters  is  the 
warmth  conveyed  to  our  shores  by  the  Gulf  Stream. 

It  would  appear  from  the  results  of  the  deep  sea  soundings 
m  the  Atlantic,  that  there  are  two  currents  of  water  flowing  in 
opposite  directions,  a  warm  superficial  current  passing  from  the 
equator  towards  the  poles,  and  a  cold  lower  current  proceeding 
from  the  poles  towards  the  equator. 

Radiation  of  Heat. 

(155)  A  person  placed  in  bright  sunshine,  or  before  a  blazing 
fire,  must  perceive  that  in  addition  to  the  gi-adual  mode  of  propa- 
gation from  particle  to  particle,  heat  is  endowed  with  the  faculty 
of  traversing  space,  and  transparent  media  such  as  the  atmosphere.  J 
This  transmission  of  heat  occurs  in  right  lines,  with  a  velocity  ^ 
equal  to  that  of  light  itself;  in  fact,  in  this  mode  of  propaga- 
tion  it  follows  the  same  laws  as  light,  and  like  all  radiations  it  i| 
diminishes  in  intensity  as  the  square  of  the  distance  from  the  i 
active  centre  increases.  It 

The  great  supply  of  heat  to  the  earth  from  the  sun  is  trans-  ^ 
mitted  by  the  process  of  radiation.    Some  idea  of  the  amount  of  ! 
heat  thus  received  by  the  earth  may  be  formed  from  a  rough  cal- 
culation made  by  Faraday,  to  the  effect  that  the  average  amount  ; 
of  heat  radiated  in  a  summer's  day  upon  each  acre  of  land  in  the 
latitude  of  London,  is  not  less  than  that  which  would  be  emitted 
in  the  combustion  of  sixty  sacks  of  coal.    Dr.  Siemens  (Lecture 
to  British  Assoc.  Bradford,  Nature,  1873,       443)  calculates  that 
the  quantity  of  heat  reaching  the  earth  from  the  sun  is  capable 
of  evaporating  a  layer  of  water  14  feet  in  depth  annually.  This 
is  equivalent  to  1680  tons  per  acre  annually,  or  about  92  cwt.  in 
24  hours. 

Heat,  in  its  radiant  state,  does  not  raise  the  temperature  of 
the  media  which  it  traverses :  a  tube  full  of  ether  may  be  held  in 
the  focus  of  a  burning  mirror  without  becoming  sensibly  hotter ; 
but  the  moment  that  the  absorption  of  the  rays  is  caused  in  any 
way,  as  by  introducing  a  bit  of  charcoal  into  the  liquid,  the  ether 
enters  into  ebullition  and  is  dissipated  in  vapour. 

(156)  Reflection  of  Heat. — Polished  objects  reflect  the  greater 
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J  part  of  the  heat  which  falls  upon  them;  the  reflected  and  incident 
rays  are  always  in  the  same  plane,  and  the  angles  which  they  make 
with  a  perpendicular  to  the  reflecting  surface  are  always  equal. 
By  means  of  concave  mirrors,  the  rays  of  heat,  like  those  of  light, 
may  be  brought  to  a  focus,  and,  if  suSiciently  intense,  they  will 
ignite  combustible  substances  placed  there.    The  law  of  the 
reflection  of  heat  may  be  roughly  demonstrated  by  holding  a  flat 
sheet  of  tin-plate  in  such  a  position  before  a  common  fire  that  the 
light  of  the  fire  may  be  reflected  from  it,  whilst  the  observer  is 
screened  from  the  direct  rays ;  the  sensation  of  heat  will  be  per- 
ceptible upon  the  face  the  moment  that  the  reflection  of  the  fire 
is  seen.    The  same  effect  may  be  shown  in  a  still  more  striking 
manner  by  means  of  two  similar  concave  parabolic  mirrors  (fig. 
131,  page  330)  arranged  opposite  each  other,  at  the  distance  of 
4  or  5  metres  or  more.    If  a  lighted  candle  be  placed  in  the 
focus  of  one  of  the  mirrors,  the  rays  will  fall  upon  its  concave 
surface,  and  thence  be  reflected  in  parallel  lines  to  the  surface  of 
the  second  mirror,  from  which  they  will  be  a  second  time  reflected, 
and  will  converge  at  its  focus  ;  a  luminous  spot  being  formed 
upon  a  piece  of  paper  held  in  this  position.    If  for  this  paper  one 
of  the  balls  of  a  difl'erential  thermoscope  (135)  be  substituted, 
the  expansion  of  the  air  in  that  bulb  will  afford  evidence  that 
the  heat  as  well  as  the  light  is  reflected.    That  the  rays  take  the 
course  described,  and  which  is  represented  in  the  diagram,  and 
that  they  do  not  act  upon  the  instrument  by  direct  radiation,  is 
shown  by  interposing  a  small  tin-plate  screen  between  the  second 
mirror  and  the  thermometer :  in  this  case  the  liquid  immediately 
becomes  stationary ;  while,  if  the  screen  be  placed  between,  the 
instrument  and  the  candle,  no  sensible  effect  is  produced. 

If,  instead  of  a  candle,  a  red-hot  ball  be  placed  in  the  focus  of 
the  first  mirror,  paper  may  be  scorched,  and  gunpowder  or  phos- 
phorus inflamed  in  the  focus  of  the  second.  Heat,  however,  is 
emitted  in  the  form  of  rays  from  bodies,  whether  such  bodies  be 
luminous  or  not.  A  canister  of  boiling  water  may  be  substituted 
for  the  candle  or  the  red-hot  ball,  and  the  heat  which  it  emits, 
although  less  intense,  will  be  concentrated  by  the  opposite  mirror 
equally  well, 

(157)  Absorption  of  Heat. — Different  substances  reflect  heat 
unequally.  Polished  metals  possess  the  power  of  reflection  in  the 
highest  degree,  but  even  the  metals  differ  considerably  in  reflect- 
ing power,  Melloni,  from  his  experiments,  has  concluded  that  of 
100  rays,  silver  reflects  90;  bright  lead  reflects  60;  whilst  glass 
reflects  but  10, 
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If  the  surface  of  a  body  be  scratched  it  reflects  heat  irregu- 
larly, in  the  same  way  that  a  sheet  of  white  paper  scatters  the 
light  which  it  reflects ;  and  if  the  surface  be  coated  more  or  less 
completely  with  lamp-black,  the  amount  of  heat  which  is  reflected 
may  be  diminished  in  a  degree  proportioned  to  the  alteration  of 
the  surface.  In  this  case,  that  portion  of  the  heat  which  is  not 
reflected  is  absorbed.  When  the  heat  is  all  reflected,  the  tem- 
perature of  the  body  remains  unaltered  ;  but  when  absorption 
takes  place,  the  temperature  rises  in  proportion  to  the  quantity 
of  heat  which  is  absorbed. 

This  difference  may  be  exhibited  by  placing  a  lighted  taper  in  the  focus  of 
one  of  the  mirrors,  and  employing  in  the  second  focus  a  differential  thermoscope, 
one  ball  of  which  is  gilt,  and  the  other  ball  covered  with  lamp-black.  On  placing 
the  gilt  ball  in  the  focus,  scarcely  any  motion  of  the  liquid  in  the  stem  is  per- 
ceived ;  but,  on  reversing  the  balls,  although  the  amount  of  heat  which  falls  on 
the  instrument  is  no  greater  than  before,  the  liquid  descends  rapidly:  in  the  first 
case,  the  heat  is  for  the  most  part  reflected :  in  the  second  it  is  absorbed,  and 
the  temperature  consequently  rises. 

A  similar  result  may  be  obtained  by  taking  two  bright  tin  plates,  and  coating 
one  surface  of  one  of  them  with  lamp-black.  On  placing  them  in  a  vertical  position, 
with  a  hot  iron  ball  midway  between  the  two  plates  but  not  touching  either  of 
them,  the  blackened  surfiice  being  directed  towards  the  source  of  heat,  it  will  be 
found  that  the  blackened  plate  becomes  heated  by  absorption,  while  the  other 
remains  cool :  this  may  be  shown  by  causing  a  cork  to  adhere  to  the  outer  sur- 
face of  each  plate,  by  means  of  a  little  wax  or  pomatum  ;  the  wax  will  melt  upon' 
the  blackened  plate,  and  the  cork  will  fall  from  it  much  sooner  than  from  the 
bright  one. 

The  power  of  reflection  seems  to  reside  almost  exclusively  in 
the  surface  of  the  body.  A  film  of  gold  leaf,  not  exceeding 
•g-oVo  millimetre  in  thickness,  answers  the  purpose  of  a  reflector 
nearly  as  well  as  a  mass  of  solid  gold;  since  a  sheet  of  paper 
Martially  gilt,  if  held  within  a  short  distance  of  a  mass  of  red-hot 
netal,  will  become  scorched,  excepting  in  those  parts  which  are 
protected  by  the  metallic  film.  The  absorbing  power  of  a  sub- 
stance is  complementary  to  its  power  of  reflecting  heat ;  the  best 
reflectors  are  the  worst  absorbents,  and  vice  versd.  As  is  the 
case  with  light,  so  it  is  found  with  radiant  heat,  that,  excepting 
in  the  case  of  polished  metals,  the  greater  the  angle  of  incidence 
the  more  complete  is  the  reflection. 

(158)  Connexion  between  Absorption  and  Radiation. — The  ex- 
periments of  Leslie  have  proved  the  existence  of  an  important 
connexion  between  the  absorbing  and  the  radiating  powers  of  the 
same  substance :  they  are  in  all  cases  directly  proportioned  to 
each  other.  The  great  diversity  of  radiating  power  possessed  by 
different  substances  may  be  exemplified  by  the  following  experi- 
ments.   Let  a  cubic  canister  of  tin-plate  have  one  of  its  sides 
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covered  with  lamp-black,  and  a  second  side  with  writing-paper, 
let  a  third  be  scratched  in  various  directions,  and  let  the  fourth 
remain  polished.  On  placing  the  canister,  filled  with  hot  water, 
in  the  focus  of  one  mirror,  and  a  thermoscope  in  the  focus  of  the 
other,  it  will  be  found,  on  presenting  each  side  in  succession  to 
the  mirror,  that  a  different  temperature  is  indicated.  The  heat 
radiated  will  be  found  to  be  greatest  from  the  lamp-black,  less 
fi'om  the  paper,  still  less  from  the  scratched  face,  and  least  of  all 
from  the  polished  surface.  In  consequence  of  the  more  rapid 
radiation  from  blackened  than  from  polished  surfaces  of  the  same 
metal,  a  given  quantity  of  a  hot  liquid  placed  in  a  blackened 
vessel  will  reach  the  temperature  of  the  surrounding  air  sooner 
than  if  it  be  placed  in  a  vessel  similar  in  size  and  shape,  but  with 
a  polished  surface. 

The  amount  of  heat  radiated  from  the  surface  of  an  object 
destitute  of  reflecting  power  varies  with  the  angle  ;  the  intensity 
being  proportioned  to  the  cosine  of  the  angle  which  the  issuing 
rays  form  with  the  perpendicular  to  the  surface.  This  fact  was 
proved  experimentally  by  Leslie. 

EiG.  130. 


Opposite  to  a  concave  mirror  he  placed  a  vessel  with  flat  sides  filled  with 
boiling  water,  the  side  of  the  vessel  next  the  mirror  being  coated  with  lamp- 
black. Two  screens,  A  A,  B  B,  pierced  with  apertures  of  equal  size,  were  inter- 
posed between  the  mirror  and  the  heated  vessel,  and  in  the  focus  of  the  mirror 
was  placed  the  blackened  ball,  f,  of  a  thermoscope ;  no  alteration  in  the  in- 
dication of  the  thermometer  was  produced  by  varying  the  inclination  of  the 
vessel.  The  dotted  line  a  h  represents  the  extent  of  the  radiating  surface  when 
the  vessel  is  vertical.  And  it  is  obvious  that  as  the  obliquity  of  the  surface  a  e 
is  increased  a  larger  extent  of  radiating  surface  is  exposed  to  the  thermometer,  so 
that  the  intensity  of  the  emitted  ray  must  be  inversely  as  the  extent  of  surface 
in  the  two  cases. 

In  the  economic  applications  of  heat,  constant  scope  is 
afforded  for  the  emjjloyment  of  the  powers  of  reflection,  radiation, 
and  absorption.  The  meat-screen  and  the  Dutch  oven,  when  kept 
bright,  afford  instances  of  the  application  of  the  reflection  of  heat 
to  beneficial  purposes,  in  directing  the  heat  upon  the  objects 
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between  them  and  the  fire.  Tea  made  in  a  silver  teapot,  which 
owing  to  its  polished  surface  long  retains  its  high  temperature, 
is  superior  in  flavour  to  that  made  in  black  earthenware,  which 
rapidly  loses  its  heat  by  radiation.  Pipes  for  the  conveyance  of 
steam  should  be  kept  bright  until  they  reach  the  apartment  where 
the  heat  is  to  be  distributed,  and  there  the  surface  should  be 
blackened,  in  order  to  favour  the  process  of  radiation. 

(159)  Formation  of  Deio.—'ilhG  distribution  of  heat  by  radia- 
tion is  not  confined  to  bodies  highly  heated.  All  substances, 
whatever  be  their  temperature,  are  constantly  radiating  a  certain 
portion  of  heat,  the  amount  of  which  depends  upon  their  tempe- 
rature. If  the  different  bodies  are  all  at  the  same  temperature, 
each  absorbs  from  surrounding  objects  in  a  given  time  exactly 
as  much  heat  as  it  radiates  towards  them  in  the  same  time. 
But  suppose  the  bulb  of  a  thermometer  to  be  placed  in  the  focus 
of  a  small  parabolic  mirror,  which  is  turned  towards  a  perfectly 
cloudless  sky,  in  such  a  direction  that  the  sun^s  rays  shall  not 
fall  upon  the  mii-ror,  the  temperature  will  sink  several  degrees ; 
at  night,  frequently  as  much  as  8°  or  10°  C.  The  thermometer, 
like  all  other  objects,  is  constantly  radiating  heat :  the  mirror 
cuts  it  oflF  from  the  rays  proceeding  from  surrounding  objects, 
and  the  portion  of  space  towards  which  it  is  presented  not  re- 
turning the  heat  radiated  towards  it  from  the  instrument,  the 
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temperature  of  the  thermometer  necessarily  falls.  A  similar  ex- 
periment is  easily  made  with  the  conjugate  mirrors.  If  in  the 
focus  of  one  mirror,  a  cage  filled  with  ice  (c,  fig.  131)  be  sup- 
ported, and  in  the  focus  of  the  opposite  mirror,  the  bulb,  b,  of 
the  differential  thermoscope,  which  has  been  blackened  to  favour 
radiation,  and  which  is  screened  from  the  radiation  of  surround- 
ing objects  by  a  second  small  mirror,  placed  as  at  a,  the  liquid 
will  soon  rise  in  the  stem  connected  with  the  blackened  bulb, 
because  the  bulb  radiates  towards  the  ice,  which  only  partially 
returns  the  rays  that  it  receives ;  and  the  radiation  from  sur- 
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rounding  bodies  upon  the  therraoscope  being  preventedj  its  tem- 
perature falls.* 

The  principles  of  radiation  were  happily  applied  by  Wells  to 
the  explanation  of  the  phenomenon  of  dew.  Dew  is  formed  most 
copiously  during  a  calm^  clear  night  succeeding  a  hot  day :  it  is 
deposited  in  exposed  situations  and  upon  the  leaves  of  plants  and 
on  filamentous  objects  in  general.  As  soon  as  the  sun  dips  below 
the  horizon,  and  in  shady  places  even  before  sunset,  radiation  from 
the  earth  is  no  longer  compensated  by  the  solar  rays  :  the  tempe- 
rature of  the  surface  is,  therefore,  speedily  reduced  below  that  of 
the  stratum  of  air  in  contact  with  it ;  this  stratum  being  charged 
with  moisture,  is  no  longer  able  to  support  so  much  water  in  the 
gaseous  form,  but  deposits  it  (just  as  when  a  glass  of  cold  spring 
water  is  brought  into  a  warm  and  moist  room,  it  becomes  bedewed 
with  moisture  on  its  outside)  ;  and  the  cohesion  collects  the  water 
into  the  pearly  drops  that  stud  the  herbage  and  sparkle  in  the 
sloping  rays  of  the  sun.  On  cloudy  nights  Httle  or  no  dew  is 
deposited,  because  the  masses  of  suspended  water  intercept  the 
rays  from  the  earth,  and  return  them  to  its  surface.  Overhanging 
buildings,  or  the  projecting  branches  of  trees,  in  a  similar  way, 
return  the  heat  to  the  objects  beneath  them,  and  prevent  the 
reduction  of  temperature  which  necessarily  precedes  the  deposition 
of  dew.  On  windy  nights  the  equilibrium  is  rapidly  restored  by 
the  contact  of  fresh  surfaces  of  air  with  the  radiating  crust  of 
the  earth,  and  little  or  no  dew  is  formed.  Upon  metallic  bodies, 
which  are  bad  radiators,  and  upon  the  hard-beaten  path  or  road, 
where  the  heat  is  conducted  rapidly  from  the  strata  beneath, 
scarcely  any  dew  is  deposited ;  while  upon  the  branching  shrub, 
the  tufted  grass,  and  the  downy  leaf,  abundance  of  moisture  is 
collected,  these  being  precisely  the  objects  which  derive  most 
benefit  from  its  presence. 

In  India,  near  the  town  of  Hoogly,  about  forty  miles  from 
Calcutta,  the  principle  of  radiation  is  applied  to  the  artificial 
production  of  ice.  Flat  shallow  excavations,  from  one  to  two 
feet  in  depth,  are  loosely  lined  with  rice  straw,  or  some  similar  bad 
conductor  of  heat,  and  upon  the  surface  of  this  layer  are  placed 
shallow  pans  of  porous  earthenware,  filled  with  water  to  the  depth 
of  one  or  two  inches.  Radiation  rapidly  reduces  the  temperature 
below  the  freezing  point,  and  ice  is  formed  in  thin  crusts,  which 
are  removed  as  they  are  produced,  and  stored  away  in  suitable 


*  For  a  discussion  of  the  theory  of  exchanges  the  reader  may  consult  Stewart's 
Mementwry  Treatise  on  Meat,  2nd  ed.  187 1,  i2><j,  et  se^. 
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ice-houses  until  night,  when  the  ice  is  conveyed  in  boats  to 
Calcutta.  Winter  is  the  ice-making  season — viz.,  from  the  end 
of  November  to  the  middle  of  February."'^ 

The  fundamental  fact  of  cooling  by  radiation  of  the  bodies  on 
which  dew  is  being  formed,  is  easily  verified.  If  a  thermometer 
be  laid  upon  a  grass-plat,  on  a  clear  night,  it  will  be  found  to 
indicate  a  temperature  several  degrees  below  that  shown  by  a 
second  thermometer,  suspended  a  metre  or  more  from  the  surface. 

(160)  Law  of  Cooling  by  Radiation. — The  rapidity  of  the 
cooling  of  any  body  by  radiation  depends  upon  the  excess  of  its 
temperature  over  that  of  the  external  air.  The  hotter  the  body, 
the  more  rapidly  does  it  cool ;  and  as  it  approaches  the  tempera- 
ture of  the  air,  the  more  slowly  does  it  lose  its  excess  of  heat. 

Newton  assumed  that  the  quantity  of  heat  lost  by  a  hot  body 
for  equal  intervals  of  time,  was  proportioned  to  the  excess  of  its 
temperature  above  that  of  the  surrounding  air ;  so  that  if  a  body 
heated  to  ioo°  in  an  atmosphere  of  o°,  lose  io°  in  one  minute, 
the  same  body  heated  to  50°  would  lose  5°  per  minute,  the  air 
being  also  at  0°.  Later  experiments,  however,  have  shown  that 
this  assumption  is  not  exact,  even  for  low  temperatures,  and  that 
it  becomes  very  inaccurate  at  high  ones. 

An  admirable  series  of  researches  upon  the  rate  of  cooling  by 
radiation  was  made  by  Dulong  and  Petit  [Ann.  Chim.  Phys. 
1817  [a],  vii.  337).  They  employed  a  hollow  sphere  of  thin 
brass,  blackened  in  the  interior,  and  furnished  with  arrangements 
for  exhausting  it  of  air.  For  the  heated  body  they  used  a  ther- 
mometer with  a  large  bulb,  heated  to  a  determinate  degree,  and 
supported  in  the  centre  of  the  hollow  sphere.  They  then  placed 
the  apparatus  in  water  which  was  maintained  at  a  constant  tem- 
perature^  and  they  observed  that  the  rate  of  cooling  differed  with 


*  A  curious  formation  of  ice  at  the  bottom  of  some  rapid,  clear,  and  rocky 
streams  is  occasionally  seen  under  the  influerice  of  radiation,  during  the  preva- 
lence of  bright  frosty  weather.  Ice  thus  formed  is  termed  ground-ice.  The 
water  cools  down  to  39°-2  F.  (4°  C.)  as  usual,  but  below  this  point  the  colder 
water  no  longer  forms  a  protecting  layer,  as  in  still  sheets  or  gently  moving 
streams ;  the  agitation  produced  by  the  passage  of  the  water  through  its  pre- 
cipitous and  irregular  channel  makes  the  temperature  uniform  throughout,  till  it 
arrives  at  the  freezing  point.  Angularities  and  points,  under  all  circumstances, 
favour  the  deposition  of  crystals,  and  to  the  irregular  surfaces  of  the  rocky  frag- 
ments in  the  bed  of  the  stream  the  ice  attaches  itself  in  silvery,  cauliflower-shaped, 
spongy  masses,  sometimes  accumulating  in  quantity  suflacieut  to  dam  up  the 
stream,  and  cause  it  to  overflow ;  at  others,  as  the  ice  increases  in  volume  and 
buoyancy,  it  rises  in  large  flakes,  raising  to  the  surface  portions  of  rock,  and 
even  ii'on  itself, 
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the  nature  of  the  gaseous  medium  contained  in  the  globe.  If  the 
temperature  of  the  sphere  continued  constant  whilst  the  experi- 
ments were  made  in  vacuo  upon  the  heated  body  at  temperatures 
ascending  according  to  the  terms  of  an  arithmetic  progression,  the 
rapidity  of  cooling  increased  according  to  the  terms  of  a  geometric 
progression,  diminished  by  a  constant  quantity ;  this  constant 
quantity  being  the  heat  radiated  back  upon  the  cooling  body, 
from  the  inner  surface  of  the  sphere.  If  the  temperature  of  the 
sphere  and  that  of  the  heated  body  were  both  raised  according  to 
the  terms  of  an  arithmetic  progression,  so  that  the  difference 
between  the  two  was  always  constant,  it  was  found  that  the  rate 
of  cooling  increased  as  the  ,  temperature  rose,  according  to  the 
terms  of  a  geometric  progression. 

(i6i)  Relative  Absorbability  of  Different  Kinds  of  Heat. — The 
transmission  of  radiant  heat  takes  place  more  freely  in  vacuo  than 
in  air.  The  absorption  of  heat  is,  moreover,  influenced  by  an 
important  cause,  to  which  no  allusion  has  yet  been  made,  and 
which  was  first  placed  in  its  true  light  by  the  experiments  of 
M-elloui  {Ann.  Chim.  Phys.  1831  [2],  xlviii.  385  ;  1833,  liii.  5,  and 
Iv.  337).  It  may  be  illustrated  in  the  following  manner  : — 

If  a  number  of  sources  of  heat  be  employed,  each  different  in 
kind  and  intensity, — such  as  the  naked  flame  of  an  oil  lamp,  a 
platinum  wire  heated  to  redness  in  the  flame  of  a  spirit  lamp,  a 
sheet  of  copper  heated  to  about  400°  C.  in  a  current  of  heated 
air  which  is  rising  from  a  lamp  placed  beneath  it,  and  a  copper 
canister  filled  with  boiling  water, — the  face  of  a  thermoscope 
covered  with  lamp-black  may  be  placed  at  such  a  distance  from 
each  of  these  sources  of  heat  that  the  liquid  shall  stand  in  each 
case  at  the  same  point ;  that  is,  the  temperature  to  which  the 
thermoscope  is  exposed  shall  be  equal  in  each  case.  Now,  if 
these  distances  be  noted,  and  if  the  face  of  the  thermoscope  be 
covered  with  a  variety  of  other  substances  in  succession,  instead 
of  with  lamp-black,  the  thermoscope  when  exposed  to  each  of 
the  different  sources  of  heat  in  succession,  will  appear  to  receive 
different  quantities  of  heat,  although  placed  at  the  distances  at 
which,  when  it  was  coated  with  lamp-black,  the  heat  appeared  to 
be  equal.  Thus,  suppose  that  the  heat  absorbed,  when  the  lamp- 
black was  used,  in  each  case  were  equal  to  100  :  if  the  thermo- 
scope were  coated  with  white-lead,  it  was  found  that,  at  the  same 
distance  from  the  naked  flame  as  before,  it  indicated  a  heat  of 
only  53 ;  opposite  to  the  red-hot  platinum  the  heat  was  56,  in- 
stead of  100  as  with  the  lamp-black  :  with  the  copper  at  400°  C, 
a  heat  of  89  instead  of  100  was  indicated ;  while  opposite  the 
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canister  of  boiling  water  the  thermoseope  showed  a  heat  of  loo, 
corresponding  exactly  with  the  efiect  upon  it  when  lamp-black 
was  used. 

The  following  table  exhibits  some  of  the  results  which  Melloni 
obtained  by  operating  in  this  way : — 


Relative  Absorbability  of  Different  Kinds  of  Heat. 


Absorbiug  Surface. 

Nalted 
flame. 

Incandes- 
cent 
Platinum. 

Copper  at 
752°  P. 
(400°  C.) 

Copper  at 

212"  P. 

(100°  C.) 

Lamp-black   

lOO 

100 

100 

1 00 

White  Lead   

53 

56 

TOO 

Isinglass  

52 

54 

84 

9^ 

Indian  Ink   

96 

95 

87 

85 

Shell  Lac  

43 

47 

70 

72 

Polished  Metal   

14 

13-5 

13 

13 

Lamp-black  appears  to  absorb  all  the  rays  that  fall  upon  it, 
from  whatever  source  they  may  have  originated ;  and  the  amount 
absorbed  by  metallic  surfaces,  although  smaller  is  nearly  uniform, 
whatever  be  the  source.  It  has  also  been  observed,  that  the  less 
intense  the  source  of  heat,  the  greater  usually  is  the  proportion 
absorbed. 

Franklin,  nearly  a  century  ago,  made  the  observation,  that 
solar  heat  is  absorbed  with  greater  or  less  facility  according  to  the 
colour  of  the  object  upon  which  the  rays  fall,  but  that  little  or  no 
such  difference  exists  with  the  heat  of  a  lamp  or  of  a  caudle.  He 
took  pieces  of  cloth,  similar  in  texture  and  size,  but  different  in 
colour,  and  placed  them  in  the  sunlight,  upon  newly-fallen  snow, 
and  he  found  that  the  snow  melted  under  the  pieces  of  cloth  with 
greater  rapidity  the  darker  the  tint — the  absorption  being  greatest 
with  the  piece  of  black  cloth,  then  followed  the  blue,  then 
the  green,  purple,  red,  yellow,  and  white  pieces,  in  the  order 
enumerated.  These  effects  are  due,  as  Tyndall  has  shown,  not 
to  the  colour  of  the  object,  but  to  the  nature  of  the  material 
used  as  the  colouring  agent. 

(162)  Transmission  of  Heat  through  Screens. — The  cause  of 
these  remarkable  differences  will  be  best  understood  by  a  consi- 
deration of  the  phenomena  attending  the  transmission  of  heat 
through  bodies  which  allow  it  to  pass  unobstructed,  as  glass 
allows  light  to  pass.  Melloni  terms  those  bodies  which  thus 
transmit  heat  diathermanous ,  or  diathermic  (from  Sta,  through, 
and  QcpfxoQ,  hot) — those  which  do  not  allow  this  transmission  of 
heat  being  termed  athermanous  or  adiathermic. 
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Bodies  that  are  transparent  to  light  are  by  no  means  equally 
so  to  radiant  heat.  This  arises  from  two  causes^  which  require 
to  be  carefully  distinguished  from  each  other,  and  which  may  be 
separately  illustrated  by  a  parallel  action  on  the  rays  of  light.  A 
glass  containing  pure  water  absorbs  very  little  light,  and  trans- 
mits almost  all  that  it  does  not  reflect :  if  the  attempt  be  made 
to  measure  its  transparency  by  ascertaining  the  distance  at  which 
a  page  printed  in  small  type  is  legible  when  the  vessel  of  water  is 
interposed,  and  afterwards,  when  it  is  removed,  the  diflPerence  in 
the  two  cases  is  hardly  appreciable.  If  a  few  drops  of  a  mixture 
of  Indian  ink  and  water  be  added,  the  transparency  will  be  dimi- 
nished, and  the  characters  will  be  legible  at  a  smaller  distance  ; 
a  further  addition  of  ink  will  diminish  the  transparency  more  and 
more,  until  the  letters  can  be  no  longer  discerned.  The  light 
that  is  transmitted,  however,  although  diminished  in  quantity, 
possesses  the  same  character  as  the  incident  light ;  and  a  prismatic 
analysis  shows  that  both  consist  of  the  same  colours  in  the  same 
proportion  :  if  in  this  experiment  indigo  be  substituted  for  Indian 
ink,  the  legibility  of  the  page  is  diminished  to  an  extent  nearly 
equal;  but  the  prism  shows  that  certain  of  the  rays  have  been 
absorbed  more  completely  than  others.  Similar  effects  are  pro- 
duced with  the  rays  of  heat.  There  are,  however,  many  sub- 
stances which  are  almost  perfectly  transparent  to  light — viz., 
among  solids,  glass,  diamond,  Iceland  spar,  ice,  and  a  great  number 
of  crystals ;  amongst  liquids,  water,  spirit  of  wine,  ether,  oil  of 
turpentin,  and  a  multitude  of  other  bodies  ;  and  among  aeriform 
bodies,  atmospheric  air,  and  the  greater  number  of  gases.  For 
heat,  on  the  contrary,  there  is  only  one  known  solid  that  ap- 
.proaches  perfect  diathermancy,  and  that  is  rock  salt;  many  colour- 
less gases  possess  the  property  also  in  a  still  higher  degree ;  but 
no  liquid  has  yet  been  discovered  which  is  free  from  absorptive 
action  on  the  thermic  rays. 

The  more  important  parts  of  the  apparatus  employed  by  Melloni  in  these 
researches  are  represented  in  fig.  132.  One  of  his  four  principal  sources  of  heat — 
viz.,  naked  flame,  ignited  platinum,  blackened  copper,  heated  to  400°  C,  or  "opper 
heated  to  100°,  was  placed  at  m,  on  a  movable  support,  behind  the  perforated 
screen,  N ;  the  rays  being  concentrated,  when  necessary,  by  the  concave  mu-ror, 
M  :  they  were  received  at  a  suitable  distance  from  this  upon  the  therraoscope  or 
thermo-multiplier,  t.*  If  a  double  screen,  s,  of  polished  copper  were  interposed 
between  the  source  of  heat  and  the  tliermoscope,  the  rays  of  heat  were  entirely 
intercepted.  Having  phiced  the  tliermoscope  at  such  a  distance  as  always 
to  mdicate,  when  th^  copper  screens  were  removed,  a  constant  elevation  of 


*  In  these  inquiries  a  peculiar  and  very  delicate  thermometric  apparatus, 
termed  a  thermo-multiplier  (317),  was  generally  employed. 
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t 

temperature,  a  plate  of  some  substance,  the  diathermancy  of  which  was  to  be  j 

ascertained,  was  then  introduced  at  p  ;  and  on  observitig  the  difference  of  tem-  j 

perature,  as  marked  by  the  instrument,  the  portion  of  heat  which  the  plate  trans-  i 

luitted  was  at  once  ascertained.  \ 

Fig.  132.  j 


In  this  manner  Melloni  found  that  plates  of  rock  salt  of  1 
great  transparency,  varying  in  thickness  from  o'2™™-  to  4  or  5  \ 
centimetres,  transmitted  92  out  of  every  100  rays  incident  upon  i 
them,  whatever  were  the  source  of  heat  employed;  the  loss  j 
of  8  per  cent,  being  mainly  due  to  a  uniform  quantity  which  is  i 
reflected  at  the  two  surfaces  of  the  plate ;  rock  salt,  therefore,  is  / 
to  heat  what  pure  colourless  glass  is  to  light.  The  following  { 
experiment  shows  the  independence  of  diathermancy  and  trans- 
parency : — If  a  cast-iron  ball  heated  to  about  200°  C.  be  placed  ! 
midway  between  the  blackened  bulbs  of  a  thermoscope,  each  bulb  1 
will  receive  an  ecpial  amount  of  heat,  and  the  liquid  will  remain  1 
stationary  ;  but  if  a  plate  of  rock  salt  be  interposed  between  the 
iron  and  one  of  the  bulbs,  and  a  plate  of  glass  of  equal  thickness 
be  placed  between  the  hot  ball  and  the  other  bulb,  it  will  be  found  ! 
that  although  both  plates  are  almost  equally  transparent  to  light,  , 
yet  the  bulb  next  the  rock  salt  will  rise  in  temperature  much  more  i 
rapidly  than  the  one  next  the  glass.  In  liquids,  the  independence  ; 
of  transparency  and  diathermancy  is  still  more  striking.  For  ! 
example,  out  of  100  rays  that  fell  from  an  argand  lamp,  on  each  1 
of  four  liquids  equally  transparent — viz.,  water,  sulphuric  acid,  ; 
ether,  and  oil  of  turpentin,  water  transmitted  only  11,  sulphuric  ! 
acid  17,  ether  21,  and  oil  of  turpentin  31  ;  while  chloride  of  ! 
sulphur,  which  is  of  a  reddish  colour,  allowed  63  of  the  incident  i 
rays  to  pass. 

The  following  table  includes  some  of  the  results  obtained  by  i 
Melloni,  for  several  solid  bodies :  in  these  experiments  plates  of  ! 
equal  thickness  were  used  in  each  case.  {Thermochrose)  1850,  j 
Part  I.  163,  164.) 
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Diathermancy  of  Different  Solids. 


Each  plate  was  2*6  mm.  or  0*102 

Naked 
Flame. 

Ignited 
Platinum. 

Copper 
752°  F. 
(400°  C.) 

Copper 
212"  F. 
(100°  C.) 

iiOCK  Salt  ^^iiinpiu^   

0  '>''3 

y-  0 

9^  6 

Sicilian  sulphur  (yellow)  

74 

11 

(in 
DO 

54 

Fluor  spar  (liinpid)  

60 

A  'y 

33 

jjlUOl  Spdl  (^glCeulhli^   

46 

^8 

xiociv  salt  ^Ciouujj  

"5 

fi^ 
"0 

fir; 

"0 

jDCryj  ^^J^lCClllMl  yLiiuw^   

54 

^6 

T  0 

0 

Iceland  spai'  (limpid)   

39 

28 

0 

Plate  glass  

39 

^4 

u 

Quartz  (limpi'l)  

30 

K 

u 

3 

1  u  m     1.' T7  1 

(c^Ual  LZ  ^MlJUujy  

0/ 

28 

6 

3 

White  topaz   

33 

24 

4 

0 

Baric  sulphate  

24 

18 

Q 

0 

Tourmaline  (dark  green)  

18 

16 

3 

0 

Citric  acid  

II 

2 

0 

0 

Alum   

9 

2 

0 

0 

Sugar  candy  (limpid)   

8 

I 

0 

0 

Ice   

6 

0-5 

0 

0 

Diathermancy  of  Liquids  contained  in  Glass — stratum  of  liquid 
9'2  millimetres.     The  source  of  heat  in  each  case  was 
an  argand  oil  lamp. 


I  Carbonic  disulphide  (colourless)  63 

I  Chloride  of  sulphur  (red  brown)  63 

1  Phosphorous  trichloride   62 

1  Essence  of  turpentin    31 

(  Colza  oil  (3'ellow)    30 

<  Olive  oil  (greenish)   30 


Ether   ;   

Sulphuric  acid  (colourless)  

Nordhausen  sulphuric  acid  (brown) 

Nitric  acid   

Alcohol    

Distilled  water   


31 

17 
17 

15 
TI 


Tyndall  (Phil.  Trans.  1864,  225)  enclosed  a  certain  number  of 
!  liquids  in  a  cell  with  sides  formed  of  rock  salt^  and  subjected  them 
1  to  the  radiation  of  a  glowing  platinum  wire.  If  the  amount  of 
\  heat  rays  which  fell  upon  the  surface  of  the  pile  when  the  empty 
I  cell  was  interposed  be  called  loo,  the  portion  of  heat  transmitted 
'  by  the  undermentioned  liquids  was  the  following : — 

Carbonic  disulphide  

Do.  do.    saturated  with  sulphur 

Do.  do.    saturated  with  iodine 

Bromine   

Chloroform   

Methyl  iodide   

Benzol   

Ethyl  iodide   

Amylene   

Ether  

Ethyl  acetate   

Ethyl  t'ormiate   

Alcohol   

Water  saturated  with  rock  salt 

1  Z 


83 

82 

81 

77 

CHC13 

73 

CH3L 

69 

60 

57 

50 

41 

CgHsiCjHgOj 

34 

C^Hj.GHO^ 

33 

30 

26 
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(163)  Diathermancy  of  Gases  and  Vapours.— Hhe  experiments  ( 

of  Knoblauch  have  shown  that  even  metallic  bodies  in  very  thin  i, 

films  are  diathermic,  presenting  in  this  respect  an  analogy  with  j 

their  limited  transparency  to  light  in  films  of  similar  tenuity.  \ 

Gold  and  silver  transmit  certain  of  the  rays  of  heat  more  freely  [ 

than  others,  whilst  platinum  appears  to  transmit  all  the  rays  with  1 

nearly  equal  facility.     On  the  other  hand,  Tyndall  [Phil.  Trans.  \ 

1861,  I,  and  1862,  59)  has  found  that  the  gases  exert  difi"erent  1 

degrees  of  absorptive  action  on  the  rays  of  heat,  and  even  when  j 

colourless  that  this  efi'ect  is  strongly  marked.     Coal  gas,  for  ex-  x 

ample,  exerts  a  much  stronger  absorptive  effect  than  atmospheric  \ 

air,  and  the  vapour  of  ether  considerably  more  than  that  of  the  \ 

carbonic  disulphide.     Rays  of  certain  degrees  of  refrangibility  ) 

also  are  more  powerfully  absorbed  by  the  colourless  gases  than  i 

others.     For  example,  coal  gas  arrests  the  heat-rays  from  a  ;f 

source  below  a  visible  red  heat,  much  more  perfectly  than  it  i 

absorbs  the  rays  of  the  lime  light  after  they  have  traversed  a  thin  i 
layer  of  w^ater.* 

The  following  table  is  given  by  Tyndall  as  representing  the  i 

relative  absorptive  power  for  heat  emanating  from  a  source  at  a 

212°  F.,  of  various  gases  at  the  normal  pressure  of  30  inches  of  1; 

mercury,  when  a  column  of  the  gas,  4  feet  in  length,  was  sub-  li 

jected  to  experiment : —  j 

i 

*  In  conducting  these  experiments,  an  arrangement  of  apparatus  was  ulti-  i! 

mately  adopted  by  Tyndall,  the  principle  of  which  will  be  understood  from  the  ' 

following  description: — The  gases  which  were  to  be  submitted  to  experiment  i 

were  placed  in  a  brass  tube  four  feet  long,  and  polished  in  the  interior ;  but  ibr  1 

particular  gases  a  glass  tube  was  substituted.    In  either  case  it  was  closed  air-  : 

tight  at  each  end  by  a  polished  plate  of  rock-salt,  and  was  connected  with  an  \ 

air-pump,  so  that  at  pleasui-e  it  might  be  used  when  exhausted  of  air,  or  when  i 

filled  with  different  gases  in  succession.    The  source  of  heat  employed  in  most  1 

cases  was  a  cube  of  copper  filled  with  water,  which  was  kept  boiling.  The  face  1 
of  the  cube  was  turned  towards  the  tube  for  experiment,  and  was  coated  with 

lamp-black.  At  the  other  end  of  the  brass  tube,  a  thermo-electric  pile  (3 1 7)  ; 
was  placed ;  one  face  of  the  pile  was  directed  towards  the  tube  which  contained 

the  gas  under  trial,  whilst  the  other  end  was  directed  towards  a  second  cube  also  ! 

containing  boiling  water.    The  thermo-electric  pile  was  connected  with  a  veiy  : 

sensiti\  e  galvanometer.  The  experiment  was  commenced  by  exhausting  the  long  1 
tube  of  air,  and  then  adjusting  the  distance  of  the  second  cube  of  boiling  water, 

interposing  or  withdrawing  a  screen  until  the  amount  of  heat  which  fell  upon  1 

the  two  surfiices  of  the  thermo-electric  pile  was  exactly  equal,  which  was  indi-  I 

cated  by  the  needle  of  the  galvanometer  standing  precisely  at  zero.    The  gas  for  1 

examination,  after  carefully  drying  it,  was  then  admitted  into  the  tube ;  under  1 
these  circumstances,  if  the  gas  thus  admitted  were  capable  of  absorbing  even  an 

exceedingly  small  portion  of  radiant  heat,  the  equilibrium  of  the  galvanometer  1 

was  destroyed,  and  the  needle  was  defle(;ted  to  an  extent  varying  with  the  amount  I 

of  heat  arrested  during  its  passage  through  the  gas.  ' 
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  90 

  355 

  390 

  403 

  710 

  970 
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The  absorptive  power  of  many  vapours  for  rays  of  obscure  heat 
is  still  more  remarkable ;  as  will  be  seen  by  the  following  table, 
which  shows  a  few  of  Tynd  all's  results  at  low  pressures,  compared 

•  with  that  of  air  at  the  normal  pressure,  taken  as  i. 

The  absorbent  action  of  the  perfumes  of  many  flowers  for 

•  these  obscure  rays  was  also  shown  to  be  singularly  high.  A  few 
.  drops  of  an  essential  oil  placed  in  a  tube,  and  exposed  to  a  current 
;  of  dry  air,  gave  a  scented  atmosphere  of  which  the  absorptive 
I  power  varied  greatly ;  that  of  patchouli  being  30,  that  of  lavender 
:  60,  that  of  cassia  109,  while  that  of  aniseed  was  as  high  as  372; 
!  so  that  the  perfume  proceeding  from  a  flower-bed  absorbs  a  large 
]  proportion  of  the  radiant  heat  of  low  refrangibility  re-radiated 
1  from  it. 


Substance  vaporized. 

Pressure  of  Vapour. 

2'5  mm. 
(o'l  inch.) 

12*5  mna, 
(o-j  inch.) 

25  mm. 
(l  o  inch.) 

Bromine   

about  I 

6 

Carbonic  disulphide   

15 

47 

62 

Methyl  iodide   

35 

147 

242 

Benzol  

66 

182 

267 

Chloroform  

85 

182 

236 

Wood  spirit  

109 

390 

590 

Ethyl  iodide   

290 

390 

Amylene   

182 

535 

823 

Ether   

300 

710 

870 

Alcohol   

325 

622 

Formic  ether   

480 

870 

1075 

Acetic  ether   

590 

980 

"95 

Propionic  ether  

596 

970 

Boracic  ether*   

620 

The  experiments  of  Tyndall  seemed  to  have  completely  esta- 
1  blished  the  fact  that  aqueous  vapour  has  a  powerful  absorbent 
:  action  upon  heat  of  low  refrangibility,  although  Magnus  arrived 
J  at  a  different  conclusion.     [Pogg.  Annal.  1867,  cxxx.  207.) 


Air  ... 
Oxygen  ... 
Nitrogen  ... 
Hydrogen... 
Chlorine  „, 
Hydrochloric  acid 
Carbonic  oxide ... 


I 
I 
I 
I 

39 
62 

90 


Carbonic  anhydride  ... 

Nitrous  oxide   

Sulphuretted  hydrogen 

Marsh  gas  

Sulphurous  anhydride 

Olefiant  gas   

Ammonia   


*  The  results  obtained  by  Tyndall  on  diluting  boracic  ether  with  air  are  so 
s  singular  and  anomalous,  that  there  is  reason  to  suspect  some  undiscovered  source 
<  of  error,  boracic  ether  being  a  substance  liable  to  decomposition  even  by  a  trace 
t  of  moisture. 

Y  2 
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It  must  not  be  forgotten  that  hitherto  Tyndall's  experiments  ; 
upon  the  various  gases  and  vapours  have  been  confined  for  the  t 
most  part  to  radiant  heat  of  low  refrangibility.  No  doubt  other  i 
and  very  different  results  will  be  furnished  when  heat  of  high  re-  i 
frangibility  is  made  the  subject  of  inquiry. 

The  radiation  of  heat  by  gases  has  also  been  clearly  esta-  . 
blished  by  the  experiments  of  Tyndall,  and  conformably  with  what 
we  know  of  radiation  and  absorption  in  solids,  he  has  proved  that 
amongst  gases  the  most  powerful  absorbents  are  likewise  the  best  k 
radiators.  [ 

(164)  Influence  of  Structure  on  Diathertnancy. — It  by  no  means 
necessarily  follows  that  a  body  Avhich  is  transparent  to  light  is  ii 
also  able  to  allow  the  passage  of  heat,  and  vice  versa  ;  crystallized  b 
cupric  sulphate,  which  permits  the  passage  of  blue  light  abun-  ti 
dantly,  arrests  the  rays  of  heat  entirely.  Again,  the  opaque  black  >i 
glass,  used  for  the  construction  of  polarizing  mirrors,  transmits  a  ii 
considerable  portion  of  the  thermic  rays.  Smoked  rock  salt  and  | 
black  mica  also  exhibit  the  same  power,  j. 

Mechanical  arrangement  appears  to  have  even  more  influence  s 
upon  diathermancy  than  chemical  composition.     Common  table  t 
salt  is  perfectly  adiathermic.    A  solution  of  rock  salt  is  scarcely  ii 
superior  to  pure  water  in  diathermancy^  and  a  solution  of  alum 
is  equally  diathermic  with  a  solution  of  rock  salt.    This  is  per- 
fectly consistent  with  the  eff'ect  which  alteration  of  structure  pro- 
duces on  the  action  of  bodies  on  light.     Common  loaf-sugar  is  « 
opaque  and  of  dazzling  whiteness,  but  pure  sugar-candy  (the  same  t 
body  only  in  larger  crystals)  is  colourless  and  transparent :  the 
most  transpaiient  glass,  by  pulverization,  may  be  reduced  to  a 
white  opaque  powder. 

As  already  mentioned,  pure  colourless  rock  salt  is  the  only 
solid  substance  the  diathermancy  of  which  approaches  perfection ; 
and,  according  to  the  researches  of  Knoblauch,  which  have  been 
confirmed  by  those  of  Stewart  and  others,  even  rock  salt  absorbs 
certain  of  the  rays  of  heat,  somewhat  more  freely  than  others ;  the 
rays  thus  absorbed  are  those  of  greatest  wave  length,  or  lowest 
refrangibility.  All  other  bodies  upon  which  Melloni  made  expe- 
riments, transmit  a  quantity  of  heat  which  varies  greatly  with  the 
nature  of  the  source,  from  a  second  cause,  which  has  been  termed 
thermochrosis,  or  calorific  tint,  which  is  analogous  to  a  diflTerence 
in  colour  for  objects  transparent  to  light;  to  this  cause  must  be 
attributed  the  remarkable  diff'erences  in  the  amount  of  absorption 
(161)  according  to  the  source  from  which  the  heat  emanates. 
Before  quitting  this  subject,  it  may  be  observed  that  B.  Stewart 
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j  RErRACTION  OF  HEAT.  O'*^ 

{Proc.  Roy.  Soc.  i860,  x.  386)  has  shown  that  highly  diathermic 
bodies  are  bad  radiators,  while  adiathermic  bodies  are  good  radia- 
tors. He  has  proved  that  the  radiation  from  a  plate  of  rock  salt 
goes  on  from  a  considerable  depth  below  the  surface  :  but  the 
kind  of  heat  which  rock  salt  emits  is  the  same  which  it  absorbs, 
a  thick  plate  of  cold  rock  salt  having  been  found  to  arrest  at 
least  three-fourths  of  the  heat  radiated  from  a  thin  plate  of  heated 
rock  salt. 

(165)  Refraction. — Radiant  heat,  like  light,  is  susceptible  of 
refraction  :  a  large  convex  lens,  placed  in  the  sun's  rays,  not  only 
gives  a  focus  of  intense  light,  but,  as  is  well  known,  constitutes  a 
powerful  burning-glass.    Inflammable  objects  are  easily  ignited  by 
this  means,  and  the  focus  of  heat  is  found  to  correspond  neai-ly 
with  that  of  the  greatest  light.    Further,  if  a  solar  beam  be  sub- 
jected to  the  action  of  a  prism  of  transparent  rock  salt,  and  the 
coloured  spectrum  so  obtained  be  examined  by  means  of  a  small 
but  sensitive  thermometer,  it  is  found  that  the  rays  of  heat,  like 
those  of  light,  possess  unequal  degrees  of  refrangibility ;  hence 
•the  rays  of  heat  are  not  all  accumulated  in  one  spot,  but  are  dis- 
ttributed  over  the  eatii'e  spectrum.    There  are,  in  fact,  differences 
iin  the  rays  of  heat  corresponding  to  those  of  colour  in  the  rays  of 
!  light.    The  greater  portion  of  the  rays  of  solar  heat  are  even  less 
1  refrangible  than  the  red  rays,  for  the  maximum  of  temperature 
iin  the  solar  spectrum  is  found  at  a  distance  below  the  extreme 

I  red  rays  as  great  as  the  brightest  yellow  is  above  them.  The 
llength  of  the  wave  of  these  heat  rays  is  consequently  consider- 
lably  greater  than  that  of  the  red  rays,  and  the  frequency  of  un- 
( dulation  is  proportionately  less  than  that  of  the  least  refrangible 
Iluminous  rays.    As  by  the  employment  of  different  sources  of 

I I  light,  spectra  are  obtained  in  which  the  intensity  of  the  light 
i '  varies  in  different  parts  according  to  the  prevailing  colour  of  the 
I  Iluminous  rays, — the  yellow  light  of  common  salt  giving  a  spec- 
jltrum  most  intense  in  the  yellow  rays,  and  the  red  light  of  strontic 
ii  nitrate  giving  a  spectrum  in  which  the  red  rays  possess  the 
I  greatest  intensity  ; — so  in  like  manner,  by  varying  the  source  of 
Iheat  which  is  employed,  the  position  of  maximum  temperature  in 
tthe  refracted  beam  is  found  to  vary:  the  less  intense  the  source 
(of  heat,  the  smaller  is  the  refrangibility  of  the  heat  radiated.  The 
t  flame  of  a  naked  lamp,  for  example,  emits  rays  of  heat  of  all 
jf  degrees  of  refrangibility,  its  maximum  of  intensity  being  about 
jtthe  middle  of  the  spectrum  ;  from  the  ignited  platinum,  the  maxi- 
Ijimum  of  heat  falls  nearer  to  the  red ;  from  copper  at  400°  C. 
liiaearer  still;  and  the  heat  radiated  from  a  sm-face  at  100°  C.  con- 

I 

>  ] 
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tains  scarcely  any  of  the  more  refrangible  rays.  Now  it  is  obvious, 
that  a  mixed  pencil  of  heat,  if  it  falls  upon  a  diathermic  medium 
which  absorbs  certain  of  the  rays  of  heat  and  not  others,  will  be 

altered  in  a  manner  similar  to  that  in  which  a  ray  of  light  is  - 
affected  in  traversing  a  coloured  glass. 

With  a  knowledge  of  these  facts,  there  is  no  difficulty  in  un-  ^ 

derstanding  how  it  is  that  the  sun's  rays  can  traverse  a  plate  of  Ife 

glass  and  experience  but  little  absorption,  and  can  be  brought  to  I 

a  point  by  a  convex  lens,  or  by  a  glass  concave  mirror,  either  of  !fc 

which  remains  cool,  while  intense  heat  is  developed  at  its  focus ;  ;| 

whereas,  if  the  same  lens  or  concave  mirror  be  held  opposite  to  a  | 

common  fire,  a  bright  spot  of  light  will  be  obtained  at  the  focus,  i 

but  little  or  no  heat ;  whilst  the  glass  of  which  the  lens  or  mirror  i 

is  composed  will  become  sti'ongly  heated.    The  rays  which  glass  i 

transmits  most  readily  are  those  which  abound  in  solar  light,  but  ti 
these  are  precisely  the  rays  which  are  least  abundant  in  incan- 

descent  bodies.    Advantage  has  long  been  taken  of  this  fact  by  ^ 

those  who  have  occasion  to  inspect  the  progress  of  operations  i 

carried  on  in  furnaces ;  they  are  able  by  the  use  of  a  glass  screen  a 

to  protect  the  face  from  the  scorching  rays  which  the  glass,  i 

absorbs,  although  it  offers  no  impediment  to  the  transmission  of  p 

light.  'i 

This  absorption  of  radiant  heat  by  glass  is  easily  demonstrated  by  placing  a  A 

canister  of  hot  water  in  the  focus  of  one  of  the  conjvigate  mirrors  (fig.  131),  and  |i 

a  thermoscope  in  the  focus  of  the  other  :  the  air  in  the  acting  ball  of  this  instru-  "j 

ment  ceases  to  expand  the  instant  that  a  glass  screen  is  interposed  anywhere  jl 

between  the  two  mirrors,  in  which  case  the  glass  absorbs  the  rays,  and  become*  |j 

itself  heated.  1 

The  foregoing  observations  show  that  in  the  analysis  of  radiant  | 

heat,  prisms  and  lenses  of  glass  should  not  be  used,  since  they  \ 

lead  to  results  as  incorrect  as  those  which  would  be  furnished  by  \ 

studying  the  phenomena  of  light  by  means  of  coloured  prisms  and  j 

lenses.     Rock  salt  furnishes  the  only  known  material  of  which  i 

such  apparatus  can  properly  be  constructed,  and  by  its  means,  J 

rays  proceding  even  from  the  human  body  may  readily  be  con-  f 

centrated  and  made  to  act  upon  a  thermoscope.  | 

(166)  Separation  of  Radiant  Heat  fro7n  Liffht. — A  considera-  • 

tion  of  the  preceding  facts  led  Melloni  to  expect  that  by  a  com-  ? 

bination  of  screens  which  allow  light  of  a  given  colour  to  pass,  1 

radiant  heat  may  be  arrested ;  and  in  fact  he  thus  effected  an  ( 

apparent  separation  of  light  from  heat.    By  transmitting  the  solar  ! 

rays,  first  through  a  glass  vessel  filled  with  water,  which  arrests  ( 

the  less  refrangible  rays,  and  then  through  a  plate  of  a  peculiar  ' 

green  glass  tinged  by  means  of  oxide  of  copper,  which  stops  the  i 
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I  more  refrangible  rays,  a  greenisli  beam  was  obtainedj  which  was 
.  concentrated  by  lenses,  and  furnished  a  greenish  light  of  great 
i  intensity,  but  yet  produced  no  perceptible  heating  action  when 
j  it  was  allowed  to  fall  upon  the  face  of  a  sensitive  thermoscope. 
,  A  similar  separation  of  light  and  heat  seems  to  be  effected  in 
■■  nature,  in  the  light  reflected  by  the  moon.    Melloni  concentrated 

the  rays  of  the  moon  by  means  of  an  excellent  lens  of  a  metre  in 
(  diameter,  and  obtained  a  brilliant  focus  of  light  of  i  centimetre 
i  in  diameter,  the  intensity  of  which  consequently  was  nearly  io,ooo 

times  greater  than  that  of  the  diffused  light  of  the  moon ;  upon 
1  directing  this  focus  of  light  upon  the  face  of  a  very  sensitive 

thermo-multiplier,  only  an  extremely  feeble  indication  of  heat  was 

obtained.* — (Melloni,  Thermochrose,  Part  I.  note,  251.) 

Lord  Eosse  has  obtained  evidence  of  the  emission  of  heat 

from  the  moon  by  causing  the  image  of  the  moon  produced  by 


*  Notwithstanding  these  results,  Melloni  maintained,  during  the  latter  years 
of  his  life,  the  identity  of  the  agent  that  produces  light  and  heat.  Traces'of  heat, 
he  says,  are  found  in  every  luminous  ray ;  he  supposes  that  the  rays  of  heat  may 
be  invisible,  just  as  the  chemical  rays  beyond  the  violet  end  of  the  spectrum  are 
invisible,  because  the  structure  of  the  retina  is  not  susceptible  of  undulations  the 
frequency  of  which  exceeds  or  falls  short  of  a  certain  amount.  No  doubt  there 
exists  an  average  limit  to  the  power  of  the  retina  to  receive  luminous  impressions 
from  solar  radiations ;  the  boundary  between  light  and  darkness  being  almost 
imperceptible.  In  certain  individuals  the  retina  is  insensible  to  the  extreme  rays 
at  the  red  end  of  the  spectrum,  which  are  plainly  discerned  by  others.  A  parallel 
ca.se  occurs  in  the  audibility  of  sounds :  in  some  individuals  the  ear  is  unable  t9 
perceive  notes  in  which,  as  in  the  chirp  of  a  cricket,  the  vibrations  exceed  a  cer- 
tain number  per  second,  though  such  sounds  are  distinctly  audible  to  the  majority 
of  persons.  Whether  light  can  be  obtained  absolutely  fiee  from  heat  may  still  be 
doubtful,  but  there  is  no  doubt  of  the  existence  of  radiant  heat  of  great  intensity 
unaccompanied  by  light.  According  to  Tyndall's  observations  upon  his  own 
eyes,  the  retina  is  quite  insensitive  to  these  obscure  rays  of  heat,  even  when 
concentrated  by  a  lens  and  thrown  directly  iuto  the  eye,  though  the  focus  of 
heat  was  sufBciently  intense  to  kindle  paper.  It  appears,  therefore,  from  these 
experiments,  that  the  intensity  of  the  sensation  of  light  which  is  experienced  is 
by  no  means  a  measure  of  the  intensity  of  the  force  by  which  the  undulations 
which  excite  the  sensation  are  produced,  but  that  it  is  rather  a  measure  of  the 
exquisite  sensitiveness  of  the  retina  to  vibrations  of  certain  degrees  of  frequency, 
and  that  above  and  below  these  points  the  retina  becomes  less  and  less  sensitive, 
until  at  lust  a  very  much  greater  intensity  of  the  tbi-ce  expended  in  producing 
the  undulations  fails  to  produce  any  sensation  of  light.  Indeed,  it  is  now 
assumed  by  those  who  adopt  the  undulatory  theory  of  heat,  that  whenever  light 
is  absorbed,  whatever  be  its  source  or  intensity,  it  is  converted  into  heat.  Eigid 
experimental  proof  upon  this  point  is,  however,  still  wanting,  though  it  is 
rendered  probable,  upon  the  principle  of  the  conservation  of  energy,  that  the 
differences  between  the  heating,  the  luminous,  and  the  chemical  rays  are  due  to 
difiFerences  in  the  relative  wave  lengths ;  the  rays  of  greatest  wave  length  being 
the  least  refrangible. 
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his  three-foot  reflector  to  fall  on  the  face  of  a  thermo-electric  pile 
which  was  connected  with  a  Thomson's  reflecting  galvanometer. 
{Proc.  Roy.  Soc.  1869,  43"^-)  Mr.  Huggins  has  also  detected 
the  radiation  of  heat  from  the  stars  by  placing  a  thermopile  in 
the  focus  of  a  refractor  of  8  inches  aperture.  {Proc.  Roy.  Soc. 
iS6(),  xvii.  309.) 

Tn  all  experiments  on  radiated  heat  it  has  been  observed  that 
heat  when  once  absorbed^  whatever  may  have  been  its  original 
source^  acts  in  the  same  manner  in  producing  expansion  ;  and  when  s 
radiated  again  it  does  not  retain  the  peculiarities  of  the  source 
from  which  it  originated  :  the  refrangibility  of  the  re-radiated  heat 
depends  solely  upon  the  temperature  of  the  surface  which  emits  it 
a  second  time ;  so  that  it  is  immaterial  whether  it  were  originally 
derived  from  the  sau,  from  a  lamp  flame,  from  ignited  platinum, 
or  from  non-luminous  bodies ;  although  it  is  well  known  that  the 
refrangibility  decreases  with  the  temperature  of  the  source  from  s 
which  it  is  derived.  This  alteration  in  the  refrangibility  of  radiant  : 
heat  corresponds  with  the  discovery  made  by  Stokes  of  a  similar  li 
degradation  of  refrangibility  in  light  (no).     Heat  of  low  refran-  :| 
gibility  may,  however,  be  converted  into  that  of  higher  refrangi-  I 
bility :  for  example,  a  jet  of  mixed  oxygen  and  hydrogen  gases  I 
furnishes  a  heat  neai'ly  as  intense  as  any  which  art  can  command, 
yet  it  does  not  emit  rays  which  have  the  power  of  traversing  glass  > 
in  any  considerable  quantity,  even  though  a  lens  be  employed  for  ! 
their  concentration.     Upon  introducing  a  cylinder  of  lime  into  1 
the  jet  of  the  burning  gases,  though  the  temperature  is  not  ; 
thus  increased,  the  light  becomes  too  bright  for  the  unprotected  j! 
eye  to  endure,  and  the  thermic  rays  acquire  the  property  of  tra- 
versing glass,  as  is  shown  by  their  action  upon  a  thermometer, 
the  bulb  of  which  is  placed  in  the  focus  of  the  lens. 

This  observation  has  recently  been  fully  confirmed  by  Tyndall, 
who,  by  the  employment  of  a  solution  of  iodine  in  carbonic  di- 
sulphide,  contained  in  a  cell  furnished  with  rock  salt  sides,  has 
succeeded  in  absorbing  the  whole  of  the  luminous  rays,  both  of 
the  sun  and  of  the  electric  light.  The  rays  ol  heat  pass  freely 
through  the  liquid,  and  by  using  a  lens  of  rock  salt  he  has  con- 
densed  them  to  a  focus  in  which  he  has  thus  kindled  paper  and 
other  inflammable  objects.  By  this  means  he  has  even  succeeded 
in  rendering  a  thin  sheet  of  blackened  platinum  red  hot ;  the 
rays  employed  are  below  the  limit  of  the  visible  spectrum,  and  are 
less  refrangible  than  the  extreme  red  rays.  In  this  mauuer  the 
conversion  of  heat  of  low  refrangibility  into  that  of  a  refrangi- 
bility which  is  much  higher  has  been  amply  demonstrated.  \ 
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Tyndall  states  that  carbonic  disulphide  saturated  with  iodine 
absorbs  only  about  one-teuth  of  the  heat  rays  emitted  -by  the 
voltaic  arc  from  charcoal  points^  though  it  retains  nearly  one- 
third  of  the  heat  of  the  solar  spectrum,  which  abounds  in  heat 
rays  of  the  higher  degrees  of  refrangibility. 

(167)  By  the  employment  of  tourmalines,  and  by  transmis- 
sion through  bundles  of  mica  placed  at  suitable  obliquities  to  the 
incident  ray,  it  has  been  further  proved  that  radiant  heat  is  also 
susceptible  of  polarization  ;  since  the  rays  are  reflected  and  trans- 
mitted alternately,  according  as  the  planes  of  reflection  from  the 
mica  bundles  coincide,  or  cut  each  other  at  right  angles.  Knob- 
lauch {Pogg.  Annul.  1848,  Ixxiv.  9)  has  also  obtained  distinct 
evidence  of  the  diffi-action  and  interference  of  the  rays  of  heat. 
The  parallelism  in  the  mechanical  properties  of  radiant  heat  and 
of  light  is  thus  shown  to  be  complete. 

(167  a)  Repulsion  caused  by  Radiation. — In  his  determination 
of  the  atomic  weight  of  thallium  {Phil.  Trans.  1873,  287),  Mr. 
Crookes  made  the  curious  observation,  that  a  heated  body  when 
weighed  in  a  balance  in  vacuo  appeared  to  weigh  less  than  when 
it  had  the  same  temperature  as  the  balance  case.  He  has  since 
followed  out  this  phenomenon  in  a  series  of  elaborate  investiga- 
tions (Proc.  Roy.  Soc.  1873,  xxii.  37;  Phil.  Trans.  1874,  501; 
Proc.  Roy.  Soc.  1875,  ^^i"-  373  >  Trans.  1875,  519;  Proc. 

Roy.  Soc.  1876,  xxiv.  276,  279,  and  1876,  xxv,  136,  304).  The 
first  experiments  were  made  with  a  balance  made  of  a  straw  with 
pith  ball  at  each  end,  and  placed  within  a  glass  tube  from  which 
the  air  could  be  removed.  When  the  tube  was  filled  with  air,  a 
repulsion  was  observed  when  heat  was  applied  near  one  end  of  the 
balance ;  this  was  due  to  air  currents,  and  on  diminishing  the 
pressure  the  repulsion  became  less.  At  the  pressure  of  7™°"-  no 
effect  was  produced  by  the  approach  of  a  heated  body  ;  but  on 
continuing  the  exhaustion,  the  repulsion  became  more  powerful, 
and  took  place  by  the  application  of  a  lower  temperature ;  a 
piece  of  ice  caused  attraction.  A  balance  with  brass  balls  was 
then  tried,  with  a  piece  of  platinum  wire  ignited  by  a  battery 
placed  within  the  tube ;  the  eff'ect  in  this  case,  when  air  was  pre- 
sent, was  to  produce  apparent  attraction,  caused  by  the  currents 
rising  from  the  hot  platinum,  and  it  was  only  when  the  pressure 
in  the  tube  was  reduced  to  less  than  half  a  millimetre  that  the 
ball  was  unafl'ected.  On  continuing  the  exhaustion,  repulsion 
was  found  to  take  place  by  the  approach  of  a  heated  body ;  a 
cold  body,  on  the  contrary,  producing  attraction.  By  employing 
a  torsion  balance,  consisting  of  a  horizontal  rod  carrying  at  ita 
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euds  different  materials,  and  suspended  at  its  centre  by  a  single 
silk  fibre,  the  repulsion  was  also  shown.    The  different  portions 
of  the  solar  spectrum,  also  acted  in  a  similar  manner.    A  still 
more  delicate  apparatus  was  afterwards  made,  in  which  the  beam 
was  supported  by  a  very  fine  fibre  of  glass,  and  by  means  of  a 
mirror  attached  to  the  beam,  the  slightest  movement  was  readily 
perceived.    Experiments  seemed  to  indicate  that  the  action  was 
due  to  light,  for  when  the  heat  rays  were  removed  by  absorbing 
media,  the  effect  was  still  perceptible.    On  this  principle,  the 
radiometer  was  constructed — consisting  of  four  arms  delicately 
suspended  on  a  pivot,  and  carrying  at  their  extremities  pieces  of 
pith  blackened  on  one  side.    When  this  was  brought  near  a 
source  of  light,  the  black  sides  were  repelled  more  powerfully 
than  the  white  ones,  and  rapid  rotation  resulted.    It  was  shown 
that  a  body  heated  to  a  low  temperature  produced  no  effect  on 
the  apparatus.    Numerous  explanations  have  been  attempted  to 
account  for  these  phenomena,  and  it  was  not  until  it  was  found  that 
the  effect  reached  a  maximum  at  a  pressure  of  about  40  millionths 
of  an  atmosphere,  and  that  at  a  lower  pressure  the  repulsion  was 
less,  that  it  was  proved  that  the  action  is  due  to  residual  gas.  It 
appears,  therefore,  that  radiation  produces  a  small  rise  of  tempe- 
rature on  the  surface  of  the  movable  body,  which  causes  a  motion 
of  the  air  molecules  from  the  surface  towards  the  surrounding 
case  of  the  apparatus,  resulting  in  a  repulsion  between  the  vanes 
of  the  radiometer  and  the  enclosing  vessel.   This  has  been  shown 
to  be  the  case  by  Dr.  Schuster  {Proc.  Roy.  Soc.  1876,  xxiv.  391), 
as  well  as  by  Mr.  Crookes,  who  has  determined  the  distances  be- 
tween two  surfaces  at  which  repulsion  takes  place  at  different 
pressures. 

§  III.  Specific  heat — latent  heat. 

(168)  Specific  Heat. — It  has  been  already  stated  (131)  that 
the  temperature  of  a  body  affords  "no  indication  of  the  actual 
quantity  of  heat  which  such  a  body  contains.  The  thermometer 
does  not  even  give  the  proportionate  amount  of  heat  which  equal 
volumes  of  the  same  substance  contain,  if  they  be  compared  at 
different  temperatures.  It  may,  however,  be  made  to  furnish  an 
estimate  of  the  relative  quantities  of  heat  contained  in  two 
different  masses,  either  of  the  same  substance  or  of  different 
substances.  The  mode  in  which  this  is  effected  we  proceed  now 
to  illustrate. 

Equal  volumes  of  different  kinds  of  matter,  at  the  same 
temperature,  contain  very  different  quantities  of  heat.  When 
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equal  volumes  of  water,  or  of  oil,  or  of  any  liquid,  at  different 
temperatures,  are  mixed  with  due  precautions,  they  yield  a  mass 
the  temperature  of  which  is  exactly  the  mean  of  the  two.  For 
instance,  a  litre  of  water  at  32°  F.,  added  to  a  litre  of  water  at 
100°,  gives  two  litres  of  water  at  66°.    But  if  two  dissimilar 
liquids  be  used,  the  result  is  different.    A  litre  of  water  at  32° 
mixed  with  a  litre  of  mercury  at  100°,  gives  a  mixture  the  tempe- 
rature of  which  is  only  5/2° ;  but  a  litre  of  mercury  at  32°  mixed 
with  a  litre  of  water  at  100°,  gives  a  mixture  having  a  tempe- 
rature of  80°.    Mercury  is  therefore  often  said  to  have  less 
capacity  for  heat  than  water.     It  requires  a  smaller  amount  of 
heat  to  raise  it  a  given  number  of  degrees  in  temperature  than 
is  required  to  produce  an  equal  elevation  of  temperature  in 
the  same  volume  of  water.     If  equal  weights  of  the  two 
bodies  be  employed,  instead  of  equal  volumes,  the  difference  is 
still  more  striking.    A  kilogramme  of  mercury  at  30  ,  agitated 
with  a  kilogramme  of  water  at  54°,  gives  a  mixture  the  tempe- 
rature of  which  is  53°.    The  water  loses  1°,  while  the  mercury 
gains  33°,    The  quantity  of  heat  which  would  be  required  to 
raise  any  substance  1°  C.  in  temperature,  or  more  correctly,  from 
0°  C.  to  1°  C,  compared  with  the  quantity  of  heat  required  to 
raise  an  equal  weight  of  water  through  the  same  interval,  is 
called  its  specific  heat ;  therefore,  taking  the  specific  heat  of 
water  as  i,  that  of  mercury  will  be  o'033. 

(169)  Modes  of  Measuring  Specific  Heat. — Three  modes  of 
determining  the  specific  heat  of  a  body  have  been  employed.  The 
best  is  the  method  of  mixtures  just  described  ;  another  method 
consists  in  determining  the  rate  of  cooling  of  equal  masses  of  the 
different  bodies  under  similar  circumstances ;  and  the  third  con- 
sists in  determining  the  amount  of  ice  which  a  given  mass  of 
each  body  will  melt  when  cooled  from  a  fixed  temperature,  say 
100  C,  to  the  freezing  point.  This  last  method  was  employed 
by  Lavoisier  and  Laplace ;  but  though  excellent  in  principle,  the 
difiiculties  in  practice  render  the  results  inaccurate. 

If  the  body  be  in  the  solid  form,  the  process  of  mixture  may 
still  be  employed  to  ascertain  the  specific  heat,  by  heating  to  the 
same  degree  of  temperature,  equal  masses  of  the  difterent  solids 
which  are  to  be  compared,  then  immersing  each  in  an  equal 
volume  of  water,  and  observing  the  elevation  of  temperature  pro- 
duced in  each  case.  Experiments  conducted  in  this  manner 
show  that  great  differences  in  specific  heats  exist.  Researches 
of  this  nature  are  necessarily  attended  with  great  difficulty, 
owing  to  the  variety  of  sources  of  error,  and  the  number  of  pre- 
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cautions  required  in  order  to  insure  accuracy.    Full  particulars 
upon  these  points  are  given  in  the  papers  of  Dulong  and  Petit 
upon  this  subject  {Ann.  Chim.  Phys.  1819  [2],  x.  395),  and  of 
Regnault  {lb.  1840  [2],  Ixxiii.  5;   1841  [3],  i.  129;  1843, 
322;  1849,  xxvi.  261;  1856,  xlvi.  257;  and  i86i,  Ixiii.  5). 

In  the  Phil.  Trans,  for  1865  will  be  found  an  elaborate  dis- 
cussion by  Kopp  of  the  merits  and  defects  of  the  various  methods 
of  determining  specific  heats.  The  following  is  the  method  which 
he  has  himself  devised  for  determining  speedily,  and  with  con- 
siderable approach  to  accuracy,  the  specific  heat  of  any  substance 
either  solid  or  liquid.  If  the  material  for  trial  be  a  liquid,  it  is 
introduced  into  a  thin  glass  tube.  The  tube,  with  its  contents, 
is  heated  by  immersion  in  a  mercury  bath,  which  is  maintained  at  a 
constant  temperature,  not  exceeding  50°  C,  and  then  immediately 
plunged  into  a  small  calorimeter  containing  a  known  quantity  of 
cold  water,  and  the  rise  of  temperature  thus  effected  is  accurately 
noted.  If  the  calorific  capacity  of  the  tube  without  the  liquid  be 
first  determined,  and  the  amount  so  ascertained  be  deducted  from 
the  rise  of  temperature  occasioned  when  the  experiment  has  been 
repeated  after  the  substance  has  been  introduced  into  the  tube, 
the  specific  heat  of  the  substance  under  trial  is  easily  calculated. 
If  the  material  be  solid,  it  is  reduced  to  small  fragments,  or  it  is 
employed  in  the  form  of  powder,  and  is  placed  in  the  glass  tube 
with  a  known  amount  of  a  liquid  in  which  it  is  not  soluble, 
usually  either  water  or  coal  naphtha.  The  calorific  capacity  of 
the  tube  with  the  naphtha  is  first  ascertained,  and  then  the  experi- 
ment is  repeated  after  the  addition  of  the  solid  under  trial. 

The  second  mode  of  ascertaining  the  specific  heat  is  founded 
on  the  different  rates  of  cooling  exhibited  by  equal  masses  of 
dissimilar  composition ;  those  which  have  the  greatest  specific 
heat  cooling  most  slowly.  The  bodies  are  finely  powdered,  and 
introduced  into  an  annular  polished  silver  vessel,  which  is  placed 
in  a  vacuous  chamber  coated  interrially  with  lamp-black,  and 
surrounded  by  ice.  By  this  arrangement  the  substances  have 
virtually  equal  surfaces  and  equal  radiating  powers,  and  cannot 
be  cooled  by  convection.  The  silver  vessel,  with  a  thermometer 
placed  in  its  interior  compartment,  is  heated  to  30°  or  40  C, 
and  introduced  into  the  chamber,  from  which  the  air  is  pumped 
as  rapidly  as  possible ;  when  the  temperature  indicated  by  the 
thermometer  has  fallen  to  10^  the  time  is  noted,  and  again  when 
the  temperature  has  reached  5°,  by  determining  the  time  occu- 
pied by  each  in  cooling  through  this  interval,  and  by  comparing 
this  with  the  time  required  by  an  equal  quantity  of  water  to  cool 
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through  the  same  thermometric  interval,  a  series  of  numbers  is 
obtained  which  represent  approximately  the  specific  heats  of  the 
bodies  in  question ;  making  the  time  occupied  by  water  in  cool- 
ing, the  unit  of  comparison,  or  i.  The  differences  in  conductivity 
which  varies  greatly  in  the  different  bodies  submitted  to  trial,  is, 
however,  a  serious  objection  to  the  employment  of  this  method 
for  solids ;  for  liquids  it  is  less  liable  to  error. 

The  following  table  gives  a  few  of  the  results  of  Regnault 
upon  specific  heat,  obtained  by  the  process  of  mixture  or  im- 
mersion : — 

Specific  Heats  of  Equal  Masses  between  o°  C.  and  ioo°  C. 


Water    I  'ooooo 

Oil  of  tuvpentin     ...  o"42593 

Charcoal   o'24i5o 

Glass    o' 1 9768 

Iron   o'iT379 

Zinc   0-09555 

Copper    009515 


Brass    o"0939i 

Silver    005701 

Tin   0-05623 

Mercury   003332 

Platinum   0-03243 

Gold   003244 

Lead   0-03140 


(169  a)  Causes  of  Alteration  of  Specific  Heat. — Any  circum- 
stance which  alters  the  relative  distances  between  the  particles  of 
which  a  body  is  composed,  at  the  same  time  alters  its  specific 
heat.    Mechanical  compression  suflicient  to  produce  a  permanent 
alteration  in  density  is  attended  by  a  corresponding  decrease  in 
specific  heat : — For  instance,  the  specific  heat  of  a  piece  of  soft, 
well-annealed  copper  was  found  to  be  from  o'og^oi  to  0*09455  ; 
the  same  copper,  after  hammering,  had  a  specific  heat  of  from 
0-0936  to  0"0933  ;  on  being  again  thoroughly  annealed,  so  as  to 
recover  its  former  density,  its  specific  heat  was  from  0-09493  to 
0-09479,  or  almost  exactly  the  same  as  at  first.    Again,  in  dimor- 
phous bodies  (86)  the  densest  form  has  in  some  cases  been  found  to 
possess  the  lowest  specific  heat.  Regnault  [Ann.  Chim.  Phys.  1841 
[3] ,  i.  204)  found  that  diamond,  for  example,  has  a  specific  heat  of 
0'i468  ;  whilst  graphite  has  a  specific  heat  of  0*20 18,  or  one- third 
higher  ;  and  the  specific  heat  of  charcoal  is  still  higher,  or  0*2415. 
Kopp,  however,  considers  that  this  rule  is  not  general ;  the  specific 
1  heats  of  calc  spar  and  aragonite,  iron  pyrites  and  marcasite,  rutile 
!  and  brookite  being  scarcely  different.    It  has  also  been  thought 
that  to  this  diminution  of  specific  heat  by  compression  may  be 
[partially  due  the  heating  of  cold  metallic  bars  observed  during 
tthe  operation  of  rolling;  they  become  denser,  and  consequently 
lhave  less  capacity  for  heat.     It  is,  however,  more  probable  that 
tthis  is  simply  a  case  of  the  conversion  of  sensible  motion  into 
tthe  molecular  motion  which  produces  heat,  similar  to  that  which 
8  attends  friction  or  percussion. 
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The  sudden  compression  of  aeriform  bodies  is  likewise  attended 
with  the  evolution  of  a  very  large  amount  of  heat,  which  may 
even  rise  high  enough  to  ignite  tinder  and  other  inflammable 
substances.  On  rarefying  air  the  opposite  effects  are  observed. 
One  evidence  of  this  fact  is  afforded  by  the  mist  which  is  formed 
within  a  glass  receiver  while  it  is  undergoing  exhaustion.  On 
first  working  the  pistons  of  the  air-pump,  the  sudden  expansion 
deprives  the  moisture  which  all  air  contains,  of  part  of  the  heat 
necessary  for  its  existence  in  the  gaseous  form,  and  it  condenses 
in  minute  drops,  which  speedily  evaporate  again  as  the  equilibrium 
of  temperature  is  restored.  If  compressed  air  be  allowed  to 
expand  suddenly,  by  escaping  into  the  atmosphere,  a  similar 
phenomenon  is  produced ;  a  demand  for  the  heat  which  the  air 
had  lost  in  compression  suddenly  arises,  and  moisture  is  de- 
posited as  before. 

It  was  formerly  supposed  that  this  absorption  of  heat  attend- 
ing the  expansion  of  aeriform  bodies  was  due  to  an  alteration  in 
their  specific  heat,  but  the  careful  and  elaborate  experiments  of 
Regnault  have  proved  that  this  is  not  the  case,  and  the  absorption 
of  heat  under  these  circumstances  affords  a  strong  argument  in 
favour  of  the  mechanical  theory  of  heat.'^ 


*  It  may  be  worth  while  to  examine  the  conditions  under  which  this  dimi- 
nution of  temperature  takes  place  somewhat  more  fully.  Suopose  two  equal 
volumes  of  air  at  o"  C.  be  exposed  to  the  action  of  a  gradually  increasing  tem- 
perature until  each  is  raised  to  a  temperature  of  273°  C.  If  one  of  these  volumes 
of  air  be  allowed  to  expand  unchecked,  its  pressure  will  remain  unaltered,  but  its 
volume  will  be  doubled ;  whilst  if  the  other  is  confined  within  fixed  limits, 
its  volume  will  be  unaltered,  but  its  pressure  will  be  doubled.  The  quantity  of 
heat  absorbed  to  produce  the  observed  rise  of  temperature  will,  however,  be  very 
different  in  the  two  experiments.  In  the  case  where  the  air  is  allowed  to  expand, 
the  heat  required  will  be  greater  than  where  the  volume  of  the  air  continues  the 
same — in  the  ratio  of  141 3  to  1000 ;  or  the  quantity  of  heat 
Fig.  133.  consumed  when  the  air  is  not  allowed  to  expand  will  be  about 
3  ^  less  than  when  the  expansion  occurs  under  the  usual  atmo- 
1  spheric  pressure.  Let  C,  fig.  133,  be  an  open  rectangular  vessel, 
the  base  of  which  is  one  square  metre  in  area.  If  a  a  represent 
j  the  surface  of  a  cubic  metre  of  air  contained  within  it  at  a  tem- 
\  perature  of  0°  C,  d  d  will  represent  the  surface  of  the  same  cubic 
metre  of  air  which  has  been  raised  to  273°  C.  The  quantity  of 
air  which  originally  filled  but  one  cubic  metre  will  now  occupy 
the  space  of  two  cubic  metres ;  consequently  it  must  have  lifted 
the  superincumbent  column  of  atmospheric  air,  resting  on  the 
surface  d  d,  through  a  height  of  one  metre ;  but  the  weight  of 
that  superincumbent  column  of  air,  calculated  at  i '03329 
kilos,  per  square  centimetre  is  10,332-9  kilos.  Now,  a  cubic  metre  of  air 
at  0°  C.  is  1-293187  kilogr.,  and  the  specific  heat  of  air  was  found  by 
Eegnault  to  be  a  little  less  than  one-fourth  of  that  of  water,  or  0-2375,  so  that 
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The  absorption  of  heat  by  air  when  it  undergoes  rarefaction, 
will  enable  us  to  unclerstaud  the  general  distribution  of  tem- 
perature in  any  vertical  column  of  the  atmosphere  of  our  globe. 
If  the  atmosphere,  without  being  altered  in  quantity,  could  be 
reduced  to  a  stratum  of  uniform  density  throughout,  with  a 
uniform  temperature  of  30°  C,  it  would  extend  to  a  height  of 
about  5*4  miles,  or  8690  metres.  Now,  suppose  that  this  air, 
throughout  the  entire  thickness  of  the  stratum,  suddenly  ex- 
panded to  the  extent  due  to  its  elasticity ;  the  temperature 
would  immediately  fall  in  every  part  of  the  column  (except  at 
its  base,  where  it  would  remain  stationary),  in  conseqneuce  of 
the  alteration  in  density  ;  at  5000  metres  it  would  be  about  0°  C, 
and  at  10,000  metres  it  would  be  about  —  33°  C.  It  may  be 
shown,  indeed,  that  a  colujnn  of  air  in  equilibrium  is  at  uniform 
temperatm'c,  but  this  is  a  condition  which  cannot  occur  in  the 
atmosphere  of  the  earth.  Air  allowing  heat. to  pass  through  it 
without  raising  its  temperature,  the  sun^s  rays  produce  very  little 
effect  on  the  atmosphere  until  they  strike  the  surface  of  the 
earth,  this  being  heated  warms  the  air  in  contact  with  it,  ex- 
panding it,  and  producing  a  rise  of  warm  air.  On  rising,  the 
air  is  submitted  to  reduced  pressure,  and  the  resulting  expansion 


the  quantity  of  heat  required  to  raise  i •293 1 87  kilogr.  of  air  273°  will  raise 
only  0'307I32  kilogr.  of  water  through  273°  C.  Now,  0^307 132  kilogr. 
of  water  raised  to  273°  C.  would  he  equal  to  83  "847  kilos,  raised  only  1°. 
Thus  the  heat  required  to  double  the  volume  of  a  cubic  metre  of  air,  and 
consequently  to  lift  io,332'9  kilos.,  would  heat  83  847  kilos,  of  water  1°  C,  or 
would  be  83,847  units  of  heat. 

Suppose,  in  the  next  place,  that  the  cubic  metre  of  air,  instead  of  being 
allowed  to  expand  freely,  be  confined  when  heated,  so  that  its  volume  shall 
remain  constant;  the  quantity  of  heat  required  under  these  circumstances  will 
be  less  than  when  it  was  allowed  to  expand  freely  in  the  ratio  of  14 13  to  1000, 
80  that  the  quantity  of  water  which  would  be  heated  1°  by  this  amount  is  easily 
seen  to  be  only  equal  to  59'3397  kilos. ;  for  1413  :  1000  : :  83*847  :  59*3397. 

Now,  on  deducting  59-3397  from  83  847,  the  difference,  24-5073,  represents 
the  number  of  kilogr.  of  water  which  would  be  raised  1°  C.  by  the  excess  of 
heat  imparted  to  the  air  when  allowed  to  expand,  in  our  imaginary  experiment; 
but  this  excess,  as  already  explained,  has  been  engaged  in  lifting  a  column  of 
air  of  10,332-9  kilogr.  weight  through  a  height  of  one  metre.  If  now  we  divide 
•0,332  9  kilos,  by  24-5073,  we  obtain  a  number  421-625  kilos.,  and  hence  it 
appears  that  an  expenditure  of  heat  sufficient  to  raise  one  kilogr.  of  water  l°  C. 
is  competent  to  raise  42 1-625  l^'los.  one  metre ;  or  we  are  by  this  means  brought  ' 
to  nearly  the  same  result  as  that  deduced  by  Joule  from  his  experiments.  The 
reasoning  employed  above  is  that  used  by  Mayer  in  his  paper  on  the  mechanical 
nature  of  heat.  The  numbers,  however,  have  been  supplied  by  subsequent  expe- 
riments. We  assume,  however,  in  this  experiment,  that  the  interior  energy  of 
the  air  remains  the  same.  (See  Tyndall :  I£cat  as  a  Mode  of  Motion,  4th  edit, 
p.  68,  et  seq.) 
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lowers  its  temperature.    That  this  does  take  place  on  a  large  ' 
scale  is  well  shown  in  the  forraatioQ  of  cumulus  cloud  duriug  a  ' 
calm  day  after  a  cloudless  night ;  the  sun  heating  the  surface  of  ■ 
the  ground  evaporates  the  dew,  and  the  warm  and  moist  air  | 
rises.    At  a  certain  distance    above  the  earth's  surface  the  | 
temperature  of  the  air  is  lowered  by  expansion  to  the  dew  point,  ; 
and  the  aqueous  vapour  is  condensed  in  the  form  of  a  cloud  with  j 
a  nearly  horizontal  lower  surface  and  a  rounded  top.     The  i 
action  of  wind  also  causes  an  elevation  of  portions  of  the  air  i 
which  are  thus  cooled.    If  no  circulation  took  place  in  the  air,  ■ 
the  temperature  of  the  lower  strata  would  be  very  much  raised  : 
above  that  of  the  upper  in  consequence  of  their  contact  with  the  | 
earth ;  and  the  actual  temperatures  of  the  different  layers  are  j 
probably  intermediate  between  those  .which  would  be  produced  ( 
under  this  condition   and  those  caused  by  the  sudden  ex-  | 
expansion  of  the  air,  as  described  above.    A  progressive  dimi-  S 
nution  of  the  temperature  is  experienced,  as  the  altitude  of  the  t 
observer  above  the  surface  of  the  earth  increases;  and  this  i 
depression  of  temperature  is  such,  that  even  in  tropical  climates,  h 
the  summits  of  lofty  mountains  are  always  crowned  with  snow,  i 
At  the  equator  the  snow  line  occurs  at  an  altitude  of  about  i 
5000  metres,  but  in  England  the  line  of  perpetual  snow  occurs  i 
at  about  2Coo  metres,  since  the  limit  of  perpetual  snow  graduaUy  i 
descends  (subject,  however,  to  irregularities,  from  local  causes)  i 
towards  the  level  of  the  sea,  according  as  the  place  of  observation  t 
approaches  towards  either  pole.    A  blast  of  cold  air,  therefore,  i 
in  descending  from  a  lofty  height  would  have  its  temperature  ! 
elevated  by  the  mere  condensation  which  it  experiences  as  it 
approaches  the  surface  of  the  globe,  without  any  supply  of  heat 
from  extraneous  sources ;  and  the  danger  arising  from  its  chilling 
influences  would  be  thus  simply  and  effectually  averted.  Obser- 
vations have  shown  that  the  average  depression  of  temperature  in 
ascending  from  the  sea  level  amoilnts  to  i°  F.  for  every  300  feet, 
or  1°  C.  for  every   165  metres.     The  observations  made  by 
Glaislier  in  his  balloon  ascents  have,  however,  shown  that  in 
our  own  latitude  this  regularity  of  progression  is  liable  to  con- 
siderable disturbance  from  currents  which  are  variable  in  direc- 
tion and  in  force.     The  following  table  is  given  by  Dauiell 
{Meteorology,  1845,  ^-  4^)  approximate  estimate  of  tlie 

distribution  of  heat  in  the  atmosphere  due  to  this  cause,  sup- 
posing, as  indicated  in  the  second  column,  that  the  initial  tem- 
perature of  80°  is  that  of  the  surface  of  the  earth  near  the 
equator,  and  that  the  initial  temperature  of  0°  F.  indicated  in 
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the  third  column  is  that  towards  the  poles  :  but  from  what  has 
been  stated  above,  the  vertical  distribution  of  temperature  in  the 
air  is  much  more  complex  than  was  formerly  supposed. 

Decrease  of  Temperature  in  the  Atmosphere  from  Elevation. 


Altitude  in  feet. 

Temperature  °  P. 

Temperature  °  F. 

O 

80° 

0° 

gooo 

64-4 

-i8-5 

lOOOO 

48-4 

-37-8 

15000 

3i'4 

-58-8 

20000 

12-8 

-82-1 

25000 

-7-6 

—  lop'i 

30000 

-30-7 

— 140-3 

In  proportion  as  the  temperature  of  a  substance  rises,  its 
specific  heat  gradually  increases  :  owing,  probably,  to  the  increase 
in  the  volume  of  the  body  with  the  rise  of  temperature,  and  to 
the  augmentation  of  the  space  between  the  molecules  of  the 
heated  substance.  This  increase  in  the  specific  heat  with  the 
rise  of  temperature  may  be  seen  by  examining  the  following 
table  compiled  from  the  experiments  of  Dulong  and  Petit : — 


Rise  of  Specific  Heat  with  Rise  of  Temperature. 


From  33°  to 

From  32°  to 

Substance  used. 

212°  F.  or 

572°  F.  or; 

0°  C.  to  100°  C. 

0°  C.  to  300°  C. 

Mercury   

0-0330 

0-0350 

Platinum   

o'0355 

Antimony   

0-0507 

0-0549 

Silver   

o'0557 

o'odii 

Zinc   

0-0927 

o'ioi5 

Copper   

0-0949 

0-T0L3 

Iron   

0-1098 

o-i2i8 

Glass   

.0-1770 

0-1900 

(170)  Variation  of  Specific  Heat  with  Change  of  Physical 
State. — A  body  in  the  liquid  state  has  a  higher  specific  heat 
than  the  same  substance  when  it  is  in  the  solid  form.  It  is 
lower  in  the  gaseous  than  in  the  liquid  condition.  This  is 
remarkably  shown  in  the  case  of  water,  in  which  the  specific 
heat  is  double  that  of  ice,  and  also  more  than  double  that  of 
steam.  Contrasting  together  the  specific  heats,  as  obtained  for 
the  following  solids  by  Regnault,  with  the  numbers  obtained  by 
Person  {Ann.  Chim.  Phys.  1847  [sIj  xxi.  295,  and  1848,  xxiv. 
129)  for  the  same  bodies  when  liquefied,  the  amount  of  this 
difference  will  be  seen  to  be  liable  to  great  variation :  — 
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Specific  Heat  of  the  same  Subsiunce,  both  in  the  Solid  and 
in  the  Liquid  State. 


Substance. 

Solid. 

Liquid. 

Sp.  Heat. 

Temperature  °  C. 

Sp.  Heat. 

Temperature  °  C. 

Ice  

Soclic  Nitrate  

Potnssic  Nitrate 

Sulphur   

Phoaphonis   

Bromine  

Tin  

Iodine  ...   

0-5040 
0-2782 
0-2387 
0-2026 
0-1788 
0-0843 
0-0562 
0054 1 

between 
-30°  and  0° 
0°  and  100° 
0°  and  100° 
0°  and  100° 
-21°  and  7° 
-78°  and -20° 
0°  and  100° 
0°  and  100° 

I -0000 
0-4130 

02340 
02045 
o'lodo 
00637 
0-1082 

between 
0°  and  20° 
320°  and  430° 
350°  and  435° 
120°  and  150° 
50°  and  100°  ■ 
—  73°  and    10°  1 
250°  and  350° 
not  stated 

Lead   

Bismuth  ....   

0-0314 
0-0308 

0°  and  100° 
0°  and  100° 

00402 
0-0363 

350°  and  450° 
280°  and  380° 

Mercury  

0-0319 

00333 

ia°  and  100° 

Of  all  solids  and  liquids  water  is  that  -which  possesses  the 
highest  specific  heat.  This  circumstance  contributes  in  no  small 
degree  towards  moderating  the  rapidity  of  transitions  from  heat 
to  coldj  or  from  cold  to  heat,  owing  to  the  large  quantity  of  heat 
■which  the  ocean  absorbs  or  emits  in  accommodating  itself  to  the 
variations  of  external  temperature.  Mercury,  on  the  other  hand, 
has  a  very  low  specific  heat,  which  much  enhances  its  sensibility 
to  changes  of  temperature,  and  increases  its  fitness  for  ther- 
mometric  purposes. 


Specific  Heat  of  Gases  and  Vapours. 


Gas  or  Vapour. 

Equal. 

Gas  or  Vapour. 

Equal 

Vols. 

Weights. 

Vols. 

Weights. 

Air  

0-2375 

0-2375 

Sulphurous  Anhydride 

0-341 

0-154 

Oxygen   

02405 

0-2175 

Hydrocliloric  Acid  ... 

02375 

0-1845 

Nitrogen  

0-2368 

0-2438 

Sulphuretted  Hydrogen 

0-2857 

0-2432 

Hydrogen   

0-2359 

34090 

Wator  

0-2996 

0-4805 

Chlorine  

0-2976 

0-1210 

Alcohol   

0-7224 

0-4534 

Bromine  

0-3076 

0-0555 

Wood  Spirit   

0-5076 

0-4580 

Nitrous  Oxide 

0-3447 

02262 

Ether  

12294 

04797 

Nitric  Oxide   

0-2406 

0-2317 

Ethyl  Chloride   

0-6096 

0-2738 

Caibonic  Oxide 

0-2370 

02450 

Ethyl  Bromide  

0-7158 

0-1896 

Carbonic  Anhydride 

0-3.5,07 

0-2163 

Diethyl  Suljihide 

1-2493 

0-4008 

Carbonic  Bisulphide 

0-41.^.3 

01570 

Ethyl  Cyanide   

08119 

0-4262 

Ammonia   

0-2996 

0-5084 

Chloroform  

06486 

0-1567 

Marsh  Gas   

0  3277 

0-5929 

Dutch  Liquid   

0-7802 

0-2293 

Olefiant  Gas   

0-4106 

O-4O40 

Acetic  Ether   

1-2216 

o"4O08 

Arsenious  Chloride 

0-7053 

O'l  122 

Benzol  

1-0141 

0-3754 

Silicic  Chloride 

0-7784 

01322 

Acetone   

0-8286 

0-4125 

Titanic  Chloride  ... 

0-8578 

0*1 290 

Oil  of  Turpentin 

2-.^839 

0-5061 

Stannic  Chloride  ... 

0-8456 

0-0939 

Phosphorous  Chloride 

0-6415 

0-1347 

SPECIFIC    HEAT  OF  GASES  AND  VAPOURS. 
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(171)  Specific  Heat  of  Gases  and  Vapours. — The  determiaa- 
tion  of  the  specific  heats  of  gases  and  vapours  is  attended  with 
unusual  diflSculties ;  and  the  earlier  researches  on  the  subject, 
though  conducted  by  many  philosophers  distinguished  for  experi- 
mental skill,  gave  discordant  and  unsatisfactory  results. 

The  subject  has  been  submitted  to  a  very  elaborate  and 
rigorous  investigation  by  Regnault,  who,  taking  the  specific  heat 
of  water  as  the  unit  of  comparison,  finds  that  of  air  to  be 
=  o"2375,  and  he  gives  the  foregoing  numbers  as  representing 
the  specific  heat  of  the  various  gases  and  vapours  upon  which  he 
made  his  experiments. 

As  the  result  of  a  numerous  and  elaborate  series  of  experi- 
ments, Reguault  concludes,  contrary  to  the  statement  of  Dela- 
roche  and  Berard,  that  the  specific  heat  of  air  does  not  increase 
with  rise  of  temperature,  at  any  rate  between  the  temperatures  of 
—  30°  and  200°  C.  The  same  result  holds  good  for  gases  which, 
like  hydrogen,  are  not  readily  liquefiable.  Condensible  gases  like 
carbonic  anhydride  exhibit  a  variation  which,  on  the  contrary,  is 
quite  perceptible  :  thus,  the  specific  heat  of  carbonic  anhydride — 

Between  —30°  and  10°  C.  was  found  =o'i%^2'j. 
„  -fio°audToo°  „  =020245. 
„      +10°  and  210°        ,,  =0-21692. 

Or  the  specific  heat  of  carbonic  anhydride  is  as  follows  : — 

•  At     0°  C.        =  0-1870. 
„  100°  =  0-2145. 

„  200°  =  0-2396. 

A  similar  variation,  though  probably  to  a  still  greater  extent, 
occurs  with  vapours  generally. 

Another  remarkable  experimental  result  obtained  by  Regnault, 
indicates  that  for  pressures  ranging  between  i  and  12  atmospheres, 
the  specific  heat  of  equal  weights  of  a  non-condensible  gas,  such  as 
atmospheric  air  or  hydrogen,  is  uniformly  the  same,  and  is  inde- 
pendent of  the  density ;  consequently,  that  the  specific  heat  of  a 
given  volume  of  a  gas  increases  directly  as  its  density  is  increased. 

The  specific  heats  of  the  simple  gases  for  equal  volume,  are 
nearly  the  same  in  the  case  of  the  incondensible  gases — oxygen, 
nitrogen,  and  hydrogen— and  appear  to  follow  the  law  of  Dulong 
and  Petit  (172) ;  but  for  condensible  gases  and  vapours,  such  as 
chlorine  and  bromine,  it  is  far  from  being  true.  Compound  gases 
which  are  formed  without  undergoing  condensation,  such  as 
hydrochloric  acid  and  nitric  oxide,  also  obey  the  law  of  Dulong 
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and  Petit.  When  a  body  can  be  obtained  in  the  solid,  liquid, 
and  gaseous  state?,  it  is  found  to  have  the  higliest  specific  heat 
when  in  the  liquid  form,  and  much  less  in  the  aeriform  state. 


Specific  Heats  of  Liquids  and  Vapours  compared. 


Formula. 

Liquid. 

Gaseous. 

Sp.  heat. 

Temp.  °C. 

Vtoof 
op.  JlUaL. 

lemp.  u. 

\\  ater   

between 

between 

H^O 

1  '0000 

11°  and  100° 

0-4805 

128° and  220° 

Bromine  

Br, 

1 

0-1060 

o-i  129 

-  29°  and  11° 
13°  and  58° 

0-0555 

83°  and  228° 

Alcohol   

C„H,0 

0-505 
0-7694 

At  -  20° 
At  80° 

0-4S34 

io7°and220° 

Ether   

C,H,„0 

0-51 1 3 
0-5467 

At -30° 
At  30° 

0-4797 

70°  and  223° 

Carbonic  Bisulphide 

CSj 

02303 
0-2401 

At -30° 
At  30° 

i 

0-1570 

73°  and  192° 

Wood  Spirit   

CH40 

0-6700 

0°  and  20° 

0-4580 

ioi°and  223° 

Acetone  

C»H,0 

n  6 

0-4S24 
0-5302 

At -30° 
At  30° 

0-4125 

r  20°  and  2 

Diethyl  Sulphide  ... 

CjHioS 

0-4785 

20°  and  70° 

0-4008 

1 20°  and  223° 

jcjLnyi  v-'iijoiiQe  ... 

0-4275 

-  27°  and  4° 

0-2738 

1 9°  and  172* 

Ethyl  Bromide 

CjHjBr 

0'2  160 

0°  and  20° 

0-1896 

78°  and  196° 

0-4.^25 

At -30° 

Ethyl  Cyanide 

C,H,Cy 

0-5847 

At  30° 

I 

0-4262 

I  I4''and22i° 

0-7369 

At  90° 

Ethyl  Acetate 

CjHjCjHjOj 

0-4960 
0-5588 

At  -  T,o° 
At  30° 

0-4008 

ii5°and  219° 

Chloroform   

CHCig 

1 

02293 
0-2354 

At -30° 
At  30° 

0-1567 

Ii7°and228° 

Dutch  Liquid  

C^H^CL 

1 

0-2790 
0-3054 

At -30° 
At  30° 

0-2293 

iii°and22r'' 

Benzol   

0-4360 

0°  and  71° 

0-3754 

Ii6''and2i8° 

In  determining  the  specific  heats  of  gases  and  vapours,  after 
a  trial  of  various  methods,  Regnault  ultimately  adopted  a  modifi- 
cation of  that  employed  by  Delaroche  and  Berard: — The  gas  under 
trial  was  first  condensed  into  a  strong  receiver,  and  then  by  means 
of  apparatus  especially  contrived  for  the  purjDose,  a  known  quantity 
of  this  gas  was  allowed  to  escape  at  a  perfectly  constant  rate,  into 
a  long  spiral  tube  plunged  into  a  vessel  of  hot  oil,  which  was 
maintained  at  a  fixed  temperature  ;  the  gas  was  in  this  way  during 
its  passage  through  the  spiral,  raised  to  a  known  temperature, 
equal  to  that  of  the  oil  in  the  bath ;  the  heated  gas  was  then 
transmitted  through  a  metallic  vessel,  surrounded  by  a  known 
quantity  of  water ;  finally,  the  gas  was  allowed  to  escape  into  the 
atmosphere,  care  being  taken  that  no  sensible  difference  in  tem- 
perature existed  between  the  issuing  gas  and  the  water  of  the 
calorimeter.  In  this  way  Regnault  ascertained  the  rise  of  tempe- 
rature experienced  by  a  known  quantity  of  water,  when  a  given 
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quantity  of  each  gas,  after  it  had  been  raised  to  a  certain  known 
temperature,  was  cooled  down  by  it  to  a  certain  other  known 
temperature.  When  the  specific  heat  of  equal  masses  of  the 
different  gases  was  once  known,  it  was  easy  to  calculate  that 
for  equal  volumes,  by  simply  multiplying  the  numbers  for  equal 
weights  by  those  representing  the  densities  of  each  gas  or  vapour. 
For  the  details  of  this  delicate  inquiry,  the  reader  is  referred  to 
the  second  volume  of  Regnault^'s  great  work.  Relations  des  Expe- 
riences pour  determiner  les  Lois  et  les  Donnees  Physiques  neces- 
saires  au  Calcul  des  Machines  a  Feu,  1862,  41 — 333. 

The  foregoing  table,  compiled  from  Regnault's  experiments, 
shows  how  greatly  the  specific  heat  of  the  same  liquid  varies  with 
the  temperature,  whilst  in  gases  no  such  variation  takes  place.  It 
also  shows  that  the  specific  heat  of  a  body  in  the  gaseous  state  is 
always  less  than  that  of  the  same  substance  in  the  liquid  state. 

(172)  Relation  of  Specific  Heat  to  Atomic  Weight. — An  in- 
teresting relation  has  been  traced  between  the  specific  heats  of 
bodies  and  their  combining  quantities.  It  has  already  been  stated 
(168)  that  the  amount  of  heat  required  to  raise  equal  masses  of 
difi'erent  substances  1°  in  temperature  varies  for  each  species  of 
matter,  but  is  always  constant  for  the  same  body  when  it  is  placed 
under  like  circumstances. 

By  comparing  together  quantities  of  the  various  elementary 
substances  in  the  ratio  of  their  combining  proportions,  and  ascer- 
taining the  amount  of  heat  which  each  requires  to  raise  it  through 
equal  intervals  of  temperature,  Dulong  and  Petit  made  the  im- 
portant observation  that  the  quantities  of  heat  absorbed  bear  a 
very  simple  numerical  relation  to  each  other.  In  a  large  number 
of  instances,  the  amounts  of  heat  thus  absorbed,  allowing  for  un- 
avoidable errors  of  experiment,  are  identical ;  and  it  was  further 
observed,  that  the  exceptional  cases  nearly  always  exhibit  some 
simple  multiple  relation  to  this  number.  In  other  words,  the 
specific  heat  of  an  elementary  body  is  inversely  as  its  combining 
proportion :  consequently,  the  product  of  the  specific  heat  of  an 
element  into  its  combining  proportion  gives,  subject  to  slight 
variations  due  to  errors  of  experiment,  either  a  constant  number, 
or  some  multiple  of  that  number. 

The  law  thus  announced  by  Dulong  and  Petit  has  been  con- 
firmed by  the  subsequent  researches  of  Regnault  upon  specific 
heat  {Ann.  Chim.  Phys.  1840  [2],  Ixxiii.  61  ;  1841  [3],  i.  129  ; 
1843^1^.322;  1849,  xxvi.  261 ;  1853,  xxxviii.  r29  ;  1856,  xlvi. 
357;  and  1861,  Ixiii.  5).  Regnault  determined  the  specific  heats 
of  a  great  variety  of  bodies,  both  simple  and  compound.  He 
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designated  the  product  obtained  by  multiplying  the  specific  heat 
of  a  body  by  its  atomic  weight,  as  the  atomic  heat  of  the  body. 

In  21  of  the  simple  bodies  which  he  examined,  most  of  which 
were  in  a  state  of  chemical  purity,  he  found  the  atomic  heat  to 
range  between  3-31  and  2-93,  with  a  mean  of  3-13.  The  elements 
comprised  in  this  class  are  the  following— viz.,  aluminium,  cad- 
mium, cobalt,  copper,  iridium,  iron,  lead,  magnesium,  manganese, 
mercury,  molybdenum,  nickel,  osmium,  platinum,  rhodium,  sele- 
nium, sulphur,  tellurium,  tin,  tungsten,  and  zinc.  Experiments 
are  at  present  wanting  upon  barium,  strontium,  calcium,  gluci- 
num,  thorinum,  cerium,  didymium,  lanthanum,  vanadium,  ura- 
nium, and  ruthenium  ;  although  from  analogy  there  is  reason  to 
believe  that  they  belong  to  this  group  of  elements  as  regards  their 
specific  hent.  No  direct  experiments  upon  the  specific  heat  of 
oxygen  in  a  form  comparable  with  the  solid  elements  have  yet 
been  made. 

When  the  equivalent  number  formerly  regarded  as  the  atomic 
weight  was  employed  as  the  multiplier  of  the  specific  heat,  it  was 
found  that  a  second  smaller  class  of  elements  exists  which  have 
an  atomic  heat  double  that  of  the  elements  contained  in  the  fore- 
going list.  This  class  comprises  gold,  silver,  thallium,  bismuth, 
antimony,  arsenic,  phosphorus,  bromine,  and  iodine,  as  well  as 
lithium,  potassium,  and  sodium.  From  their  chemical  analogies, 
there  can  be  little  doubt  that  in  this  list  should  also  be  included 
chlorine,  caesium,  and  rubidium,  although  as  yet  the  necessary 
experiments  are  wanting  to  decide  the  point.  The  bodies  of  this 
class  gave  for  their  atomic  heat  numbers  ranging  between  5*85 
and  6  87,  with  a  mean  of  6  42;  Regnault  therefore  proposed  to 
divide  by  two  the  numbers  usually  given  as  the  atomic  weights 
of  the  elements  in  the  second  list.  It  was  found  more  conve- 
nient to  double  the  atomic  weights  of  the  first  series,  by  which 
means  the  identity  of  the  ratio  was  preserved  equally  well.  There 
are  chemical  reasons  which  fully  justified  this  alteration,  startling 
as  it  at  first  appeared.  The  combining  pi  oportion  of  an  element, 
it  must  be  remembered,  is  not  affected  by  this  change  of  the 
number  which,  for  various  reasons,  is  selected  as  the  atumic 
iveiyht,  and  which  in  some  cases  coincides  with  the  combining 
proportion,  while  in  others  it  is  a  multiple  of  it. 

Dulong  and  Petit's  law  may  therefore  be  stated  thus.  If, 
instead  of  taking  equal  weights,  we  compare  together  quantities 
of  the  elementary  bodies  in  the  proportion  of  their  atomic  weights, 
these  quantities  will  be  found  to  require  equal  amounts  of  heat 
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to  raise  them  through  an  equal  number  of  degrees  of  temperature. 
There  are,  however,  still  some  marked  exceptions  to  the  law, 
particularly  among  the  non-metallic  elements. 


Specific  and  Atomic  Heats  of  the  Eletnents. 


Elements, 

Specific 

JtieUu  UI 

EquhI 
Masses. 

lent. 

Specifle 
Heat 

X 

Equivalent. 

Weight. 

Specific 

xlCuC 
X 

At.  Weight. 

■containing 

«qual 
quantities 

Diamond  

0*1469 

6 

0-8814 

48? 

7-0512 

44-83 

Graphite   

0"20l8 

ft 

i-2to8 

33? 

6-6594 

32-63 

Wood  Charcoal 

0-2415 

»i 

1  -4490 

27-27 

Silicon,  fused   

0-1750 

14 

2-450 

35? 

6-125 

37-63 

,,  crystallized 

0-1767 

37-27 

Boron,  crystallized  ... 

0-250 

II 

2-75 

26-34 

Sulphur  (native) 

0-20259 

i6 

3-2414 

32 

5-6832 

32*.m 

Selenium  

0-08370 

3975 

3-3272 

79-5 

6^6544 

78-68 

Tellurium  

0-04737 

64*5 

3-0553 

129 

6-I107 

139-02 

Magnesium   

0-2499 

12 

2-9988 

24 

5-9976 

26-35 

Zinc  

0-09555 

32-5 

3-^054 

«5 

6-2108 

68-92 

Cadmium  

005669 

56 

3-1746 

112 

6  3492 

I  r6*i  7 

Aluminium   

0-2143 

1.3-75 

2-9480 

27-5 

5  8960 

30-73 

Iron  

0-II379 

28 

3-1861 

56 

6-3722 

57-87 

Nickel   

0-1073 

29-5 

3-1653 

59 

6-3306 

61-38 

Cobalt   

o-i  ro8 

29-5 

3*2686 

59 

6-5372 

59-44 

Manganese   

0-1217 

275 

3-3467 

55 

6-6934 

54-11 

Tin   

©■05623 

59 

3-3176 

118 

6-6352 

117-12 

Tungsten   

0-03342 

92 

3-0746 

184 

6-1492 

197-06 

Molybdenum   

0-07218 

48 

3-4646 

96 

6-9292 

91-24 

Copper    ... 

0-09515 

31-7 

3-0162 

63-4 

6-0325 

69-21 

Lead  

0-03140 

103-5 

3-2499 

207 

6-4998 

209-73 

Mercury,  solid.  

0-03192 

100 

3-1920 

200 

6-3840 

206-32 

,,  liquid 

0-03332 

100 

3-3320 

200 

6-6640 

Platinum  

0-03243 

98-55 

3-1960 

197-1 

6-3920 

203-07 

Palladium  

0-05927 

53"25 

3-1561 

106-5 

63123 

iii-ii 

Rhodium  

0-05408 

52-2 

2-8202 

104-3 

5  -6405 

121-78 

Osmium   

0-03063 

99-5 

3-0477 

199 

6  0954 

215-00 

Iridium   

0-0363 

99 

3-5937 

19S 

7-1874 

181-42 

Iodine   

0-05412 

127 

6*8732 

121*69 

Bromine,  solid  

0-08^32 

80 

6-7456 

78-10 

liquid 

O'io6oo 

80 

8-4800 

Potassium 

©■  16956 

39-1 

6-6298 

38-84 

Sodium   

0-29340 

23 

6'7482 

22-45 

Liithium   

0-9408 

7 

6-5856 

7*00 

Phosphorus   

o- 18870 

31 

5-8497 

34-90 

Arsenic   

0-08140 

75 

6-1050 

80-90 

Antimony   

0-05077 

122 

6  1939 

129-71 

Bismuth   

0*03084 

210 

6  4764 

213-54 

Thallium  

0-03255 

203-6 

5-6272 

202-32 

Silver   

0*05701 

108 

61570 

115-52 

Gold  

0-03244 

196-6 

6-3777 

203-01 

Uranium   

0-0619 

120 

7-4280 

106-39 

Indium   

0-057 

I  13-4 

6  4637 

115-54 

Glucinum  or  Beryllium 

0*6424 

9-3 

5-9743 

10-252 

The  above  table  includes  some  of  the  principal  results  derived 
from  Regnault^s  experiments  on  a  large  number  of  elementary 
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bodies.  He  found,  as  has  been  already  stated,  that  the  same 
element  has  a  difl'ereut  specific  heat  if  examined  in  a  diflferent 
state  of  aggregation.  Bodies  when  in  the  liquid  form  have  a 
higher  specific  heat  than  when  in  the  solid  state,  as  is  seen  on 
comparing  the  numbers  for  bromine  and  mercury  in  the  two 
conditions. 

An  extended  table,  embracing  the  principal  results  obtained 
on  the  specific  heat  of  solids,  both  simple  and  compound,  by 
various  observers,  is  given  by  Kopp  {Phil.  Trans.  1865,  168). 

Amongst  the  non-metallic  elements  there  are,  as  above  stated, 
certain  striking  exceptions  to  the  law  of  Dulong  and  Petit. 
Carbon,  for  instance,  as  diamond,  taking  its  atomic  weight  as  12, 
has  an  atomic  heat  of  only  i'76i6  ;  the  atomic  heat  of  crystallized 
boron  is  2*725;  that  of  fused  silicon  4-9;  that  of  octohedral 
sulphur  5*6832;  and  that  of  phosphorus  5*8497.''^ 

Dewar  {Phil.  Mag.  1872  [4],  xliv.  461)  found  the  specific  heat 
of  gas  carbon  between  1040°  and  20°  to  be  0*32  ;  and  between 
20co°  and  20°  it  was  "42,  from  which  he  estimated  the  true 
specific  heat  at  2000°  to  be  at  least  -5. 

Some  experiments  have  recently  been  made  by  Weber  (PhiL 
Mag.  1875  [4]^  '^ij  27^)  which  show  that  the  specific  heats 
of  carbon,  silicon,  and  boron  increase  rapidly  as  the  temperature 
rises,  and  that  these  elements  are  not  exceptions  to  the  law  of 
Dulong  and  Petit,  when  their  specific  heat  is  determined  at  suffi- 
ciently high  temperatures. 


Specific  Heat  of 
Kqual  Masses. 

Specific  Heat 

X 

Atomic  Weight. 

Masses  containing 
same  quantity  of 
Heat  as  7  parts 
of  Lithium. 

Carbon  at  and  above  600°... 
Silicon  (crystallized)  at  and  ) 

above  200°   j 

Boron  (crystallized)  

0*46 

0205 
o"5  about. 

5-76 

5*5  about. 

14-316 
3212 

13" 1 73  about. 

The  relation  between  the  atomic  weights  and  specific  heats  is 
well  illustrated  by  the  last  column  in  the  table,  containing  the 


*  Kopp  suggested  that  these  exceptional  cases  may  have  their  origin  in 
the  circumstance  that  we  have  as  yet  no  absolute  proof  that  the  bodies  now 
regarded  as  elements  are  really  the  simplest  forms  of  matter;  and  that  the 
metals  and  all  the  so-called  elements  which  have  the  higher  atomic  heat  64 
may  possibly  be  compounds ;  whilst  the  diamond,  which  has  the  lowest  atomic 
heat,  1-8,  may  be  really  the  only  elementary  substance  known  to  us— the  bodies 
with  intermediate  atomic  heats  being  truly  compounds  more  complex  than  carbon, 
but  less  so  than  the  metals. 
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weights  of  the  diflferent  solid  elements,  which,  under  the  same 
conditions,  exhibit  the  same  specific  heat  as  seven  parts  by 
weight  of  lithium.  In  most  cases  these  numbers  are  the  same 
as  the  atomic  weights,  allowance  being  made  for  errors  of 
experiment. 

(173)  Molecular  Heats  of  Compound  Bodies. — The  alloys, 
according  to  Regnault's  experiments,  yield  a  specific  heat  which 
is  exactly  the  mean  of  that  of  their  components  ;  hence  their 
specific  heat  is  equal  to  the  sum  of  that  of  their  components  ; 
and  Woestyn  {Ann.  Chim.  Phys.  1848  [3],  xxiii.  295),  has  shown 
that  for  the  sulphides  and  iodides,  within  certain  limits  of  error, 
the  molecular  heat  may  be  calculated  from  the  sum  of  the  atomic 
heats  of  their  constituents ;  and  Garnier  maintains  that  this  is 
true  for  all  bodies.  The  same  conclusion  has  also  been  arrived 
at  by  Kopp. 

On  comparing  together  equivalent  quantities  of  isomorphous 
compounds  possessed  of  a  similar  chemical  composition,  Neumann 
[Pogg.  Ajinal.  1831,  xxiii.  37)  found  that  they  likewise  possess 
equal  molecular  heats.  The  differences  from  the  mean  are  in 
some  cases  considerable,  but  they  are  of  the  same  order  as  those 
already  observed  to  occur  in  the  simple  bodies.  The  mean  mole- 
cular heat  of  the  isomorphous  carbonates,  such,  for  example,  as 

■  the  carbonates  of  calcium,  barium,  iron,  lead,  zinc,  strontium,  and 
the  double  carbonate  of  calcium  and  magnesium,  is  20*99,  vary- 

:ing  between  20  08  and  2i'73.  In  like  manner  the  sulphates  of 
barium,  calcium,  strontium,  and  lead  yield  a  mean  molecular  heat 
of  25-57. 

Eegnault,  from  an  extensive  series  of  experiments  on  a  great 
variety  of  compound  bodies,  arrived  at  the  conclusion  that,  "  in 
all  compound  bodies  of  the  same  atomic  composition,  and  of 
I  similar  chemical  constitution,  the  specific  heats  are  inversely  as 
;the  atomic  weights."    The  product  obtained  by  multiplying  the 
I  specific  heat  into  the  molecular  weight  in  any  one  class  of  com- 
;  pounds  may,  however,  differ  greatly  from  the  product  of  the  cor- 
I  responding  numbers  in  any  other  class,  the  numbers  furnished  by 
!the  diff'erent  classes  not  being  connected  by  any  very  simple 
1  ratio.    These  facts  will  be  reudered  obvious  by  an  examination 
(of  the  subjoined  summary  of  Regnault^s  results  {Ann.  Chim. 
Phys.  1841  [3],  i.  172). 

In  the  last  column  of  the  table  are  given  the  quotients  ob- 
I  tained  by  dividing  the  molecular  heat  in  the  fourth  column  by  the 
i  number  of  atoms  entering  into  the  composition  of  the  compound. 
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These  quotients  are  not  uniform  in  amount,  as  would  be  the  case 
if  the  atomic  heats  of  all  the  elements  were  alike,  and  if  the 
molecular  heat  of  a  compound  were  represented  by  the  sum  of 
the  atomic  heats  of  its  constituent  elements ;  but  it  may  be 
easily  seen  that  the  number  in  the  different  members  of  the  same 
class  of  comjoounds  is  nearly  alike. 

For  example,  assuming  that  the  molecule  of  the  chlorides  of 
the  alkaline  metals  is  represented  by  the  formula  MCI  (a  diatomic 
formula),  the  molecular  heat  of  this  class,  12-88,  divided  by  2,  is 
6  "44,  which  agrees  very  well  with  the  ordinary  number  for  the 
atomic  heat  of  the  elements.  Again,  if  the  molecule  of  the 
chlorides  of  the  metals  of  the  alkaline  earths,  and  most  of  the 
strongly  basic  metals,  iron,  cobalt,  zinc,  nickel,  &c.,  be  repre- 
sented by  the  formula  N"Cl2  (a  triatomic  formula),  the  molecular 
heat  18*65,  divided  by  3,  gives  6"22  as  the  result,  again  agreeing 
with  the  ordinary  numbers  for  the  atomic  heat  of  the  elements. 
Similar  remarks  are  applicable  in  the  case  of  the  bromides  and 
the  iodides  of  these  two  classes  of  metallic  elements,  as  will  be 
obvious  on  inspecting  the  table  opposite. 

This  correspondence  between  these  two  sets  of  chlorides, 
bromides,  and  iodides,  however,  disappears,  if  it  be  supposed,  as 
till  recently  was  generally  admitted,  that  the  chlorides,  bromides, 
and  iodides  are  all  diatomic.  If  the  chlorides  of  the  second  class 
represented  in  the  table  as  consisting  each  of  3  atoms — such  as 
chlorides  of  calcium,  barium,  magnesium,  &c.,  be  supposed  to  be 
formed  upon  the  type  MCI,  or  to  contain  two  atoms  only  in  their 
molecules — their  molecular  heat  will  be  9*32,  and  dividing  by  2, 
the  number  will  be  4-66.*  The  general  conclusion  deducible 
from  these  experiments  is  that,  whilst  the  equivalents  of  the 
halogens  and  of  the  alkaline  metals,  including  also  thallium  and 
silver,  are  truly  their  atomic  weights,  the  equivalents  of  the 


*  Tliia  may,  perhaps,  be  rendered  more  clear  by  an  example : — The  specific 
heat  of  baric  chloride  is,  0-08957;  if  it  be  represented  by  the  formula  BaCl, 
with  an  atomic  weight  i04'o,  its  atomic  heat  will  be  0-08957  x  104  =  9'3^S  '> 
whereas  if  it  be  represented  as  Ba'^Cl^,  with  an  atomic  weight  208,  its  atomic 
heat  will  be  just  double,  or  18-63.  In  the  first  case,  the  molecule  of  the  salt  is 
supposed  to  be  diatomic,  or  to  contain  2  atoms  of  its  constituents ;  in  the  second 
it  is  represented  as  triatomic,  or  as  containing  3  atoms.  The  quotient  obtained 
by  dividing  the  atomic  heat  by  the  number  of  atoms  in  the  molecule  will  ot 
course  be  different  in  the  two  cases : — 

for  ?:3iS  =  4-657!  and  6-21. 


MOLECULAR   HI5AT   OV  COMPOUNDS. 


majority  of  the  remaining  elements  represent  but  half  their 
atomic  weights. 

Molecular  Heat  of  Compounds. 


General 

No.  of 

Sp.  Heat 

Mol.  Heat. 

Class  of  Coiiaponnds. 

ex- 
amples. 

Formula. 

Mol.  Weight. 

No.  of 
Atoms. 

Protoxides,  ist  Class  ZnO... 

N"0* 

2 

9"93 

4'97 

2nd  Class,  PbO 

N"0 

7 

11-50 

57.'5 

Sesquioxides   

R"'A 

8 

26-83 

5'37 

Dioxides   

3 

14-01 

4-67 

Trioxides     

2 

18-58 

4-64 

Sulphides   

M^S 

2 

18-S8 

6-29  ' 

Sulphides   

M"S 

7 

11-93 

5-96 

Sesquisulphides  

^'"2^3 

2 

29-77 

5  95 

Disulphides  

X'^S„ 

2 

20-72 

6  91  . 

Chlorides   

MCf 

5 

12-88 

6-44 

Dichlorides  

N"Cl2 

8 

18-65 

6-22 

Trichlorides  

R"'Cl3 

2 

30'36 

7-59 

Tetrachlorides   

X''Cl4 

2 

37'57 

7-51 

{  Bromides  

MBr 

3 

13-88 

6-94 

(  Dibromides   

N"Br2 

I 

i9"55 

6-52 

4  Iodides   

MI 

5 

13-42 

6-71  ) 

(  Diniodides   

N"T, 

2 

19-36 

6'45  S 

Fluorides   

N"F2 

I 

16-76 

5-58 

(  Nitrates  

MNO3 

3 

24-079 

4-82) 

1  Nitrates  

N"2  NO3 

1 

39'74 

4-42  ) 

Chlorates   

MCiOa 

I 

25-69 

5"i4 

(  Sulphates   

M„SO, 

2 

3297 

471  \ 

(  Sulphates   

N"SO, 

5 

2644 

4-41  ) 

Chroinates  

MaCrO^ 

I 

36-03 

5'i5 

Anhydro  Chromates   

M^Cr^O; 

1 

55"90 

5-08 

I  Carbonates   

MoCOg 

2 

29-40 

4-90 

( Carbonates   

N''C03 

8 

21-42 

4-28 

Phosphates  

N"3  2P04 

1 

6473 

4-98 

Metaphosphates  

N"  2  PO3 

I 

39"45 

4-38 

Pyrophosphates  

M4P„07 

2 

61-92 

4-76! 

Ditto   

I 

48-26 

4-39 

Borates  (fused)   

MBO2 

2 

16-89 

422 

)j  j>   

I 

26-5 

379 

>)  j>   

M^B.Oy 

2 

4979 

3-«3 

17  99   

N"B,0; 

I 

41-41 

345 

*  N"  representing  a  dyad,  R'"  a  triad,  X''  a  tetrad,  and  Y"  a  hexad  element. 


Kopp  explains  the  difference  from  one  another  in  the  quotients 
given  in  the  last  column  of  the  foregoing  table,  by  the  fact  that 
the  atomic  heats  of  many  of  the  non-metallic  elements  are  not 
identical  with  those  of  the  metals,  and  he  still  maintains  that  the 
molecular  heat  of  a  compound  is  always  really  the  sum  of  the 
atomic  heats  of  its  constituent  elements.  From  his  own  expe- 
riments he  concludes  that  the  number  -which  represents  the  atomic 
heat  of  sixlphur  and  of  phosphorus  is  5-4,  or  a  little  lower  than 
the  values  assigned  to  them  by  Reguault,  and  this  number,  he 
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states,  is  coufirmed  by  deducting  from  the  experimental  number 
obtained  as  the  molecular  heat  of  the  sulphides  and  phosphides, 
the  atomic  heat  of  the  metals  which  enter  into  their  formation. 
By  a  similar  process  of  calculation  when  applied  to  the  oxides,  he 
infers  that  the  atomic  heat  of  oxygen  is  4,  that  of  fluorine  5,  and 
that  of  hydrogen  2-3;  whilst  he  adopts  r8  for  that  of  carbon, 
from  Regnault^s  experiments  upon  the  diamond. 

Amongst  the  most  severe  tests  of  this  view  are  the  results 
obtained  from  the  atomic  heats  of  organic  compounds,  some  of 
which  are  given  in  the  following  table  : — 


Specific  Heat  of  Organic  Solids  {Kopp). 


Name  of  Substance. 

Formula. 

Mol. 
Weight. 

Specific  Heat. 

1 

Sp.  Heat  X  Mol.  Wt. 
=  Mol.  Heat. 

Calcu- 
lated. 

Ob- 
served. 

Calcu- 
lated. 

Ob- 
served. 

Mercuric  dicvanide  ... 

Hg.CjNj 

252 

0-091 

OTOO 

22-9 

25-2 

Zincic  pota-isic  cyanide 

247-2 

0-2 10 

0-241 

51-9 

59''^ 

Potabsic  ferric^anide... 

3'9'3 

0-227 

0-2  33 

74-8 

767 

Pdtas.-iic  ferrocyanide 

K.FeCeN,,  3  H,0 

422"4 

o'253 

0-280 

106-9 

1 18-3 

Dicarbon  hexachloride 

237 

0-177 

0-178 

42-0 

42-2 

Cane  .sugar  

.342 

0-340 

0-301 

1 16-3 

102-9 

Mannite   

182 

0-368 

0-324 

67-0 

58-9 

Succinic  acid   

HjC^H^O^ 

118 

0'3i4 

0-313 

37-0 

36-9 

Tartaric  acid   

O'.iOO 

0-288 

45-0 

43'2 

Racemic  acid   

HjC,H,0„,H.p 

168 

0-319 

0-319 

53-6 

53-6 

Baric  formiate   

Ba  2  CHOj 

227 

0-135 

0-I43 

30-6 

32-5 

Potassic  oxjilate  

l84'2 

0  223 

0-236 

41-1 

43'5 

Potassic  trihydric  di-  ) 
oxalate  ) 

KH3  2  G^0^,  2  HjO 

254' I 

0-274 

0-283 

69-6 

71-9 

Hydric  potassic  tartrate 

KHC.H.Og 

t88-i 

0-261 

0-257 

49-1 

48-3 

Sodic  potassic  tartrate 

KNaC^H^Oj.  4  Tl.fi 

282-1 

0-3 1 1 

0-328 

87-7 

92-5 

Hydric  calcic  malate  . . 

CaHj2C4H,05,8H20 

450 

o'339 

0-338 

152-6 

T52-I 

With  the  exception  of  the  first  two  on  the  list,  together  with 
those  of  potassic  ferrocyanide,  cane  sugar,  and  mannite,  the 
results,  calculated  from  the  numbers  assumed  by  Kopp  as  the 
specific  heats  of  oxygen,  hydrogen,  anud  carbon,  accord  with  those 
obtained  by  experiment  very  satisfactorily. 

The  specific  heat  of  organic  liquids  has  been  studied  as  yet 
but  imperfectly.  It  is,  however,  clear  that  the  specific  heat  of 
liquids  rises  very  rapidly  with  rise  of  temperature,  and  this  rise 
stands  in  no  simple  relation  to  the  amount  of  expansion  which 
the  liquid  experiences.  It  is  not  therefore  surprising  that  in  the 
case  of  liquids,  even  when  elementary,  no  approximation  to  the 
law  of  Dulong  and  Petit  for  the  elements  in  their  solid  form  (that 
the  specific  heat  is  inversely  as  the  atomic  weight)  has  been 
ascertained  to  exist.    The  specific  heats  of  a  few  liquids,  and 
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Specific  Heat  of  Organic  Liquids. 


Compound, 

Formula 
0=i6. 

Mole- 
Weight. 

Sp.  Heat 
Masses. 

Mol.  Heat. 
Mol.  Weight.) 

Water   

XlqU 

lo 

I  *ooo 

1 0  00 

Wooa  spirit   

OVA  Ct 

32 

0  045 

20  64 

A  1       1.  1 

Alcohol   

n  Ti  Ci 

40 

0*615 

28-29 

Amylic  Alcohol 

00 

0  504 

49  63 

Cetyhc  Alcohol,  JHjtnal 

14  n 

242 

o'5o6 

122-45 

i  ormic  Acid   

40 

0-536 

2466 

Acetic  Acid   

p  M  n 

00 

0  509 

30  54 

Butyric  Acid  

pun 

88 
00 

0  503 

44  20 

Jilt  her   

74 

0  503 

37  22 

Methyl  Acetate 

pun 

74 

0-507 

37"52 

xjthyl -ToriTiiate 

PHP 

74 

0-513 

3/  9° 

Jlithyl  Acetate  

(\ 

QQ 
00 

0-496 

43"65 

Methyl  Butyrate  ... 

CsHjoOa 

102 

0-487 

49-67 

"«  «"     I  1         1     "XT  1 

Methyl  Valerate  ... 

^6^12^2 

116 

0-491 

56  96 

Oxalic  Ether   

CfiH,(,04 

146 

0-457 

6672 

Acetone   

CsH.O 

58 

0-530 

30-74 

Benzol   

CgHg 

78 

0-450 

35-10 

Oil  of  Mustard 

C,H,NS 

99 

0-432 

42-77 

Oil  of  Turpentin 

136 

0-467 

63-51 

tlieir  variations  at  different  temperatures^  have  already  been 
given  on  Regnault's  autliority  (p.  328).  In  the  above  table,  the 
numbers  for  ether,  ethal,  and  oil  of  turpentin  -were  determined  by 
Favre  and  Silbermann.  The  remaining  results  are  those  obtained 
by  Kopp  {Pogg.  Ann.  1848,  Ixxv.  98). 

From  these  experiments,  scanty  and  few  in  number  though 
they  are,  it  appears  that  the  specific  heat  of  equal  masses  of 
organic  liquids  decreases  as  the  molecular  weight  of  the  substance 
increases ;  further,  that  when  the  products  obtained  by  mul- 
tiplying the  specific  heat  into  the  molecular  numbers  are  com- 
pared, this  product  generally  increases  as  the  molecular  weight 
increases,  and  in  the  homologous  series  of  the  alcohols,  the  fatty 
acids,  and  the  ethers,  the  increase  is  about  7  for  each  addition  of 
CHj  in  the  molecule  of  the  compound.  In  the  case  of  some 
metameric  bodies,  such  as  methyl  acetate  and  ethyl  formiate, 
the  numbers  for  their  atomic  heats  are  alike ;  and  ether,  which 
has  the  same  molecular  weight  as  the  compounds  just  mentioned, 
has  the  same  atomic  heat,  though  it  is  not  metameric  with  them. 

Latent  Heat. 

(174)  Disappearance  of  Heat  during  Liquefaction. — When 
matter  passes  from  the  solid  into  the  liquid  state,  or  from  the 
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liquid  into  the  aeriform  state,  heat  in  large  quantity  disappears, 
and  ceases  for  the  time  to  aflPect  the  tlicrmometer ;  hence,  this  : 
modification  of  heat  is  called  latent  heat.     For  example,  when  i 
a  lump  of  ice  at  o°  0.  is  brought  into  a  warm  room,  it  gradually 
thaws  and  is  converted  into  water ;  but  neither  the  ice,  nor  the 
water  in  contact  with  it  rises  in  temperature.     So  long  as  any 
portion  of  the  ice  remains  unmelted,  the  water  continues  to  indi-  . 
cate  the  temperature  of  o°,  as  does  also  the  ice.    Again,  a  pound  I 
of  water  at  ioo°  C.  mixed  with  a  pound  of  water  at  o°,  gives  two  ( 
pounds  of  water  at  50°,  which  is  the  mean  temperature ;  but  a  ( 
pound  of  ice  at  0°  mixed  with  a  pound  of  water  at  100°,  gives  ; 
two  pounds  of  water,  of  which  the  temperature  is  only  io°-^. 

In  this  case  the  water  has  lost  89°'5,  w  hilst  the  ice  has  gained  I 
only  io°'5;  so  that  79°  have  disappeared,  or  have  become  latent.  , 
Hence,  in  order  to  convert  a  pound  of  ice  at  0°  into  water  at  tj 
0°,  heat  sufiicient  to  raise  79  lb.  of  water  from  0°  to  1°  C.  is  iii 
needed ;  that  is,  79  units  of  heat.  This  heat,  however,  is  not  i 
lost,  for  if  the  progressive  cooling  of  water  be  observed  in  an  ii 
atmosphere  many  degrees  below  the  freezing-point,  it  will  be 
found  that  the  temperature  of  the  liquid  sinks  regularly  until  -  it  i 
reaches. 0°,  when  it  becomes  stationary,  and  freezing  begins;  the  i 
heat  being  supplied  from  that  which  is  latent  in  the  water.  As  ( 
soon  as  the  whole  has  become  solid,  the  thermometer  again  shows  ' 
that  the  temperature  of  the  mass  sinks,  until  at  length  it  reaches  ! 
that  of  the  surrounding  air.  Some  idea  of  the  quantity  of  heat  I 
that  is  required  to  convert  ice  into  water,  without  any  apparent  i 
rise  in  temperature,  may  be  formed  from  the  fact  that  the  simple  't. 
conversion  of  a  cube  of  ice  three  feet  in  the  side  into  water,  also 
at  0°,  would  absorb  the  whole  heat  emitted  during  the  com-  r 
bustion  of  a  bushel  of  coal.  (Faraday.)  Pouillet  has  calculated  I; 
that  the  whole  of  the  heat  of  the  sun^s  rays  which  fall  upon  the  Li 
surface  of  the  earth  in  the  course  of  twelve  months,  would  be  a 
expended  in  melting  a  layer  of  ice  which  covered  the  entii-e  s 
surface  of  the  globe  for  a  thickness  of  ior3  feet  (30-89  metres). 

This  I;  rge  amount  of  heat  latent  in  water,  which  is  given  i; 
forth  as  it  freezes,  furnishes  a  source  of  heat  of  the  greatest  value  !i 
in  mitigating  the  severity  of  any  sudden  setting  in  of  frost,  as  the  a 
very  act  of  freezing  moderates  the  effect  of  the  depression  of  tern-  I 
perature  on  surrounding  objects,  and  renders  the  transition  from  |j 
heat  to  cold,  and  of  course  the  converse  from  cold  to  heat,  more  ii 
gradual  and  uniform.  Another  very  important  purpose  is  attained  \ 
by  this  gradual  liquefaction  of  ice  :  but  for  this  the  ice  that  had  S 
accumulated  during  a  long  winter  would  at  the  first  breeze  from  l 
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the  south  be  instantly  converted  into  water,  and  sweep  before  it, 
not  merely  the  habitations  of  man  and  their  tenants,  but  trees, 
rocks,  and  hills.  Such  fearful  catastrophes  do  now  and  then 
occur,  when  a  volcano  like  Etna  pours  forth  a  stream  of  lava 
over  its  snow-clad  sides :  the  flood  that  then  ensues  is  even 
more  destructive  than  the  fiery  torrent  itself.  The  latent  heat 
of  water  is  greater  than  that  of  any  other  body,  but  in  all 
cases  of  liquefaction  there  is  a  similar  disappearance  of  heat ; 
the  quantity  which  becomes  latent  varying  with  the  nature  of  the 
substance. 

Person  {Ann.  Chim.  Phys.  1847  [3],  xxi.  295,  and  1848,  xxiv. 
129  and  265)  has  determined  the  quantity  of  heat  absorbed 
during  the  fusion  of  a  considerable  number  of  bodies,  and  he 
concludes  that  the  latent  heat  of  fusion  is  obtained  by  mul- 
tiplying the  difference  between  the  specific  heat  of  the  substance 
in  its  liquid  and  its  solid  form  by  a  number  obtained  by  adding 
the  number  1 60  (an  experimental  constant  furnished  by  researches 
upon  the  latent  heat  of  water)  to  the  number  of  degrees  Centi- 
grade indicating  the  melting  point  of  the  substance  in  question.'^ 


Table  of  Latent  Heat  of  Liquids. 


Name  of  Substance. 

°C. 

0 

Water=i. 

Water  

79-250 

142  65 

I'OOO 

Sodic  Nitrate   

62-975 

113-35 

0-794 

Potassic  Nitrate  

47'37i 

85-26 

0-598 

Zinc   

28-130 

50-63 

0-355 

Silver  

21070 

37  92 

0-266 

Tin   

14-252 

25-65 

0-180 

Cadmium   

13-580 

24-44 

0-171 

Bismuth   

12-640 

22-75 

0-159 

Sulphur   

9-368 

16-86 

O-I18 

Lead   

5-369 

9-66 

o-o68 

Phosphorus  

5034 

9-06 

0-063 

Mercury   

2-840 

5-11 

0-036 

*  U  I  —  the  latent  heat,  d  the  dilference  of  the  specific  heat  in  the  liquid 
and  in  the  solid  state,  t  the  melting  point  °  C,  the  latent  heat  may  be  calculated 
by  the  formula 

(160 +     d  =  L 

The  results  obtained  with  the  metals  do  not  accord  with  Person's  theory,  as 
the  difi'erence  of  their  specific  heats  in  the  solid  and  liquid  states  is  very  triflino-  • 
but  for  other  bodies  the  result  calculated  sorresponds  pretty  closely  with  that 
furnished  by  experiment.  If  Person's  view  be  correct,  a  consequence  which  he 
ingeniously  draws  from  it  is,  that  the  absolute  zero  of  temperature  would  fall  at 
—  160°  C.  (-256°  P.).  On  the  thermo-dynamical  theory,  the  absolute  zero  is 
at-  273°C.  (-459°-4P.). 
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The  numbers  in  the  second  column  of  the  table  represent  the  1 

number  of  degrees  of  temperature  that  an  equal  quantity  or  mass  [ 

of  water  would  be  raised  by  the  passage  of  each  of  the  bodies  i 

enumerated,  from  the  liquid  to  the  solid  state,  or  they  may  be  [ 

taken  as  the  number  of  pounds  of  water  that  would  be  raised  s 

1°  C.  by  the  heat  emitted  during  the  congelation  of  one  pound  of  i 
each  of  the  substances  included  in  the  table — i.e.,  the  number  of 

units  of  heat :  those  in  the  third  column  indicate  the  degrees  on  • 

Fahrenheit's  scale  to  which  the  same  weight  of  water  would  be  J 
raised  by  a  similar  experiment. 

(175)  Freezing  Mixtures. — The  chemist  avails  himself  of  the  j 

fact  that  heat  disappears  during  liquefaction,  for  the  purpose  of  t 

procuring  artificial  cold  :  the  action  of  freezing  mixtures  depends  ; 

upon  this  principle.     Many  salts,  while  undergoing  solution,  | 

produce  a  very  considerable  reduction  of  temperature.  | 

! 

For  example  :  100  grms.  (about  4  ounces)  of  nitre  and  too  of  sal-ammoniac,  I 
eacli  in  fine  powder,  when  mixed  with  200  grms.  of  water,  reduce  the  thermo- 

meter  from  50°  to  10°  (i  0°  to  —  12"  C).    Equal  parts  of  ammonic  nitrate  and  ! 

water  reduce  the  temperature  from  50°  to  4°  (10°  to  —  16°  C).    So,  likewise,  ' 

equal  parts  of  water,  of  powdered  crystallized  ammonic  nitrate,  and  of  sodic  ] 

carbonate,  also  crystallized  and  in  powder,  effect  a  reduction  from  50°  to  —  7°  ; 

(10°  to  —  22°  C).   In  like  manner,  the  solution  of  crystallized  sodic  sulphate  in  i 

commercial  hydrochloric  acid  is  attended  with  a  rapid  reduction  of  temperature :  ! 

this  mixture  is  employed  in  the  common  refrigerators,  5  parts  of  the  acid  being  ( 

poured  upon  8  parts  of  the  salt  reduced  to  powder :  the  temperature  may  thus  1 
be  reduced  from  50°  to  0°  (10°  to  -  18°  C). 

The  most  convenient  mixture,  however,  when  procurable,  consists  of  2  parts  I 

of  pounded  ice  (or,  better  still,  of  fresh  snow)  and  i  part  of  common  salt.    A  i 

steady  temperature  of  —  4°  (  —  20°  C.)  can  by  its  means  be  maintained  for  many  1 

hours    Again,  a  mixture  of  3  parts  of  ci-ystallized  cahiic  chloride  and  2  of  snow  ' 

will  produce  a  cold  sufficient  to  freeze  mercury ;  if,  before  making  the  mixture,  ■ 

both  the  vessels  in  which  the  experiment  is  to  be  performed  and  the  chloride  ; 
be  cooled  to  32°,  such  a  mixture  will  cause  a  thermometer  when  plunged  into  it 

to  fall  to  -  50°  (  -  45°  C).  I 

Even  during  the  liquefaction  of  a  metallic  alloy  by  mercury,  the  same  fact  is 

observed;  thus  an  alloy  may  be  formed  by  melting  together  207  parts  of  lead,  I 

118  parts  of  tin,  and  208  parts  of  bismuth  ;•  if  this  be  granulated,  by  pouring  it,  i 

when  melted,  into  water,  it  may  be  dissolved  in  1600  parts  of  mercurj',  and  1 

will  cause  a  thermometer,  if  immersed  in  it,  to  sink  from  63°  to  14°  (17°  to  I 

-  10°  C).  ! 

1 

It  is  owing  to  this  absorption  of  heat  during  the  liquefaction 

of  solids,  that  not  only  in  the  melting  of  ice,  but  in  the  much  i 

higher  temperatures  required  for  the  fusion  of  many  of  the  metals,  1 

the  temperature  remains  stationary  so  long  as  any  portion  of  the  1 

mass  remains  unmelted ;  the  excess  of  heat  is  transferred  to  the  1 

unmelted  solid  by  conduction,  and  is  rapidly  absorbed  by  it  i 

during  its  liquefaction.  1 
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The  following  table  contains  the  temperatures  at  which  several 
substances,  metallic  and  non-metallicj  enter  into  fusion : — 


Table  of  Fusing -Points. 


Name  of  Substance 


Mercury  

Oil  of  Vitriol... 
Bromine 

Ice  

Phosphorus  ... 
Potassium 
Yellow  Wax  ... 

Sodium  

Iodine   

Sulphur  

Tin  

Bismuth 
Sodic  Nitrate... 

Lead   

Potassic  Nitrate 

Zinc   

Silver   

Copper   

Gold   

Cast  Iron 

Wrought  Iron 


°c. 

0 

Authority. 

—  3is  5 

-  37*9 

£>.  otewaru 

-35 

-31 

Kegnault 

-7-3 

18-9 

)9 

o 

32 

44-2 

iirS 

Schrotter 

58 

1364 

Regnault 

6r8 

143-2 

Person 

97-6 

2077 

Regnault 

107 

224'6 

(iaj-Lussac 

IIS 

239 

2327 

451 

2668 

512 

-  Person 

3io'5 

591 

3262 

619 

339"o 

642  2 

4117 

773 

I022'8 

1873 

logi'i 

1996 

1 102-2 

2016 

-  Daniell 

1530 

2786 

above 

(  above 

1804 

(  3280 

The  fusing-point  of  a  mixture  of  analogous  bodies  is  generally 

considerably  below  that  of  either  of  its  separate  components. 

Alloy S;  for  example,  often  have  a  melting-point  much  below  that 
'  of  any  of  the  metals  which  enter  into  their  formation,  as  is  seen 

in  the  case  of  fusible  metal,  and  of  the  alloy  of  potassium  and 
;  sodium,  which  is  liquid  at  the  ordinary  temperature.     It  has 

long  been  practically  known  to  the  glass-maker  and  the  metal- 
.  lurgist  that  mixtures  of  yarious  silicates  fuse  at  a  temperature 
;  far  below  that  required  to  melt  any  of  them  alone.  A  similar 
:  increase  of  fusibility  is  observed  when  many  of  the  chlorides  are 
:  mixed  together  before  exposing  them  to  heat.  A  mixture  of 
I  equivalent  quantities  of  sodic  and  potassic  carbonate  melts  below 
i  the  fusing-point  of  either  salt  separately,  and  is  often  used  to 
I  elfect  the  fusion  of  siliceous  minerals  in  analysis.  SchaflFgotsch 
!  found  that  potassic  acetate  melts  at  558°  (29^°  C),  sodic  acetate 
i  at  606°  (319°  C),  but  a  mixture  of  the  two  salts  in  equivalent 
I  proportions  fuses  at  435°  (324°  C),  In  like  manner  potassic 
mitrate  melts  at  642°  (339°  C),  sodic  nitrate  at  592°  (311°  C), 
1  but  a  mixture  of  the  two  salts  in  equivalent  proportions  liquefies 
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as  low  as  430°  (221°  C),  or  162°  (90°  C.)  below  the  melting- 
point  of  the  most  fusible  of  the  two  salts, 

A  mixture  of  crystallizable  fatty  aeids  also  commonly  melts  at 
a  temperature  below  that  of  either  when  separated. 

The  melting-point  of  ice  is  perfectly  stationary*  at  0°  C. ;  but 


Fig.  134. 


*  Sir  W.  Thomson  (PJdl.  Mag.  1850  [3],  xxxvii.  123),  in  confirmation  of 
the  results  anticipated  from  a  mathematical  investigation  made  by  his  brother, 
and  communicated  to  the  Royal  Society  of  Edinburgh,  January,  1849  {Trans. 
Roy.  Soc.  Edin.  1849,  xvi.  575),  found  experimentally  that  the  freezing-point 
of  water,  a  liquid  which  expands  at  the  moment  of  congelation,  is  lowered  to  a 
minute  but  measurable  extent  by  exposing  the  water  to  pressure.    Some  preli- 
minarj'  experiments  showed,  that  for  a  pressure  of  S'l  atmospheres  the  point  of 
congelation  was  lowered  o°'0588  C. :  by  a  pressure  of  i6"8  atmospheres  it  was 
reduced  8°'I288:  the  calculated  numbers  being  o°'o6o5  and  o'''i 261  respec- 
tively.   At  the  end  of  the  last  century  Dr.  Hutton,  in 
some  remarks  on  Major  Williams's  experiments  on  the 
expansive  force  of  freezing  water,  pointed  out  that  pre- 
venting the  expansion  will  prevent  the  freezing,  and 
the  water  will  remain  fluid,  whatever  the  degree  of  cold 
may  be  {Trans.  Roy.  Soc.  Edin.  1786,  ii.  part  2,  27). 
Bunsen,  on  the  other  hand,  found  the  melting-point  of 
paraffin  and  of  spermaceti  to  be  raised  by  increasing  the 
pressure.    Spermaceti,  for  instance,  under  the  atmo- 
spheric pressure,  solidified  at  Ii7°'9  (47°'7  C.),  but 
under  a  pressure  of  150  atmospheres  it  solidified  at 
I23°'8  (51°  C.) ;  both  these  bodies  contract  at  the 
moment  of  solidification,  and  as  had  been  anticipated 
by  Thomson,  the  melting-point  was  raised.  Hopkins 
ibund  this  to  hold  good  for  still  higher  pressures ;  his 
experiments  comprised  not  only  spermaceti,  but  also  wax 
and  stearin.  Tlie  experiments  of  Mousson  (^Ann.  C/iini. 
Phys.  1859  [3],  Ivi.  252)  upon  this  point  are  very 
remarkable.    He  contrived  an  apparatus,  in  which  he 
was  able  to  subject  ice  to  a  pressure  which  he  estimated 
at  13,000  atmospheres,  and  by  which  its  volume  was 
reduced  by  13  iiundredths  of  that  which  it  occupied  at 
—  0°  C.    He  found  that  under  this  enormous  pressure 
ice  frozen  at  0°  C.  remelred,  and  continued  liquid  below 
o°-4  (—18°  C).    This  ajjparatus  consisted  of  a  steel 
bar.  A,  fig.  134,  in  the  axis  of  which  a  cylindrical  cavity, 
B,  was  drilled.    This  cavity  was  closed  below  by  a 
conical  copper  plug,/,  which  was  kept  in  its  place  by 
the  screw,  G,    Above,  the  cavity  was  made  slightly 
conical,  and  to  it  was  fitted  the  copper  core,  e,  upon 
which  the  steel  piston,  D,  rested,  and  could  be  pressed 
down  with  enormous  force  by  means  of  the  screw,  E, 
worked  by  a  lever  attached  to  the  screw,  F.  In  making 
the  experiment,  the  apparatus  was  closed  at  top;  it 
was  then  inverted,  and  a  loose  copper  rod,  d,  was  in- 
troduced, after  which  it  was  filled  up  to  c  with  water,  and  subjected  to  a 
low  temperature.    As  soon  as  the  water  was  completely  frozen,  the  plug/ was 
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water  which  contains  salts  in  solution  has  a  lower  point  of  con- 
gelation. Sea- water,  for  example,  freezes  at  27°'4  (  — 2°'5  C.), 
much  of  the  salt  separating,  and  purer  water  floating  in  the  form 
of  ice  ;  whilst  water  which  is  saturated  with  sea-salt  sinks  as  low 
as  -4^  (—20^  C.)  before  freeTiiug  {71). 

Riidorff  {Fogg.  AnnaL  i86i,  cxiv.  63)  finds  that  in  saline  solu- 
tions generally,  the  freezing-point  is  below  that  of  pure  water,  but 
the  degree  to  which  it  is  lowered  varies  with  the  nature  of  the  salt 
employed.  Almost  the  only  salts  which  are  well  adapted  to  this 
inquiry  are  the  chlorides  and  nitrates  of  the  metals  of  the  alkalies 
and  alkaline  earths,  as  few  other  salts  possess  the  requisite  solu- 


inti'oduced,  and  th«  apparatus  securely  closed.  It  was  tben  restored  to  its  usual 
position,  aud  immersed  in  a  freezing-mixture  at  —  20°C.  After  allowing  it  to  acquire 
this  low  temperature,  the  greatest  degree  of  compression  which  could  be  applied 
was  brought  to  bear  upon  the  ice  within.  The  ice  was  thus  liquefied,  and  the 
copper  rod,  d,  was  found  to  have  fallen  to  the  bottom  of  the  water,  which  imme- 
diately solidified  again  on  relaxing  the  pressure.  Boussingault  has  repeated  this 
experiment  and  carried  the  temperature  as  low  as  —  24°  without  causing  solidifi- 
cation.   [Comp.  Hend.  187 1,  Ixxiii.  77*) 

H.  C.  Sorby  {Proceed.  Roy.  Soe.  1863,  xii.  538)  has  made  some  iiiterest- 
ing  observations  upon  the  influence  of  pressure  upon  the  solubility  of  salts,  in 
which  he  has  obtained  results  analogous  to  these  upon  the  freezing-points  of 
liquids.  He  finds  in  cases  where,  as  is  usual,  the  volume  of  the  water  and  of  a 
salt  after  solution  is  less  than  the  volume  of  the  water  and  the  salt  separately, 
that  the  solubility  is  increased  by  pressure ;  but  that  in  cases  where,  as  when 
sal-ammouiac  is  dissolved  in  water,  the  volume  of  the  solution  is  greater  than 
that  of  the  water  aud  the  salt  taken  separately,  the  solubility  is  lessened  by  a 
small  but  measurable  amount.  For  sal-ammoniac  this  diminution  for  a  pressure 
of  100  atmospheres  is  equal  to  o"637  per  cent,  of  the  quantity  of  the  salt  in  solu- 
tion. Sorby  calculates  that  the  energy  with  which  this  salt  tends  to  dissolve  in 
a  solution  containing  i  per  cent,  less  than  would  be  dissolved  without  pressure 
is  such,  that  any  unit  of  salt  would  in  dissolving  give  rise  to  a  mechanical 
energy  equal  to  that  required  to  raise  171  times  its  own  weight  to  the  height 
of  one  metre.  ^ 

On  the  contrary,  salts  which  expand  in  crystallizing  from  solution  must, 
under  pressure,  oveicome  mechanical  resistance  in  that  change,  and  as  this  resist- 
ance is  oppo.sed  to  the  energy  of  crystallization,  the  salt  is  rendered  more  soluble. 
The  extent  of  the  infiuence  of  pressure,  and  the  mechanical  value  of  the  energy 
of  crystalline  polarity,  vary  in  different  salts.  For  instance,  a  pressure  of  100 
atmospheres  would  increase  the  solubility  of  crystallized  cupric  sulphate  as 
much  as  3*183  per  cent.,  whereas  it  would  increase  the  solubility  of  sodic  chlo- 
ride to  the  extent  of  only  0419  per  cent.  The  energy  with  which  this  latter 
salt  tends  to  crystallize  from  a  solution  containing  i  per  cent,  more  than  would 
be  dissolved  without  pressure  is  such,  that  any  unit  of  salt  in  dissolving  would 
give  rise  to  a  mechanical  energy  suflicient  to  raise  157  times  its  own  weight  to 
the  height  of  one  metre  ;  whereas,  in  the  case  of  cupric  sulphate,  this  energy  is 
only  sufficient  to  raise  7  times  its  own  weight  to  the  same  height.  Of  course,  if 
the  solution  were  still  more  supersaturated,  the  energy  of  crystallization  would 
be  greater,  and  vice  versd. 
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bility  at  low  temperatures.  In  tbe  case  of  salts  which  furnish 
anhydrous  crystals,  so  far  aa  can  be  jndged  from  the  limited 
nu^iber  of  salts  submitted  to  experiment,  the  depression  of  tem- 
perature is  directly  proportional  to  the  quantity  of  salt  present  in 
the  liquid.  For  example,  successive  additions  of  i  per  cent,  of 
each  of  the  following  salts  produce  a  successive  reduction  of  the 
freezing-point  to  the  following  extent  :— 


Name  of  Salt. 


Sal-ammoniac 
Sodic  chloride 
Potassic  chloride... 
Ammonic  r^itrate. . . 
Sodic  nitrate 
Potassic  carbonate 
Calcic  nitrate 
Potassic  nitrate  . . . 


°c. 

IT75 

0653 

1080 

0600 

0797 

0'443 

0-691 

0  384 

0-666 

0370 

0570 

0317 

0498 

0-277 

0480 

0-267 

It  would  appear  that  salts  which  crystallize  with  water  canse 
a  depression  in  proportion  to  the  amount  of  hydrated  salt  dis- 
solved. Calcic  chloride  occasions  a  depression  of  the  freezing- 
point  of  o°*4o8  (o°"227  C.)  for  each  addition  of  i  per  cent,  of  the 
salt  CaClg,  6  HgO;  baric  chloride  a  depression  of  o°"345  (o°-i92  C.) 
for  each  addition  of  i  per  cent,  of  the  compound  BaClg,  2  H,0. 
Sodic  chloride  crystallizes  below  14°  F.  (—10°  C.)  -with  2  HgO; 
but  these  crystals  are  rapidly  dehydrated  as  soon  as  the  tempera- 
ture rises  above  that  point  :  it  is  remarkable  that,  for  all  tem- 
peratures above  —  1 0°  C,  the  depression  of  the  freezing-point  is 
proportional  to  the  quantity  of  anhydrous  salt  in  the  solution, 
but  below  — 10°  it  is  proportionate  to  the  addition  of  the  hydrated 
salt  NaCl,  2  HgO,  the  depression  being  equal  to  o°-6 15  F.  (o°"342 
C.)  for  every  addition  of  i  per  cent,  of  this  hydrate  to  the  solu- 
tion. 

In  the  process  of  freezing  as  it  usually  occurs  in  nature,  the 
act  of  solidification  goes  on,  not  continuously,  but  in  successive 
layers,  and  in  the  intervals  between  these  layers  is  a  stratum  of  ice 
slightly  more  fusible  than  the  mass  either  above  or  below.  This 
is  beautifully  seen  by  placing  a  block  of  homogeneous  transparent 
ice,  such  as  that  from  the  Wenham  Lake,  in  the  sun^s  rays  after 
concentrating  them  by  a  large  convex  lens.  Immediately  that 
this  is  done,  the  interior  of  the  mass  becomes  filled  with  little 
flower-shaped  figures,  each  flower  having  six  petals,  evidently 
composed  of  water,  while  in  the  centre  is  a  spot  which  shines 
M  ith  metallic  brilliancy,  and  which  looks  like  an  aii-- bubble,  but  is 
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r  really  a  space  filled  only  with  aqueous  vapour,  and  produced  in 
consequence  of  the  circumstance  that  water  occupies  a  smaller 
>  volume  than  the  ice  which  furnished  it.  These  little  flowers 
V  occur  in  horizontal  planes  parallel  to  the  surface  of  congelation.* 
.  __(Tyndall,  Phil.  Trans.  1858,  211.)  Faraday  has  suggested  what 
<  seems  to  be  a  very  probable  explanation  of  these  successive  planes 
cof  freezing — viz.,  the  separation  of  saline  particles  from  each 
i  layer  of  water  as  it  is  frozen  (71),  so  that  the  salts  accumulate 
^  below  the  stratum  first  frozen,  and  form  a  very  dilute  saline  solu- 
'tion,  the  freezing-point  of  which  is  a  fraction  of  a  degree  below 
:  that  of  pure  water ;  this  thin  stratum  when  frozen  furnishes  a 
;  layer  of  ice  more  fusible  than  the  rest  j  a  fresh  layer  freezes 
fcbeneath,  gradually  excluding  its  saline  particles,  which  again 
aaccumulate  below,  forming  a  fresh  more  fusible  layer,  and  so  on 
^successively. 

({76)  Regele.tion  of  Ice. — It  was  remarked  some  years  ago  by 
IFaraday,  that  when  two  pieces  of  ice  at  0°  C,  with  moistened 
^surfaces,  are  placed  in  contact,  they  freeze  together,  and  manifest 
tthe  phenomenon  thence  designated  as  the  regelation  of  icej  whereas, 
;if  the  surfaces  be  dry,  they  do  not  cohere.  It  is  owing  to  this  cir- 
ccumstance  that  during  a  thaw  the  particles  of  snow  cohere  firmly 
iinto  a  solid  lump,  whilst  during  a  frost  there  is  difficulty  iu  forming 
rthe  dry  particles  into  a  compact  mass.  This  regelation  of  ice  will 
ooeeur  when  the  surfaces  of  the  blocks  are  in  contact,  even  though 
tthe  external  air  may  be  at  a  temperature  of  35°  or  30°  C,  or  eveu 
Mwhen  the  ice  is  immersed  in  water  at  this  temperature.  Certain 
ssoiids,  as  flannel,  hair,  or  cotton,  will  freeze  to  ice  even  in  a  warm 
aatmosphere,  though  others,  such  as  saline  substances,  gold  leaf, 
aand  the  metals,  will  not  thus  freeze  to  it.  Tyndall  has  followed 
uup  these  observations,  and  made  some  interesting  experiments  and 
fWeductions  from  them.  He  took  a  sphere  of  transparent  ice,  and 
jiplaced  it  in  a  warm  room  under  a  small  hydraulic  press  between  two 
[ipieees  of  boxwood  hollowed  out  so  as  to  form  a  flattened  lenticular 
ccavity.  The  ice  broke,  but,  on  continuing  the  pressure,  it  froze 
aagain,  and  in  less  than  a  minute  was  converted  into  a  flattened, 
transparent,  lenticular  mass.  This  mass  was  in  turn  placed  in  a 
"Shallow  cylindrical  cavity  of  boxwood  and  again  submitted  to 
[-pressure ;  again  it  was  crushed  and  became  reduced  to  the  form 
oof  a  flat  transparent  cake  ;  and  this  again  was  placed  in  a  hemi- 


*  In  certain  exceptional  eases  this  paralieliara  is  disturbed.  Probably  this 
i«6  due  to  the  breaking-up  of  the  original  floe,  and  consolidation  of  its  fragments 
iarregularlj,  bj  subsequent  regelation. 
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spherical  cavity  in  the  wood  and  subjected  to  the  pressure  of  a. 
hemisplierical  plug  which  fitted  the  cavity ;  a  third  time  it  was. 
crushed,  and  after  a  few  secouds  it  froze  again  into  a  transparent 

cup  of  ice  *    Tyudall  considers  tliat  upon  the  theory  that  heat  is.  : 

the  result  of  viljratory  motion,  the  liquefaction  of  ice,  when  per-  ' 

feetly  homogeneous,  must  necessarily  take  place  more  easily  upon,  i 
the  surface  than  within  the  mass;  and  conversely,  the  freezing  of 

a  thin  layer  of  water  between  two  masses  of  ice  should  occur  i 

more  readily  than  upon  the  surface  of  a  single  mass.,  and  hence  i 

he  attempts  to  account  for  regelation.    The  explanation  appears,  f, 

however,  to  be  insufficient ;  since,  if  true  for  ice,  it  should  hold  \ 

good  for  all  sul>stauces  solidifying  after  fusion,  when  two  portions  r 

of  the  solid  ai-e  brought  into  contact  beneath  the  still  liquid  mass ;  * 

and  it  oflFers  no  explanation  of  the  fi'eczing  of  ice  to  flannel,  which  ; 

apparently  is  due  to  the  same  cause  as  the  freezing  of  ice  to  ice.  i 

It  haf!  been  supposed  that  the  masses  of  ice  are  colder  within  thau  | 

at  the  sui'face,  and  hence  that  regelation  is  the  result  of  the  ab-  i 

sorption  of  heat  by  the  internal  portions.    Tyndall  has,  however^  ^ 

proved  conclusively  that  this  hypothesis  is  at  variance  with  facts,  t 

and  is  indeed  impossible  from  the  conducting  natuj-e  of  ice  itself.  ^ 

The  ingenious  theory  of  James  Thomson,  that  regelation  is  due  to  '! 
the  lowering  of  the  freezing-point  by  the  mutual  pressure  of  two> 

masses  of  ice,  and  that  the  absorption  of  heat  due  to  this  liquefac-  | 

tion  freezes  the  contiguous  layer  of  water,  is  also  quite  inadequate  | 


*  These  observations  have  been  ingeniously  apj>lied  by  Tyndall  to  account  j 

for  the  motion  of  glacier.s.  These  frozen  riveia  oi'  ice,  in  desceading  from  the^  i 
mountain  sides,  constantly  have  to  force  their  way  through  contracted  gorges, 

in  the  rock,  and  gradually  flow  onwards,,  melting  away  at  their  base,  whilst  { 

fresh  portions  of  ice  are  forced  downwards  from  the  upper  regions  of  the  moun-  i 

tain  by  the  weight  of  the  superincumbent  ice.    It  was  ascertained  by  Prof.  J.  I 

Forbes,  in  a  series  of  beautiful  observations,  that  during  the  descent  of  the>  | 

glacier  through  its  channel,  the  central  portions  of  the  mass  move  more  quickly  * 

than  the  portions  on  its  sides :  and  he  likened  the  flow  to  the  descent  of  a  i 

viscous  liquid,  and  propounded  what  has  b^en  known  as  the  viscous  theory  of  i 

glacier  motion.    Yiscosity,  however,  is  not  a  prop<^rty  which  is  exhibited  by  ; 

ice;  and  Tyndall  has  shown  that  all  the  phenomena  of  glacier  motion  a.re  " 

accurately  accounted  for  by  this  process  of  crushing,  and  subsequent  regelation  ( 

into  solid  transparent  ice.    Graham  has  since  suggested  that  ice  may  exist  in  I 

two  conditions — the  crystalline,  which  is  brittle,  and  the  vitreous  oi-  colloid,  in  I 
which  it  possesses  a.  certain  viscosity.    {Phil.  Trans.  i86i,  222..}    This  view^ 

however,  as  yet  remains  unsupported  by  direct  experiments.    Ice  jiust  at  the-  j 

freezing-point  is,  however,  less  hard  than  when  it  is  reduced  to  a  lower  tempera-  - 

ture  ;  and  the  experiments  of  Person  {Ann.  Chim.  Fhys.  1850  [3],  sxx.  73)  i 

show  a  continued  evolution  of  latent  heat  by  ice  as  it  is  cooled  a  few  degrees  1 
below  0°  C,  which  is  pi-obably  connected  with  a  molecular  change  sabseq^ueut  to 
the  first  freeziing. 
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to  account  for  the  effect,  even  if  pressure  were  a  necessary  element 
in  effecting  regelation,  which  Faraday  and  others  have  shown  it 
is  not.  At  present  therefore  the  phenomenon  needs  further 
elucidation. 

(177)  Evolution  of  Heat  during  Solidification. — When  liquids 
return  to  the  solid  form,  their  latent  heat  is  again  given  out. 
Water,  if  undisturbed,  may  be  cooled  down  in  a  narrow  tube 
even  10°  C.  below  the  freezing-point  without  congealing;  but  the 
least  agitation  causes  a  portion  to  solidify  suddenly,  and  the 
latent  heat  emitted  at  the  moment  by  the  portion  which  freezes 
raises  the  temperature  of  the  whole  mass  to  0°  C.  According  to 
Dufour,  this  cooling  of  water  below  its  freezing-point  is  easily 
effected  by  suspending  the  water  in  the  midst  of  a  liquid  of  the 
same  density  as  itself,  such  as  a  mixture  of  chloroform  and  oil  of 
almonds  in  suitable  proportions,  and  exposing  them  to  the  cold 
of  a  freezing-mixture  :  contact  with  a  fragment  of  ice  causes  the 
instant  solidiKcation  of  the  water,  though  agitation,  or  stirring 
with  a  metallic  rod,  does  not  always  do  so.  In  like  manner, 
sulphur,  or  phosphorus,  if  suspended  in  sokition  of  zincic  chloride, 
remains  liquid  many  degrees  below  its  point  of  solidification  until 
touched  with  a  fragment  of  its  own  substance.  Acetic  or  sul- 
phuric acid,  as  well  as  many  other  substances,  admits,  like  water, 
of  being  cooled  down  several  degrees  below  its  point  of  solidifi- 
cation ;  but  if  agitated,  or  if  touched  with  a  portion  of  its  own 
substance  in  the  solid  form,  it  immediately  solidifies  with  evolu- 
tion of  heat.  When  sulphur  vapour  is  condensed  on  glass,  small 
di'ops  are  formed  which  often  remain  liquid  for  days. 

A  similar  evolution  of  heat  occurs  when  a  supersaturated 
solution  of  sodic  sulphate  {73)  is  made  to  crystallize  suddenly 
by  agitation,  the  mass  becoming  sensibly  warm  to  the  hand.  The 
solidification  of  metallic  bodites  is  attended  with  a  like  evolution 
of  heat. 

(178)  Disappearance  of  Heat  during  the  Formation  of  Va- 
pour.— In  the  change  from  the  liquid  to  the  gaseous  state,  the 
disappearance  of  heat  is  found  to  occur  to  an  extent  still  greater 
than  in  the  liquefaction  of  a  solid,  A  vessel  containing  water, 
such  as  the  boiler  of  a  common  still,  if  placed  over  a  source  of 
heat  which  is  tolerably  uniform  in  temperature,  receives  in  equal 
times  nearly  equal  accessions  of  heat;  the  water  at  first  rises 
steadily  in  temperature,  but  at  length  it  boils,  and  the  thermo- 
meter becomes  stationary :  no  matter  how  much  the  heat  be 
urged,  provided  that  the  steam  be  allowed  to  escape  freely,  the 
temperature  of  the  boiling  liquid  cannot  be  raised  beyond  a  ■ 
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certain  point.  Tf  the  vapour  be  made  to  pass  tlirough  the  worm 
of  the  still,  which  is  cooled  by  immersion  in  water,  the  steam 
will  transfer  part  of  its  heat  to  the  water  in  the  condenser,  which 
rises  rapidly  in  temperature,  whilst  the  vapour  returns  to  the 
liquid  form;  but  the  quantity  of  water  that  is  raised  in  the 
worm-tub  to  nearly  100°  C.  is  very  much  greater  than  the 
quantity  that  is  condensed  into  the  form  of  liquid  in  the  receiver 
of  the  still. 

The  large  amount  of  latent  heat  contained  in  steam,  renders 
it  possible  to  use  steam  as  a  convenient  and  economical  mode  of 
warming  buildings  and  apparatus  which  do  not  require  to  be 
raised  to  a  temperature  beyond  that  of  boiling  water.  In  prac- 
tice it  is  found  convenient,  in  warming  a  building  which  is  used 
for  domestic  purposes,  to  allow  one  square  foot  of  radiating  sur- 
face in  the  steam-pipe  for  every  200  cubic  feet  of  space  to  be 
heated.  This  estimate,  however,  is  liable  to  modification,  because 
the  greater  the  extent  of  radiating  and  conducting  surface  ex- 
posed by  the  windows  in  proportion  to  the  cubic  contents  of  the 
apartment  may  be,  the  more  rapid  is  the  loss  of  heat. 

The  maintenance  of  a  steady  temperature  which  cannot  rise  above  100°  C, 
is  often  required  in  the  laboratory  in  the  prosecution  of  various  inquiries,  espe- 
cially in  such  as  relate  to  organic  chemistry,  and  for  this  purpose  a  small  steam- 
bath,  such  as  is  represented  at  i,  fig.  135,  is  extremely  useful;  it  may  also  be 


Fig.  135. 


I. 


employed  to  assist  in  effecting  the  filtration  of  hot  liquids,  where  it  is  important  to 
maintain  their  high  temperature.  In  drying  organic  substances,  a  kind  of 
double  oven,  or  hot  closet,  made  of  copper,  as  exhibited  at  2,  is  a  convenient 
mode  of  applying  heat ;  the  interval  between  the  internal  and  external  plates  of 
copper  is  filled  with  water  which  is  heated  by  the  gas  flame  below;  if  a  higher 
temperature  than  this  be  required,  the  interval  may  be  filled  with  oil ;  the  tem- 
perature in  the  latter  case  may  be  regulated  by  a  thermometer,  introduced  at  a ; 
at  6  is  a  tube  for  the  escape  of  vapour ;  this  tube  communicates  with  the  drynig 
chamber. 
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(179)  Ebullition. — The  gradual  absorption  of  heat  in  the 
passage  from  the  liquid  to  the  gaseous  state  is  not  less  essential 
to  the  comfortj  and  even  to  the  existence  of  man,  than  the  cor- 
responding absorption  in  the  passage  from  the  solid  to  the  liquid 

Table  of  Boiling -Points  and  Densities  of  Liquids. 


Substances  used. 


Sulphurous  Anhydride  ... 

Ethyl  Chloride   

Methyl  Bromide   

Aldehyd   

Methyl  Formiate   

Ether   

Ethyl  Bromide   

Methyl  Iodide  

Carbonic  Bisulphide 

Formic  Ether  

Acetone  

Methyl  Acetate   

Silicic  Chloride   

Bromine  

Wood  Spirit   

Ethyl  Iodide  

Acetic  Ether   

Alcohol   

Trichloride  of  Phosphorus 

Benzol   

Dutch  Liquid  

Methyl  Butyrate   

Water   

Formic  Acid   

Butyric  Ether  

Stannic  Chloride   

Methyl  Valerate  

Acetic  Acid   

Fusel  Oil  

Ethylene  Dibromide 

Arsenious  Chloride  

Titanic  Chloride   

Silicic  Bromide   

Butyric  Acid    ... 

Sulphurous  Ether  

Phosphorous  Bromide  ... 

Sulphuric  Acid   

Mercury  


Boiling  Pt. 

0  r\ 

Boiling  Pt. 
r . 

Density 
at  0°  C. 

Authority. 

-8-0* 

Pierre 

II 'o 

0-0214 

>> 

0  ^ 

1-6644 

j> 

20-8 

6o'4 

0-8009 

Kopp 

Q2I 

0-9984 

04-8 

/  0  «j 

}) 

ioc;-8 

Pierre 

±A'l 

111-4 

2*1002 

48-0 

118-4 

00 

127-6 

1 

0*9357 

0-8144 

Kopp 

0  0 

•^00  0 

o-ot;62 

KO'O 

I  '58-2 

I-i^257 

Pierre 

6x0 
0 

^4o  4 

1-1872 
0  / 

0  0 

0-8179 

Kopp 

'  70*2 

1^:8  c; 

Pierre 

164*0 

0-9069 

j> 

78-4 

0-8151 

1^  0 

l'73-4 

1-6162 

80-4 

1768 

0-8001 

Kopp 

84-8 

184-7 

I-280'5 

Pierre 

yO  y 

2O4-6 

0-0200 

y  y 

Kopp 

lOO'O 

2I2-0 

1-0000 

221'c; 

l-2227t 

ji 

114-8 

•^0"  / 

0-9041 

)  s 

II5-6 

240-0 

2-2671 

Pierre 

116-2 

241-2 

0-901 

Kopp 

1^7-3 

243-1 

I  -o8oo§ 

132-1 

269-8 

0-827 1 

Pierre 

132-7 

270-9 

2-1629II 

j> 

133-9 

2730 

2-2050 

j» 

1^5-9 

276-6 

1-7609 

jj 

1533 

308-0 

2-8[28 

»> 

1570 

314-6 

0-9886 

Kopp 

160-3 

320-4 

1*1063 

Pierre 

175-3 

347-5 

2-9249 

J) 

337-5 

640-0 

1-8540 

Marignac 

3500 

662-0 

13-5960 

Eegnault 

condition.  Were  it  otherwise,  every  attempt  to  boil  a  saucepan 
or  a  flask  of  -water  or  other  liquid  -would  ,be  attended  with 
e.x plosion,  from  the  sudden  formation  of  vapour,  the  moment 
that  the  boiling-point  -was  attained. 


io°-5  C.    Bunsen.         f  At  -  20°-$.         J  i°-2o67  at  la''-^. 
§  i''-o6i9  at  17°.  II  At  20°'7. 
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By  the  term  ebullition,  or  boiliug,  is  meant  the  formation,  in 
any  liquid,  of  bubbles  of  vapour  of  a  pressure  equal  to  that  of 
the  superincumbent  atmosphere  at  the  time. 

Although  the  boiling-point  of  each  liquid,  ccetcris  paribus,  is 
always  fixed,  yet  different  liquids  vary  quite  as  much  in  the 
temperature  at  which  this  change  occurs,  as  solids  do  in  theii- 
points  of  liquefaction.  This  is  shown  by  a  glance  at  the  preced- 
ing table,  which  contains  the  boiling-points  of  a  number  of 
liquids,  recently  determined  with  very  great  care,  reduced  to  the 
atmospheric  pressure  of  76o"°''  of  mercury :  the  densities  of  the 
liquids  at  o°  C.  are  also  given. 

l^he  process  of  ebullition  may  be  beautifully  shown  in  a 
common  glass  flask,  heated  from  below.  At  first,  bubbles  of 
vapour  are  formed  at  the  bottom  of  the  vessel ;  these  bubbles  are 
condensed  and  disappear  with  a  peculiar  vibratory  sound  before 
they  reacli  the  surface ;  at  length  the  temperature  of  the  -whole 
mass  of  liquid  becomes  nearly  uniform,  and  the  bubbles  of  steam 
as  they  are  formed  rise  to  the  surface  and  break,  emitting  a  per- 
fectly transparent,  invisible  vapour,  "which  does  not  become 
condensed  into  the  cloudy  form    commonly  but  erroneously 

designated  as  steam,  until  its  tem- 
perature has  been  sufficiently  reduced 
by  the  external  air  to  bring  it  back 
to  the  liquid  form  in  exceedingly 
minute  globules. 

The  temperature  at  which  any 
given  liquid  boils,  although  perfectly 
fixed  under  certain  conditions,  is 
nevertheless  influenced  by  several 
circumstances,  such  as — i,  the  nature 
of  the  vessel  in  which  it  is  boiled ; 
a,  the  presence  of  matters  in  solution 
in  the  liquid  ;  and  3,  and  most  im- 
portant of  all,  the  variation  of  the 
pressure  of  the  atmosphere  upon  its 
surface. 

The  boiling-point  of  a  liquid  con- 
stitutes one  of  its  most  important 
physical  characters,  and  is  often  the  jif 
surest  guarantee  of  its  freedom  from 
admixture  with  other  bodies.  The  use  of  a  simple  expedient 
enables  the  boiling-point  of  a  valuable  liquid  to  be  determiued 
without  loss,  upon  small  quantities  of  the  substance  under  trial. 
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In  fig.  136,  F  is  a  small  flask  whicli  contains  the  liquid,  t  the 
thermometer  passing  through  the  cork  c,  and  enclosed  in  a  long 
tube  e,  which  fits  into  a  cork  adjusted  to  the  neck  of  the  flask  f  : 
b  is  an  outer  tube  to  prevent  the  premature  condensation  of  the 
vapour,  d  a  lateral  tube  for  carrying  ofl^  any  part  of  the  liquid 
which  may  distil  over ;  by  this  arrangement  the  bulb  and  the 
whole  stem  of  the  thermometer  is  immersed  in  the  vapour  of  the 
boiling  liquid,  and  an  accurate  observation  may  be  made  with 
little  difficulty,  due  attention  being  paid  in  all  cases  to  the  baro- 
metric pressure  at  the  time. 

(180)  1.  Influence  of  Adhesion  on  the  Boiling -Point. — Adhe- 
sion of  the  liquid  to  the  surface  of  the  vessel  which  contains  it 
has  a  marked  effect  in  raising  the  boiling-point.  In  consequence 
of  this  action,  water  sometimes  boils  at  101°  C.  in  a  glass  vessel, 
but  the  temperature  falls  to  100°,  and  continues  to  boil  steadily 
at  this  point,  if  a  pinch  of  metallic  filings  be  dropped  in.  If  the 
interior  of  the  vessel  be  varnished  with  shell-lac,  the  boiling  will 
often  not  occur  till  a  temperature  of  105°  C.  is  reached,  and  then 
will  take  place  in  bui'sts,  the  temperature  falling  to  100°  at  each 
gust  of  vapour.  So  again  the  presence  of  a  little  oil  elevates  the 
boiling-point  of  water  2°  or  3°  C.  The  experiments  of  Donny 
have  thrown  light  upon  some  of  the  causes  by  which  ebullition  is 
facilitated.  He  has  found  that  the  presence  of  air  in  solution 
singularly  assists  the  evolution  of  vapour.  From  the  increased 
pressure  which  the  dissolved  air  acquires  by  the  addition  of  heat, 
minute  bubbles  are  thrown  off"  in  the  interior  of  the  liquid,  espe- 
cially where  it  is  in  contact  with  a  rough  surface  ;  and  into  these 
bubbles  the  steam  dilates  and  rises.  By  long  boiling  of  the  water, 
the  air  becomes  nearly  all  expelled ;  in  such  a  case  the  tempera- 
ture has  been  observed  to  rise  even  as  high  as  360°  (182°  C.)  in  an 
open  glass  vessel,  which  was  then  shattered  with  a  loud  report, 
by  a  sudden  explosive  burst  of  vapour.  In  such  circumstances 
the  cohesion  retains  the  particles  of  the  liquid  throughout  the 
mass  in  contact  with  each  other,  in  a  species  of  unstable  equi- 
librium; and  when  this  equilibrium  is  overturned  at  any  one 
point  the  repulsion  of  the  excess  of  heat  stored  up  in  the  mass 
suddenly  exerts  itself,  and  the  result  is  an  explosion  with  the 
instantaneous  dispersion  of  the  liquid.  The  difficulty  of  ex- 
pelling air  completely,  even  from  a  small  quantity  of  water,  can 
be  adequately  conceived  by  those  only  who  have  attempted  it; 
ebullition  in  vacuo  for  a  very  considerable  period  is  not  sufficient 
to  effect  it.  In  the  slow  freezing  of  water  the  air  previously  held 
in  solution  is  perfectly  expelled.    In  consequence  of  this  absence 
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of  air,  if  a  lump  of  ice  free  from  air-bubblcs  be  immersed  in 
lieated  oil,  so  as  to  melt  it  without  allowing  it  to  come  into 
contact  with  air,  the  temperature  of  the  water  may  be  raised 
many  degrees  above  its  boiling-point,  and  it  will  then  be  sud- 
denly converted  into  steam  with  an  explosion.  Dufour  finds 
that  many  liquids  may  be  heated  far  beyond  their  normal  boiling- 
point  by  suspending  them  in  the  midst  of  a  liquid  of  equal 
density,  but  which  can  be  heated  sufficiently  without  itself  be- 
ginning to  boil.  If  the  globule  of  suspended  and  superheated 
bquid  be  touched  with  any  solid  body,  it  bursts  into  vapour  with 
an  explosion. 

Where  the  latent  heat  of  the  vapour  is  low,  and  the  liquid 
has  comparatively  little  adhesion  to  air,  as  is  the  case  with 
alcohol,  or  ether,  or  sulphuric  acid,  frequent  bumping  or  irregular 
boiling  occurs,  endangering  the  vessel  and  its  contents. 

(i8t)  2.  Influence  of  the  Solution  of  Solids  in  a  Liquid,  on 
its  Boiling -Point. — Any  cause  that  acts  in  opposition  to  the  re- 
pulsion of  heat  produces  a  corresponding  rise  in  the  boiling- 
point  ;  so  that  the  solution  of  a  salt  in  water,  by  the  influence  of 
adhesion,  always  elevates  the  point  of  ebullition,  and  the  more  so 
the  larger  the  quantity  of  salt  added.  Indeed,  it  has  been  sup- 
posed that  the  quantity  of  salt  required  to  produce  a  certain  rise 
of  temperature  might  be  employed  as  a  measure  of  the  amount 
of  adhesion  between  the  liquid  and  the  salt  in  solution.  Legrand 
{Ann.  Chim.  Phys.  1835  [2],  lix.  423)  has  published  a  series  of 
careful  experiments  upon  seventeen  different  salts,  and  the  results 
whicK  he  has  obtained  possess  considerable  interest. 

It  might  be  supposed,  since  the  pressure  of  vapour  increases 
with  the  temperature,  that  the  addition  of  a  larger  quantity  of 
salt  would  be  required  to  raise  the  boiling-point  from  101°  to 
102°  than  from  100°  to  101°  C.  In  only  three  cases,  however, 
was  this  effect  produced;  these  three  salts  stand  first  in  the 
following  table.  In  six  instances  the  effect  produced  was  exactly 
the  reverse :  whilst  in  tne  seven  instances  which  stand  lowest  in 
the  table,  the  successive  quantities  of  salt  which  it  was  requisite 
to  add  in  order  to  produce  a  successive  rise  in  the  boiling-point 
of  1°  decreased  up  to  a  certain  point,  and  beyond  this  steadily 
increased.  The  salts  employed  were  all  used  in  the  anhydrous 
state — that  is  to  say,  they  were  dried  so  as  to  be  entirely  deprived 
of  their  water  of  crystallization  before  being  dissolved. 

Notwithstanding  their  high  boiling-point,  the  vapour  which 
rises  from  such  solutions  adjusts  itself  almost  immediately  to  the 
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atmospheric  pressure^  and  is  not  permanently  hotter  than  the 
steam  of  boiling  water,  as  Faraday  and  Magnus  have  shown. 

In  separating  bodies  by  fractional  distillation  it  is  therefore 
necessary  to  maintain  the  bulb  of  the  thermometer  in  the  vapour, 
and  not  in  the  boiling  liquid,  since  in  the  latter  case  the  tem- 
perature indicated  would  give  no  information  of  the  boiling-point 
of  the  liquid  distilling. 

Influence  of  Salts  in  Solution  on  the  Boiling -Point  of  fVater. 


Quantity  of  salt  required 
to  raise  the  boilins:-point  of 
loo  parts  of  liquid 

Boiling-point  of  a 
saturated  solution. 

Quantity  of 
salt  in  100 

Name  of  the  Salt. 



L 

parts  of  water 
in  saturated 

From  212'  to 

From  2I3°'8 

^  ■ 

2i3'-8  P. 

to  2is°-6  F. 

°C. 

0  Jl_ 

solution. 

(ioo°to  ioi°C.) 

( 101°  to  103°  C.) 

/  Sodic  Nitrate   

93 

9'4 

121 

249-8 

224-8 

\  Ammonic  Nitrate    . . . 

10  0 

IO-5 

240-6 

unlimited 

IPotassic  Nitrate 

12  2 

14-2 

115-9 

335'i 

Potassic  Chlorate  ... 

146 

i4'6 

104-2 

2196 

61-5 

/Sodic  Chloride  

77 

57 

108-4 

227-1 

41-2 

Potassic  Chloride  ... 

90 

8-1 

108-3 

226-9 

59'4 

Sodic  Carbonate 

14-4 

12-3 

io4'6 

220-3 

48-5 

-  Sodic  Acetate   

99 

77 

124-4 

255-9 

209*0 

Baric  Chloride  

19  6 

129 

104-4 

219-9 

6o-i 

Hydric  disodic  Phos-  ) 
phate    \ 

2VO 

198 

io6'6 

223-9 

1 12*6 

'Sal-Ammoniac  

7-8 

6-1 

114-2 

237-6 

88-9 

Calcic  Chloride  

1 00 

6-5 

I79'4 

355 

3250 

Potassic  Acetate 

105 

9-5 

1690 

336-2 

798-2 

-  Potassic  Carbonate  . . . 

13-0 

9-5 

1350 

275 

205-0 

Calcic  Nitrate  

15-0 

10-3 

151-0 

303-8 

362-2 

Strontic  Chloride  ... 

167 

8-5 

117-8 

244 

117-5 

^Potassic  Nitrate 

26-9 

20-3 

114-4 

238 

296  2 

On  comparing  together  solu|;ion8  which  contain  equal  quan- 
tities of  different  salts,  it  will  be  found  that  the  most  soluble  salts 
are  by  no  means  uniformly  those  which  produce  the  greatest  eleva- 
tion of  the  boiling-point.  A  solution  containing  40  per  cent,  of 
common  salt  (very  nearly  saturated)  boils  at  226°-4  (108°  C.) ; 
whilst  in  the  case  of  nitre  (a  far  more  soluble  salt)  a  solution  of 
the  same  strength  boils  at  2 19°- 2  (104°  C). 

(182)  3.  Influence  of  Pressure  on  the  Boiling -Point. — Since 
ebullition  consists  essentially  in  the  rapid  formation  of  vapour  of 
a  pressure  equal  to  that  of  the  atmosphere  which  is  exerting  its 
pressure  on  the  surface  of  the  liquid,  any  diminution  of  that 
pressure  should  be  attended  with  a  corresponding  depression  of 
the  boiling-point;  and  it  is  a  fact  that  water  which  has  long 
ceased  to  boil  under  the  usual  atmospheric  pressure,  may  be  at 
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once  made  to  enter  into  ebullition  by  placing  it  under  the  receiver 
of  the  air-pump,  and  exhausting  the  air  ;  by  this  means  water 
may  be  made  to  boil  at  a  temperature  of  70°  (21°  C).  Indeed 
liquids  in  general  boilm  vacuo  at  from  60°  to  140°  (33°  to  77°  C.) 
below  their  ordinary  point  of  ebullitiou  when  under  a  barometric 
pressure  of  760"""" 

This  result  may  be  shown  by  boiling  some  water  in  a  Florence  flask,  and 
corking  up  the  flask  whilst  the  steam  is  escaping  rapidly.  Upon  pouring  cold 
water  over  the  upper  part  of  the  flask  the  steam  is  condensed,  its  pressure  is 
removed,  and  the  water  begins  to  boil  briskly;  but  in  this  case  the  bubbles 
nearly  all  rise  from  the  surface,  not  from  the  bottom  of  the  liquid.  A  simple 
proof  that  steam  from  boiling  water  possesses  an  elasticity  equal  to  that  of  the 
atmosphere  is  obtained  by  repeating  the  last  experiment  with  a  tin  canister  instead 
of  a  globular  flask.  On  corking  up  the  canister  and  pouring  cold  water  over  it, 
the  steam  within  is  suddenly  condensed,  a  vacuum  is  produced,  and  the  canister 
is  crushed  in  by  the  pressure  of  the  external  air. 

Tiie  reduction  of  temperature  at  which  boiling  takes  place  is  advantageously 
applied  in  the  preparation  of  vegetable  extracts  the  medicinal  properties  of  which 
would  be  impaired  by  the  ordinary  temperature  of  100°  C,  and  b}'  exposure  to 
the  air.  The  apparatus  consists  of  a  still  and  a  receiver,  which  are  connected  by 
an  air-tight  joint,  and  are  filled  with  steam  to  expel  atmospheric  air,  and  then 
hermetically  sealed ;  on  cooling  the  receiver,  rapid  evaporation  and  ebullition 
take  place  at  a  temperature  much  lower  than  that  of  the  usual  boiling-point  of 
the  liquid.  A  modification  of  this  process  is  used  in  the  manufacture  of  sugar, 
both  in  the  concentration  of  the  cane-juice  and  in  the  subsequent  evaporation  of 
the  syrup. 

(183)  Measuremeui  of  Heights  by  the  Boiling -Point. — As  might 
be  expected  in  consequence  of  the  diminution  of  atmospheric 
pressure,  it  is  found  that  on  ascending  from  the  earth's  surface 
the  temperature  at  which  water  boils  becomes  gradually  lower. 
In  descending  a  mine  the  effect  is  reversed^  and  the  boiling-point 
becomes  proportionately  elevated.  De  Saussure  observed  that 
on  the  summit  of  Mont  Blanc,  which  is  1 5,650  feet  (nearly  three 
miles)  above  the  sea-level,  water  boils  at  i85°7  (85°-4  C.) ;  and 
Wisse  determined  the  boiling-point  upon  Mount  Pichincha,  at  an 
altitude  of  15,668  feet  (4775-6  metres),  to  be  i85°-29  (83°-i6  C.) 
whilst  the  barometer  stood  at  437""" '6.  The  observation  of  the 
point  at  which  water  boils  at  any  particular  elevation  furnishes 
an  easy  means  of  determining  its  altitude  above  the  sea-level ;  a 
difference  of  about  327  metres  in  elevation  produces  a  variation 
of  1°  C,  or  596  feet  of  ascent  produces  a  variation  of  1°  F.  in 
the  boiling-point  of  water. 

The  following  table  shows  the  temperature  at  which  water 
boils  at  the  corresponding  heights  of  the  barometric  column,  cal- 
culated by  Regnault,  and  confirmed  by  direct  observation : — 
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Boiling-Points  of  Water  at  different  Pressures.* 


Boiling  Pt. 

o 

Haiometer. 

Boiling  Pt. 

0  I? 

Barometer. 

Boiling  Pt. 

Barometer. 

Inches. 

Inches. 

0  p 
r . 

Inches. 

16*676 

10^ 
^yo 

2 1  -124 

206 

26-S20 

1  Ok 

17*047 

I  ()6 

21  576 

207 

27-068 

I  ou 

17  421 

T  n7 

22'0^0 

208 

27-614 

187 

17-803 

10  19^ 

198 

22-498 

209 

28-183 

lOo 

T  nn 
199 

22*965 

210 

28-744 

189 

18-593 

200 

23454 

211 

29"33i 

190 

18  992 

201 

23'937 

212 

29  922 

191 

19-407 

202 

24-44 1 

213 

30516 

192 

19-822 

203 

25-014 

214 

31  120 

20-254 

204 

25-468 

''^ 

3i'730 

194 

■  2o-6'87 

205 

•  25-992 

216 

32-350 

Boiling  Pt. 

Barometer. 

Boiling  Pt. 
°C. 

Bavomcter. 

BoUing  Pt. 

Barometer. 

°C. 

Millimetres. 

Millimetres. 

°C. 

Millimetres. 

85 

433"04 

905 

535'53 

96 

65754 

85-5 

441-62 

91 

545'78 

965 

669-69 

86 

450-34 

91  5 

55619 

97 

682-03 

86-5 

459-21 

92 

56676 

97 '5 

694-56 

87 

468-22 

925 

577'5o 

98 

707-26 

87-5 

477-38 

93 

588-4X 

98-5 

720-15 

88 

48669 

93'5 

599*49 

99 

733'2i 

88-5 

496-15 

94 

610  74 

99'5 

746-50 

89 

505' 76 

94*5 

622-17 

100 

76000 

89-5 

51553 

95 

633-78 

1 00-5 

773'7i 

90 

52545 

95'5 

645'57 

lOI-Q 

787-63 

The  necessity  of  attending  to  the  height  of  the  barometer  at 
the  time  of  making  a  careful  observation  upon  the  boiling-point 
of  any  liquid  will  now  be  obvious.  ,  It  has  been  ascertained  that 
at  pressures  near  760"™'  of  mercury  a  variation  in  the  height  of 
the  barometric  column  of  about  3-7™™-  makes  a  difference  of 
o°-j  C,  or  that  of  one-tenth  of  an  inch  in  the  barometric  column 
makes  a  dilference  of  more  than  a  sixth  of  a  degree  F.  in  the 
boiling-point;  so  that  within  the  range  of  the  barometer  in  this 
climate  the  boiling-point  of  water  may  vary  nearly  3°  C,  or  5°  F. 

(184)  High-Pressure  Steam. — As  a  reduction  of  tlie  pressure 
lowers  the  boiling-point,  so  an  augmentation  of  the  pressure 
raises  it.  To  demonstrate  this  fact  an  apparatus  has  been  con- 
trivedj  consisting  of  a  small  iron  boiler  (fig.  137),  furnished  with 
three  apertures  in  the  lid,  through  one  of  which  a  thermometer 


*  For  an  extended  tatle  of  this  kind,  vide  Regnault,  Ann.  Chim.  Phys. 
1845  [3I,  xiv.  206;  or  Dixon  On  Heat,  p.  269. 
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Fig.  137. 


[184. 

stem  is  passed  air-tight ;  through  the  second,  a  long  glass  tube 
open  at  both  ends  is  inserted  ;  the  lower  extremity  of  this  tube 
plunges  below  the  smface  of  mercury  placed  in 
the  boiler,  above  which  a  quantity  of  water  is 
introduced;  the  third  aperture  must  be  fur- 
nished with  a  stop-cock.  It  will  be  found,  on 
applying  heat,  that  so  long  as  free  communi- 
cation with  the  atmosphere  is  permitted  through 
the  open  stop- cock,  the  temperature  of  ebul- 
lition will  remain  steadily  at  100°  C. ;  but  by 
closing  the  cock,  the  steam  may  be  confined, 
and  as  fresh  portions  of  steam  continue  to  rise 
from  the  water,  the  pressure  on  the  surface  in- 
creases, as  is  shown  by  the  rise  of  the  mercury 
in  the  open  tube ;  the  boiling-point  also  becomes 
higher ;  until  when  the  mercury  stands  at  760™°"', 
or  30  inches,  and  the  pressure  on  the  surface  is 
equal  to  that  of  an  additional  atmosphere,  the 
thermometer  marks  a  temperature  of  I20°"8  C.  By  continuing 
the  heat  without  allowing  the  steam  to  escape,  the  boiling  point 
rises  still  higher  and  the  pressure  of  the  steam  increases  with 
increasing  rapidity  as  the  temperature  rises,  as  is  shown  by  the 
following  table,  founded  on  the  experiments  of  Kegnault : — 

Temperature  of  Steam  at  High  Pressures. 


Pressure  in 

Temp. 

atmospheres 

of  30  inch 

mercury. 

°C. 

0  p 

I 

100 

2I2-0 

2 

I20"8 

249.5 

3 

i34'i 

273'3 

4 

144 

29f2 

152-2 

3060 

6 

159 

3182 

7 

329'.5 

8 

170-8 

339"4 

9 

i75-8 

348-4 

10 

180-3 

356-5 

Rise  in  temp. 
°  F.  for  each 
additional 
atmosphere. 


o 

37'5 

23  8 

179 
14-8 

I2'2 

11-3 

9-9 

9-0 

8-1 
7-8 


Pressure  in 
atmospheres 
of  30  inch 
mercury. 


II 

12 

13 

14 

15 
16 

17' 
18 

19 
20 


Temp. 


184-6 
188-4 
192-I 
195-6 
198-9 
201-9 
204-9 
2077 
210-4 
213 


o  p. 


364-3 

37i"i 
377-8 
384-0 
3900 

395'4 
400  8 
405-9 
4107 
4i5'4 


Rise  in  temp. 
°  F.  for  each 
additional 
atmosphere. 


o 

6-8 

6-7 

62 

60 

5'4 

54 

5'i 
4-8 

4-7 


These  results  differ  but  little  from  those  obtained  under  the 
direction  of  Dulong  and  Arago,  by  a  commission  appointed  for 
the  purpose  many  years  ago  by  the  French  Government.  They 
found  the  temperature  of  steam  of  20  atmospheres  to  be  41 7^-4 
(3i4°-2  C),  and  calculated  that  if  the  pressure  rose  to  50  atmo- 
spheres the  temperature  would  amount  to  5io°-4  (265°- 8  C). 
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It  will  be  observed  that  the  increase  of  pressure,  for  equal 
increments  of  temperature,  is  more  rapid  at  high  than  at  low 
temperatures,  and  this  circumstance  (in  addition  to  the  greater 
simplicity  of  construction  of  the  machinery  in  high-pressure  en- 
gines) is  one  of  the  principal  reasons  for  the  increased  economy 
of  power  obtained  in  employing  high- pressure  steam  as  a  motive 
power,  when  compared  with  that  fui'nished  by  the  use  of  low- 
pressure  engines.  But  it  is  only  when  in  contact  with  a  body  of 
water  from  which  fresh  steam  is  constantly  rising,  that  the  pres- 
sure augments  in  this  manner,  and  thus  is  sufficient  to  rend 
asunder  the  strongest  boilers.  If  dry  steam  alone  be  heated,  it 
follows  the  law  which  regulates  the  expansion  and  pressure  of 
gaseous  bodies  in  general  (134,  197)- 

High-pressure  steam  whilst  confined  is  always  of  the  tempe- 
rature of  the  water  from  which  it  is  produced ;  it  is,  therefore, 
often  used  in  the  arts  to  supply  a  steady  temperature  above  that 
of  100°  C.  It  is  found  that  the  solvent  powers  of  water  are 
much  increased  by  the  elevation  of  temperature  caused  by  pre- 
venting the  free  escape  of  the  steam.  Papin^s  digester  is  an 
apparatus  designed  to  eiOFect  this  object ;  it  is  simply  a  strong  iron 
vessel,  furnished  with  a  safety-valve  for  regulating  the  pressure 
at  which  the  steam  is  allowed  to  blow  off.  The  water  may  thus 
be  kept  steadily  at  any  required  temperature  above  100°  as  long 
as  is  requisite.  The  gelatin  of  bones  may  by  this  means  be  easily 
extracted  from  the  earthy  matter,  although  the  bones  may  be 
boiled  for  hours  in  water  at  100°  C.  without  undergoing  any  such 
change. 

(185)  Production  of  Cold  by  Vapoiization. — In  all  cases, 
whether  volatilization  occur  above  the  usual  boiling-point  or  below 
it,  heat  is  absorbed  in  lai-ge  quantity.  If  a  few  drops  of  ether  be 
allowed  to  fall  on  the  hand,  the  liquid  disappears  rapidly  in 
vapour,  and  produces  the  sensation  of  cold.  Indeed,  the  boiling 
of  one  liquid  may  be  attended  with  the  freezing  of  another  which 
is  brought  into  its  vicinity.  Place,  for  example,  a  drop  or  two  of 
water  between  two  watch-glasses,  pour  a  little  ether  into  the  upper 
glass,  and,  having  introduced  them  into  the  receiver  of  the  air- 
pump,  exhaust  the  air;  the  ether  will  speedily  boil,  and  the  water 
between  the  two  glasses  will  be  frozen,  by  the  rapid  abstraction 
'  of  heat  which  it  has  experienced  during  the  conversion  of  the 
1  ether  into  vapour.*     Water,  as  Leslie  has  shown,  may  even  be 


*  Mr.  Harrison  has  (;ontrived  an  ingenious  freezing-apparatus  upon  tlrs 
I  principle  :  one  form  of  the  instrument  is  figured  in  the  Pharmaceuiical  Journal 
1  C  C 


Fig.  138. 


386       PRODUCTION  OF  COLD  BY  PROCESSES  OP  EVAPORATION.  [185. 

frozen  by  the  rapid  absorption  of  heat  occasioned  by  its  own  eva- 
poration.   This  experiment  may  be  performed  by  supporting  a 

watch-glass  (t,  fig.  138)  contain- 
ing water,  over  a  dish  of  oil  of 
vitriol,  s,  under  the  receiver  of 
the  air-pump,  p.  A  piece  of  cork 
hollowed  at  its  upper  surface,  and 
charred  by  being  placed  in  a  flame, 
furnishes  a  good  support  for  the 
water  in  consequence  of  its  being 
a  bad  conductor  of  heat.  Ou 
exhausting  the  air,  the  water  eva- 
porates quickly,  the  vapour  being 
removed  with  great  avidity  by  the  oil  of  vitriol  as  fast  as  it  is 
formed  ;  and  in  two  or  three  minutes  the  water  Avhich  remains 
in  the  watch-glass  becomes  converted  into  ice. 

Water  is  also  frozen  by  its  own  evaporation  in  the  Cryophorus,  which  derives 
its  name  from  Kpvos,  frost,  (popos,  bearing,  in  allusion  to  its  mode  of  action ; 

Fig.  139. 


condensation  of  the  vapour  being  effected  by  the  application  of  a  freezing-mixture, 
at  a  distance  from  the  evaporating  surface.    The  apparatus  consists  of  a  long 


(1857,  xvi.  477).  About  ten  gallons  of  ether  are  placed  in  a  small  metallic 
multitubular  boiler,  which  is  immersed  in  a  strong  solution  of  salt  and  water, 
contained  in  a  wooden  trough  cased  in  a  non-conducting  material.  The  boiler 
is  connected  with  an  exhausting  pump,  by  working  which  the  ether  is  caused  toi 
-evaporate  rapidly,  and  the  temperature  of  the  boiler  is  proportionabl}'  reduced, 
at  the  expense  of  that  of  the  salt  water  around  it.  This  salt  water  is  made  to 
flow  off  gradually,  through  a  channel  containing  a  series  of  metallic  vessels,  each'! 
capable  of  containing  14  or  15  lb  (5  or  6  kilogr.)  of  the  water  to  be  frozen. 
The  salt  water,  which  is  reduced  at  first  to  a  temperature  of  about  —  4°'5,  is 
returned  again  by  a  small  pump  when  its  temperature  has  risen  to  about 
—  2°  C. :  and  it  is  again  made  to  flow  around  the  boiler  in  which  the  ether  is 
evaporating,  so  that  a  perpetual  circulation  of  cold  salt  water  is  maintained :  the 
ether,  the  volatilization  of  which  has  caused  the  reduction  of  temperature,  is 
condensed  in  a  worm  by  means  of  a  current  of  cold  water,  and  is  returned,  with 
scarcely  any  loss  to  the  boiler.  Mr  James  Young  found  in  working  the  appa- 
ratus on  a  large  scale  that,  for  every  ton  of  coal  consumed  in  working  the 
pumps,  I  ton  of  ice  was  produced,  though  this  probably  is  not  by  any  means 
the  maximum  quantity  of  ice  which  the  apparatus  could  produce  by  suitable 
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glass  tube  bent  twice  at  right  angles,  and  terminating  in  a  bulb  at  each  extremity  ; 
as  shown  in  fig.  139.  In  making  the  instrument,  one  of  these  bulbs  is  partially 
filled  with  water,  which  is  then  made  to  boil  briskly ;  the  steam  thus  generated 
expels  the  atmospheric  air  through  a  capillary  opening  left  in  the  otlier  bulb, 
and  when  the  histrument  is  thus  freed  from  air,  and  filled  only  with  water  and 
vapour  of  water,  the  aperture  is  sealed.  To  make  use  of  it,  the  water  is  all 
collected  into  one  bulb,  and  the  empty  bulb  is  plunged  into  a  freezing-mixture; 
the  aqueous  vapour  which  this  bulb  contains  is  thereby  condensed,  and  evapora- 
tion occurs  rapidly  from  the  surface  of  tlie  liquid  in  the  other  bulb ;  its  sensible 
heat  is  thus  diminished,  and  the  water  in  a  few  minutes  begins  to  freeze.  The 
bulb  containing  the  water  should  be  protected  from  currents  of  air  by  enclosing 
.it  in  a  glass,  as  shown  in  the  figure, 

(186)  Measurement  of  the  Latent  Heat  of  Vapours. — Equal 
masses  of  different  liquids  require  very  different  quantities  of  heat 
to  convert  them  into  vapour.  The  quantity  of  heat  which  is  thus 
rendered  latent  may  be  determined  by  distilling  over  a  given 
mass  of  the  liquid,,  and  condensing  it  in  a  large  volume  of  water, 
the  temperature  of  which  is  noticed  before  and  after  the  expe- 
riment. Suppose  the  latent  heat  of  steam  to  be  536°  C. ;  a  litre 
of  water  converted  into  steam  would  on  recondensation  raise  the 


Fig.  140, 


improvements  in  the  mounting.  A  simpler  form  of  apparatus,  in  which  the 
evaporation  of  ammonia  is  made  use  of  for  the  production  of  a  low  temperature, 
was  exhibited  in  Loudon  at  the  International  Exhibition  of  1862  by  MM.  Carre 
and  Co. 

Fig.  140  represents  the  apparatus:  A  is  a 
strong  boiler  of  wrought  iron,  filled  for  three 
quarters  of  its  capacity  with  a  concentrated  solu- 
tion of  ammonia;  B,  a  wrought  iron  annular 
condenser,  shown  in  section,  connected  with  the 
boiler  by  pipes  specially  arranged  with  a  view  to 
prevent  the  liquid  from  boiling  over  into  the 
receiver.  In  order  to  use  the  instrument,  the 
boiler  is  laid  upon  its  side,  with  the  condenser 
upwards,  for  about  ten  minutes,  so  as  to  allow 
all  the  liquid  to  drain  back  into  the  boiler,  the 
expulsion  of  the  liquid  being  facilitated  by  heat- 
ing the  condenser  with  a  lamp.  The  boiler  is 
then  heated  very  gradually  by  means  of  a  stove 
or  large  gas-burner,  and  the  condenser  plunged 
into  a  vessel  of  cold  water,  through  which  a 

stream  of  cold  water  is  kept  running.  A  little  water  is  placed  in  the  cup,  u, 
in  the  bottom  of  which  is  a  screw-cock  communicating  with  the  interior.  Dis- 
tillation is  next  proceeded  with,  until  the  temperature  of  the  boiler  has  risen 
to  about  270°  (132°  C),  when  the  ammonia  will  have  been  in  a  great  measure 
expelled  from  the  liquid,  and  condensed  in  the  receiver  under  the  pressure  of  its 
own  particles.  The  boiler  is  then  withdrawn  from  the  fire,  the  water  in  the 
cavity,  b,  is  allowed  completely  to  drain  away,  a  cork  is  put  into  the  hole  at 
the  bottom  of  the  space,  b,  and  a  little  alcohol  is  poured  into  the  cavity,  after 
which  the  vessel  containing  the  water  to  be  frozen  is  introduced.  The  boiler 
is  plunged  into  a  vessel  of  cold  water,  and  kept  cool  by  a  rapid  current  of  cold 
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temperature  of  lo  litres  53°-6  C.  It  is  found  that  a  litre  of  water, 
if  converted  into  steam  of  ioo°,  and  condensed  again  into  the 
liquid  form,  would  raise  about  5^  litres  of  water  from  0°  to  100°  C.  \ 

We  owe  to  Andrews  (Q.  J.  Chem.  Soc.  1848,  i.  27)  a  careful  determina-  j 

tion  of  the  latent  heat  of  a  number  of  vapours :  fig.  1 4 1  shows  the  mode  of  j 

procedure  which  he   adopted.     The  1 

Fig.  141,                     liquid  to  be  tried  is  placed  in  the  flask  ,i 

A,  the  neck  of  which  has  a  very  short  \ 

bend,  and  is  connected  with  a  glass  ;( 

receiver,  b,  furnished  with  a  spiral  con-  e 

densing-tube,  terminating  at  d ;  this  i| 

receiver  is  placed  in  a  vessel  c,  with  a  if 

considerable  quantity  of  water,  v.hich  i| 

has  been  accurately  weighed.     The  ij 

liquid  is  distilled  over  into  B :   the  li 

quantity  that  condenses  is  carefully  1) 

weighed,  and  the  rise  of  temperature  1 

experienced  by  the  water  used  for  con-  1; 

densation  is  estimated  by  a  very  sen-  ; 

sitive  thermometer,  t.    The  whole  is  |l 

enclosed  in  an  outer  tin-plate  vessel  H 

furnished  with  a  lid,  which  acts  as  a  i? 

screen,  and  it  is  further  protected  from  || 

the  radiation  of  the  lamp  by  the  tin-  {( 

plate  screen  e  ;  5  is  a  light  glass  tube  \i 

for  agitating  the  water.    The  result  jf 

obtained  has,  however,  to  be  corrected  || 

by  other  experiments  for  the  heat  ab-  ii 

sorbed  by  the  metallic  parts  of  the  apparatus,  and  for  that  which  is  Inst  by  [< 

radiation  during  the  time  that  the  experiment  lasts ;  allowance  has  also  to  be  K 

 :  

water,  whilst  the  condenser,  c  c,  is  wrapped  in  flannel,  and  the  apparatus  is  left 
to  itself.  As  the  water  in  a  becomes  cool,  it  re-dissolves  the  condensed  ammo- 
niacal  gas  which  evaporates  rapidly  from  the  vessel,  c,  producing  a  great  and 
sudden  depression  of  temperature. 

If  air  finds  admission  to  the  interior,  the  rapidity  of  congelation  may  be 
greatly  reduced.  In  such  a  case  it  becomes  necessary  to  get  rid  of  the  air,  and 
it  may  be  expelled  in  the  following  manner : — The  temperature  of  the  boiler 
having  been  raised  to  about  140°  (60°  C),  water  having  been  placed  in  the 
cup,  D,  the  screw  at  the  bottom  of  the  cup  which  communicates  with  the 
receiver  is  slightly  relaxed;  if  air  be  present,  the  disengaged  gas  will  carry  a 
portion  of  the  air  with  it,  which  will  rise  to  the  surl'ace  of  the  water,  whilst 
the  ammonia  is  dissolved :  as  soon  as  the  escaping  gas  is  wholly  dissolved  by 
the  water,  the  screw  must  be  closed  firmly,  and  the  distillation  proceeded  with 
as  above  directed. 

M..  Raoul  Pictet,  of  Geneva,  has  employed  liquid  sulphurous  anhydride, 
condensed  by  a  pressure  of  two  or  three  atmospheres,  and  allowed  to  volatilize 
in  a  vessel  from  which  the  gas  is  removed  by  a  pump  and  returned  to  the  con- 
denser.   As  a  circulating  fluid,  dilute  glycerin  is  used  instead  of  salt  water. 

Mr.  King  has  recently  contrived  a  machine  in  which,  by  means  of  the  expan- 
sion of  compressed  air,  he  is  enabled  to  produce  an  amount  of  cold  equal  to  that 
generated  by  the  ether  machine  for  an  equal  consumption  of  coal.   (J as.  Young.) 
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nade  for  the  heat  which  the  condensed  liquid  has  given  out  after  its  lique- 
iction,  in  cooling  down  from  its  boiling-point  to  the  temperature  of  the  water 
ned  in  the  condenser. 

The  results  obtained  in  this  delicate  branch  of  inquiry  by 

DespretZj  and  by  Brix,  which^  however,  embraced  a  much  smaller 

lumber  of  liquids,  agree  pretty  closely  with  each  other  and  with 

he  experiments  of  Andrews.    These  results,  with  some  of  those 

obtained  by  Favre  and  Silbermann,  who  also  have  made  numerous 

xperiments  upon  this  subject  (Ann.  Cliim.  Phys.  1853  [3],  xxxvii. 

461),  are  given  in  the  following  tabl§: — 


Latent  Heat  of  Vapours* 


Substance. 


Water   

Wood's  pirit  "  

»  >> 

Alcohol   

Fusel  Oil  ...  "  

Formic  Acid   

Methyl  Formiate 

Jjutj'ric  Acid   

Methyl  Acetate  

Formic  Ether   

Valeric  Acid   

Acetic  Acid   

Acetic  Ether   

i>  j> 

Ether  

"  j> 

Methyl  Butyrate 
Carbonic  Uisulphide... 
Oil  of  Lemons  

'J  »> 

Oil  of  Turpentin 

jj  if 

Terebene   

Osalic  Ether   

Amylic  Ether   

Cetylie  Alcohol,  Ethal 
Phosphorous  Chloride 

Ethyl  Iodide   

Methyl  Iodide  

Jjiomine   

Stannic  Chloride 
iodine   


Equal  Masses  Equal  Masses 
°  C.       •       °  F. 

Equal  Masses 
Steam  =  looo 

1  Equal  Vols. 
S  team  =  1000 

Observer. 

67 

966-0 

1 000 

1000 

Regnault 

53590 

964-6 

QoS-6 

A  nd  rpw^ 

26370 

4747 

"/J  i 

» 

203  86 

474-9 

/to  T  '7 

874-1  ") 

Favre  and 

208*92 

376-1 

994  °  ) 

Si  1  nAT*nn  nn  n 

toil  vJKZL  LXldLlII 

202*40 

364-3 

0/ /  ^ 

yu 3  0 

A  iin rptira 

121-37 

218-5 

226'  I 

1 1 05*6 

F  and  S 

12072 

217-3 

C7/f8 

3/4 

J» 

I  i7'io 

210  0 

2 1 8  '2 

777  "2 

114-67 

206  4 

9  T  "2  '7 

T  CiA  A  '6 

F  and  R 

1 10-20 

198-4 

844-2 

Ann  T'P  w«a 

I  09  5 

T  Cif\'7 

8066 

103-52 

186-3 

192-9 

IO93-I 

F.  and  S. 

101-91 

183-4 

189-9 

633-0 

105-80 

190-4 

197-1 

963-8 

J? 

92-68 

166-8 

1727 

844-3 

Andrews 

90-45 

162-8 

168-5 

692-9 

91-11 

164-0 

169-8 

697-9 

F.  and  S. 

87-33 

157-2 

1 62V 

922-1 

>> 

86-67 

156-0 

1615 

681-9 

Andrews 

70-02 

126-0 

130-5 

985-8 

F.  and  S. 

80-00 

144-0 

149- 1 

1126-3 

Brii 

74-00 

133-2 

1379 

1041-8 

68-73 

123-7 

I28-I 

967-6 

F.  and  S. 

67-21 

121 -0 

125-2 

9462 

jj 

72-72 

131-0 

1355 

I 099- 1 

Andrews 

69-40 

124-9 

129-3 

ii35'i 

F.  and  S. 

58-48 

105-3 

1090 

1465-0 

a 

51-42 

92-6 

95-8 

73i'9 

Andrews 

46-87 

84-4 

87-3 

7t;6g 

>» 

46-07 

84-9 

85-8 

677-2 

>> 

45-60 

82-1 

85-0 

75  5 '3 

j> 

30-53 

54'9 

56-9 

821-7 

23-95 

43"i 

44-6 

6297 

F.  and  S. 

The  numbers  which  represent  the  latent  beat  of  equal  volumes 
Qof  each  vapour  are  obtained  by  multiplying  the  numbers  in  the 
fifourth  column  by  the  molecular  weight  of  each  compound,  divided 
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by  18,  the  number  for  the  molecule  of  aqueous  vapour,  H„0.  The 
numbers  contained  in  the  second  column  indicate  the  quantities 
of  water  in  grammes,  the  temperature  of  which  would  be  raised 
1"  C.  by  condensation  into  the  liquid  form  of  a  gramme  of  the 
vapours  of  each  of  the  various  liquids  mentioned  ;  the  liquid  con- 
densed being  supposed  in  each  case  to  be  at  the  temperature  of  its 
own  boiling-point.  For  instance,  the  conversion  of  one  gramme 
of  steam  at  100°  C.  into  water  at  100°  would  raise  536*67  grammes 
of  water  from  0°  to  1°  C.  So  the  condensation  of  one  gramme 
of  the  vapour  of  alcohol  at  78°-4  into  liquid  alcohol  at  78°"4  would 
heat  208  92  grammes  of  water  from  0°  to  1°  C. 

(187)  The  density  of  steam  increases  directly  as  its  pressure. 
Watt  concluded  from  his  experiments  that  the  same  mass  or 
quantity  of  steam,  whatever  its  density  may  be,  contains  the 
same  quantity  of  heat,  its  latent  heat  being  increased  in  pro- 
portion as  its  sensible  heat  is  diminished  or  absorbed.  For  in- 
stance— 

A  certain  quantity  of  steam  at  100°  C.|     100  units  of  sensible  heat,  and 
condensed  at  0°  C,  gives  out   .    .)     536     „    of  latent  heat. 

Amounting  together  to   636 


121     „    of  sensible  heat, 


The  same  quantity  of  steam  at  121°  C, 

condensed  at  o",  gives  out  . 
But  only   5 1 5     „    of  latent  heat. 


Still  amounting  together  to  .    .    .    .  636 


The  same  quantity  of  steam  at  34°,)  of  sensible  heat. 

condensed  at  o  ,  gives  out   .    .  .) 
But  now  as  much  as   602     „    of  latent  heat. 

Making  together,  as  before  .    .    .    .  636 


Regnault  has,  however,  shown  by  a  series  of  laborious  expe- 
riments, that  although  the  assumption  of  this  rule  may  not  lead 
to  serious  errors  in  practice,  and  although,  consequently,  there  is 
but  little  saving  of  fuel  in  performing  evaporations  at  a  low  tem- 
perature, yet  that  it  is  not  strictly  correct.  It  is  true  that  the 
latent  heat  decreases  as  the  sensible  heat  rises,  but  this  diminu- 
tion is  less  rapid  than  the  rise  in  sensible  heat ;  for,  in  reality,  the 
sum  of  the  latent  and  sensible  heat  increases  as  the  temperature 
rises,  by  a  constant  quantity,  equal  for  each  degree  to  r,°-^o^  c : 
this  may  be  seen  in  the  subjoined  table,  in  which  it  is  assumed 
that  the  sensible  heat  of  steam  may  be  neglected  for  all  degrees 
below  zero  Fahrenheit : — 
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Latent  and  Sensible  Heat  of  Steam  at  different  Temperatures. 


Pressure  in 
atmospheres. 

Temperature. 
°  F. 

Latent  heat. 
0  -p^ 

Sum  of  latent  and 
sensible  heat. 
°F. 

0"OOI46 
o'oo6o3 

I  "OOOOO 

8"ooooo 

O 

32 
212 

339'S 

1114 
1091-7 

966  0 
8773 

1 1 14 
1 123-7 
1178-0 
1216-8 

°c.  ■ 

°c. 

°  C. 

o*oo6 
rooo 

2'000 

8-000 

0 
100 

I20'8 

170-8 

606-5 

537'o 
522-8 
488-0 

606-3 
637-0 
643-6 
658-S 

It  must  be  borne  in  mind  that  equal  volumes  of  ciiflFerent 
liquids  produce  very  different  volumes  of  vapour.  Water  furnishes 
a  much  larger  volume  than  any  other  liquid^  a  cubic  inch  of  water 
at  100°  C.  expanding  to  nearly  a  cubic  foot  of  steam  at  ioo°,  or 
more  accurately  to  1694  times  its  volume.  The  following  table 
shows  the  volume  of  vapour  which  is  furnished  by  a  cubic  inch 
of  four  diflFerent  liquids,  at  their  respective  boiling-points.  Equal 
volumes  of  diflerent  vapours,  taken  at  the  boiling-points  of  their 
respective  liquids,  consequently  possess  very  different  densities,  as 
is  shown  by  the  last  column  of  the  table : — 


I  cubic  inch  of  each 
liquid  at  15°  C.  yields  in 
the  case  of 

Cubic  inches  of 

vapour  at 
its  boiling-point. 

Boiling-point. 

Weight  in  grains  of  100 
cubic  in.  ol  each  vapour 
at  its  boiling-point. 

°c. 

0  J. 

Water   

Alcohol 

Ether  

Oil  of  Turpeutin 

1694 
498 
247 
225 

100  0 
78-4 
35-6 

i6ro 

212 

i73'i 
95-6 

321-8 

14-92 
40-47 

74-14 
96-84 

(188)  Distillation. — The  rapid  formation  of  vapour  during 
ebullition  is  often  made  use  of  by  the  chemist  for  the  purpose  of 
separating  liquids  from  solids, — as  in  the  ordinary  case  of  distilling 
water  to  free  it  from  the  impurities  dissolved  in  it,  or  for  the  sepa- 
ration of  two  liquids  which  differ  in  volatility,  as  in  procuring  spirit 
of  wine  from  a  fermented  liquor.  In  such  operations  the  arrange- 
ments for  condensation  acquire  considerable  importance  ;  they  are 
of  various  kinds,  but  the  worm-tub  is  the  apparatus  most  usually 
employed  :  it  consists  of  a  spiral  pipe  called  a  worm,  which  is 


392 


DISTILLATION  AND  CONDENSATION. 


[188. 


shown  in  fig.  142,  surrounded  by  a  considerable  volume  of  cold 
water :  the  vapour  passes  from  the  boiler  into  the  worm,  is  cou- 
densedj  and  runs  off  at  the  lower  aperture  into  suitable  receivers. 

Fio.  142. 


Fresh  additions  of  cold  water  are  continually  required  in  the  rt- 
frigeratory ,  as  the  worm  and  tub  are  called.  The  heat  is  greatest 
in  the  upper  coils,  where  the  hot  vapour  enters  ;  and  as  the  heated 
water,  from  its  diminished  density,  remains  at  the  top,  it  is 
necessary,  in  supplying  the  fresh  water  for  cooling,  to  allow  it  to 
enter  at  the  bottom  of  the  vessel,  while  the  heated  portions  flow 
off  at  the  upper  part.  The  object  of  giving  to  the  steam-pipe  an 
ascending  direction,  as  it  passes  to  the  condenser,  is  to  insure  the 
return  to  the  boiler  of  any  particles  of  liquid  which  may  have  been 
mechanically  carried  up  by  the  breaking  of  the  bubbles  in  the  act 
of  ebullition. 

Various  modifications  of  condenser  are  employed  in  the  labo- 
ratory. A  convenient  form  of  the  apparatus  is  tliat  known  as 
Liebig's.  It  consists  of  an  outer  metallic  tube,  through  the  axis 
of  which  a  glass  tube  is  passed,  and  is  supported  by  perforated 
corks  :  the  space  between  the  two  tubes  is  filled  with  water,  which 
is  continually  renewed  by  cold  water  supplied  by  a  funnel  near 
the  lower  extremity,  while  the  hot  water  escapes  at  the  other 
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end.  The  method  of  using  it  is  sufficiently  indicated  by  the 
annexed  figure. 

Fig.  143. 


When  the  products  of  distillation  are  not  very  volatile,  it  is 
often  found  convenient  to  make  use  of  the  evaporation  of  water 
from  the  neck  of  the  retort  as  a  means  of  condensation.   Fig.  144 

Fig.  144. 


shows  a  method  by  which  this  can  be  effected,  the  neck  of  the 
retort  being  prolonged  by  the  addition  of  the  conical  tube  or 
adapter.    Pieces  of  blotting-paper  are  used  to  distribute  the  water 
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as  it  trickles  slowly  from  the  funnel,  the  throat  of  which  is  ob- 
structed by  a  plug  of  tow  :  the  superfluous  water  is  carried  off  into 
a  jug  or  other  vessel  placed  to  receive  it,  by  means  of  a  fillet  of 
tow  twisted  round  the  neck  of  the  retort.  The  progress  of  the 
distillation  is  hastened  by  covering  the  arch  of  the  retort  with  a 
cap  of  brown  paper  or  of  tin-plate;  a  chamber  of  hot  air  is  thus 
maintained  in  contact  with  the  upper  part  of  the  retort,  and  the 
vapour  is  prevented  from  condensing  where  it  would  necessarily 
return  again  into  the  mass  of  liquid  undergoing  distillation. 

The  complete  separation  of  two  liquids  which  differ  in  volatility 
cannot,  however,  be  effected  by  mere  distillation,  because  a  certain 
proportion  of  the  less  volatile  one  always  passes  over  with  that 
vrhich  is  the  more  volatile.  The  separation  of  alcohol  and  water, 
for  example,  is  never  completely  effected  by  distillation  ;  because 
at  i73°"i  (78°-4C.)  (the  boiling-point  of  alcohol)  the  pressure  of 
aqueous  vapour  is  still  considerable ;  indeed  it  is  sufficient  to 
balance  a  column  of  mercury  nearly  13  inches  (330™"^  )  in  height. 
In  the  first  distillation  of  the  fermented  liquor,  a  considerable 
portion  of  water,  therefore,  comes  over  with  the  spirit.  The 
less  the  amount  of  spirit  originally  contained  in  the  liquid,  the 
larger  is  the  portion  of  water  in  the  distilled  liquor.  By  a 
second  distillation  the  portion  of  water  in  the  distillate  is  re- 
duced ;  and  the  process  may  be  repeated  with  like  effect  until  the 
reduction  of  the  portion  of  water  in  each  successive  product  of 
distillation  no  longer  compensates  for  the  waste  and  expense  of 
the  operation.  An  ingenious  method  of  dispensing  with  the 
necessity  for  these  frequent  and  costly  rectifications  was  dcAdsed 
by  a  Frenchman  of  the  name  of  Adam.  By  its  means  he  suc- 
ceeded in  carrying  the  concentration  at  a  single  operation  to  the 
highest  point  attainable  by  mere  distillation.  The  principle  of 
this  invention  consists  in  connecting  together  a  number  of  recti- 
fying chambers,  in  such  a  manner  that  the  vapour  driven  off" 
from  the  chamber  nearest  the  fire .  shall  be  condensed  in  the 
second^  and  by  the  heat  given  out  in  its  condensation  shall  cause 
the  more  volatile  portions  of  the  liquid  of  the  second  to  distil 
into  the  third  chamber,  and  those  of  the  third  into  a  fourth,  and 
so  on  till  a  sufficient  degree  of  concentration  is  effected. 

The  most  effective  method  of  attaining  this  object  is  exhibited  in  the  form 
of  apparatus  called  from  its  inventor,  Coffey  s  still.  Fig.  145  represents  a 
section  of  one  of  these  stills.  B  b'  is  the  body  of  the  still,  which  is  made  of 
copper,  and  enclosed  in  a  case  of  wood,  to  prevent  loss  of  heat :  upon  the  body 
two  columns,  d  F,  H  k,  are  supported ;  o  is  the  vessel  from  which  the  liquor  for 
distillation  is  raised  by  the  pump  Q;  the  liquor  enters  the  column  n  K,  by  the 
long  spiral  pipe  L  L,  by  which  it  is  ultimately  conveyed,  through  the  pipe  m  to 
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the  top  of  the  column  D  f.  The  heat  employed  in  the  distillation  is  not  the 
direct  heat  of  a  fire,  hut  is  procured  by  injecting  steam  obtained  from  a  boiler 
not  shown  in  the  figure. 
The  steam  enters  the  body 
of  the  still  through  the  pipe 
a;  the  amount  of  steam  ad- 
mitted being  regulated  by  a 
valve,  the  handle  of  which 
is  shown  at  F.  B  b'  is  di- 
vided into  two  chambers  by 
means  of  a  copper  shelf, 
piei'ced  with  numerous  small 
holes,  which  allow  the  pass  age 
of  steam  upwards,  though 
they  are  sufficiently  small  to 
prevent  the  descent  of  any 
considerable  quantity  of  li- 
quid which  may  be  resting 
upon  the  shelf.  The  steam 
is  at  first  condensed  in  the 
cold  liquid  of  the  lower 
chamber,  but  it  quickly 
raises  this  liquid  to  the  boil- 
ing-point, driving  off  the 
alcoholic  portions  first,  as 
they  are  the  most  volatile. 
This  vapour  traverses  the  liquid  which  rests  in  b',  on  the  perforated  shelf, 
and  gi-adually  raises  it  to  the  boiling-point,  driving  off"  from  it  the  alcohol 
in  valour;  this  vapour  passes  off  by  a  pipe  z,  to  the  bottom  of  the  column  D  r. 
This  column  is  divided  into  a  series  of  compartments,  by  perforated  shelves 
of  copper;  each  of  these  shelves  is  provided  with  a  pipe  for  carrying  off  the 
liquid  to  the  shelf  below.  This  pipe  is  long  enough  to  dip  below  the  surface 
of  the  liquid  on  the  shelf  beneath  it,  and  projects  ^bout  an  inch  above  the 
upper  surface  of  the  shelf  to  which  it  is  attached ;  a  stratum  of  liquid  about 
an  inch  in  depth  is  thus  retained  upon  each  shelf,  and  is  travei'sed  by  the 
vapours  which  ascend  from  the  shelf  next  below  it.  The  toash  or  liquid  for 
distillation,  having  become  heated  during  its  passage  through  the  spiral  pipe 
in  the  column  H  K,  falls  upon  the  uppermost  perforated  shelf  in  D  F,  flows 
off  at  the  farthest  end  of  that  shelf,  and  then  falls  upon  the  next  shelf ;  thence 
it  passes  to  the  third,  and  so  on  in  succession  to  each  shelf :  as  it  descends,  it 
encounters  the  ascending  vapours,  which  at  each  successive  step  of  the  ascent 
become  more  and  more  alcoholic — the  wash,  as  it  descends  becoming  weaker  and 
weaker,  until  when  it  reaches  the  vessel  B  b',  it  is  wholly  deprived  of  spirit.  If  the 
quantity  of  the  ascending  vapour  should  become  at  any  time  too  great  to  pass 
through  the  perforations  in  the  shelves,  the  pressure  opens  the  valves  T  T, 
which  are  provided  for  security  in  each  shelf.  The  vapour  having  reached  the 
top  of  the  column  d  f,  is  conveyed  by  the  steam-pipe  i  i  N,  to  the  bottom  of 
the  finishing  column  or  rectifier  H  K.  The  lower  part  of  this  column,  as  high 
as  the  pipe  Y,  is  constructed  exactly  upon  the  same  plan  as  the  column  d  f, 
but  in  each  compartment  between  the  shelves  the  spiral  pipe  L  L  makes  three 
or  four  convolutions,  and  thus  becomes  warmed  by  the  ascending  heated  vapours. 
In  this  second  column  the  spirituous  liquid  distilled  over  from  the  first  column 
undergoes  a  successive  rectification  upon  each  of  the  lower  shelves,  and  becomes 
more  and  more  concentrated  by  the  ascent  of  the  alcoholic  vapours,  which,  by 
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their  condensation  at  each  successive  stage,  emit  sufficient  of  the  heat  pre- 
viously  held  latent  to  effect  the  distillation  of  the  more  volatile  portions  of  the 
liquid  by  which  they  are  condensed.  The  five  upper  shelves  of  this  column 
merely  act  as  a  condenser  for  the  alcoholic  vapours;  these  shelves  are  not 
perforated,  and  are  attached  to  the  alternate  sides  of  the  column,  leaving  a 
narrow  passage  at  one  end  of  each  shelf,  so  as  to  oblige  the  vapours  to  describe 
a  zigzag  direction  :  the  pipe  y  carries  off  the  finished  spirit  into  proper  receivers  ; 
the  pipe  r  carries  off  any  uncondensed  spirituous  vapour  to  a  refrigeratory, 
whilst  the  weak  spirit  which  reaches  the  lower  part  of  the  column  is  returned 
l)y  the  pipe  s  to  the  vessel  o.  The  spent  wash,  as  it  accumulates  in  B  b', 
is  dia\yn  off  at  intervals,  and  the  still  can  thus  continue  its  operations  without 
intermission. 

In  chemical  investigation  recourse  is  frequently  had  to  frac- 
tional distillation  for  the  partial  separation  of  liquids  of  different 
volatilities.  When  a  retort  is  employed  a  thermometer  is  adapted 
by  a  cork  to  the  tubulure^  the  bulb  being  placed  above  the  liquid, 
but  below  the  lower  edge  of  the  neck  of  the  retort.  Unless 
there  is  a  considerable  difference  between  the  volatilities  of  the 
bodies  an  incomplete  separation  is  eflFectedj  much  of  the  less 
volatile  bodies  passing  over  with  those  of  lower  boiling-points. 
The  separation  is  made  much  more  complete  by  changing  the 
form  of  apparatus,  imitating,  in  fact,  on  a  small  scale,  the  action  of 
Coffey's  still.  For  this  purpose  a  flask  may  be  employed,  to  the 
neck  of  which  is  adapted  a  glass  tube  of  about  a  half  or  three 
quarters  of  an  inch  in  diameter,  on  which  five  or  six  bulbs  have 
been  blown,  and  which  is  surmounted  by  a  small  glass  alembic 
head.  A  thermometer  is  placed  in  the  tubulure  of  the  alembic 
head,  and  another  thermometer  may  be  inserted  through  a  side 
tube  into  the  lowest  bulb.  When  the  distillation  is  carried  on 
slowly  the  vapour  of  the  most  volatile  body  passes  over  first,  those 
of  lower  boiling-point  condensing  on  the  bulbs,  and  flowing  back 
into  the  flask.  The  contractions  between  the  bulbs  check  the 
diffusion  of  the  different  vapours,  and  the  more  volatile  liquid  is 
being  continually  carried  upwards  from  the  condensed  liquid  in 
the  bulbs  by  the  rising  vapours.  When  the  two  thermometers  in- 
dicate the  same  temperature  a  homogeneous  liquid  is  passing  over ; 
a  rise  of  the  lower  one  indicates  that  a  second  vapour  is  cora- 
meucing  its  passage.  Several  more  complex  forms  of  this  appa- 
ratus have  been  devised. 

(189)  Evaporation. — All  liquids,  at  temperatures  far  below 
their  points  of  ebullition,  emit  vapour  by  the  tranquil  process  of 
evaporation.  The  amount  of  vapour  given  off  at  a  constant 
temperature  differs  greatly  in  difterent  liquids,  and  is  dependent 
upon  the  temperature  at  which  each  liquid  boils. 

The  great  difference  in  the  volatility  of  liquids  at  the  same  temperature  is 
strikingly  shown  by  filling  a  number  of  barometer-tubes  (fig.  146)  with  mercury, 
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and  inverting  them  in  a  bath  of  the  same  metal.  One  of  these  tubes  (i)  may 
be  kept  as  a°standard  of  reference :  if  into  one  of  the  others  (2)  a  few  drops  of 
water  be  allowed  to  ascend,  an  immediate  depression  of  the  column  of  mercury 


Fig.  147. 


is  observed,  due  to  the  elasticity  of  the  aqueous  vapour  furnished  by  the  evapo- 
ration of  the  water.  If  into  a  third  tube  (3)  aleoliol  be  introduced,  a  greater 
depression  will  be  perceptible ;  carbonic  disulphide  in  a  fourth  tube  (4)  will  pi'o- 
duce  a  still  greater  depression,  and  if  ether  be  admitted  to  a  fifth  (5),  the  height 
of  the  mercurial  column  will  be  still  less.  Now  let  a  second  wider  tube,  closed 
helow  by  a  cork,  be  placed  round  the  exterior  of  any  one  of  these  tubes,  so  as  to 
inclose  nearly  its  whole  length,  as  in  fig.  147  :  let  the  outer  case  thus  formed  be 
fiUed  with  water,  the  temperature  of  which  is  gradu  illy  raised,  so  as  to  commu- 
nicate the  heat  uniformly  to  the  tube  within.  A  progressive  depression  of  the 
mercurinl  column  is  thus  produced ;  and  by  measuring  the  amount  of  this 
depression,  it  is  found  that  the  pr-essure  of  the  vapour  emitted  from  each  liquid 
increases  as  the  temperature  rises,  until  at  the  boiling-point  of  the  liquid  the 
pressure  becomes  equal  to  that  of  the  air. 

If  the  temperature  increase  according  to  the  terms  of  an 
arithmetic  ratio,  the  pressure  rises  according-  to  the  terms  of  a 
geometric  progression,  the  ratio  of  which  differs  for  each  liquid. 

The  following  table  comprises  some  of  the  results  of  Regnault's 
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exiDeriments  upon  the  pressure  of  the  vapours  of  various  liquids  at 
equal  temperatures.  The  pressure  of  the  vapour  is  measured  by 
the  height  of  a  column  of  mercury  in  millimetres  which  each 
vapour  will  support  at  the  temperatures  quoted.  That  of  water 
is  taken  from  Rcguault's  Relations  des  Experiences,  &c.  {Mern.  de 
r Tnstitut, '  184^,  xxi.  624),  and  those  of  the  other  liquids  the  tem- 
peratures of  which  were  determined  by  a  mercurial  thermometer 
from  the  Cuwptes  Rendus,  i860, 1.  1063: — 


Temp. 

°  c. 

Ether. 

Carbonic 
JJisulpli. 

Chloroform. 

Alcohol. 

Water. 

Oil  of 
Turpentin. 

Temp. 
"  F. 

—  20 

67-49 

43*48 

3 '34 

•927 

—  4 

—  10 

ii3'3S 

8101 

6*58 

2*093 

+  14 

0 

183-34 

131-98 

12*83 

4*6oo 

2*07 

32 

+  10 

286  40 

203-00 

160-47 

24  30 

9*165 

2*94 

50 

20 

433  26 

301-78 

44*48 

17*391 

4-45 

68 

30 

636  33 

436-97 

245  91 

78*49 

3 1 '548 

687 

86 

40 

909-59 

616-99 

366  20 

1 33*64 

54-906 

io-8o 

104 

50 

I27ri2 

856-71 

530-96 

219-88 

91*982 

1698 

122 

OU 

1720  52 

1 163-73 

751*01 

35026 

148791 

20  40 

140 

70 

2307  81 

1551-84 

1 03  8  09 

541-21 

233093 

40-64 

158 

80 

3024-41 

2033-77 

1404*57 

812*76 

354-643 

61-30 

176 

90 

3898-05 

2622*23 

1863-12 

1188-43 

525-450 

90*61 

194 

100 

4950  81 

3329'54 

2426  52 

1694*92 

760*00 

131-11 

212 

1 10 

6208  37 

4167-18 

3106  83 

2361*63 

1075*37 

185-62 

230 

120 

7702  20 

5 1 45 '43 

3916*17 
4865-65 

3219*68 

149 1  28 

257*21 

248 

•130 

6273-03 

4301*04 

2030  28 

348  98 

266 

140 

7556-88 

5965-76 

563700 

2717-63 

464*02 

284 

150 

7226-49 

725873 

3581-23 

605  20 

302 

160 

8657*72 

465 1-62 

77509 

320 

170 

5961*66 

975-42 

338 

180 

7546-39 

1207*92 

356 

190 

9442*70 

1473  24 

374 

200 

11688-96 

1771*47 
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(190)  Balton^s  Law  of  Pressure  of  Vapours. — It  was  assumed 
by  Dalton  that  the  pressure  of  all  vapours  was  equal,  if  com- 
pared at  temperatures  which  represented  differeaces  of  an  equal 
number  of  degrees  above  or  below  the  boiling-points  of  their 
respective  liquids,  the  pressure  of  the  vapour  increasing  according 
to  the  terms  of  a  geometric  progression  uniform  for  all  liquids, 
as  the  temperature  rose  in  terms  of  an  arithmetic  progression. 
This  law  is  not  strictly  in  accordance  with  the  results  of  ex- 
periment. However,  for  short  distances  above  and  below  the 
boiling-point,  it  is  very  nearly  true,  excepting  in  the  case  of 
mercury,  and  may  be  employed  for  the  purpose  of  correcting  the 
observations  of  the  boiling-points  of  liquids  made  at  atmospheric 
pressures  which  are  but  little  above  or  below  the  standard  pres- 
sure of  760™"- 
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The  following  table  exhibits  the  pressure  of  the  vapours 
of  five  different  liquids  at  corresponding  distances  above  and  below 
their  boiling-points. 


Pressure  of  Vapours  at  equal  distances  from  the  Boiling -Points 

of  the  Liquids. 


Number  of 
des;reea  F. 
above  or 
below 

Ebgitault. 

Ueb. 

Ueb. 

Maex. 

AVOGADEO. 

Water. 

Alcohol. 
Sp.  Gr.  0  813. 

Ether. 

Carbon.  Disulph. 

Mercury. 

boiling. 

Temp. 
0  p_ 

Press. 
Inches. 

Temp. 

Press. 
Inches. 

Temp. 
°  P. 

Press. 
Inches. 

Tomr> 
0  p 

Inches. 

Temp. 
°  P. 

Press. 
Inches. 

+  40 
+  30 
4-  20 
+  10 

252 
242 
232 
222 

52-90 
4406 

36-47 

183 

37-00 

i.H 

124 
114 

50"9 
4264 

35-2 

137 
127 

42-19 
35 -60 

Boiling-  ) 
Point  \ 

212 

30-00 

173 

30-00 

104 

30-00 

117 

29-87 

680 

3P'oo 

—  10 

—  20 

—  30 

—  40 

—  50 

—  60 

—  70 

—  80 

—  90 

202 
19^ 
182 
172 
162 

142 

1.12 
122 

24-50 
19-87 
16-00 
12-78 
10-12 

7"94 
6-i8 
4-76 

3'63 

163 
153 
143 
133 
123 
113 
103 
93 
83 

24-20 
19-30 

15-05 
1 1-60 

8-75 
6-70 
4-90 
3-67 
273 

04 
84 
74 
64 

54 
44 
34 

24-70 
20-00 
i6-io 
13-00 
10-30 
8  10 

6-20 

107 

97 
87 
77 
67 

'  57 
47 
37 
27 

24-91 
20  65 
17-00 
13-89 
11-27 
9-07 
7-24 
5-73 
4'49 

630 
59° 

19-85 
8 

The  ether  used  in  these  experiments  could  not  have  been  per- 
fectly pure,  as  its  boiling-point  is  too  high.  The  boiling-point 
of  mercury  was  estimated  by  a  mercurial  thermometer  without 
correction  for  the  increasing  rate  of  expansion  at  high  tempe- 
ratares. 

The  increase  of  pressure  produced  by  heat  in  those  vapours 
which  are  iu  contact  with  the  liquids  by  which  they  are  fur- 
nished, indicates  also  a  corresponding  increase  in  their  density : 
the  one  may,  in  fact,  be  calculated  from  the  other.     When  the 
temperature  is  reduced,  the  pressure  falls,  and  a  portion  of  the 
vapour  is  condensed.    There  is,  indeed,  for  every  vapour  a  maxi- 
mum density  for  each  temperature,  which,  when  the  liquid  is  in 
contact  with  the  vapour,  is  speedily  attained,  but  which  cannot 
be  surpassed,  no  matter  how  much  the  pressure  to  which  the 
vapour  is  subjected  may  vary  ;  an  increase  of  pressure  imme- 
diately condenses  a  part  of  the  liquid  that  had  evaporated,  and  a 
diminution  of  pressure  is  attended  with  immediate  volatilization  of 
a  fresh  portion  of  the  liquid  :  consequently  a  cubic  centimetre  of 
vapour  of  any  particular  liquid  at  any  given  temperature,  is 
always  of  the  same  pressure,  and  possesses  the  same  density. 
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If  a  small  quantity  of  ether  be  thrown  up  into  the  vacuum  of  the  baro- 
meter tube,  represented  in  fig.  148,  the  length  of  the  column  of  mercury,  a  h, 

above  the  level  of  that  in  the  bath,  will  continue  to  be 
Fig.  148.  nearly  the  same  whether  the  tube  be  raised  or  lowered 
in  the  outer  vessel.  If  it  be  raised,  fresh  ether  will 
evaporate ;  if  depressed,  part  of  the  vapour  will  be  con- 
densed. 

(191)  Limit  of  Evaporation. — From  -u'liat 
has  just  been  stated  it  might  be  supposed  that 
all  liquids,  even  at  the  lowest  temperature, 
were  constantly  emitting  vapour.  That  mer- 
cury does  so  at  common  atmospheric  tempe- 
ratures may  be  shown  by  a  very  simple  expe- 
riment. Place  at  the  bottom  of  a  bottle  a 
few  drops  of  mercury,  and  suspend  in  the 
neck  a  bit  of  gold  leaf ;  in  a  few  weeks  the 
lower  portions  of  the  gold  will  become  white 
from  the  condensation  of  the  vapour  of  mer- 
cury upon  it.  In  the  tube  of  a  well-made 
barometer  the  same  thing  is  shown  by  the 
formation  of  a  dew  of  metallic  globules  in 
the  space  above  the  column  of  metal.  Faraday 
has,  however,  proved  that  there  is  a  tempe- 
rature below  which  this  volatilization  ceases, 
a  temperature  which  varies  for  different  sub- 
stances ;  for  mercury  the  limit  is  about  4°C.: 
for  sulphuric  acid  the  limit  is  much  higher, 
since  the  acid  undergoes  no  sensible  evapo- 
ration at  ordinary  atmospheric  temperatures.  The  cohesion  of 
the  liquid  here  appears  to  overcome  the  feeble  tendency  to 
evaporation. 

It  is  not  necessary  for  the  evaporation  of  a  body  that  it  should 
be  in  the  liquid  form.  Solid  camphor  is  constantly  emitting 
vapour,  which  condenses  in  a  crystalline  form  on  the  sides  and 
upper  part  of  the  vessel  which  contains  it.  Ice,  if  introduced 
into  the  vacuum  of  a  barometer,  immediately  causes  a  depression 
of  the  mercurial  column  amounting  at  0°  C.  to  upwards  of 
o-457°"°*,  and  even  at  0°  F.  the  pressure  of  the  vapour  of  ice  is 
found  to  amount  to  o"i™™"  It  is  owing  to  this  evaporation  that 
patches  of  snow  and  tufts  of  ice  are  observed  gradually  to  dis- 
appear even  during  the  continuance  of  a  severe  frost. 

Regnault  found  in  his  experiments  that  no  appreciable  change 
in  the  curve  which  represents  the  pressure  of  a  vapour  is  pro- 
duced by  the  passage  of  a  body  from  the  solid  to  the  liquid  state; 


192.]        CIRCUMSTANCES  WHICH  INFLUENCE  EVAPORATION. 

that  is  to  say,  that  there  is  no  abrupt  diminution  in  the  amount 
of  vapour  emitted  from  a  body  when  it  becomes  solid. 

It  has  been  shown  that  if  the  temperature  of  one  of  the  tubes, 
shown  in  fig.  145,  which  contains  a  volatile  liqaid,  be  uniformly 
raised  throughout  its  entire  length,  the  pressure  of  the  vapour 
increases  rapidly  till  the  liquid  reaches  its  boiling-point.  The 
application  of  heat  to  one  portion  only  of  the  tube^  however,  is 
attended  with  a  very  difi^erent  result :  the  liquid  may  even  be 
heated  to  ebidlition,  and  it  will  distil  and  be  condensed,  but 
unless  the  whole  of  that  portion  of  the  tube  which  is  filled  with 
vapour  he  heated  to  the  same  degree,  no  corresponding  increase 
of  pressure  will  be  observed :  the  pressure  can  never  exceed  that 
of  the  vapour  which  would  be  emitted  if  the  liquid  were  at  the 
same  temperature  as  that  of  the  coolest  portion  of  the  tube 
above  the  liquid;  because  the  excess  of  vapour  is  at  once  con- 
densed as  soon  as  it  reaches  this  colder  part  of  the  space.  The 
ether,  for  example,  in  the  barometer-tube  5,  fig.  147,  may  be 
made  to  boil  by  the  heat  of  the  hand,  but  the  height  of  the 
column  of  mercury  undergoes  little  change ;  the  ether  vapour 
being  condensed  in  the  colder  portions  of  the  space  as  rapidly  as 
it  is  produced.^ 

(192)  Circumstances  which  Influence  Evaporation. — In  the 
process  of  evaporation,  the  vapour  is  supplied  only  from  the  super- 
ficial layer  of  the  liquid.  It  is  therefore  evident  that  the  extent 
of  surface  exposed  must  greatly  influence  the  amount  and  rapidity 
of  evaporation  independently  of  the  temperature.  Now  if  the 
evaporating  surface  be  in  any  way  protected,  as  by  allowing  a 
small  quantity  of  oil  to  become  diffused  over  it,  evaporation  is 
entirely  suspended.  Advantage  is  sometimes  taken  of  this  fact  in 
the  laboratory  in  cases  where  it  is  necessary  to  maintain  a  gentle 
heat  for  many  hours :  the  vessel  to  be  heated  is  supported  in  a 
larger  one  containing  water,  upon  the  top  of  which  a  little  oil  has 
been  poured ;  under  these  circumstances  the  danger  of  the  water- 
bath  becoming  dry  is  obviated,  and  the  temperature  required  is 
kept  up  by  a  smaller  expenditure  of  fuel,  because  the  escape  of 
latent  heat  by  evaporation  is  prevented.  When,  on  the  contrary, 
a  rapid  evaporation  is  necessary,  a  large  extent  of  surface  must 
be  exposed.  In  the  salt  works  of  Cheshire,  for  instance,  the  brine 
is  evaporated  in  shallow  pans,  4  or  5  feet  (1-2  or  1*5  metre)  wide 
and  40  or  50  feet  (12  or  15  metres)  in  length,  the  fire  being  lighted 


*  In  the  Appendix  will  be  found  a  Table  giving  the  pressure  of  aqueous 
vapour  for  each  degree  C.  between  0°  and  100°. 
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at  one  end  and  the  flue  passing  horizontally  underneath  to  the  other  i 

extremity.   At  Salzburg,  in  the  Tyrol,  the  same  object  is  efl"ected  ,| 

by  pumping  the  weak  brine  iuto  reservoirs,  whence  it  is  alloM^ed  [ 

to  trickle  down  thi'ough  stacks  of  brushwood,  by  which  means  i 

the  surface  exposed  to  evaporation  in  the  air  is  almost  indefi-  j 

nitely  increased.    In  the  southern  parts  of  Europe  the  sea-water  u 

is  admitted  into  extensive  shallow  pans  excavated  on  the  sea-  | 

coast,  where  by  exposure  to  the  sun's  rays  it  becomes  concen-  j 

trated,  and  the  salt  crystallizes  out.  ! 

Another  circumstance  which  influences  the  rate  of  evapora-  j 

tion  is  the  pressure  upon  the  surface  of  the  liquid.    Upon  this  i 

subject  a  series  of  experiments  was  made  by  Daniell  (Quart.  Journ.  u 

Sci.  1834,  xvii.  46).     Under  a  receiver  connected  with  the  air-  | 

pump,  he  placed  a  circular  dish  of  water,  2  7  inches  in  diameter,  t 

and  supported  it  above  a  dish  containing  concentrated  sulphuric  li 

acid, — the  object  of  using  the  acid  being  to  absorb  the  aqueous  i 

vapour  as  fast  as  it  was  generated  :  the  results  of  these  experi-  ; 
ments  are  given  in  the  following  table : — 


Rate  of  Evaporation  under  different  Pressures. 


Pressure  in  Inches 

Grains 

Pressure  in  Inches 

Grains 

of  Mercury. 

Evaporated. 

of  Mercury. 

Evaporated. 

30'4 

1-24 

1-9 

I5'92 

297 

29'33 

7-6 

5-68 

047 

5074 

3-8 

9'12 

o'o7 

II  2*32 

The  time  in  each  experiment  was  30  minutes,  the  temperature  ^ 

45°  (7°' 2  ^')-     I*       obvious  that  the  rapidity  of  evaporation  t 

under  these  circumstances  was  inversely  as  the  pressure,  which  | 

was  read  ofi"  upon  the  gauge.  | 

The  resistance  offered  by  the  pressure  of  a  gas  or  vapour  upon  j] 

the  surface  of  a  liquid  is  purely  mechanical ;  and  it  follows  as  a  i 

consequence  of  the  law  of  the  diffusion  of  gases,  that  the  quantity  -j 

of  vapour  which  rises  from  a  volatile  body  in  a  confined  space,  is  i 

the  same  whether  that  space  be  filled  with  air  or  not.*    The  i 

time  that  is  occupied  before  the  space  shall  have  received  its  full  E 


*  Eegnault  finds  that  this  is  not  absolutely  true, — the  pressure  of  aqueous  1 

vapour  in  ah-  being  slightly  less  than  in  vacuo,  but  the  difference  does  not  ■> 

amount  to  more  than  2  per  cent,  at  its  maximum.    The  same  thing  was  found  d 

to  hold  good  with  the  vapour  of  ether,  the  pressure  of  which,  whether  in  air,  in  i 

hydrogen,  or  in  carbonic  anhydride,  was  always  lower  than  it  was  at  the  same  \ 
temperature  in  vacuo. 


I 

I 
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complement  of  any  given  vapour  varies  inversely  with  the  pres- 
sure ;  and  with  different  vapours  under  similar  pressures,  the  time 
varies  with  the  diffusiveness  of  the  vapour.  The  vapour,  as  it 
rises,  adds  its  own  pressure  to  that  of  the  air  present.  When  a 
liquid  evaporates  into  an  empty  space,  the  pressure  due  to  the 
temperature  and,  consequently,  the  maximum  density  of  the 
vapour,  is  acquired  at  once ;  but  when  it  evaporates  into  a  gas, 
that  degree  of  density  is  not  acquired  until  after  the  lapse  of  a 
variable  interval  of  time.  The  circumstance  which  in  both  cases 
finally  limits  the  evaporation  of  the  liquid,  is  the  pressure  of  its 
own  vapour  upon  its  surface.  It  is  therefore  clear  that  the 
larger  the  proportion  of  moisture  that  is  contained  in  the  air  at 
any  given  time,  the  smaller  will  be  the  quantity  of  aqueous 
vapour  that  rises  from  an  exposed  surface  in  a  given  time ;  and 
that  in  proportion  as  the  space  is  more  nearly  charged  with 
vapour,  the  more  slowly  is  each  succeeding  portion  of  vapour 
produced.  Evaporation,  in  short,  is  more  rapid  in  a  dry  than  in 
a  moist  atmosphere.  For  the  same  reason,  evaporation  proceeds 
more  rapidly  during  a  breeze  than  when  the  air  is  still :  for  the 
air  which  rests  on  the  surface  of  a  liquid  soon  becomes  charged 
to  the  maximum  with  vapour,  and  then  all  further  evaporation 
would  cease  were  it  not  for  circulating  movements,  which,  even 
in  the  stillest  air,  are  occasioned  by  the  change  of  density  due  to 
the  accession  of  moisture ;  the  currents  produced  by  a  breeze 
assist  these  movements,  and  the  vapour  rises  into  portions  of 
air  which  are  being  continually  changed,  so  that  the  pressure 
of  the  aqueous  vapour  on  the  surface  of  the  liquid  is  rapidly 
removed. 

In  the  case  of  mixed  liquids,  Gay-Lussac  inferred  from  his 
experiments  that  the  pressure  of  the  mixed  vapour  was  equal  to 
the  sum  of  the  pressures  of  the  two  vapours  taken  separately. 
This,  however,  is  true  only  for  liquids  which,  like  carbonic  disul- 
phide  and  water,  or  like  benzol  and  water,  do  not  sensibly  dissolve 
each  other ;  in  other  cases,  as  the  experiments  of  Reguault  and 
of  Magnus  have  shown,  the  pressure  may  scarcely  exceed  that  of 
the  more  volatile  liquid; — for  example,  in  the  case  of  a  mixture 
of  ether  and  water,  the  pressure  is  scarcely  higher  than  that  due 
to  ether  only.  If  the  two  liquids  be  soluble  in  each  other  in  all 
proportions,  as  water  and  alcohol,  the  pressure  of  the  mixed 
vapour  is  generally  greater  than  that  of  the  less  volatile,  but  less 
than  that  of  the  more  volatile  liquid. 

Wiillner  {Fogg.  Annal.  i860,  ex.  564)  has  shown  that  the 
pressure  of  aqueous  vapour  emitted  from  a  saline  solution,  when 

D  D  3 


m 


IMPOKTANCE  OP  SPONTANEOUS  EVAPORATION. 


[192. 


compared  with  that  of  pure  water,  is  diminislied  by  an  amount 
proportional  to  the  quantity  of  anhydrous  salt  dissolved,  when 
the  salt  crystallizes  in  the  anhydrous  form,  or  when  it  furnishes 
efflorescent  crystals.  In  cases  where  the  salt  is  deliquescent,  or 
has  a  powerful  attraction  for  water,  the  reduction  of  pressure  is 
proportional  to  the  percentage  of  the  crystallized  salt.  For  ex- 
ample, sulphates  of  sodium,  nickel  and  copper,  nitrate  of  calcium, 
and  ordinary  or  hydric  disodic  phosphate  (NagliPO^  produce  a 
diminution  of  pressure  proportional  to  the  percentage  of  the 
anhydrous  salt,  whilst  for  caustic  potash  and  soda,  and  for  calcic 
chloride,  it  is  proportional  to  the  hydrates  KHO,  2  H^O;  2  NaHO, 
3  HgO;  CaClo,  3  HgO.  The  amount  by  which  the  pressure  is 
reduced  for  equal  quantities  of  the  compounds  compared,  varies 
greatly  with  their  nature.  Sulphate  of  nickel,  for  instance,  dis- 
solved in  the  proportion  of  10  per  cent.  (NiSOJ  reduces  the 
pressure  of  the  vapour  at  100°  C.  by  i3"™"  2,  whilst  a  similar  pro- 
portion of  potassic  hydrate  (KHO)  effects  a  reduction  of  35'°™'6. 

Evaporation  in  a  confined  space,  in  which  the  atmosphere  is 
kept  constantly  in  a  state  of  dryness,  is  often  resorted  to  in  the 
laboratory.  Crystallizations  on  a  small  scale  are  frequently 
effected  in  this  way :  the  liquid  evaporates,  and  is  absorbed  by  a 
surface  of  sulphuric  acid,  as  in  the  experiment  of  Leslie  (185).  The 
evaporation  may  be  rendered  quicker  or  slower  according  to  the 
extent  to  which  the  exhaustion  of  the  receiver  is  carried.  Many 
compounds  which  would  be  injured  by  exposure  to  air,  or  to  a 
moderate  rise  of  temperature,  may  be  dried  effectually  in  this 
manner. 

As  a  necessary  consequence  of  the  evaporation  which,  is  con- 
tinually going  on  over  the  entire  surface  of  the  earth,  the  atmo- 
sphere is  at  all  times  charged  with  moisture,  the  percentage  of 
whieb  is  perpetually  varying,  but  it  is  almost  always  below  that 
which  experiment  gives  as  the  maximum  density  for  aqueous 
vapour  due  to  the  observed  temperature.  It  is  owing  to  the  cir- 
cumstance that  the  air  is  rarely  fully  charged  with  vapour,  that 
wet  bodies  become  dry,  and  that  the  surface  of  the  soil,  although 
saturated  with  moisture,  yet  in  a  few  hours  or  days  becomes 
parched  and  dusty.  By  the  process  of  evaporation  from  the 
surface  of  the  land  as  well  as  of  the  ocean,  a  natural  distillation 
is  thus  continually  effected,  by  which  a  perpetual  circulation  of 
water  is  maintained ;  the  waters  conveyed  by  the  rivers  into  the 
sea  return  imperceptibly  into  the  atmosphere.  The  vapour  thus 
raised  either  assumes  an  invisible  form,  or  it  floats  about  in  masses 
of  cloud ;  these  are  at  length  arrested,  particularly  by  mountains 
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and  elevated  ridges  of  laud,  and  becoming  condensed,  descend  as 
showers,  and  supply  stores  of  watei',  which  flow  down  the  sides  of 
the  hills,  and  collect  in  the  ravines,  or  else  are  absorbed  into  the 
porous  strata.  The  waters  thus  absorbed  sink  into  the  soil  until 
they  meet  with  a  bed  of  clay  or  some  other  stratum  impervious 
to  moisture ;  by  this  they  are  arrested,  and  flow  along  its  surface 
till  they  burst  out  as  springs  in  the  valleys.  These  springs  in 
their  turn  furnish  constant  supplies  to  the  rivers,  and  the  rivers, 
after  irrigating  the  countries  through  which  they  flow,  again 
empty  themselves  into  the  ocean.  The  frequency  of  rain,  and 
various  other  meteorological  phenomena  of  the  highest  interest 
and  importance, — in  fact,  many  of  the  great  peculiarities  of 
climate, — are  mainly  influenced  by  the  variations  in  the  per- 
centage of  moisture  which  is  contained  in  the  atmosphere.  The 
knowledge  of  the  quantity  of  aqueous  vapour  which  exists  at  any 
given  time  in  a  certain  volume  of  air,  becomes,  therefore,  a 
problem  which  is  constantly  requiring  solution  for  meteorological 
purposes.  Instruments  employed  for  this  purpose  are  termed 
hygrometers  (from  vypog,  moist,  and  jxkrpov,  a  measure).  Various 
methods  have  been  proposed  for  determining  the  percentage  of 
moisture  in  the  air ;  the  simplest  and  the  most  accurate  of  these 
consists  in  the  determination  of  the  dew-point. 

(193)  Dew-point. — It  is  evident  that  a  reduction  of  tempera- 
ture in  a  space  already  charged  to  the  maximum  with  vapour, 
must  produce  a  deposit  of  moisture  in  the  liquid  form.  Such  a 
result,  in  fact,  accords  with  daily  observation  :  for  example,  when  a 
glass  of  cold  water  is  brought  into  a  warm  and  moist  room,  its  sur- 
face becomes  bedewed  with  moisture.  This  observation  has  been 
ingeniously  turned  to  account  for  the  purpose  of  determining  the 
quantity  of  moisture  present  in  the  air  at  any  given  time.  If  the 
cold  liquid  be  poured  from  one  vessel  to  another,  its  temperature 
will  be  gradually  raised ;  the  quantity  of  dew  which  is  formed  on 
the  outside  of  the  vessel  into  which  it  is  poured  will  become  less 
and  less^  until  it  ceases  to  be  formed  at  all.  By  noting  with  a 
sensitive  thermometer  the  exact  temperature  at  which  this  forma- 
tion of  dew  ceases,  the  pressure  of  the  aqueous  vapour  present  in 
the  air  at  that  period  can  be  readily  ascertained  from  tables  con- 
structed for  that  purpose,  and  the  corresponding  percentage  of 
moisture  calculated.  If  the  temperature  of  the  air  at  the  time 
be  noted,  it  is  easy  to  determine  the  additional  percentage  of 
moisture  which  the  air  at  that  time  is  capable  of  taking  up.  This 
comparison  is  generally  made  by  calling  the  quantity  of  invisible 
vapour  which  it  is  possible  for  air  to  retain  at  the  particular  tern- 
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daniell's  dew-point  hygrometer. 


perature  at  the  time  of  observation  icoo,  and  calculating  from 
the  observed  dew  point  the  ratio  which  the  amount  actually 
present  bears  to  that  which  might  exist  at  that  temperature. 
Suppose,  for  example,  when  the  air  is  at  15°  C,  that  the  dew- 
point  be  as  low  as  10°;  that  is,  the  temperature  at  which  dew 
begins  to  be  formed  is  10°.  On  reference  to  the  table,  it  appears 
that  the  pressure  of  vapour  at  amounts  to  i2-"""-699  of  mer- 
cury, while  at  10°  it  is  equal  to  only  9-'"™-i65.  Now  the  quan- 
tity of  vapour  is  directly  proportioned  to  its  pressure ;  therefore, 
by  proportion : — 

I2"699     :    9'i65    :  :     1000     :    x     (  =  722). 
722  represents  the  degree  of  atmospheric  saturation  at  the  time 
of  observation. 

Practically,  however,  it  is  desirable  also  to  know  the  actual 
rate  of  evaporation  at  the  time  (or  the  number  of  grammes  of 
water  which  evaporate  from  a  given  surface,  such  as  a  square 
metre  of  water  freely  exposed  to  the  air),  since  it  is  this  which 
in  great  measure  determines  the  drying  influence  of  the  atmo- 
sphere upon  the  human  body,  and  upon  the  substances  exposed  to 
its  action. 


ether  is  driven  into  h,  by  inverting  the  instrument,  and  warming  the  bulb  a  witl 
the  hand;  the  instrument  is  then  placed  in  the  clip  h,  on  the  top  of  th< 
stand  g.  On  allowing  a  few  drops  of  ether  to  fall  on  the  muslin,  the  vapoui 
within  the  ball  a  is  condensed  by  the  reduction  of  temperature  occasioned  bj 
the  rapid  evaporation  thus  produced  on  its  outer  surface:  fresh  vapour  rises 
from  the  surface  of  the  ether  in  the  blackwied  ball,  owing  to  the  diminished  preS' 


Fig.  149. 


(194)  DanielVs  Sygromeier. — The 
method  of  observing  the  dew-point  above 
mentioned,  although  it  affords  very  exact 
results,  is  tedious  in  practice.  To  facili- 
tate this  operation,  a  beautiful  instrument 
was  contrived  by  Daniell,  and  termed  by 
him  the  Deio-j)oint  Hygrometer.  It  con- 
sists essentially  of  a  small  cryophorus 
(fig.  149)  containing  ether  instead  of 
water,  one  limb  of  which,  c,  is  longer 
than  the  other,  and  terminates  in  a  ball,  6, 
make  of  black  glass,  for  the  purpose  of 
rendering  the  moment  at  which  the  de- 
position of  dew  occurs  more  readily  ob- 
servable. In  the  long  limb  of  the  instru- 
ment is  .placed  a  sensitive  thermometer,  d, 
the  bulb  of  which  is  partially  immersed 
in  the  ether.  The  second  bulb,  a,  is  covered 
with  muslin.  In  constructing  the  appa- 
ratus, the  ether  is  boiled  to  expel  the  air, 
and  the  instrument  is  hermetically  sealed 
whilst  the  ether  is  still  boiling.  When 
the  hygrometer  is  to  be  used,  all  the 
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sure  of  the  vapour  above  it :  the  temperature  of  this  ether  and  of  the  ball  in 
contact  with  it  is  lowered,  and  deposition  of  dew  commences  on  the  surface  of  the 
black  ball,  in  the  form  of  a  ring,  which  coincides  with  the  level  of  the  ether. 
The  moment  that  this  occurs,  the  temperature  marked  by  the  included  thermo- 
meter, d,  is  observed.  It  is,  however,  possible,  if  the  reduction  of  temperature 
has  been  rapid,  that  the  loss  of  heat  may  not  be  perfectly  uniform  throughout 
the  ether  in  the  black  bulb,  in  consequence  of  which  the^  tempei'ature  indicated 
by  the  thermometer,  d,  may  be  a  little  too  high ;  it  is  therefore  well  to  observe 
the  temperature  of  a  second  time,  at  the  moment  when  the  ring  of  dew  disap- 
pears, during  the  return  of  the  instrument  towards  tiie  temperature  of  the  sur- 
rounding air.  This  observation  will  now  probably  be  slightly  too  low,  but  the 
mean  of  the  two  will  accurately  furnish  the  temperature  of  the  dew-point.  The 
temperature  of  the  atmosphere  at  the  time  is  indicated  by  the  thermometer  1c. 

In  making  an  observation,  the  hygrometer  should  be  placed  at  an  open 
window,  and  a  small  cardboard  screen  should  be  interposed  between  the  two 
bulbs,  to  prevent  the  vapour  of  the  ether  from  extending  to  the  atmosphere 
around  the  blackened  bulb.  With  proper  care,  the  in- 
strument will  yield  results  of  great  accuracy.  An 
excellent  hygrometer,  on  a  similar  principle,  but  of 
less  portable  construction,  has  been  used  by  Regnault. 

(195)  Wet-bulb  Hygrometer. — Other  me- 
thods have  been  proposed  for  determining  the 
quantity  of  moisture  present  in  the  atmo- 
sphere. Of  these  hygrometers^  one  only, 
the  wet-bulb  hygrometer,  need  be  noticed 
here:  it  is  shown  in  fig.  150. 

In  simplicity  of  action  it  leaves  nothing  to  be  de- 
sired, as  it  consists  merely  of  two  similar  thermome- 
ters, s,  s,  placed  side  by  side  on  the  same  stand,  m/; 
the  bulbs,  b,  h,  of  both  are  covered  with  muslin,  and 
one  of  them  is  kept  constantly  moist  by  means  of  the 
capillary  action  of  a  few  fibres  of  cotton,  e,  which  con- 
nect it  with  a  small  vessel,  A  c,  containing  water.  The 
rate  of  evaporation,  and  consequently  the  depression  of 
temperature  of  the  moistened  bulb,  will  be  greater  in 
proportion  as  the  atmosphere  is  further  from  its  point 
of  saturation ;  and  tables  have  been  given  for  deter- 
mining the  degree  of  saturation  for  all  differences  of 
temperature  within  the  ordinary  atmospheric  range. 

The  elaborate  researches  of  Regnault 
{Ann.  Chim.  Phys.  1845  [s]^  xv.  201)  have 
.shown  that  the  indications  of  this  hygro- 
meter require  a  variety  of  corrections  which 
cannot  be  correctly  estimated.  The  formula 
which  on  the  whole  corresponds  best  with 
observation  is  that  of  Apjohn  :  /  =/-  -^x^-^. 
In  this  formula  /  is  the  pressure  of  steam  at 
the  dew-pointj  /  is  the  pressure  of  steam  at  the  observed  tem- 
perature of  the  air,  d  is  the  difference  in  temperature  of  the  two 


Fig.  150. 
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thermometers,  88  is  a  constant  coefficient  for  the  specific  heats 
of  air  and  steam,  p  is  the  ohserved  height  of  the  barometer,  30  is 
the  mean  height  of  the  barometer  in  English  inches. 

From  an  extensive  series  of  comparisons  made  at  the 
Greenwich  Observatory  between  the  wct-bulb  hygrometer  and 
DanielFs  instrument,  Glaisher  concludes  that  the  dew-point  may 
be  ascertained  by  multiplying  the  difference  between  the  tem- 
perature of  the  dry  and  the  wet-bulb  by  a  number  depending 
upon  the  temperature  of  the  air  at  the  time  of  observation,  and 
subtracting  the  product  from  this  last-mentioned  temperature. 

The  numbers  which  he  gives  are  contained  in  the  following 
Table* :— 


Dry  Bulb.  7 
Temperature  °  F.  J 

Multiplier. 

Dry  Bulb.  \ 
Temperature  °  F.  j 

Multiplier. 

below  24 

8-5 

34  to  35 

2-6 

24  to  25 

7*3 

35  to  40 

25 

25  to  26 

6-4 

40  to  45 

23 

26  to  27 

61 

45  to  50 

2"I 

27  to  28 

50  to  55 

2*0 

28  to  29 

57 

55  to  60 

1-8 

29  to  30 

5"o 

60  to  65 

I -8 

30  to  31 

4-6 

65  to  70 

1*7 

31  to  32 

3-6 

70  to  75 

1*5 

32  to  33 

31 

75  to  80 

15 

33  to  34 

2'8 

80  to  85 

10 

Since  the  pressure  of  aqueous  vapour  diminishes  according  to 
the  terms  of  a  geometric  progression,  whilst  the  temperature  falls 
in  arithmetic  progression,  the  pressure  of  the  vapour  contained 
in  the  atmosphere  at  any  given  time  is  reduced  by  a  fall  of  tem- 
perature more  rapidly  than  in  direct  proportion  to  the  fall ;  it 
therefore  necessarily  happens,  that  if  a  current  of  heated  air, 
saturated  with  aqueous  vapour,  meet  a  current  of  cold  air,  also 
saturated  with  vapour,  the  intermingled  portions  of  air  at  the 
mean  temperature  of  the  two  can  only  retain  a  part  of  the  vapour 
in  the  invisible  condition,  and  the  formation  of  a  cloud  or  mist 
is  the  consequence.  For  example,  suppose  two  equal  volumes  of 
air,  one  at  t6°  C.  and  the  other  at  4°,  each  saturated  with  vapour, 


*  When  the  dew-point  was  calculated  by  Apjohn's  formula  from  the  indi- 
cations of  the  wet-bull)  thermometer,  the  extreme  differences  from  the  true  dew- 
point,  furnished  by  Daniell's  instrument,  were  found  in  two  years  at  Greenwich 
to  be  -2,°'9  between  65°  and  70°,  and  -I- j°-6  between  75°  and  80°;  whilst 
the  extreme  differences  by  Glaisher's  factors  are  —  3°7  between  75°  and  80  , 
and  -1- 5°-6  between  75°  and  80°. — (Daniell's  Meteorology,  W.  100.  See  also 
Noble,  Froceed.  Roy.  Soc.  1855,  vii.  528.) 
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to  be  intermingled — the  temperature  of  the  intermingled  air 
would  be  io°.  Now  the  pressure  of  aqueous  vapour  at  i6°  is 
i3'"'°*53'^'  at  4°  it  is  6-"""o97.  The  mean  of  these  quantities  is 
^.mm.gig^  but  the  actual  pressure  of  vapour  at  io°  is  only  9'"™'i65; 
consequently  an  amount  of  vapour  represented  by  a  pressure  of 
9-'""-8i6-  9-'"'°  i65,  or  o-™"-65i,  will  be  precipitated  in  the  form 
of  a  cloud.  It  was  upon  this  principle  that  Hutton  accounted 
for  the  formation  of  rain,  and  so  far  as  it  goes^  the  theory  is 
satisfactory :  thei'e  are^  however,  other  important  causes  con- 
cerned, but  the  subject  cannot  be  appropriately  discussed  further 
in  this  work. 

(196)  Liquefaction  and  Solidification  of  Gases. — Vapours  were 
formerly  considei'ed  to  be  essentially  different  in  their  nature  from 
gases ;  but  numerous  experiments,  particularly  those  by  Faraday 
{Phil.  Trans.  1823,  160,  189,  and  1845,  155),  and  Andrews  [Phil. 
Trans.  1869,  575),  have  shown  that  the  difference  between  gases  and 
vapours  is  merely  one  of  degree.  Under  Faraday^s  skilful  manipu- 
lation, numerous  gases  have  been  reduced  to  the  liquid  state,  and 
not  a  few  have  even  been  obtained  in  the  form  of  solids.  Some 
few  of  the  gases  have  still  resisted  the  best  devised  attempts  to 
liquefy  them ;  but  it  can  hardly  be  doubted  that  all  gases  may 
be  regarded  as  the  vapours  of  liquids  of  an  extremely  high  degree 
of  volatility ;  the  liquids  resulting  from  the  condensation  of  gases 
boiling  at  temperatures  far  below  the  ordinary  atmospheric  range: 
vapours,  on  the  contrary,  may  be  considered  as  the  gases  of  liquids 
of  comparatively  low  volatility. 

Some  of  the  gases  are  liquefiable  with  much  greater  facility 
than  others ;  for  instance,  a  mere  reduction  of  the  temperature 
to  4°  ( —  20°  C.)  suffices  to  reduce  sulphurous  anhydride  at  the 
ordinary  atmospheric  pressure  to  the  liquid  form.  Many  gases, 
if  generated  in  strong  tubes,  under  the  pressure  of  their  own  par- 
ticles, lose  their  gaseous  state.  In  this  way  carbonic  anhydride, 
cyanogen,  and  several  others,  have  been  liquefied.  But  in  other 
cases,  a  combination  of  the  pressure  obtained  by  means  of  a 
condensing  syringe,  with  the  application  of  a  very  low  tempe- 
rature, has  been  requisite.  A  convenient  form  of  apparatus  for  . 
this  purpose  has  been  devised  by  Andrews,  who  has  succeeded  in 
reducing  the  non-condensible  gases  in  fine  glass  tubes,  by  pressure 
alone,  to  less  than  -^^-^  of  the  volume  which  they  occupy  under 
the  ordinary  conditions  of  the  atmosphere,  and  in  exposing  them, 
still  under  this  pressure,  to  a  cold  of  from  -77°  to  —101°  C. 

Carbonic  anhydride  may  be  manufactured  in  large  quantities,  and  stored  up  in 
the  liquid  ibrm,  in  strong  wrought-iron  vessels.    Tiie  apparatus  used  for  this  pur- 
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poae  was  devised  by  Thilorier.  A  modification  of  it  is  represented  in  fic'  ici  It 
consists  of  two  very  strong  hollow  cylinders  of  wrought-iron,  one  of  which,  x,  is 

employed  as  a  retort  for 
^51-  generating  the  gas;  the 

other,  B,  is  a  receiver, 
in  which  it  is  accumu- 
lated. The  generator, 
A,  is  charged  with  a 
mixture  of  1-25  kilos. 
(2|  lb.)  of  finely  pow- 
dered hydric  scdic  car- 
bonate (the  common 
bicarbonate  of  soda) 
(NaHCOj),  and  3-83 
litres  (6^  lb.)  of  warm 
water:  a  copper  tube, 
c,  containing  o"68  kilo, 
(ijlb.)  of  oil  of  vitriol, 
is  cautiously  introduced, 
and  the  head  of  the  ap- 
paratus, furnished  with 
a  stop- cock  of  peculiar 
construction,  is  screwed 
down  and  rendered  tight  by  a  leaden  wa.sher.  The  generator  is  then  reversed, 
so  as  to  mix  the  materials,  which,  by  their  reaction,  liberate  carbonic  anhydride  ; 
this  gas  accumulates  in  the  upper'  part  of  the  vessel,  where  it  is  liquefied  by  its 
own  pressure ;  a  strong  tube,  e,  is  screwed  on  laterally  to  both  vessels,  a  and  b, 
in  order  to  connect  them  together.  The  receiver,  b,  is  kept  cool  by  being  im- 
mersed in  melting  ice.  As  soon  as  the  stop-cocks  are  opened,  the  liquefied  gas 
distils  over  ;  the  stop-cocks  are  then  closed,  the  vessels  a  and  b  are  separated, 
and  a  fresh  charge  is  introduced  into  the  generator.*  The  same  operations  are 
then  repeated,  until  a  sufiicient  quantity  of  the  liquefied  gas  has  been  obtained. 
Communicating  with  the  stop-cock  of  the  receiver  is  the  tube,  b,  which  passes 
down  nearly  to  the  bottom  of  the  vessel,  and  terminates  in  an  open  end,  so  that 
as  soon  as  the  stop-cock  is  opened,  a  jet  of  the  liquid  anhydride  is,  by  the  pres- 
sure of  its  own  vapour,  forced  up  the  vertical  tube,  b,  and  it  escapes  from  the 
vessel  through  a  fine  nozzle,  e,  which  is  screwed  to  the  stop-cock.  The  issuing 
liquid  immediately  begins  to  evaporate  with  great  rapidity ;  by  this  means  so 
large  a  quantity  of  latent  heat  is  carried  ofi"  in  the  escaping  gas,  that  a  portion 
of  the  liquid  is  converted  into  the  solid  form.  If  the  jet  of  liquid  be  made  to 
play  into  a  cylindrical  box,  D,  furnished  with  lateral  apertures  for  the  free  passage 
of  the  gas,  the  solidified  anhydride  may  be  collected  in  the  form  of  a  flocculent 
deposit,  of  snowy  whiteness,  which  gradually  evaporates  in  the  air,  without  under- 
going previous  liquefaction.  This  may  be  seen  by  placing  a  few  flakes  of  the 
solid  in  a  retort,  the  mouth  of  which  is  immersed  in  water :  the  gas,  as  it  rises 
in  bubbles,  can  thus  be  collected. 

If  means  be  taken  to  cut  off  the  supply  of  heat  from  external 
objects  by  placing  the  solidified  anhydride  in  a  glass  vessel, 


*  By  attaching  a  condensing  syringe  to  the  bottom  of  the  generator,  by  means 
of  which  water  may  be  pumped  into  the  vessel,  Mr.  Addams  displaced  the 
condensed  gas,  and  thus  saved  a  considerable  portion  which  would  otherwise 
have  been  lost. 
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.  covered  externally  with  flannel,  enclosing  this  in  a  second  glass, 
.  and  covering  the  whole  with  a  card,  and  thus  making,  in  fact,  an 
1  extemporaneous  ice-pail,  the  solidified  anhydride  may  be  kept  in 
I  open  air  for  some  hours.    As  will  readily  be  supposed,  the  tem- 
perature of  this  solid  is  extremely  low.    According  to  the  experi- 
ments of  Faraday,  it  is  as  much  as  —  io6°  (  —  77°  C).     It  may, 
notwithstanding,  be  handled  with  impunity,  and  may  be  put  into 
water,  without  causing  the  water  to  freeze.    These  paradoxical 
effects  are,  however,  easily  explained.     The  cold  solid  never 
really  touches  either  the  water  or  the  hand,  because  owing  to 
the  rapidity  with  which  it  evaporates,  it  is  constantly  surrounded 
by  a  badly  conducting  atmosphere  of  its  own  vapour ;  but  if  it 
be  really  brought  into  contact  with  any  solid  or  liquid,  which 
may  be  done  by  moistening  the  solid  anhydride  with  ether,  which 
has  a  strong  adhesion  to  carbonic  anhydride^  its  low  temperature 
is  at  once  manifested,  and  this  low  temperature  is  maintained  by 
its  continual  evaporation,  which  constantly  carries  off  a  large 
quantity  of  heat  in  the  latent  state.     By  placing  some  mercury 
in  a  basin_,  pouring  on  it  a  small  quantity  of  ether,  and  adding 
a  little  solidified  carbonic  anhydride,  the  mercury  will,  in  a  few 
seconds,  be  converted  into  a  malleable  solid,  although  before  the 
metal  wiU  freeze  it  is  necessary  that  the  temperature  be  reduced 
as  low  as  -^37°"9  (—38-8°  C).    If  the  frozen  mercury  be  trans- 
ferred to  a  vessel  containing  a  small  quantity  of  water,  the  metal 
will  be  quickly  thawed,  but  spiculae  of  ice  will  be  formed,  show- 
ing that  the  process  of  liquefaction  in  the  case  of  mercury,  as  in 
all  other  instances,  is  attended  with  a  disappearance  of  heat. 

By  accelerating  the  evaporation  of  the  bath  of  carbonic  anhy- 
dride and  ether,  Faraday  was  enabled  to  command  a  still  greater 
reduction  of  temperature,  and  in  the  vacuum  of  the  air-pump  he 
obtained  by  this  means  a  degree  of  cold  which  he  estimated  at 
—  166°  (  —  110°  C),  In  such  a  cold  bath,  many  of  the  liquefied 
gases  were  frozen,  and  were  obtained  in  the  shape  of  solids,  clear 
and  transparent  as  ice.  Among  the  number  which  assumed  this 
form  was  carbonic  anhydride  itself.  {Phil.  Trans.  1845,  155.) 
Even  without  the  aid  of  pressure,  but  simply  by  employing  a  bath 
of  carbonic  anhydride  and  ether  in  the  air,  the  following  gases — 
viz.,  chlorine,  cyanogen,  ammonia,  sulphuretted  hydrogen,  arseniu- 
retted  hydrogen,  hydriodic  acid,  hydrobromic  acid,  and  carbonic 
anhydride— were  obtained  in  the  liquid  form,  and  were  sealed 
up  in  tubes.  The  tubes  used  were  of  green  bottle-glass,  bent  as 
represented  in  fig.  15a ;  to  these  tubes  brass  caps  and  stop- cocks 
were,  when  necessary,  securely  attached,  by  means  of  a  resinous 
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cement.  The  cold  bath  was  applied  at  the  curvature.  When  pres. 
sure  was  requisite,  it  was  obtained  by  the  employment  of  two  con- 

Fig.  152. 


densing  syringes;  the  first  had  a  piston  of  an  inch  in 
diameter,  the  second  one  of  only  half  an  inch;  these 
syringes  were  connected  by  a  pipe,  so  that  the  first  syringe 
forced  the  gas  through  the  valves  of  the  second ;  and  the 
second  syringe  was  then  used  to  compress  still  more 
highly  the  gas  which  had  already  been  condensed  by  the 
action  of  the  first,  with  a  pressure  varying  from  ten  to 
twenty  atmospheres.* 
Natterer  obtained  a  still  more  intense  degree  of  cold  than 
that  produced  by  carbonic  anhydride  and  ether  in  vacuo,  by  mix- 
ing liquid  nitrous  oxide  with  carbonic  disulphide  and  placing  the 
bath  in  vacuo ;  the  lowest  temperature  which  he  has  recorded  is 
—  220°  (—  140°  C).  Silicic  fluoride,  at  this  point,  became  a  trans- 
parent  solid,  but  liquid  chlorine  and  carbonic  disulphide  preserved 
their  fluidity.     {Liebig's  Ann.  1845,  ^54-) 

(197)  Pr'essure  exerted  by  Condensed  Gases. — In  order  to  esti- 
mate the  pressure  of  the  condensed  gas  in  the  vessel  in  which  it 
was  contained,  Faraday  made  use  of  small  aii*-gauges,  which  he 

enclosed     in  the 
Fig.  153.  tubes  employed  for 

the  condensation 

(fig-  153)-  These 
gauges  consisted  of 
a  somewhat  conical 
capillary    tube  of 

glass,  which  was  divided  into  parts  of  equal  volume  by  introdu- 
cing into  the  tube  a  globule  of  mercury  shown  at  a,  and  causing 
it  to  occupy  each  part  of  the  tube  in  succession :  the  length  of 
the  little  cylinder  into  which  the  mercury  was  reduced  in  each 
portion  of  the  tube  was  marked  upon  the  glass  with  black  varnish. 
The  mercury  was  then  transferred  towards  the  widest  extremity, 


*  The  temperatures  recorded  in  these  experiments  are  in  all  prohahilitj'  some- 
what too  high.  They  were  estimated  by  means  of  a  spirit  thermometer,  divided 
into  degrees  below  32°  F.,  'equal  in  capacity  to  those  between  32°  and  212  ; 
but  the  contraction  of  ak'ohol  is  more  rapid  at  low  than  at  high  temperatures : 
at  the  lowest  temperatures  attained,  the  alcohol  became  somewhat  viscid. 
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3  and  the  tube  was  sealed  at  its  narrow  end.  A  known  quantity  of 
a  air  was  tlius  included,  and,  by  the  compression  which  this  air 
c  experienced  in  the  course  of  the  experiment  (the  volume  being 
inversely  as  the  pressure),  the  pressure  of  the  gas  under  exami- 
1  nation  was  easily  calculated.  It  is  remarkable  that  many  of  these 
(Condensed  liquids  expand  upon  the  application  of  heat  more 
I  rapidly  than  the  gases  themselves.  It  has  been  also  found  that 
IBoyle^s  law  (37),  that  the  volume  of  a  gas  varies  in  the  inverse 
I  ratio  of  the  external  pressure,  is  only  approximately  true  in  the 
(Ordinary  gaseous  state.  The  general  law  connecting  pressure  and 
volume,  according  to  the  recent  experiments  of  Andrews  on  car- 
Ibonic  anhydride,  is  expressed  by  the  equation  v  {i  —  p  v)—c, 
\  where  v  is  the  volume  of  the  gas,  p  the  external  pressure,  and  c 
ta  constant  for  a  given  temperature.  It  follows  that  for  homo- 
llogous  points,  at  which/)  v=p'  v',  in  any  two  given  isothermals, 
tthe  ratio  of  the  external  pressures  is  constant  {Phil.  Trans.  l8y6, 
^444,  447).     See  also  notes,  pages  50  and  293.* 

Although  indications  of  this  departure  from  Boyle^'s  law  have 
Ibeen  observed  at  common  temperatures  with  some  of  the  more 
(condensible  gases,  such  as  sulphurous  anhydride,  sulphuretted 
Ihydrogen,  cyanogen,  and  ammonia,  it  was  most  distinctly  exhi- 
Ibited  in  the  experiments  of  Cagniard  de  La  Tour  {Ann.  Chim. 
\Phys.  1822,  xxi.  127,  178,  and  1823,  xxii.  410).  De  La  Tour 
{partially  filled  some  strong  glass  tubes  with  water,  with  alcohol, 
iwith  ether,  and  with  some  other  liquids,  furnished  them  with 
^gauges,  and  sealed  them  hermetically.  He  then  cautiously  raised 
tthe  temperature.  The  alcohol  (density  o"844),  which  occupied  -f- 
tthe  capacity  of  the  tube,  gradually  expanded  to  double  its  volume, 
land  then  suddenly  disappeared  in  vapour,  at  a  temperature  of 
^497°- 7  (258  7  C.) ;  it  then  had  a  pressure  of  about  119  atmo- 
sspheres.  Ether  became  gaseous  at  392°  (200°  C),  in  a  space  less 
tthan  double  its  original  volume,  having  a  pressure  of  37*5  atmo- 
sspheres  ;  whereas,  if  Boyle^s  law  held  good  in  these  cases,  calcu- 
Uating  from  the  volume  of  vapour  which  a  certain  bulk  of  each 
lliquid  yields  under  the  atmospheric  pressure,  ether  should  have 
eexerted  a  pressure  equal  to  about  1 90  atmospheres,  and  alcohol  of  at 
Heast  300.  Water  was  found  to  become  gaseous  in  a  space  equal 
tto  about  four  times  its  original  volume,  at  a  temperature  of  about 
/773°  (41^°  C.),  (that  of  melting  zinc).    So  great  was  the  solvent 


*  The  experiments  of  Fuirburn  and  Tate  on  the  pressure  of  superheated 
•steam  {Phil.  Trans,  i860,  190)  show  that  this  diminution  of  elasticity  near  the 
ppoint  of  condensation  is  very  appreciable  in  the  case  of  aqueous  vapour, 
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power  of  water  on  glass,  at  this  high  temperature,  that  the  addi- 
tion of  a  little  sodic  carbonate  was  necessary  to  diminish  the 
action  on  the  glass,  which  frequently  gave  way  until  this  expe- 
dient  was  adopted.  As  the  vapours  cooled,  a  point  was  observed 
at  which  a  sort  of  cloud  filled  the  tube,  and,  in  a  few  moments 
after,  the  liquid  suddenly  reappeared. 

It  will  be  seen  from  the  subjoined  Table,  that  even  after  the 
liquid  has  wholly  disappeared,  the  increase  in  the  pressure  of  the 

Cagniard  de  La  Tour's  Experiments. 


Ether. 

Carbonic 

Temperature. 

HiRitlnViirlo 

Volume,  as  liquid 

Volume,  as  liquid 

Volume,  as  liquid 
8  parte, 

as  vaDOIlT  on  nflrfn 

7  parts, 

3^  parts, 
as  vapour  20  parts. 

as  vapour  20  parts. 

°C. 

°p. 

Pressure  in 

PrPBHiiT'o  in 

Pressure  in 

atmospheres. 

atmospheres. 

atmospheres. 

100 

212 

5-6 

4-2 

II2"5 

234'5 

7-9 

5"5 

I25"0 

257 

10-6 

14-0 

7-9 

i37'5 

279-5 

12-9 

17-5 

lo-o 

1 50"o 

302 

18-0 

22-5 

13-0 

162-5 

324"5 

22-2 

28-5 

i6-5 

175-0 

347 

28-3 

35'o 

20*2 

187-5 

369'5 

37-5* 

42-0* 

24'2 

200-0 

392 

48-5 

50-5 

28-8 

212-5 

4i4'5 

597 

58-0 

33'6 

225-0 

437 

68-8 

63-5 

40-2 

237'S 

459'S 

78-0 

66-0 

47-5 

250-0 

482 

86-3 

70-5 

57-2 

262-5 

504' 5 

92-3 

74 

66-5* 

275-0 

527 

104-r 

78 

77-8 

287-5 

549"5 

1 12-7 

81 

89-2 

300-0 

572 

1 19-4 

85 

98-9 

312-5 

594-5 

123-7 

89 

ii4'3 

325-0 

617 

130-9 

94 

129-6 

33i"2 

628-2 

i35'5 

vapour,  as  the  temperature  rises,  is  as  rapid  as  before  it  had  all 
volatilized,  and  indeed  it  continues  to  increase  at  a  rate  far  greater 
than  that  which  would  be  produced,  in  air  by  an  equal  elevation 
of  temperature.  Atmospheric  air,  under  a  i)ressure  of  37-5  atmo- 
spheres at  370°  (188°  C.)  would  at  483°  (250°  C),  have  a  pressure 
of  42*5,  and  at  617°  (325°  C.)  of  48*6  atmospheres,  whereas  the 
corresponding  pressures  with  ether  were  86*3  and  130-9  atmo- 
spheres. In  the  case  of  the  two  experiments  with  ether,  the  in- 
crease in  pressure  is  greatest  at  first  in  the  tube  which  contains 


*  At  this  point  the  liquid  had  entirely  disappeared  as  vapour. 
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!  the  smallest  proportion  of  liquid ;  probably  because  the  influence 
of  cohesive  attraction  is  more  completely  overcome  in  the  tube 
which  admits  of  the  greatest  distance  between  the  particles  of  the 
vapour^  though  at  higher  temperatures  the  pressure  increases  less 
rapidly  in  this  tube  than  in  the  other. 

Space  must  always  be  allowed  for  the  full  expansion  of  the 
liquid,  otherwise  the  strongest  vessels  will  give  way. 

Andrews  has  observed,  that  on  partially  liquefying  carbonic 
anhydride  by  pressure  alone,  in  his  apparatus,  and  gradually 
raising  at  the  same  time  the  temperature  to  88°  (31°  C),  the  sur- 
face of  demarcation  between  the  liquid  and  gas  became  fainter, 
lost  its  curvature,  and  at  last  disappeared.    The  space  was  then 
1  occupied  by  a  homogeneous  fluid,  which  exhibited,  when  the  pres- 
:  sure  was  suddenly  diminished  or  the  temperature  slightly  lowered, 
:a  peculiar  appearance  of  moving  or  flickering  strise  through- 
'  out  its  entire  mass.    At  temperatures  above  31°  C,  no  apparent 
!  liquefaction  of  carbonic  anhydride  or  separation  into  two  distinct 
:  forms  of  matter  could  be  efi"ected,  even  when  a  pressure  of  300  or 
.  400  atmospheres  was  applied,  and,  in  consequence,  Andrews  calls 
•temperature  of  31°  (or  more  accurately  30°*93)  the  critical  point 
for  carbonic  anhydride.     If  a  quantity  of  carbonic  anhydride  at 
the  temperature  of  3i°'i  be  submitted  to  pressure,  its  volume 
I  diminishes  regularly  until  the  pressu.re  reaches  73  atmospheres ; 
:  a  slight  increase  of  pressure  now  causes  a  rapid  diminution  of 
volume,  but  without  any  appearance  of  liquefaction.     If  the 
'  experiment  be  repeated  at  higher  temperatures,  the  pressure  at 
which  this  sudden  contraction  takes  place  will  be  found  to  be 
!  higher  and  higher  until  at  48°' i  the  sudden  contraction  has  dis- 
appeared, and  the  volume  diminishes  regularly  as  in  the  case  of 
;  a  permanent  gas,  though  at  a  more  rapid  rate.     Nitrous  oxide 
.  gave  analogous  results.* 

From  the  foregoing  experiments,  it  is  obvious  that  there  exists 
:  for  every  liquid  a  temperature  at  which  no  amount  of  pressure 
:  is  sufficient  to  retain  it  in  the  liquid  form.  It  is  not  surprising, 
'therefore,  that  mere  pressure,  however  great,  should  fail  to 
;  liquefy  many  of  the  bodies  which  usually  exist  in  the  form  of  gases. 

The  following  Table  embodies  the  results  obtained  by  Faraday 
ion  the  condensation  and  solidification  of  the  gases.  The  solids 
•were  usually  denser  than  the  liquid  portions  from  which  they 
j  separated. 

*  Information  by  letter  from  Dr.  Andrews,  since  published  as  the  Bakerian 
:  Lecture  of  1869.    {Proc.  Eoij.  Sue.  1869,  xviii.  42,  and  Phil.  Trans.  1860 
575  ) 
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Condensation  and  Solidification  of  Gases. 


Names  of  the  Gosea. 


Sulphurous  Anhydride 

Cyanogen   

Hydriodic  Acid  

Ammonia   

Sulphuretted  Hydrogen 

Nitrous  Oxide  

Carbonic  Anhydride 

Euchlorine  

Hydro bromic  Acid 
Silicic  Fluoride  ... 

^Chlorine   

Arseniuretted  Hydrogen 
Phosphuretted  Hydrogen 

Olefiant  Gas   

Boric  Fluoride   

Hydrochloric  Acid  ... 


Melting  Point. 

°c. 

°F, 

-  76-1 

-105 

-  34"4 

-  30 

-  SIT 

-  60 

-  75 

-103 

-  85  5 

-  122 

-  TOfI 

-  150 

—  k6"7 

-  59  4 

-  75 

-  867 

-  124 

-  140 

-  220 

Pressure  in  Atmospbcres. 


at- 17-8°  C, 
at  0°  F. 


072 

2-9 
2-48 
6-0 
i9'o 

22-8 


5-21 
27*2 

15  "O 


at  0°  C. 
at  32°  F. 


2"37 
3 '97 
4 '44 

lO'O 

32-0 

38-5 


8-95 


26*20 


atis°-s  0, 
at  60°  F. 


2-54 

5-86 
6  "90 


13-19 


5*16  at  100° 
4  "00  at  63° 

io"oo  at  83° 
14  '60  at  52° 
33-40  at  35° 


1 1  -54  at  ■ 
40 'oo  at 


•62° 
50° 


The  diagram  on  the  opposite  page  (fig.  154)  shows  the  curves 
indicating  the  increase  of  pressure  with  the  temperature^  from 
Faraday's  tables.  In  this  diagram^  the  vertical  lines  represent 
the  degrees  of  temperature  on  Fahrenheit's  scale ;  the  horizontal 
lines  show  the  pressure  in  atmospheres  exerted  by  the  condensed 
gas.  The  numbers  attached  to  each  curve  correspond  to  the  gases 
in  the  following  order  : — 


1.  Boric  Fluoride. 

2.  Carbonic  Anhydride. 

3.  Hydrochloric  Acid. 

4.  Sulphuretted  Hydrogen. 

5.  Arseniuretted  Hydrogen. 


6.  Hydriodic  Acid. 

7.  Ammonia. 

8.  Cyanogen. 

9.  Sulphurous  Anhydride. 
10.  Nitrous  Oxide. 


II.  Olefiant  Gas. 

Faraday  remarks,  that  as  far  as  his  observations  go,  '  it  would 
appear  that  the  more  volatile  a  body  is,  the  more  rapidly  does  the 
force  of  its  vapour  increase  by  further  addition  of  heat,  commenc- 
ing at  a  given  point  of  pressure ;  for.  all  these,  for  an  increase  of 
pressure  from  two  to  six  atmospheres,  the  following  number  of 
degrees  require  to  be  added  for  the  different  bodies  named : — 
Water,  69°  F.  :  sulphurous  acid,  63° ;  cyanogen,  6^-^ ;  ammonia, 
60°  ;  arseniuretted  hydrogen,  54°  ;  sulphuretted  hydrogen,  56°- 5 ; 
muriatic  acid,  43°;  carbonic  acid,  32'°5i  nitrous  oxide,  30°.' 
(Phil.  Trans.  1845,  176.) 

The  pressures  indicated  by  the  curves  in  fig.  154,  after  all,  are 
probably  only  approximations.  The  experiments  of  Cagniard  de 
La  Tour  show  that  under  these  enormous  pressures  the  volume 
which  the  liquid  bears  to  the  space  in  which  it  is  confined  has  a 
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material  influence  upon  the  pressure  which  its  vapour  exerts 
when  the  results  of  different  experiments  with  the  same  liquid  are 
compared  at  the  same  temperatures,  and  before  the  liquid  has 
wholly  assumed  the  state  of  vapour ;  this  will  be  seen  by  com- 
paring the  two  columns  showing  the  pressure  of  ether  at  tem- 
peratures below  187°  C.  in  two  different  experiments  (page  414). 
It  is  very  probable  that  the  extraordinary  discrepancies  in  the 


X20        100  SO 


40  60 


eestimates  of  the  pressure  of  liquefied  carbonic  anhydride  given 
hby  Faraday,  Thilorier,  and  Addams,  are  due  to  this  cause. 
SSimilar  differences,  to  a  less  extent,  have  been  observed  in  the 
cease  of  sulphurous  anhydride,  and  cyanogen,  and  some  other  gases. 

Faraday  states,  as  the  results  of  his  experiments,  that  am- 
mnonia  and  sulphuretted  hydrogen,  when  solidified,  each  furnished 
la  white  translucent  mass,  like  fused  ammonic  nitrate  :  euchlo- 
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rine  gave  a  transpareut  orange-coloured  crystalline  solid.  The 
other  liquefied  gases  which  were  susceptible  of  solidification  fur- 
nished  colourless  transparent  crystalline  masses  like  ice.  The 
specimens  of  phosphuretted  hydrogen,  nitrous  oxide,  and  olcfiaut 
gas,  upon  which  he  operated,  although  prepared  with  care,  con- 
sisted of  a  mixture  of  two  gases,  one  considerably  more  con- 
densible  than  the  other. 

Six  gases — viz.,  oxygen,  hydrogen,  nitrogen,  nitric  oxide,  car- 
bonic oxide,  and  marsh  gas — have  resisted  all  attempts  to  liquefy 
them.  Faraday  found  that  oxygen  remained  gaseous  under  a 
pressure  of  27  atmospheres,  at  a  temperature  of  —  166°  ( — 110°  C.)  j 
and  a  pressure  of  ^S'^  atmospheres  at  —  140°  (—96°  C.)  was 
equally  ineffectual  in  producing  its  liquefaction.  Nitrogen  and 
nitric  oxide  resisted  a  pressure  of  50  atmospheres  :  with  carbonic 
oxide,  a  pressure  equivalent  to  that  of  40  atmospheres ;  with  coal 
gas,  one  of  33 ;  and  with  hydrogen,  one  of  27  atmospheres,  was 
applied  without  effecting  the  liquefaction  :  in  all  these  experi- 
ments the  temperature  was  maintained  at — 166°  ( — 110°  C). 
Andrews  {Report  Brit.  Assoc.  1861,  2nd  part,  76)  has  succeeded 
in  applying  to  these  gases  still  greater  pressures  than  any  re- 
corded by  Faraday,  without  producing  liquefaction,  although  a 
bath  of  ether  and  carbonic  anhydride  was  employed :  air  was  re- 
duced to  6^  of  its  original  volume,  oxygen  to  -j-^,  hydrogen  to 
5-i-o,  carbonic  oxide  to  -^-l^,  and  nitric  oxide  to  of  its  original 
volume.  Hydrogen  and  carbonic  oxide  departed  less  from  Boyle's 
law  than  oxygen  and  nitric  oxide. 

(198)  Spheroidal  State  produced  by  Heat. — Much  attention 
has  of  late  years  been  excited  by  a  phenomenon  first  described  in 
1756  by  Leidenfrost,  and  which  has  been  made  the  subject  of 
careful  investigation  by  Boutigny  {Ann.  Chim.  Phys.  1843  [sJ' 
350,  and  1844  [3],'i6).  The  following  experiments  will  illus- 
trate its  character.  If  a  good  conductor,  such  as  a  sheet  of 
metal,  be  heated  to  between  150°  and  200°  C,  and  water  be 

allowed  to  fall  upon  its  surface,  the  liquid 
does  not  enter  into  ebullition ;  but  mstead 
of  wetting  the  surface  as  usual,  it  rolls 
about  in  spheroidal  masses  in  the  manner 
shown  in  fig.  155  ;  the  temperature  of  such 
a  spheroid  never  rises  to  the  boiling-point 
of  the  liquid.*    If  the  source  of  heat  be 


*  Colley  [Fogg.  Ann.  187 1,  cxliii.  125-141)  has  found  that  in  the  cMe  of 
water,  the  temperature  of  the  spheroid  may  vary  between  90°-56  and  100  •34> 
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removed;  the  temperature  will  fall,  until  a  point  is  at  length 
reached  when  the  liquid  suddenly  begins  to  boil  vehemently,  and 
is  dispersed  in  all  directions  with  a  loud  hissing  noise. 

This  phenomenon  is  a  complicated  result  of  at  least  four  dis- 
tinct causes.  Of  these  the  most  influential  is  the  repulsive  force 
which  heat  exerts  between  objects  which  are  closely  approximated 
to  each  other.  A  low  manifestation  of  this  action  has  been 
already  noticed  when  speaking  of  the  effect  of  a  rise  of  tempera- 
ture in  producing  a  decrease  of  capillary  attraction  (51).  When 
the  temperature  reaches  a  certain  point,  actual  repulsion  between 
the  particles  ensues.  Besides  this  repulsion  occasioned  by  heat, 
the  other  causes  which  may  be  mentioned  as  tending  to  produce 
the  assumption  of  the  spheroidal  condition  by  the  liquid,  are 
these : — i.  The  temperature  of  the  plate  is  so  high  that  it 
immediately  converts  any  liquid  that  touches  it  into  vapour,  upon 
which  the  spheroid  rests  as  on  a  cushion.  2.  This  vapour  is  a 
bad  conductor  of  heat,  and  prevents  the  rapid  conduction  of  heat 
from  the  metal  to  the  globule.  3.  The  evaporation  from  the 
entire  surface  of  the  liquid  carries  off  the  heat  as  it  arrives,  and 
assists  in  keeping  the  temperature  below  the  point  of  ebullition. 
The  drop  assumes  the  spheroidal  form  as  a  necessary  consequence 
of  the  cohesion  among  the  particles  of  the  liquid,  and  the  simul- 
taneous action  of  gravity  on  the  mass. 

Boutigny  finds  that  even  if  the  liquid  be  boiling,  its  tempera- 
ture sinks  from  3°  to  4°  C.  below  its  boiling-point  at  the  moment 
that  it  falls  on  the  heated  surface,  and  takes  the  spheroidal  form. 

All  liquids  are  capable  of  assuming  this  condition ;  but  the 
temperature, to  which  it  is  necessary  to  heat  the  conducting  sur- 
face varies  with  each  liquid  ;  the  lower  the  boiling-point  of  the 
liquid,  the  lower  also  is  the  required  temperature.  The  exact 
degree  is  dependent  partly  upon  the  conducting  power  of  the  plate, 
and  partly  upon  the  latent  heat  of  the  vapour ;  the  temperature  of 
the  plate  approaches  the  boiling-point  of  the  liquid  more  closely 
as  the  latent  heat  is  less. 

Boutigny  considered  the  temperature  of  each  liquid,  when  in 
the  spheroidal  state,  to  be  as  definite  as  that  of  its  boiling-point. 
Boutan  has,  however,  shown  that  these  temperatures  are  liable  to 
slight  variations.    The  following  table  shows  the  lowest  tempera- 


according  to  the  size  of  the  drop  and  the  temperature  of  the  vessel  containing 
it ;  the  larger  the  spheroid,  (he  higher  the  temperature.  The  distance  between 
the  heated  vessel  and  the  spheroid  when  the  latter  weighed  from  i  to  i'5  grm., 
was  estimated  at  o'i5  to  0-25™™'. 
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ture  of  the  plate  and  the  temperature  of  the  spheroid  for  certain 
liquids,  according  to  Boutigny  : — 


Liquid  employod. 

Temperature  of  Plate. 

Temperature  of  Spheroid. 

0  p 

°c. 

"  F. 

°C. 

Water   

Alcohol   

Ether   

Sulphurous  anhydride 

339'8 
273-2 
141-8 

171 

134 
61 

205-7 
167-9 
936 

I3'I 

'  75'5 
34'2 
-10-5 

Even  in  vacuo  the  spheroidal  state  is  observed  to  occur  when 
the  liquid  is  allowed  to  fall  upon  a  plate  sufficiently  heated.  Solids 
in  liquefying  in  hot  capsules,  pass  into  this  same  state,  as  is  well 
exemplified  by  throwing  a  few  crystals  of  iodine  upon  the  heated 
surface.  Provided  that  the  hot  surface  be  a  sufficiently  good  con- 
ductor of  heat,  the  nature  of  the  material  is  unimportant.  Silver, 
platinum,  copper,  and  iron  may  all  be  successfully  used.  Tomlin- 
son  has  shown  that  even  one  liquid  may  be  thrown  into  the 
spheroidal  form  on  the  surface  of  another,  as  water,  alcohol,  or 
ether,  on  the  surface  of  hot  oil ;  but  this  experiment  requires 
care,  otherwise  the  water  sinks  in  the  oil,  evaporation  from  the 
surface  of  the  drop  is  prevented,  steam  is  generated  with  explo- 
sion, and  the  hot  oil  is  scattered  about  in  all  directions. 

If  the  hot  metal  be  sufficiently  massive,  a  large  body  of  water 
may  be  converted  into  the  spheroidal  state.  Boutigny  has  sug- 
gested that  in  certain  cases  the  explosion  of  steam-boilers  may 
have  been  due  to  this  cause.  It  is  indeed  quite  possible,  although 
such  an  occurrence  must  be  rare,  that  the  water  may  be  all  ex- 
pended in  a  boiler  beneath  which  a  brisk  fire  is  maintained,  so 
that  the  mass  of  metal  may  become  intensely  heated.  On  the 
admission  of  cold  water  under  such  circumstances,  it  would  at 
first  assume  the  spheroidal  state,  and  as  the  boiler  gradually 
cooled  down,  by  the  introduction  of  more  water,  a  sudden  and 
uncontrollable  burst  of  vapour  would  ensue.  The  safety-valve  in 
such  a  case  would  be  inadequate  to  allow  the  needful  escape  for 
the  immense  quantity  of  steam  which  would  be  instantaneously 
generated,  and  an  explosion  would  probably  occur. 

By  tracing  the  effects  above  detailed  to  their  extreme  conse- 
quences, some  singular  and  paradoxical  efl'eets  have  been  produced. 
For  example,  liquid  sulphurous  anhydride  becomes  spheroidal  in 
a  red-hot  capsule  at  a  temperature  of  about  14°  (  —  10°  C),  or  con- 
siderably below  the  freezing-point  of  water.  If  a  little  water  be 
dropped  into  this  spheroid,  the  temperature  of  the  water  is 
instantly  reduced  below  its  freezing-point,  and  a  mass  of  ice  is 
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formed  witliin  the  glowing  crucible.  If  a  bath  of  solid  carbonic 
anhydride  and  ether  be  substituted  for  the  sulphurous  anhydride 
in  the  red-hot  capsule,  mercury  placed  within  it  in  the  bowl  of  a 
,  small  spoon  may  be  frozen  with  equal  certainty.  But  perhaps 
the  most  marvellous  result  is  the  impunity  with  which  the 
moistened  hand  may  be  plunged  for  an  instant  into  molten  lead, 
or  even  into  cast  iron  as  it  issues  from  the  furnace.  In  these 
cases  the  adhering  moisture  is  converted  into  vapour,  which 
forms  an  envelope  to  the  skin  sufficiently  non-conducting  to 
prevent  the  passage  of  any  injurious  quantity  of  heat  during  the 
brief  immersion.  An  ingenious  application  of  this  principle 
has  long  been  employed  in  the  glass-house.  In  first  rudely 
shaping  the  large  masses  of  glass  which  are  to  be  blown  into 
shades,  and  into  cylinders  which  are  afterwards  flattened  into  the 
heavy  sheets  technically  termed  British  plate,  open  hemispherical 
wooden  moulds  are  used  to  give  the  globular  form ;  in  order  to 
prevent  the  wood  from  being  burned,  the  workman  poui-s  a  little 
water  into  the  mould  j  it  protects  the  wood,  but  assumes  the 
spheroidal  form,  and  neither  touches  nor  injuriously  cools  the 
molten  glass. 

§  IV.  Atomic  relations  op  heat  of  combination. 

(199)  The  quantity  of  Heat  developed  by  Chemical  Action  is 
definite. — The  last  subject  to  which  we  shall  here  advert  in  con- 
nexion with  heat,  is  to  the  chemist  perhaps  the  most  directly  in- 
teresting of  any,  on  account  of  its  direct  quantitative  relations  to 
chemical  action.  Experiment  has  proved  that  the  amount  of 
heat  which  each  element  emits  when  entering  into  combination 
is  definite,  and  has  a  specific  relation  to  the  combining  number 
of  each  substance.  When  the  same  substance  is  burned  with  a 
due  supply  of  oxygen,  and  with  suitable  precautions,  a  given 
quantity  of  it  always  emits  the  same  amount  of  heat.  Thus 
I  gramme  of  hydrogen,  when  burned  in  oxygen,  always  emits 
heat  enough  to  inelt  434"85  grammes  of  ice  ;  31  grammes  of  phos- 
phorus, when  burnt  to  phosphoric  anhydride,  yields  heat  sufficient 
to  melt  2248  grammes  of  ice;  and  12  grammes  of  carbon,  when 
converted  into  carbonic  anhydride,  emits  heat  sufficient  to  melt 
■'*23 "5  grammes  of  ice.  It  would  at  first  sight  appear  easy  to 
determine  by  direct  experiment  the  amount  of  heat  which  each 
body  emits  in  the  act  of  combining  with  an  atom  of  oxygen,  and 
to  compare  the  results  thus  obtained  with  a  corresponding  series 
of  experiments  made  by  combining  the  same  elements  with  an 
equivalent  proportion  of  chlorine,  of  bromine^  or  of  other  elements. 
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lu  reality,  however,  it  is  not  so ;  for,  independently  of  the  diffi- 
culties which  the  exact  admeasurement  of  heat  always  involves, 
there  are  others  which  will  be  rendered  evident  by  considerations 
such  as  the  following. 

Scarcely  any  molecular  change  can  take  place  without  either 
evolution  or  absorption  of  heat.  When  a  gas  or  a  vapour  becomes 
liquefied  or  solidified,  the  change  of  state  is  always  attended  by 
the  evolution  of  the  heat  which  it  previously  contained  in  a 
latent  state  (177),  and  the  effect  is  reversed  when  a  solid  passes 
into  the  liquid  or  the  aeriform  condition,  heat  being  then  absorbed 
(174,  178).  Now,  the  instances  iu  which  chemical  combination 
takes  place  without  any  alteration  in  the  physical  condition  of 
bodies  are  rare,  and  the  cases  in  which  the  product  occupies 
exactly  the  same  volume  as  the  bodies  from  which  it  was  formed, 
are  still  more  so.  When  two  gaseous  elements,  like  chlorine  and 
hydrogen,  unite  and  form  a  compound  which  is  not  only  gaseous 
but  which  occupies  the  same  volume  as  the  bodies  did  before  their 
combination,  the  problem  is  presented  in  the  simplest  form  :  the 
heat  observed  in  such  a  case  is  due  solely  to  the  chemical  action ; 
but  when  the  products,  though  gaseous,  occupy  a  smaller  volume 
after  they  have  entered  into  combination, — as  when  2  volumes  of 
carbonic  oxide  unite  with  i  volume  of  oxygen,  and  form  but 
2  volumes  of  carbonic  anhydride, — the  heat  emitted  during  the 
act  of  combination  is  due  partly  to  chemical  action,  and  partly 
also  to  the  condensation  which  the  gases  have  experienced.  When 
the  product  assumes  the  liquid  state,  as  occurs  in  the  formation 
of  water  during  the  combustion  of  hydrogen  in  oxygen,  the 
quantity  of  heat  emitted  owing  to  this  change  of  state  is  still 
more  considerable.  When,  on  the  other  hand,  the  solid  passes 
into  the  aeriform  state,  as  when  carbon  is  converted  into  carbonic 
anhydride,  the  heat  actually  observed  is  less  thau  that  which  the 
combination  ought  really  to  produce :  and  the  eflFect  is  reversed 
when  the  solid  state  is  assumed  by  the  product,  as  when  phos- 
phorus becomes  oxidized  to  phosphoric  anhydride  ;  in  which  case 
the  heat  evolved  exceeds  that  really  due  to  the  act  of  combination. 
But  even  when  no  change  of  state  is  observed,  minor  disturbing 
causes  are  at  work.  Supposing  it  were  possible  to  obtain  a  direct 
combination  of  iodine  with  a  metal,  such  as  iron  or  zinc ;  even 
then,  though  two  solids  united  to  form  a  third  solid,  it  would 
not  necessarily  happen  that  the  whole  of  the  heat  emitted  was 
due  to  the  chemical  action.  If  zincic  iodide,  for  example,  con- 
tracted in  the  act  of  combination,  a  small  portion  of  the  heat 
observed  would  be  due  to  that  evolved  by  the  solid  in  consequence 
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of  its  change  of  volume  ;  whereas^  if  the  iodide  occupied  a  larger 
space  after  combination  than  that  of  the  two  elements  separately, 
the  heat  observed  would  be  less  than  that  resulting  from  the 
chemical  action  :  and  even  if  no  change  of  volume  occurred,  it 
might  happen  that  the  compound  had  a  specific  heat  diflerent 
from  that  of  the  original  elements,  and  in  such  case  a  slight 
elevation  or  depression  of  temperature  might  be  occasioned,  which 
was  not  really  the  chemical  result  of  the  act  of  combination. 

From  the  foregoing  statement  it  is  therefore  clear  that  the 
experimental  numbers,  however  carefully  the  observations  are 
made,  can  very  rarely  yield  the  actual  quantities  of  heat  due  to 
chemical  actions  :  they  are  compound  results  from  which  the  true 
calorific  equivalents  of  the  different  elements  (or  heat  evolved  by 
the  combination  of  chemical  equivalents  of  the  different  elements) 
must  be  deduced  by  other  means. 

(aoo)  Early  Experiments. — The  importance  of  determining 
accurately  the  amount  of  heat  arising  from  chemical  action  was 
first  distinctly  announced  by  Lavoisier,  who  instituted  a  series  of 
experiments  with  the  view  of  finding  the  quantity  of  heat  evolved 
during  the  combustion  of  various  substances:  his  method  consisted 
in  ascertaining  the  quantity  of  ice  that  was  melted,  when  known 
quantities  of  these  bodies  were  burned  in  his  calorimeter.  The 
first  experiments  with  any  claim  to  accuracy,  however,  are  those 
of  Dulong,  which  have  formed  the  foundation  for  all  subsequent 
researches  upon  the  subject.  Im- 
portant additional  investigations 
have  since  been  made,  particularly 
by  Despretz,  and  more  recently  by 
Andrews,  by  Favre  and  Silbermann, 
by  Berthelot,  and  by  Thomsen. 

(20 1 )  Researches  of  Andrews. — 
The  apparatus  employed  by  Andrews 
in  these  experiments  {Phil.  Mag. 
1848  [3],  xxxii.  321,  426)  was  of  a 
simple  kind.  When  the  substances 
to  be  combined  were  in  the  gaseous 
state,  and  the  products  of  combus- 
tion were  also  gaseous,  the  two 
gases  were  mixed  in  the  proper  pro- 
portions, as  in  the  performance  of 
eudiometric  experiments,  and  intro- 
duced into  a  vessel  of  thin  sheet  copper  (a,  fig.  156),  of  a  capacity 
of  about  23  cubic  inches  (380  cubic  centim.).    It  was  closed  by  a 
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screw,  tlie  head  of  which  was  perforated  to  admit  a  cork,  through 
which  a  silver  wire,  b,  passed ;  this  wire  was  counected  by  a  thin 
platinum  wire  within  the  vessel  to  a  second  silver  wire  soldered 
to  the  screw  itself.  The  platinum  wire  could  be  ignited  by  con- 1' 
nesting  it  for  an  instant  with  a  small  voltaic  battery,  and  thus 
the  gaseous  mixture  could  be  detonated  at  the  pleasure  of  the 
operator.  The  copper  vessel  containing  the  mixed  gases  was  then 
introduced  into  a  larger  vessel,  c,  which  was  filled  up  with  a  known 
quantity  of  water  :  the  vessel,  c,  was  suspended  in  a  cylinder,  d, 
provided  with  a  moveable  cover,  and  the  whole  was  enclosed  in 
an  outward  cylindrical  vessel,  c,  arranged  so  as  to  admit  of  its 
being  made  to.  rotate  upon  its  shorter  axis. 

The  apparatus  having  been  mounted,  was  caused  to  rotate,  in 
order  to  bring  every  part  to  a  uniform  temperature  :  after  which 
the  exact  amount  of  this  initial  temperature  was  read  off  by  a 
very  sensitive  thermometer,  capable  of  indicating  differences  of 
temperature  of  5 io-  of  a  degree  Centigrade.  The  thermometer 
was  then  withdrawn,  and  the  gases  exploded  by  igniting  the  fine 
platinum  wire ;  the  outer  vessel  of  water  was  closed  by  a  cork, 
and  the  apparatus  was  caused  to  rotate  for  thirty-five  seconds,  in 
order  to  establish  an  equilibrium  of  temperature  in  all  its  parts. 
The  thermometer  was  again  introduced,  and  the  rise  of  tempera- 
ture was  ascertained.  After  this  observation  the  apparatus  was 
again  made  to  rotate  for  thirty-five  seconds,  and  the  loss  of  heat 
thus  occasioned  was  ascertained.  This  third  rotation  was  neces- 
sary in  order  to  determine  the  cooling  eff'ect  of  the  atmosphere 
upon  the  apparatus,  during  the  time  that  the  experiment  lasted ; 
in  these  cases  it  seldom  amounted  to  more  than  of  the  total 
quantity  of  heat  set  free. 

When  solid  bodies  were  burned  in  oxygen,  the  form  of  the 
apparatus  was  modified ;  the  combustion  was  effected  in  a  copper 
vessel  {a,  fig.  157),  of  about  4  litres,  or  250  cubic  inches  in  capa- 
city, which  was  filled  with  oxygen  :  and  a  known  quantity  of  the 
combustible  was  supported  in  a  small  platinum  dish,  b ;  when  all 
was  ready,  the  vessel  a  having  been  accurately  closed,  the  com- 
bustible was  ignited  by  means  of  a  voltaic  current  sent  through 
a  very  fine  platinum  wire  in  connexion  with  the  insulated  wire/. 
Previously  to  this  ignition,  the  vessel  a  was  immersed  in  a  large 
cylinder  c,  filled  with  a  known  quantity  of  water,  and  the  whole 
was  surrounded  by  an  outer  vessel  of  tin-plate  d,  to  prevent 
radiation.  The  copper  vessel  could  be  agitated  within  the  vessel 
of  water  by  means  of  the  lever  e.  Particular  expedients  were 
required  in  certain  cases  to  ensure  the  ignition  :  for  instance,  in 
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biirning  zinc  filings  and  other  metals  in  oxygen,  a  minute  portion 
of  phosphorus  was  employed  to  kindle  the  metal ;  the  weight  of 
t  this  piece  of  phosphorus  being  known,  the  heat  which  it  emitted 

Fig.  157. 


iwas  calculated,  and  deducted  from  that  observed.  In  some  cases 
t  these  experiments  lasted  fifteen  or  sixteen  minutes,  so  that  the 
(Correction  for  the  cooling  effect  of  the  external  air  acquired  con- 
i  siderable  importance. 

When  chlorine  was  used  instead  of  oxygen,  it  was  not  neces- 
I  sary  to  ignite  the  substance  under  trial :  but  in  order  to  prevent 
;the  spontaneous  ignition  of  the  body,  the  latter  was  enclosed  in 
!  a  thin  glass  bulb,  which  was  broken  by  agitation  of  the  apparatus 
i  at  the  moment  that  everything  was  prepared.    The  chlorine  itself 

■  was  in  most  instances  contained  in  a  glass  vessel,  which  was  filled 

■  with  the  gas  by  displacement ;  an  excess  of  the  body  for  combi- 
1  nation  with  the  chlorine  was  always  employed,  so  as  to  ensure  the 
1  total  absorption  of  the  chlorine.   The  time  allowed  for  absorption 

■  was  in  each  case  six  minutes  and  a  half. 

(202)  Experiments  of  Favre  and  Silbermann. — A  very  extensive 
I  series  of  researches  upon  the  development  of  heat  during  mole- 
I  cular  and  chemical  changes  were  undertaken  by  Favre  and  Silber- 
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Heat  developed  during  Combuslion  in  Oxygen. 


Substance  burned. 


Heat 
units. 

Grammes 
of  water 
raised 
1°  C,  by  I 
gramme 
of  each 
substance. 


Hydrogen    . . . 
>»  •  •  • 

Carbon...  ::: 

» 

Sulphur 

>»  ••• 
»  •  •  • 

Phosphorus . . . 

>5  ... 

Zinc   

»»   

Iron   

Cobalt  .'. 

Nickel  

Tin   

>>   

Antimony  ... 
Copper 

M  •  •  • 

Carbonic  oxide 
» 

Stannous  oxide 
» 

Cuprous  oxide 
»> 

Cyanogen  . . . 
Marsh  gas  ... 

j» 

)» 

defiant  gas 


>> 

Alcohol 


Ether  ... 
Olive  oil 
Oil  of  turpentin  . . . 
Carbonic  disulphide 


Grammes 
of  water 
raised 
1°  C,  by 

combina- 
tion of  I 

gramme  of 
oxygen. 


Calorific 
equivalent. 


*34462 
*338o8 
*34672 
*8o8o 
*7900 
*7(;i4 

*2220 
*2307 

*26oi 
*5747 

#5669 

1305 
1304 

1575 
1656 
1085 

lOII 

1234 
1147 

984 

604 

623 

*2495 

*243I 

*2403 

535 
519 
256 

245 
*5267 
* I 3063 
*13376 
*i3io8 
♦11942 
*ii858 

*I2227 

♦6909 

*685o 
*7i83 
*9027 
*9862 
*io852 
*340i 


4308 
4226 
4334 

3030 
2962 
2968 
2220 
2307 
2601 
4454 
4394 
*53oi 

*5299 
*4i34 
*4348 
*400i 

*3730 
*4552 
*4230 

*3753 
#2394 
*2470 

4367 
4254 
4205 
*448o 
*4349 

*2288 

*2i89 
4280 
3266 

3344 
3277 
3483 
3459 
3566 

33 1 1 
3282 

3442 

3479 

3294 
2692 


Grammes 
of  water 
raised 
1°  C,  for  8 
grammes 
(i  eqt.)  of 
oxygen. 


Com- 
pound 
formed. 


34462 
33808 
34672 
24240 
23700 
23742 
17760 
18456 
20808 

35631 
35148 
42408 

42393 
33072 
34782 
32OTO 
29839 
36417 

33840 
30023 
19152 
19758 
34937 
34034 
33642 
35841 
34792 
18304 

17513 
34236 
26126 

26751 
26216 
27865 
27669 

2^531 
26485 
26258 

27535 
27834 

26355 
31540 


H^O 


CO, 


SO, 


ZnO 

Fe3'04 

?  CoO 
NiO 

SnO, 


Sb„0, 
CuO 


CO2 

n 

SnOj 
CuO 


Observer. 


Favre  &  Silbermann. 

Andrews. 

Dulong. 

Favre  &  Silbermann, 

Andrews. 

Despretz. 

Favre  &  Silbermann 

Andrews. 

Dulong. 

Andrews. 

Abria. 

Andrews, 

Dulong. 

Andrews. 

Dulong. 


Andrews. 
Dulong. 
Andrews. 
Dulong. 
>» 

Andrews. 

Favre  &  Silbermann. 
Dulong. 
Andrews. 
)> 

Dulong. 
j» 

Favre  &  Silbermann, 
Dulong. 
Andi'ews. 
)j 

Favre  &  Silbermann 
Dulong. 
]> 

Andrews. 

Favre  &  Silbermann. 

j»  >> 

Dulong. 
Favre  &  Silbermann. 


I 


*  Experimental  numbers: 
culation. 


the  figures  on  the  same  line  are  obtained  by  cal- 
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Pig.  158. 


203,] 

mann  {Ann.  Chim.  PKijs.  1852  [3],  xxxiv.  357  ;  xxxvi.  5,  and  1853  ; 
vxxvii.  406).  These  experiments  were  conducted  in  many  cases  upon 
a  larger  scale  than  those  of  Andrews,  and  with  a  much  more  elabo- 
rate apparatus.  It  is  satisfactory  to  find,  however,  that  their  experi- 
mental results  generally  agree  pretty  closely  with  those  of  Andrews, 
although  they  differ  from  him  in  some  of  their  deductions.  The 
essential  part  of  Favre  and  Silbermann^s 
apparatus  was  a  vessel  of  brass  gilt,  a, 
lig.  158,  in  which  the  combustions  were 
performed  ;  this  vessel  was  immersed  in  a 
calorimeter,  b,  of  silvered  copper,  which 
contained  about  2  litres  of  water.  The 
calorimeter  was  supported  in  an  outer 
vessel,  c,  lined  with  swan's  down,  and 
this  case  was  itself  surrounded  by  an 
outer  double  envelope,  d,  filled  with 
water.  It  was  found  that  by  these 
means  the  loss  of  heat  from  the  influence 
of  the  external  atmosphere  was  reduced 
:to  a  very  small  and  measurable  amount. 
'When  the  combustions  were  performed 
in  oxygen,  this  gas,  previously  dried, 
was  allowed  to  flow  into  the  combustion- 
chamber  by  the  tube  e,  and  the  gases  produced,  together  with 
the  superfluous  oxygen,  were  forced,  before  their  exit  from  the 
apparatus,  to  traverse  a  spiral  tube  of  thin  copper,  /,  so  that  they 
I  might  be  completely  cooled  down  to  the  temperature  of  the 
water  in  the  calorimeter,  b  ;  ^  ^  is  an  agitator  for  ensuring 
uniformity  of  temperature  iu  the  water  of  the  calorimeter. 

Solid  bodies  were  kindled  by  the  introduction  of  small  pieces 
.  of  burning  charcoal ;  liquids  were  burnt  in  small  lamps  with 
! asbestos  wicks,  and  gases  were  introduced  by  a  jet  previously  set 
ton  fire.  The  apparatus  in  the  figure  shows  the  arrangement  for 
1  burning  carbon;  the  scale  of  the  thermometers  employed  allowed 


i  a  variation  of 


of  1°  C.  to  be  estimated.    In  most  cases  the 


'weight  of  the  substance  burned  was  ascertained  by  collecting  and 
weighing  the  products  of  combustion. 

(203)  Quantities  of  Heat  evolved  during  Combustion. — The 
preceding  Table  is  compiled  chiefly  from  the  results  of  Dulong, 
Andrews,  and  Favre  and  Silbermann.  It  is  founded  upon  the 
direct  results  obtained  by  the  rapid  combustion,  in  oxygen,  of  the 
various  substances  enumerated  in  the  first  column.  The  heat  unit 
adopted  is  the  one  proposed  by  Dulong,  viz.,  the  quantity  of  heat 
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required  to  raise  i  gramme  of  water  i°  C,  or  rather  from  o°  C. 
to  1°  C.  The  second  column  indicates  the  units  of  heat  evolved 
during  the  act  of  combustion ;  or  the  number  of  grammes  of 
water  which  would  be  raised  from  o°  C.  to  i°  by  the  combustion 
of  I  gramme  of  each  substance.  The  third  column  indicates  the 
number  of  grammes  of  water  heated  to  the  same  amount  by  the 
combination  of  i  gramme  of  oxygen  with  each  body  ;  and  the 
fourth  column  (the  calorific  equivalent)  is  obtained  by  multiplying 
the  numbers  in  the  third  column  by  8  (the  equivalent  number  of 
oxygen). 


Quantities  of  Heat  disengaged  by  the  Action  of  Chlorine. 


Elements 
operated  on. 

Grammes 
of  water 
raised  i°  C, 
by  combi- 
nation of  I 
gramme  of 
substance. 

Grammes 
of  water 
raised  i°  C, 
by  combi- 
nation of  I 
gramme  of 
chlorine. 

Grammes  of 
water  raised 

1°  by  combina- 
tion of  I  eqt. 

(35'S  grammes) 
of  chlorine. 

Com- 
pound 

pro- 
duced. 

Observer. 

Hydrogen    . . . 

24006 

676 

24006 

HCl 

Abria. 

Hydrogen  ... 

23783 

670 

23783 

Favre  &  Silbermann. 

Phosphorus ... 

3476? 

*6o7 

21548 

pcij? 

Andrews. 

Potassium  ... 

2679 

*2943 

104476 

KCi 

» 

Zinc   

1559 

♦1427 

50659 

ZnCla 

» 

Iron   

175I 

*92I 

32696 

FeoCle 

>» 

Tin   

1079 

*897 

31843 

SnCl^ 

>> 

Antimony  ... 

*86o 

30530 

SbCIs 

ft 

Arsenic 

1000 

•704 

24992 

ASCI3 

»> 

Copper  

962 

*859 

30495 

CuClg 

Mercury 

? 

*822 

29181 

? 

99 

Quantities  of  Heat  disengaged  by  the  Action  of  Bromine  and  Iodine. 


Elements 
operated  on. 

Grammes 
of  water 
raised  i°  C, 
by  combi- 
nation of  I 
gramme  of 
substance. 

Grammes 
of  water 
raised  i°  C, 
by  combi- 
nation of  I 
gramme  of 
bromine  or 
iodiue. 

Grammes  of 
water  raised 
1°  by  combina- 
tion of  1  eqt. 
of  bromine 
or  iodine. 

Com- 
pound 
pro- 
duced. 

Observer. 

Bromine, 

Zinc   

Iron   

1268 
1277 

*5i5 
*298 

41200 
23840 

Iodine. 

ZnBr^ 
Fe^Br, 

Andrews. 
>» 

Zinc   

Iron   

821 
463 

*2IO 

*68 

\  26670 
1  8636 

1  Znlj 

1  Fe,le 

91 
99 

*  Experimental  numbers, 
f  Transactions  of  the  Royal  Irish  Academy,  1843,  xix.  393. 


In  some  cases  the  quantity  of  the  combustible  was  weighed 
or  measured,  and  in  others  the  quantity  of  oxygen  absorbed  was 
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determined  :  in  the  first  class  of  experiments  the  direct  result  is 
contained  in  the  second  column,  the  numbers  in  the  other  columns 
being  calculated  ;  and  in  the  second  class  the  experimental  num- 
bers are  found  in.  the  third  column.  The  numbers  marked  with 
an  asterisk  are  experimental  ones. 

The  preceding  Tables  contain  the  results  of  a  similar  series  of 
experiments,  in  which  chlorine,  bromine,  and  iodine  were  employed 
instead  of  oxygen. 

From  an  inspection  of  these  Tables  it  may  be  gathered  that 
the  quantity  of  heat  disengaged  by  the  following  bodies,  in  their 
ordinary  physical  state,  during  their  combination  with  an  equal 
quantity  of  oxygen,  is  nearly  the  same  :  viz.,  hydrogen,  carbonic 
oxide,  cyanogen,  iron,  and  tin,  to  which  also  may  be  added  stan- 
nous oxide  and  phosphorus,  though  the  heat  disengaged  by  the 
body  last  named  is  somewhat  higher  than  that  furnished  by  any 
one  of  the  others.  If,  however,  to  these  numbers  the  corrections 
due  to  the  change  in  the  physical  state  of  the  products  could  be 
applied,  the  same  coincidence  would  not  be  observed ;  but  although 
the  trustworthy  numerical  data  required  for  making  these  cor- 
rections do  not  exist,  it  is  quite  obvious  that  when  equivalent 
quantities  of  the  difiFerent  elements  unite  with  equal  quantities  of 
oxygen  without  undergoing  change  in  their  physical  state,  they 
emit  specific,  but  different  amounts  of  heat.  Sulphur,  copper, 
and  cuprous  oxide  disengage  little  more  than  half  the  heat  of 
the  substances  just  mentioned,  and  carbon  is  intermediate  between 
these  two  groups.  Zinc  gives  out  more  heat  than  either,  and 
potassium  more  than  zinc. 

(304)  Influence  of  Dimorphism. — According  to  the  experi- 
ments of  Favre  and  Silbermann,  equal  quantities  of  the  same 
substance,  when  in  diff'erent  allotropic  conditions,  evolve  somewhat 
different  amounts  of  heat  during  combustion;  the  modification 
which  is  least  dense  and  has  the  highest  specific  heat  evolving 
the  largest  quantity  of  heat  when  burned.  The  following  results 
with  carbon,  sulphur,  and  phosphorus,  in  different  states,  may  be 
given  in  illustration  of  this  point : — 

Units  of  Heat.     Specific  Heat. 

Diamond  evolves    7770  o'i4687 

Graphite   7796-6  0-20187 

Wood  Charcoal    8080  0-24150 

Octohedral  Sulphur    2220  o  20259 

Prismatic    2264  0-1844 

Viscous  Sulphur    2258 

Red  Phosphorus    5070  0-1700 

Vitreous  Phosphorus    5953  0-1887 
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Similar  diflerences  were  observed  when  different  forms  of  the 
same  compound  body  were  submitted  to  experiment.  According 
to  these  observers,  heat  was  evolved  during  the  conversion  of 
aragonite  into  calc-spar :  this  is  somewhat  remarkable,  for  the 
density  of  calc-spar  is  less  than  that  of  aragonite,  and  hence, 
from  analogy,  an  absorption  of  heat  was  rather  to  be  looked  for 
in  this  change. 

(205)  Heat  evolved  in  certain  Cases  during  Decomposition. — 
In  the  experiments  of  Dulong  it  appeared  that  when  carbonic 
oxide,  or  hydrogen,  was  burned  in  nitrous  oxide,  a  larger  amount 
of  heat  was  evolved  than  when  the  same  quantities  of  these  gases 
were  burned  in  oxygen :  following  up  this  observation,  Favre  and 
Silbermann  were  led  to  the  remarkable  conclusion,  that  nitrous 
oxide,  in  the  act  of  decomposition,  evolves  a  considerable  amount 
of  heat ;  and  they  estimate  that  not  less  than  1 154  units  of  heat 
are  evolved  in  the  separation  into  its  elements  of  a  quantity  of 
nitrous  oxide  which  contains  i  gramme  of  oxygen.  In  the  de- 
composition of  hydric  peroxide  also,  heat  is  evolved  instead  of 
being  absorbed,  and  they  estimate  the  heat  evolved  during  the 
liberation  of  i  gramme  of  oxygen  from  hydric  peroxide  at  1363 
heat  units. 

Chemists  are  also  familiar  with  other  cases  in  which  decom- 
position is  attended  with  disengagement  of  heat ;  as  when  the 
oxides  of  chlorine,  and  the  so-called  iodide  and  chloride  of 
nitrogen  are  decomposed.  In  these  cases  evolution  of  light  and 
heat  occurs,  although  the  products  of  decomposition  occupy  a 
larger  volume  than  the  compound  which  furnishes  them.  A  still 
more  striking  evolution  of  heat  attends  the  explosive  decomposi- 
tion of  gun-cotton,  although  the  gases  produced  occupy  many 
hundred  times  the  volume  of  the  original  substance.  The  latter 
case  is  particularly  instructive,  for  it  is  obvious  that  the  oxygen 
and  carbon,  although  present  in  the  compound,  are  each  there  in 
a  form  in  which  they  retain  a  large  share  of  heat,  ready  to  be 
evolved  when  more  intimate  chemical  union  occurs ;  and  it  is  by 
no  means  improbable  that  these  apparent  anomalies  may  be  due 
to  the  apparent  decompositions  being  truly  double  decompositions, 
two  new  bodies  being  in  each  case  formed.  For  example,  in 
the  instance  of  hydric  peroxide,  the  decomposition  may  be 
thus  represented,  H20,0-|-H30,0  =  2H20-|-02;  where  the  heat 
evolved  by  the  union  of  the  two  atoms  of  oxygen  may  be 
greater  than  that  absorbed  in  the  decomposition  of  the  hydric 
peroxide. 

(206)  Combustion  of  Compounds. — Generally  speaking,  the 
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heat  given  out  during  the  combustion  of  a  compound  body  is 
less  than  that  emitted  by  the  combustion  separately  of  a  quantity 
of  each  of  its  constituents  equal  in  amount  to  that  present  in  the 
compound  burnt;  but  this  is  not  uniformly  so^  as,  for  instance, 
in  the  case  of  oil  of  turpentin,  and  of  carbonic  disulphide.  Favre 
and  Silbermann  have  examined  the  amount  of  heat  developed 
during  the  combustion  of  many  hydrocarbons  and  compound 
ethers.  From  these  experiments  it  appears  that  polymeric  bodies* 
do  not  emit  equal  amounts  of  heat  during  combustion ;  but  that 
the  denser  the  vapour  which  they  furnish,  the  smaller  is  the 
amount  of  heat  which  they  evolve  in  combining  with  equal 
quantities  of  oxygen.  The  following  Table,  which  indicates  the 
amount  of  heat  given  out  by  hydrocarbons  polymeric  with  olefiant 
gas,  distinctly  shows  this 

Heat  Unite. 


Olefiant  Gas  . 

.      .  I1858 

Amylene  . 

.      .  TI49I 

Paramylene  . 

•      •      I 1303 

Cetene 

^16^32 

•      •       I 1055 

Metamylene  . 

^20-^40 

.      .  10928 

In  homologousf  compounds,  such  as  the  alcohols  and  the 
fatty  acids,  it  was  also  found  that  for  equal  quantities  of  oxygen 
consumed,  the  heat  of  combustion  was  diminished  the  oftener 
that  the  group  of  elements  (CHg)  entered  into  the  formation  of 
the  compound. 

Even  in  metameric  bodies — which  contain  the  same  number 
of  atoms  of  the  same  elements  in  their  molecules,  but  the  atoms 
arranged  in  a  different  order  in  each  compound,  and  which  yield 
vapours  of  the  same  density — the  quantity  of  heat  evolved  during 
combustion  is  not  necessarily  the  same :  from  wbich  it  would 
appear  that  differences  in  the  molecular  arrangement  of  the 
component  elements,  although  the  number  of  the  atoms  may 
remain  unaltered,  may  yet  produce  differences  in  the  amount  of 
heat  evolved  during  oxidation.  For  example,  the  following  meta- 
merides  (all  containing  CgHgOg)  evolve  different  quantities  of  heat : 

Heat  Units. 

Propionic  acid  .  .  .  HjCgHgOg  .  .  .  4670 
Formic  ether  .  .  .  CgHgjCHOg  .  .  .  5279 
Methyl  acetate   .     .     .  0113,0311302    .     .     .  5344 


*  Bodies  which  contain  centesimally  the  same  proportion  of  the  same  elements 
hut  which  each  contain  a  different  number  of  atoms  in  their  molecule. 

t  Bodies  which  have  a  similar  constitution,  but  which  differ  in  composition 
by  a  multiple  of  CHj. 
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(207)  Indirect  Methods  of  Estimating  Calorific  Equivalents.— 
The  difficulties  experienced  in  effecting  the  direct  combustion  of 
the  metals  in  oxygen,  chlorine,  iodine,  and  sulphur,  in  such  a 
manner  as  to  ensure  the  perfect  conversion  of  the  metal  into  a 
given  compound,  unmixed  with  any  other  body  of  higher  or  lower 
degrees  of  oxidation,  &c.,  are  so  considerable,  that  Favre  and 
Silbermann  were  led  to  attempt  the  solution  of  this  problem  by 
indirect  means,  upon  a  principle  previously  suggested  and  applied 
by  Dr.  Woods  {Phil.  Mag.  1851  [4],  ii.  268).  An  examination 
of  one  of  the  methods  employed  in  the  case  of  the  oxides  will 
furnish  an  idea  of  the  general  principle  upon  which  they  pro- 
ceeded. 

Whenever  a  metal  is  acted  upon  by  an  acid,  or  when  one 
metal  is  employed  to  precipitate  another  metal  from  any  of  its 
salts,  as  when  zinc  is  dissolved  in  sulphuric  acid,  or  when  copper 
is  precipitated  by  means  of  zinc  from  a  solution  of  its  sulphate, 
heat  is  evolved.  The  calorific  effects  thus  obtained  are,  however, 
complicated  results  :  for  several  chemical  processes  concur  in  each 
operation,  some  of  these  processes  being  attended  with  the  absorp- 
tion, others  with  the  evolution  of  heat.  The  calorimeter,  of  course, 
only  measures  the  difference  of  these  quantities. 

Now,  if  it  be  assumed  that  the  quantity  of  heat  which  is 
absorbed  when  a  compound  is  separated  into  its  elements  is  the 
same  as  that  evolved  in  the  formation  of  that  compound,  it  be- 
comes possible  to  calculate  the  value  of  the  calorific  action  of  any 
one  particular  chemical  operation  in  the  entire  process,  provided 
that  the  heat  produced  or  absorbed  in  the  other  portions  of  the 
process  be  determined  by  other  experiments.  Suppose,  for  in- 
stance, we  take  the  case  of  the  solution  of  zinc  in  dilute  sulphuric 
acid — the  elevation  of  temperature  observed  will  be  the  resultant 
of  the  following  operations  : — 

In  the  first  place,  heat  is  evolved  by  the  combination  of  an 
equivalent  of  zinc  with  one  of  oxygen :  let  this  amount  of 
heat = a?. 

Secondly,  heat  is  produced  by  the  solution  of  the  zincic  oxide 
in  sulphuric  acid  :  let  this  =  a. 

Thirdly,  heat  is  absorbed  by  the  separation  of  the  oxygen 
and  hydrogen  during  the  decomposition  of  a  quantity  of  water 
equivalent  to  that  of  the  zinc  dissolved:  let  this  =  5. 

If  T  be  the  number  of  heat  units  indicated  by  the  rise  of 
temperature  observed  in  the  calorimeter,  supposing  a  and  b  to 
be  known  from  previous   experiments,  it  is  obvious  that  x  = 
T-a  +  b. 
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Experiment  shows  that  T,  the  heat  evolved  during  the  solu- 
tion of  I  gramme  of  zinc,  is  equal  to  567  "9  heat  units.  The  solu- 
tion in  sulphuric  acid  of  i  gramme  of  zinc  after  its  conversion 
into  oxide,  gave  for  a  a  quantity  equal  to  335*54;  and  b,  the  heat 
absorbed  during  the  decomposition  of  a  quantity  of  water  equiva- 
lent to  a  gramme  of  zinc,  was  found  by  another  experiment  to  be 
equal  to  io6o"37  units,  or 

94.462      the  calorific  equivalent  of  hydrogen 

—  or  ^  r  — ^  =1060*37  ; 

3 -2 -5         the  chemical  equivalent  01  zinc 

consequently,  x,  the  heat  attendant  on  the  oxidation  of  zinc,  is 

thus  obtained : — 

Heat  Units. 

T=  567-90 
• -|-i=  io6o"37 

1628-27 
37=129273 

This  number  agrees  very  closely  with  the  direct  determination 
by  Andrews  and  by  Dulong,  both  of  whom  burned  the  metal  in 
oxygen.  The  experiments  of  Andrews  would  give  the  number 
1305,  and  those  of  Dulong  1304.  But  although  the  results  agree 
very  well  in  the  present  instance,  the  divergences  are  much 
greater  in  the  case  of  iron  and  of  copper. 

The  following  are  the  results  deduced  by  Favre  and  Silber- 
mann,  by  operations  conducted  upon  this  principle ;  the  quan- 
tities of  heat  evolved  being  calculated  for  1  gramme  of  each 
element,  when  combined  with  a  single  equivalent  (0  =  8)  of  the 
bodies  with  which  it  is  united. 


Elements. 


Hydrogen 
Potassium 
Sodium  ... 
Zinc 
Iron 

Copper  ... 

Lead 

Silver 


Oxides. 


34462 


1291 

1352-6 
683-9 
266-1 
566 


Chlorides. 


Bromides. 


23783 

2587-7 
4125-9 

1 547 '5 

i775'5 
922  7 

43°' I 
3222 


9323 
2308 


3i5"4 
237-2 


Iodides. 


-3606 
1977-2 


223-1 
172-7 


sulphides. 


274T 
1170-8 

644*3 
634-0 

285-4 
91-9 


Notwithstanding  the  confidence  with  which  these  numbers 
are  put  forward  by  their  authors,  it  must  be  admitted  that  the 
data  necessary  for  the  calculations  by  which  they  were  obtained 
1  r  r 
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are  as  yet  very  incomplete.  The  latent  heat  of  oxygen  in  the 
gaseous  state  is  unknown,  and  other  important  numbers  are 
wauting :  the  results  given  in  the  foregoing  tal)le  cannot,  there- 
fore, at  present  be  received  -without  great  reserve. 

(208)  Mercurial  Calorimeter  of  Favre  and  Silhermann. — Most 
of  these  experiments  were  performed  by  the  aid  of  a  mercurial 
calorimeter  {Ann.  Chim.  Phys.  1852  [3],  xxxvi.  33).  This  instru- 
ment may  be  regarded  as  a  mercurial  thermometer,  with  a  very 
large  bulb  capable  of  receiving  within  it  the  substances  which 
were  submitted  to  experiment.  It  consists  of  a  large  iron  or  glass 
globe.  A,  fig.  J  59,  of  the  capacity  of  about  a  litre,  provided  with 


Fig.  159. 


three  apertures,  one  at  the  top  and  two  at  the  sides.  Into  one  of 
the  lateral  apertures,  b,  is  fixed  obliquely  a  tube  of  thin  iron  or 
of  platinum,  closed  at  the  bottom  ;  and  into  this  tube,  wliich  is 
called  the  mvjjle,  is  introduced  another  tube,  c,  of  very  thin  glass, 
containing  the  substances  which  are  to  be  submitted  to  experi- 
ment :  this  glass  tube  is  fitted  into  the  metallic  tube  by  means 
of  a  cork,  d;  a  small  quantity  of  mei'cury  is  placed  within  the 
muffle,  the  object  of  this  expedient  being  to  transmit  the  heat 
rapidly  from  the  glass  tube  to  the  body  of  the  calorimeter.  The 
second  lateral  aperture,  e,  terminates  in  a  neck  which  is  curved 
vertically  upwards,  and  into  which  is  cemented  the  bent  extremity 
of  a  horizontal  capillary  tube,  /,  of  uniform  bore,  open  at  both 
ends,  and  of  about  500  millimetres  in  length  :  by  means  of  this 
tube  the  clianges  in  volume  of  the  mercury  can  be  measured  upon 
the  scale,  g,  g.  Through  the  upper  aperture  of  the  globe  passes 
a  steel  piston,  h,  moved  by  a  screw,  by  which  means  the  column 
of  mercury  in  the  capillary  tube  can  be  reduced  at  pleasure  to 
the  zero  of  the  scale.  The  globe  is  itself  enclosed  in  a  wooden 
case,  k,  lined  with  swan's  down  in  order  to  diminish  the  disturb- 
ing effects  of  external  changes  of  temperature. 

The  value  of  the  amount  of  expansion  indicated  was  at  once 
transformed  into  units  of  heat,  by  ascertaining  the  amount  of  ex- 
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pausion  produced  by  the  cooling  of  a  given  quantity  of  water 
from  the  boiling-point  to  a  measured  degree  of  temperature  : '  by 
multiplying  the  number  of  grammes  of  water  by  the  number  of 
degrees  Centigrade  which  it  had  lost  in  cooling,  the  number  of 
units  of  heat  was  ascertained ;  since  by  our  definition,  a  iinit  of 
heat  is  the  quantity  of  heat  required  to  raise  i  gramme  of  water 
i"C.  The  number  of  millimetres  by  which  the  mercurial  column 
had  advanced  in  the  capillary  tube  during  the  operation  was 
next  accurately  measured  ;  and  by  dividing  this  measured  column 
by  the  number  of  heat  units,  the  instrument  was  graduated  so  as 
to  .  enable  the  observer  to  record  at  once  the  number  of  units  of 
heat  disengaged  or  absorbed  during  any  chemical  change. 

This  apparatus  is  excellent  in  principle,  but  it  is  open  to  cer- 
tain objections  in  the  mode  of  its  construction  : — the  sides  of  the 
glass  vessel  are  necessarily  thick,  to  enable  it  to  sustain  the  large 
weight  of  mercury  with  which  it  is  filled;  the  glass,  therefore, 
cannot  rapidly  and  certainly  adjust  itself  to  the  temperature  of  the 
hot  mercury  with  which  it  is  in  contact.  Moreover,  the  tubes  are 
cemented  into  the  three  openings  with  mastic  or  marine  glue. 
The  apparatus  to  work  well,  should  have  been  filled  like  a  baro- 
meter or  thermometer,  since  the  presence  of  even  a  small  bubble 
of  air  would  mateiially  affect  the  accuracy  of  the  results.  It  is 
true  that  it  is  stated  that  the  globe  was  filled  with  mercury  in 
vacuo,  but  with  cemented  joints  this  precaution  would  soon  be 
rendered  useless.  It  is  therefore  necessary,  in  estimating  the 
amount  of  confidence  due  to  the  results  obtained  by  its  use,  to 
bear  iu  mind  these  possible  sources  of  inaccuracy.  This  is  the 
more  necessary,  since  it  is  principally  in  the  numbers  obtained  by 
the  use  of  this  apparatus  that  the  results  of  Favre  and  Silbermann 
difi'er  from  those  of  Andrews.  At  the  same  time  it  is  to  be 
remarked,  that  the  results  published  by  the  French  observers 
appear  to  be  very  consistent  with  each  other. 

(208  a)  Bunsen's  Calorimeter. — Bunsen  has  devised  a  very 
ingenious  form  of  calorimeter,  in  which  heat  is  measured  by  the 
amount  of  contraction  which  takes  place  during  the  liquefaction 
of  ice  iPogg.  Ann.  1870,  cxli.  i).  A  cylindrical  bulb  of  glass  is 
blown,  and  in  its  axis  a  test  tube,  open  at  the  top,  is  sealed.  To 
the  bottom  of  the  cylinder  a  U  tube  is  fused,  and  this  latter 
communicates,  by  means  of  a  co;k,  with  a  long  horizontal  capil- 
lary tube,  graduated  in  millimetres.  The  lower  part  of  the 
cylinder  and  the  U  tube  contains  boiled  mercury,  and  the  upper 
part  of  the  cylinder  is  filled  with  water  free  from  dissolved  air. 
The  whole  apparatus  except  the  capillary  tube  is  surrounded  with 

F  F  2 
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snow  or  powdered  ice,  and  a  current  of  alcohol  cooled  in  a  freez- 
ing- niixture  is  made  to  pass  rapidly  through  the  test  tube  (by 
fitting  a  cork  with  two  tubes  to  the  mouth  of  the  tube)  ;  this 
causes  a  solidification  of  some  of  the  water  surrounding  the  test 
tube,  and  the  cooling  is  continued  until  a  considerable  quantity 
of  ice  is  formed.  During  the  formation  of  the  ice  the  increase  of 
volume  causes  a  depression  of  the  mercury  in  the  cylinder,  and  a 
corresponding  movement  of  the  mercury  along  the  graduated  tube. 
When  the  apparatus  is  to  be  used  the  alcohol  is  removed  from 
the  test  tube,  a  plug  of  cotton  wool  attached  to  a  platinum  wire 
is  passed  to  the  bottom,  and  a  small  quantity  of  water  introduced; 
the  cylinder  being  kept  in  snow  or  powdered  ice.  When  the 
column  of  mercury  in  the  capillary  tube  has  become  stationary 
its  position  is  noticed,  and  the  body  in  which  it  is  required  to 
determine  the  amount  of  heat  is  dropped  into  the  test  tube  on  to 
the  cotton  wool,  which  thus  prevents  the  fracture  of  the  tube, 
and  enables  the  operator  to  remove  the  substance  more  readily. 
'J'he  tube  is  then  closed  with  a  cork. 

As  the  apparatus  is  not  raised  in  temperature  by  the  opera- 
tion, there  is  no  fear  of  loss  of  heat  by  radiation  ;  hence  one  great 
source  of  the  error  in  ordinary  calorimeters  is  removed.  The 
apparatiis  is  also  more  delicate  than  any  other  hitherto  described, 
as  will  be  seen  by  the  following  experiment : — 0*4  grm.  of  brass 
heated  to  37°  and  plunged  into  20  grammes  of  water  at  o'  C, 
raised  the  temperature,  as  indicated  by  a  thermometer,  o'oj"  C. : 
but  when  placed  in  the  calorimeter  the  mercury  in  the  graduated 
tube  was  drawn  back  to  the  extent  of  20™™'.  This  apparatus 
promises  to  be  of  great  service  in  the  determination  of  specific 
heats  and  for  many  other  purposes. 

(209)  On  the  Heat  evolved  during  Metallic  Precipitatiom. — 
On  the  other  hand,  it  must  be  stated  that  the  varied  and  careful 
experiments  of  Andrews  {Phil.  Trans.  1848,  91)  upon  the  heat 
evolved  during  the  precipitation  of  several  metals  from  their  salts 
by  the  action  of  other  metals,  furnished  numerical  results  differing 
from  those  calculated  by  Favre  and  Silbermann.  In  the  experi- 
ments of  Andrews,  the  corrections  required  are  not  in  all  cases 
completely  under  exact  experimental  control;  in  the  displace- 
ment of  copper  by  lead  the  correction  amounts  to  one-eighth  of 
the  whole  increment  of  heat,  but  in  other  instances  the  correction 
is  trifling,  not  exceeding  one-fiftieth  of  the  amount  of  heat  evolved ; 
the  numbers  obtained  are  mutually  consistent.  An  additional  test 
of  the  accuracy  of  this  method  is  aft'orded  by  the  data  furnished 
in  two  different  series  of  experiments  upon  the  amount  of  heat 
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obtained  during  the  precipitation  of  copper  by  zinc — the  corre- 
sponding numbers  in  both  sets  of  experiments  agreeing  very  closely 
with  each  other.  In  the  first  set  of  experiments  metallic  copper 
was  precipitated  from  a  strong  solution  of  its  sulphate  by  means 
of  zinc,  in  a  small  glass  vessel,  and  the  heat  estimated  by  the  rise 
of  temperature  experienced  by  the  water  of  a  calorimeter  in  which 
the  glass  vessel  was  contained :  in  the  second  series,  a  dilute 
solution  of  sulphate  of  copper  was  employed,  and  the  heat  was 
measured  by  the  rise  in  temperature  experienced  by  the  liquid 
itself  The  mean  of  4  experiments  by  the  first  plan  gave  864  as 
the  number  of  units  of  heat  evolved  by  the  precipitation  of  each 
gramme  of  copper  from  its  sulphate  ;  whilst  the  mean  of  5  experi- 
ments upon  the  latter  method  was  868. 


Table  of  Heat  evolved  during  Metallic  Precipitations. 


Class  of  Salts  used,  and  Metals  era- 
plojed  for  precipitatiug  them. 

Name  of 
precipitated 
metal. 

Units  of  heat 
evolved  by  precipi- 
tated metal. 

Name  of 
precipitating 
metal. 

Units  of 
heat  for  i 
gramme 
oC  preci- 
pitating 
metal. 

For  I 
gramme 

For  I 
equivalent 
0=8. 

Salts  of  Copper  by  Zinc 
Salts  of  Copper  by  Iron 
Salts  of  Copper  by  Lead  ... 
Salts  of  Silver  by  Zinc 
Salts  of  Silver  by  Copper  ... 

Salts  of  Lead  by  Zinc  

Salts  of  Mercury  by  Zinc  . . . 
Salts  ol'  Platinum  by  Zinc  ... 

Copper 

Copper 

Copper 

Silver 

Silver 

Lead 

Mercury 

Platinum 

868 

592 
268 
426 
161 
182 

333 
899 

27.559 
18796 

8509 

46007 

17388 

18837 

33300 

88552 

Zinc 

Iron 

Lead 

Zinc 

Copper 

Zinc 

Zinc 

Zinc 

847 
671 
82 
1416 

549 
580 
1025 
2724 

The  foregoing  are  the  numbers  given  by  Andrews,  but  he 
has  purposely  abstained  from  any  attempt  to  deduce  from  them 
the  amount  of  heat  developed  during  the  indirect  oxidation  of  the 
metal  which  acts  as  the  precipitant. 

In  these  experiments  a  known  quantity  of  finely-divided  zinc, 
iron,  lead,  or  copper,  as  the  case  might  require,  was  mixed  with  a 
solution  of  the  salt  to  be  decomposed ;  taking  care  that  the  metal 
employed  was  always  more  than  sufficient  completely  to  decom- 
pose the  salt  in  solution  :  the  rise  in  temperature  which  occurred 
was  noted  with  the  usual  precautions. 

Andrews  states,  as  the  result  of  a  large  number  of  experiments, 
that  the  quantity  of  heat  developed  during  the  mutual  action  of 
the  same  pair  of  metals  is  the  same,  when  an  equivalent  of  one 
metal.  A,  displaces  another  metal,  B,  from  any  of  its  salts,  what- 
ever may  be  the  acid  of  the  salt  employed,  provided  that  B  is  in 
the  same  state  of  oxidation  in  each  of  the  compounds  submitted 
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to  experiment.    But  if  a  different  metal  he  employed  to  effect  5 
the  precipitation,  the  amount  of  heat  evolved  is  different.    For  c 
instance,  whether  chloride,  or  sulphate,  or  acetate,  or  formiate  of  i| 
copper  be  precipitated  hy  zinc,  the  quantity  of  heat  developed  in  li 
each  case  for  every  equivalent  of  copper  is  sensibly  the  same,  viz., 
^7559-    ^^^^  if  ii'on  be  substituted  for  zinc  in  the  precipitation  jii 
of  the  copper,  the  amount  of  heat  is  different,  viz.,  18796;  |1 
though  iron  evolves  the  same  amount  of  heat,  whether  the  in 
sulphate  or  the  chloride  of  copper  be  employed.    The  principle,  13 
that  the  quantity  of  heat  developed  during  the  mutual  action  of  | 
the  same  pair  of  metals  is  always  the  same,  whatever  be  the  1 
nature  of  the  acid  contained  in  the  salts  employed,  has  since  c 
been  assumed  by  Favre  and  Silbermann  in  their  calculations,  s 
If   the    metals  be  arranged  in  a  list,  beginning   with   those  li 
which  develope  the  largest  amount  of  heat  when  used  as  precipi-  i 
tants,  the  order  in  which    they  will   stand  is  the  following —  ■ 
zinc,  iron,  lead,  copper,  mercury,  silver,  and  platinum.    Now,  it  ; 
will  be  remarked  that  this  is  exactly  in  the  electro-chemical 
order  (261),  zinc  being  the  most  electro-positive,  and  platinum 
the  most  electro- negative.    Another  interesting  point  of  con- 
nexion between  the  thermal  and  the  electrical  phenomena  exhi- 
bited by  the  metals  is  to  be  observed  in  the  fact,  that  the  nature 
of  the  acid  contained  in  the  salt  which  is  undergoing  decomposi- 
tion does  not  influence  either  its  thermal  equivalent,  or  the 
electro-motive  force  (260)  which  it  exerts  when  employed  in  the 
production  of  voltaic  action. 

The  following  remarkable  conclusion  was  deduced  by  Andrews 
from  these  experiments  : — If  three  metals.  A,  B,  and  C,  be  so 
related  that  A  is  capable  of  displacing  B  and  C  from  their  com- 
binations, and  B  be  also  capable  of  displacing  C,  the  heat  developed  I 
by  the  substitution  of  A  for  C  will  be  exactly  equal  to  that  ; 
developed  in  the  substitution  of  A  for  B,  together  with  that  deve»  ■ 
loped  in  the  substitution  of  B  for  C.: — 

Heat  Units. 

Thus  I  equivalent  of  lead  displaced  by  zinc  =  18837 
I  equivalent  of  copper  by  lead     .    .  =  8509 

1  equivalent  of  copper  by  zinc     .    .  =  2734^ 

The  experimental  number  for  copper  by  zinc  being  27559 
An  analogous  phenomenon  is  observed  in  the  electrical  rela- 
tions of  the  metals  (260)  :  when  three  metals  such  as  platinum, 
zinc,  and  potassium  are  arranged  two  and  two  in  their  electrical 

I 
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order^  the  electro-motive  force  generated  between  the  two  ex- 
tremes, platinum  and  potassium^  is  equal  to  the  sum  of  the 
electro-motive  forces  of  the  pairs  platinum  and  ziuc,  and  zinc 
aud  potassium. 

(210)  Calorific  Equivalents  of  the  Elements. — The  results 
obtained  by  the  direct  action  of  oxygen,  chlorine,  iodine,  and  bro- 
mine upon  various  elementary  bodies,  are  summed  up  in  the  fol- 
lowing Table,  in  which  the  numbers  given  indicate  the  quantity 


Calorific  Equivalents  of  various  Elements  (0  =  8). 


Elements. 

Observers. 

Oxygen. 

Chlorine, 

Bromine. 

Iodine. 

Sulphur. 

Hjdrogea 

F.S. 

34462 

23783 

*9322 

* — 3606 

♦2741 

Carbon   

if 

24240 

Sulphur   

Si 

17760 

Phosphorus   . . . 

A. 

36072 

Potassium 

A. 

104476 

Ditto   

F.S. 

*ioo96o 

*96i88 

♦77268 

#45638 

Sodium  

94847 

Zinc 

A. 

)  42408 

50659 

41200 

26670 

Ditto   

F.S. 

)  *4245i 

♦50296 

♦20940 

Iron   

A. 

(  33072 

32696 

23840 

8636 

Ditto   

F.S. 

1*37828 

♦4965 I 

*i7753 

Tin   

A. 

33840 

3i«43 

Arsenic  

St 

24992 

Antimony 

Dulong. 

30023 

A.  30530 

Copper   

99 

I  191.52 

30495 

Ditto   

F.S. 

f  *2i885 

*29524 

*9i33 

Lead   

99 

*27675 

*4473o 

*32802 

♦23208 

*9556 

Silver   

39 

*6ii3 

*348oo 

*256i8 

*i865i 

*5524 

of  heat  evolved  by  the  union  of  equivalent  quantities  of  oxygen, 
chlorine,  iodine,  and  bromine,  with  each  element,  taking  as  the 
standard  of  comparison  the  number  of  grammes  of  water  at  0°  C, 
which  would  be  raised  to  1°  C.  by  the  combustion  of  i  gramme  of 
r  hydrogen  in  oxygen.  In  this  case  the  numbers  for  the  diflPerent 
elements  are  all  calculated  from  their  equivalent  numbers,  not 
from  the  atomic  weights.  The  quantities  of  heat  thus  given  out 
are  termed  by  Favre  and  Silbermann  the  calorific  equivalents  of 
the  different  elements. 

The  numbers  to  which  an  A.  is  prefixed  are  those  of  Andrews  : 
F.  S.  indicate  those  of  Favre  and  Silbermann :  when  an  asterisk 
is  prefixed  to  any  number,  the  result  has  been  calculated  by  indirect 
methods,  upon  the  principle  already  explained  (207). 

From  an  examination  of  the  foregoing  Table  of  calorific  equi- 
valents, it  will  be  obvious  that  the  quantity  of  heat  evolved  in  the 
act  of  combination  is  greatest  in  those  cases  in  which  the  chemical 
attraction  between  the  two  elements  is  the  strongest,  and  where 
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the  compound  possesses  the  greatest  stability.  No  definite  quan- 
titative expression  of  the  law  which  regulates  the  evolution  of  heat 
during  combination,  can,  however,  be  deduced  from  these  numbers, 
owing  to  the  variety  of  disturbing  causes  when  bodies  are  com- 
pared in  the  solid  state. 

(211)  On  the  Heat  developed  during  the  Reaction  of  Acids 
upon  Bases. — A  careful  and  extensive  series  of  experiments  upon 
the  heat  developed  during  the  saturation  of  dilute  solutions  of 
different  acids,  by  each  of  the  more  important  bases  with  which 
they  form  soluble  compounds,  was  published  by  Andrews  in  1841 
[Trans.  Roy.  Irish  Acad.,  xix.  228).  In  these  experiments 
a  slight  excess  of  acid  was  pui'posely  employed ;  the  bases, 
■where  it  was  possible,  being  in  a  state  of  solution.  When  the 
bases  are  in  the  insoluble  form,  the  heat  observed  is  of  course 
lower  than  that  due  to  the  chemical  action ;  a  portion  being 
absorbed  in  the  passage  of  the  base  from  the  solid  to  the  liquid 
condition ;  but  although  the  quantity  of  heat  so  absorbed  is  un- 
known, this  amount  is  constant  for  the  same  base,  and  therefore 
the  observed  results  obtained  for  the  combination  of  equal  quan- 
tities of  this  base  with  different  acids  ai'e  mutually  comparable. 


Heat  Units  evolved  by  the  Action  of  i  Equivalent 


ANDREWS. 


Acids. 


Sulphuric  ... 
Sulphurous 

Nitric  

Phosphoric 

Arsenic  

Hydrochloric 
Hydrobromic 
Hydriodic  ... 

Chromic  

Oxalic  

Acetic   

Formic   

Tartaric  

Citric   

Succinic  


Potash. 


16700 
16300 
1 4800 
14700 
14700 
14900 

15000 
14400 
15100 
13800 
14200 

13500 
13600 
13600 


Soda. 


16600 

14500 
[4300 
144OO 
14700 

14700 

15000 
14000 

13400 
13200 
13200 


Baryta, 


15300 
15200 


IS.SOO 
14300 


Ammo- 
nia. 


14700 

12700 

12600 
12900 

12400 

[3100 
12300 

1 1700 
II400 
1 1400 


Mag- 
nesia. 


18400 
17600 

17600 


Lime. 


15800 


x.s6oo 


15500 


Zinoio 
Oxide. 


12000 
10600 

10800 
10200 


Plumbic 
O.'cide. 


9300 


8400 


Argentic 
Oxide 


7200 


FAY 


Potash.  S 


16083 '  I; 


15510 
17766 

15656 
155 10 
15698 

14156 
13973 

1.3425 
13658 


*  In  the  Table,  showing  the  heat  units  evolved  in  the  action  of  the  acids 
on  bases,  the  results  obtained  by  Dr.  Andrews  from  a  later  series  of  ex- 
periments, which  were  communicated  in  1870  to  the  Royal  Society  of  Edin- 
burgh, are  substituted  for  those  given  formerly  in  this  work.  The  new  re- 
sults comprise  the  heat  evolved  in  the  action  of  potash,  soda,  and  ammonia 
on  sulphuric,  nitric,  hydrochloric,  oxalic,  acetic,  and  tartaric  acids.     In  the 


It 


I- 

15 

'\ 
13^ 

12] 

13 
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A  resume  of  this  subject  is  given  by  the  same  author  in  a  Re- 
port on  the  Heat  of  Combination/-'  published  in  tlie  Report  of  the 
British  A.tsociatwu  for  ]  849,  69.  From  these  e.xperiments  it 
appears  : — 

1.  "  That  an  equivalent  of  the  same  base^  combined  with  dif- 
ferent acids,  produces  nearly  the  same  quantity  of  heat. 

2.  "  An  equivalent  of  the  same  acid,  combined  with  diflPerent 
bases,  produces  different  amounts  of  heat. 

3.  "  When  a  neutral  salt  is  converted  into  an  acid  salt  by 
combining  with  one  or  more  equivalents  of  an  acid,  no  disengage- 
ment of  heat  occurs. 

4.  "  When  a  double  salt  is  formed  by  the  union  of  two  neutral 
salts,  no  disengagement  of  heat  occurs. 

5.  "  When  a  neutral  salt  is  converted  into  a  basic  salt,  the 
combination  is  accompanied  by  the  disengagement  of  heat. 

6.  "  When  one  and  the  same  base  displaces  another  from 
any  of  its  neutral  combinations,  the  heat  evolved  or  absorbed 
is  always  [nearly]  the  same,  whatever  the  acid  element  may 
be.^'* 

The  results  of  Favre  and  Silbermann  lead  to  conclusions  sub- 


he  Undermentioned  Bases  on  i  Equivalent  of  certain  Acids. 


AND  SILBERMANN. 


tjtn. 

Ammo- 
nia. 

Mag- 
nesia. 

Lime. 

Zineiu 
Oxide. 

Man- 
ganous 
Oxide. 

Nicljel- 

ous 
Oxide. 

Cobalt- 
ous 
Oxide. 

Ferrous 
Oxide. 

Cadmie 
Oxide. 

Cupric 
Oxide. 

Plumbic 
Oxide. 

Arg-entie 
Oxide. 

1 4690 

14440 

10455 

12075 

II932 

1 1 780 

10872 

10240 

7720 

360 

13676 

12840 

16943 

■  8323 

10850 

10450 

9956 

9648 

8116 

6400 

9240 

6206 

13536 

13220 

8307 

"235 

10412 

10374 

9828 

8109 

6416 

12649 

12270 
... 

7720 

9982 

9245 
... 

9272 

8590 

7546 

5264 

other  cases,  the  numhers  have  heen  calculated  from  his  earlier  experiments, 
which  were  communicated  in  1841  to  the  Eoyal  Irish  Academy,  no  correction 
has  been  made,  as  was  attempted  in  former  editions,  for  the  specific  heat  of  the 
solutions  employed,  as  the  data  for  making  these  corrections  are  very  imperfect, 
and  they  have  not  been  made  by  Dr.  Andrews  himself  in  either  of  his  original 
papers. 
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stantially  similar,  though  the  absolute  quantities  of  heat  which  they  \ 
obtained,  in  many  cases  differ  considerably  from  those  published  c 
by  Andrews.  The  table  which  is  given  at  the  bottom  of  the  i 
two  preceding  pages  indicates  the  amount  of  heat  obtained  by  both  ] 
observers  by  acting  on  i  equivalent  of  each  of  the  different  ,j 
bases  with  each  acid,  the  acid  being  always  very  slightly  in  i 
excess. 

In  the  present  stage  of  our  knowledge  upon  this  subject,  it  j 
appears  safest  to  state,  that  the  quantity  of  heat  emitted  during 
the  act  of  combination  of  equivalent  quantities  of  different  acids  u 
with  a  given  base,  although  nearly  the  same,  is  not  rigidly  so. 
They  might  probably  be  arranged  in  isothermic  groups,  as  follows, 
— those  which  stand  first  evolving  most  heat : — 

With  I  Eqt  of  Potash. 

1.  Sulphuric  and  sulphurous  acids     .     .    .    16700 — 16300 

2.  Oxalic,  nitric,  phosphoric,  arsenic,  hydro-) 

chloric,  hydriodic   |  15 100  14700 

3.  Chromic,  formic,  acetic  1440c — 13800 

4.  Tartaric,  citric,  succinic  13600 — 13500 

The  bases  also  differ  in  the  amounts  of  heat  which  they  evolve 
in  acting  on  the  same  acid ;  but  as  only  a  very  few  of  the 
bases  are  soluble  in  water,  their  thermic  powers  cannot  be  com- 
pared in  so  simple  a  manner  as  those  of  the  acids.  Potash,  soda, 
and  baryta  seem  to  be  nearly  isothermic,  whilst  ammonia  is 
decidedly  inferior  to  these  bases.  Lime,  magnesia,  and  the  other 
insoluble  oxides  cannot  be  satisfactorily  compared  with  each  other, 
until  the  amount  of  heat  which  is  absorbed  during  their  passage 
into  the  liquid  form  is  known. 

(212)  Estimate  of  Heat  absorbed  during  Solution  of  Salts. — 
During  the  solution  of  saline  bodies  in  water,  heat  is  generally 
absorbed ;  but  in  a  few  instances  where  anhydrous  salts  are  dis- 
solved, as  in  the  case  of  the  chlorides  of  zinc,  iron,  and  copper, 
an  evolution  of  heat  occurs,  owing  to  the  preliminary  formation 
of  a  solid  hydrate.  The  following  are  experimental  data  furnished 
by  Favre  and  Silbermann  upon  this  point  (Ann.  Chim.  Phys. 
1853  [3],  xxxvii.  414).  The  presence  of  very  different  quantities 
of  water  of  crystallization  in  the  various  salts  furnishes  a  partial 
explanation  of  the  fact,  that  no  relation  is  observed  between  the 
quantities  of  heat  absorbed  during  the  solution  of  the  molecule 
of  each  compound  : — 
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Heat  Absorbed  during  the  Solution  of  Salts. 


MoletJular 

Heat  units 

Heat  absorbed 

Name  of  Salt. 

absorbed  by 

by  I  inol.  iu 

I  gramme. 

giammes. 

Potassic  sulphate  K^SO.   

174  2 

35  3 

0149 

Sodic  „ 

Na2S04,ioH„0   

322 

49*1 

15010 

Ainmonic  „ 

(NH,),SO,   

132 

1 1 '  I 

1405 

Zincic  „ 

ZnS0,,7H.,0  

10  / 

iz}.  0 

4240 

Ferrous  „ 

EeSO^.VHaO  

J>  /  0 

T  0  ■  T 

3442 

Potash-alum 

K2A1,(S0,)„24H20  ... 

949  2 

0  0  •  T 

23  I 

21928 

AmmoniH-dlum 

(NH,).,Al2(SO,)4,24H20 

907 

T  C\'f-\ 

1  y  u 

17232 

Hydric  potassic 

sulphate  KHSO4   

1 36' I 

0  r  'f\ 
23  *J 

A^  A 

34«4 

Potassic  chloride  KCl   

74  D 

3»72 

Sodic  „ 

NaCl   

50  5 

«  9 

521 

AiHinonic  „ 

NH.Cl  

53  5 

3403 

Calcic  „ 

CaCl3,6H..O  

219 

3394 

Stroutic  „ 

SrCI^.sHoO   

2 1 2'6 

24  9 

5294 

Baric  „ 

BaCl„2H;0  

244 

1  u  y 

4124 

Potassic  bromide  KBr   

1 1  y  X 

37  ° 

4502 

Potassic  iodide 

KI  

i66-i 

29"2 

4850 

Potassic  nitrate 

KNO3   

lOI'I 

70'5 

7127 

Sodic  „ 

NaNO  3  

8s 

45-5 

3867 

Ammouic  „ 

NH4NO3   

80 

65-9 

5272 

Calcic  „ 

Ca(N03)„,4H20   

236 

27-1 

6396 

Strontic  „ 

Sr(N03);4H20   

283-6 

41-2 

11685 

Plumbic  „ 

Pb(N03)„   

331 

14-9 

4932 

Argentic  ,, 

AgNOg   

170 

31-1 

5287 

(213)  Heat  evolved  during  the  Solution  of  Gases. — During  the 
solution  of  gases  in  water^  a  considerable  evolution  of  heat  takes 
place^  whicli  has  been  estimated  by  Favre  and  Silbermann  in  the 
following  instances  (Ann.  Chim.  Phys.  1853  [3I,  xxxvii.  410). 


Name  of  Gas. 

Formula. 

Atomic 
weights. 

Heat  units 
from  I 
gramme. 

Heat  units 
from  1  eqt.  in 
grammes. 

Sulphurous  anhydride  

Hydrochloric  acid  

Hydrobromic  acid  

Hydriodic  acid   

Ammonia   

SO2 
HCl 
HBr 
HI 
H3N 

64 

36-5 
81 
128 
17 

1204 
4496 
2356 

'477 
5M'3 

7706 
16410 
19084 
18905 

8743 
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CHAPTEE  VI. 

MAGNETISM    AND  KL1£C:TRICITY. 

I.  Magnetbm-ll.  Static  Electricity  .—III .  Dynamic  or  Voltaic 
Electricity.— lY.  Electro-Magnetism. — V.  Magneto-Electri- 
city.— VI,  Thermo-Electricity. — VII.  Animal  Electricity.-- 
VIII.  Diamagnetism. 

(214)  Magnetism  and  electricity  are  now  found  to  be  so 
intimately  related,  that  it  is  hardly  possible  to  study  the  opera- 
tions of  either  separately. 

The  property  of  the  loadstone  to  attract  small  pieces  of  iron 
was  recognized  as  a  remarkable  natural  phenomenon  for  centuries 
before  the  Christian  era ;  and  the  '  pointing^  of  the  magnetic 
needle  north  and  south,  was  early  applied  to  the  purposes  of 
navigation  by  the  Chinese ;  but  it  was  not  employed  for  that  pur- 
pose by  European  nations  till  the  latter  end  of  the  fifteenth  cen- 
tury. The  property  of  temporarily  attracting  light  objects,  which 
amber  acquires  when  rubbed,  was  also  familiar  to  the  Grecian 
philosophers  ;  but  it  was  not  till  about  280  years  ago  that  Gilbert 
laid  the  foundation  of  electrical  science,  and  that  Otto  de  Guericke 
and  Hauksbee  contrived  the  first  electrical  machines.  Nautical 
men,  likewise,  had  often  observeti^  that  after  a  ship  had  experienced 
a  stroke  of  lightning,the  compass  was  deranged  or  its  poles  were 
reversed;  but  it  was  not  until  the  year  1819  that  the  true  con- 
nexion between  electricity  and  magnetism  was  pointed  out  by 
Oersted,  when  he  published  his  memorable  discovery,  that  a  mag- 
netic needle,  if  suspended  freely  at  its  centre,  would  place  itself  at 
right  angles  to  a  wire  which  was  transmitting  an  electric  current. 
After  the  publication  of  Oersted's  discovery,  the  means  of  obtain- 
ing powerful  temporary  magnets  by  transmitting  electrical  cur- 
rents through  wires  coiled  round  masses  of  soft  iron,  or  in  other 
words,  the  methods  of  preparing  electro-magnets,  were  speedily 
devised ;  and  thus  the  dependence  of  magnetism  on  electricity  in 
motion  was  shown:  whilst  in  1831  the  completion  of  this  chain  of 
discovery  was  effected  by  Faraday,  who  announced  that  a  current 
of  electricity  might  be  obtained  in  a  closed  conducting  wire  from 
the  magnet,  by  moving  it  across  the  line  of  the  conductor. 

In  its  chemical  bearings,  particular  importance  is  attached  to 
Volta^s  invention  of  the  voltaic  pile  or  battery,  which,  in  the 
hands  of  Davy,  led  to  the  discovery  of  the  metallic  bases  of  the 


MAGNETISM. 


445 


alkalies  and  of  the  earths,  and  effected  a  complete  change  in  the 
aspect  of  chemical  science.  In  later  years,  the  applications  of  the 
voltaic  battery  to  the  chemical  arts  of  gilding,  silvering,  zincing, 
&c.,  have  rendered  it  an  instrument  of  great  importance  in  the 
industrial  arts. 

§  I.  Magnetism. 

(215)  It  will  not  be  necessary  to  enter  fully  into  the  subject 
of  magnetism,  but  a  few  remarks  upon  its  more  important  pecu- 
harities  will  materially  aid  in  fixing  upon  the  mind  clear  ideas  of 
polarity  and  attraction. 

Electricity  is,  like  magnetism,  polar,  and  the  phenomena  of 
chemical  attraction  also  fall  into  the  class  of  polar  actions. 

The  most  obvious  character  of  magnetism  is  seen  in  the  power 
of  attracting  masses  of  iron,  which  is  displayed  to  a  greater  or  less 
extent  by  magnetized  bodies.  This  property  of  attracting  iron 
was  first  observed  by  the  ancients  in  an  iron  ore  obtained  from 
Magnesia,  in  Asia  Minor  :  hence  the  property  was  termed  mag- 
netism, zxA  when  in  more  recent  times  its  directive  property  was 
observed,  the  mineral  itself  was  named  the  lead-stone  or  load- 
stone. A  steel  bar  if  rubbed  in  one  direction  with  the  loadstone 
acquires  similar  properties  ;  when  poised  horizontally,  as  may  be 
done  by  supporting  it  upon  a  point,  such  a  bar  will  take  up  a 
fixed  position  with  regard  to  the  poles  of  the  earth ;  in  this  coun- 
try it  will  point  nearly  north  and  south.  The  end  of  a  magnetic 
bar  which  points  towards  the  north  is  distinguished  by  a  mark, 
and  is  hence  often  termed  the  marked  end  of  the  magnet.  This 
peculiarity  in  the  magnet  of  taking  a  fixed  direction,  renders  it 
invaluable  to  the  navigator.  A  magnetized  needle  attached  to  a 
card  marked  with  the  cardinal  points,  and  properly  poised,  consti- 
tutes the  mariner's  compass. 

If  a  sheet  of  paper  be  laid  over  a  magnetized  steel  bar,  and 
iron  filings  be  evenly  sifted  upon  the  paper,  it  will  be  found,  on 
gently  tapping  the  paper,  that  the  particles  of  iron  accumulate 
in  two  groups,  one  around  each  ex- 
tremity of  the  bar,  and  that  from 
these  poles  .the  filings  arrange  them-  . 
selves   in    curved   lines,    somewhat  ■■'^M'if/^W^^^^^^ 
resembling  those  shown  in  fig.  160,  S-^^c^J^^^^S--- 
extending  from  one  end  of  the  bar  l^^f^^^&^ft^v<<^/fflj^l; 
to  the  other.  This  experiment  shows  ^^i^^^^^^W'V^" 
that  the  attractions  are  concentrated 

near  the  two  extremities  of  such  a  bar.    A  soft  iron  wire  fjeely 
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suspended  at  its  centre,  in  a  horizontal  direction,  will  be  attracted 
indifferently  at  both  ends  by  either  end  of  the  magnetic  bar ;  but 
if  a  second  magnetic  bar  be  poised  in  the  same  way  as  the  iron  wire, 
it  will  be  found  that  one  end  of  this  bar  will  be  attracted  when 
the  magnet  is  brought  near  it  in  one  direction,  whilst  the  same 
end  will  be  repelled  if  the  opposite  end  of  the  magnet  be  presented 
to  it.    Further  examination  shows  that  this  repulsion  takes  place 
when  the  ends  presented  to  each  other  are  those  which  would 
naturally  point  in  the  same  direction ;  two  north  ends  repel  each 
other,  and  similar  repulsion  ensues  when  two  south  ends  are  pre- 
sented to  each  other;   whereas,  if  the  extremities  presented 
naturally  point  in  opposite  directions,  attraction  ensues  betAveen 
them  :  the  north  end  of  one  bar  attracts  the  south  end  of  the 
other.     Hence  it  appears  that  there  are  two  kinds  of  magnetism, 
endowed  with  qualities  analogous,  but  opposite  to  each  other. 
The  two  kinds  are  always  developed  simultaneously,  are  always 
equal  in  amount,  but  are  opposite  in  their  tendencies;  and  thus 
ai'e  capable  of  exactly  neutralising  each  other.    They  accumulate 
at  opposite  ends  of  the  bar.    These  ends  ai-e  termed  the  jjoles  of 
the  magnet. 

(216)  Magnetic  Induction. — Magnetism  acts  through  consider- 
able intervals  of  non-magnetic  matter  upon  bodies  such  as  iron, 
which  are  susceptible  of  magnetism,  and  it  produces  a  temporary 
development  of  magnetism  in  such  magnetizable  substances.  A 
piece  of  soft  iron  brought  near  to  a  magnet  immediately  assumes 
Fig  161  magnetic  state.    This  influence  of  the  magnet 

operating  at  a  distance  is  termed  magnetic  induc- 

,£^zL   tion,  and  it  is  in  consequence  of  this  action  that 

the  iron  is  attracted.  If  the  north  end,  n,  of  a 
magnet,  l  (fig.  ]6i),  be  presented  to  a  piece  of 
soft  iron,  the  latter  becomes  a  magnet  with  its 
poles  simiiarly  arranged  ;  that  is  to  say,  the  soft 
iron  acquires  in  the  extremity,  s,  presented  to  the 
permanent  magnet,  magnetism  of  the  opposite 
kind  to  that  of  the  end,  N,  of  the  magnet,  l, 
which  it  is  made  to  approach.  The  soft  iron  will 
now  attract  other  pieces  of  iron,  s  n,  s  n,  and  they 
in  turn  will  act  upon  others,  by  a  continuation  of 
the  induction.  On  gradually  removing  the  permanent  magnet, 
the  effects  diminish  as  the  distance  increases,  and  at  length  dis- 
appear altogether.  This  diminution  in  the  eflfect  takes  place 
much  more  rapidly  than  in  the  ratio  of  the  squares  of  the  dis- 
tance from  the  magnetic  pole,  but  the  exact  law  has  not  as  yet 
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Fig,  163. 


been  calculated.  The  polar  character  of  magnetic  induction  may 
be  seen  by  suspending  two  pieces  of  soft  iron  wire  over  one  of 
the  poles  of  a  magnet,  s  (fig.  162) ;  the  lower  ends  of  -^^^ 
the  wires  71,  n,  repel  each  other,  but  are  both  drawn 
towards  the  magnet,  and  the  upper  extremities,  s,  s, 
also  repel  each  other.  It  is  this  mutual  repulsion  of 
the  corresponding  ends  of  the  pieces  of  iron  which 
causes  the  iron  filings  (fig.  160)  to  distribute  themselves 
in  curves  around  the  magnet ;  for  in  this  experiment 
each  particle  of  iron  becomes  for  the  time  a  magnet 
with  opposite  poles.  It  is  likewise  in  consequence  of 
this  polarity  that  a  number  of  pieces  of  fine  iron  wire 
under  induction  form  a  continuous  chiain.  A  bar  of 
soft  iron  placed  on  a  magnet  of  equal  dimensions  neu- 
tralizes its  action  for  the  time  :  by  connecting  the  two  extremities 
of  the  magnet,  it  diverts  the  induction  from  suiTounding  bodies^ 
and  concentrates  it  upon  itself  On  the  other  hand  the  induc_ 
tion  is  much  strengthened  if  the  magnetic  circle 
be  completed,  as  in  fig.  163,  by  uniting  the 
pieces  of  iron  suspended  from  either  pole  by 
the  connecting  piece,  a  b.  This  induction  is 
maintained  across  the  greater  number  of  bodies, 
such  as  atmospheric  air,  glass,  wood,  and  the 
metals.  It  is,  however,  modified  by  the  inter- 
position of  iron,  cobalt,  and  nickel,  which  are 
themselves  powerfully  susceptible  of  magnetism. 

Magnetic  induction  differs  essentially  from 
electric  induction  (228)  in  this  particular — viz., 
that  it  is  not  possible  to  insulate  either  kind  of 
magnetism  from  the  other.  For  instance,  if  one  * 
end  of  the  two  united  pieces  of  iron,  s  n,  s  n  (fig.  163),  exhibit 
the  properties  of  a  north  magnetic  pole,  the  other  end  will  exhibit 
those  of  a  south  magnetic  pole ;  but  if  the  two  pieces  of  iron, 
whilst  still  under  the  influence  of  induction,  be  separated  from 
each  other,  and  then  the  magnet  be  withdrawn,  both  pieces  of 
iron  will  have  lost  their  mas:- 

netism.  Again,  if  a  magnet  be  ^'^4- 

broken  in  the  middle,  it  wHl  — ^   §  ^  ^ 

not  be  separated  into  one 
piece  with  a  north  and  another  with  a  south  pole  ;  each  frag- 
ment will  still  possess  two  poles,  turned  in  the  same  direction 
as  those  of  the  original  bar  (fig.  164);  and  each  fragment 
may  again  be  subdivided  into  an  indefinite  number  of  smaller 
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fragments,  each  of  whicli  will  still  possess  a  north  and  a  south 
pole. 

These  phenomena  may  he  explained  hy  supposing  that  a 
magnet  consists  of  a  collection  of  particles,  each  of  which  is 
magnetic  and  endued  with  both  kinds  of  magnetism.  In  the 
unmagnetized  condition  of  the  bar,  these  two  kinds  of  magnetism 
are  mutually  combined,  and  exactly  neutralize  each  other  ;  but 
when  the  mass  becomes  magnetized,  the  two  kinds  of  magnetism 
are  separated  from  each  other,  though  without  quitting  the 
particle  with  which  they  were  originally  associated.  The  two 
halves  of  each  particle  assume  an  opposite  magnetic,  con- 
dition. All  the  north  poles  are  disposed  in  one  direction ; 
whilst  all  the  south  poles  are  disposed  in  the  opposite  direction. 
Each  particle  thus  acquires  a  polar  condition,  and  adds  its  induc- 
tion to  that  of  all  the  others  :  as  a  necessary  consequence  of  such 
an  arrangement,  the  opposite  kinds  of  magnetism  become  accumu- 
lated at  the  opposite  extremities  of  the  bar.    If  in  fig.  165  the 

small  circles  be  taken  to  represent 
the  ultimate  magnetic  particles,  the 
portions  in  shadow  would  indicate 
the  distribution  of  south  magnetism, 
while  the  unshaded  half  of  the  par- 
ticles would  show  the  distribution  of  magnetism  of  the  opposite 
kind.  This  hypothesis  is  supported  by  the  fact  that  a  magnet 
whilst  producing  induction  loses  none  of  its  strength,  but  on  the 
contrary  suffers  temporary  increase  of  strength,  owing  to  the 
reaction  of  the  induced  magnetism  of  the  soft  iron  upon  it. 

(217)  Preparation  of  Magnets. — Pure  soft  iron  loses  its  mag- 
netism as  soon  as  it  is  withdrawn  fi  om  the  inductive  influence  ; 
but  the  presence  of  certain  foreign  bodies  in  combination  with  the 
iron,  particularly  of  oxygen,  as  in  the  natural  loadstone,  and  of 
carbon,  as  in  steel,  enables  the  body  to  retain  the  magnetization 
permanently.  Hardened  steel  is  always  the  material  employed  in 
the  preparation  of  permanent  magnets ;  it  is  not  susceptible  of  so 
intense  a  degree  of  magnetization  as  soft  iron,  but  when  induction 
has  once  been  produced  within  it,  the  effect  is  retained  for  an  in- 
definite length  of  time.  The  development  of  this  power  in  steel 
is  much  facilitated  by  friction;  and  the  amount  of  force  developed 
by  this  means  is  greatly  dependent  upon  the  direction  in  which 
the  friction  is  performed.  A  simple  method  of  magnetizing  a  bar 
consists  in  placing  the  bar  on  its  side  and  bringing  down  upon 
one  of  its  extremities  either  of  the  ends  of  a  bar  magnet.  If  the 
north  end  be  brought  down  on  the  steel  bar,  it  must  be  drawn 
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slowly  along  towards  tliat  end  of  the  bar  which  it  is  intended  shall 
possess  south  polai'ity  :  this  operation  must  be  repeated  three  or 
four  times  in  the  same  direction.  A  more 
effectual  plan  is  to  bring  down  upon  the  cen- 
tre of  the  bar  the  two  ends  of  a  powerful 
horseshoe  magnet  as  represented  in  fig.  i66 ; 
the  south  pole  being  directed  towards  the  end 
of  the  bar  that  is  intended  to  possess  the 
northern  polarity,  and  vice  versd.  It  is  then 
moved  along  the  surface  from  the  middle,  alternately  towards 
either  end,  taking  care  not  to  carry  the  horseshoe  beyond  the 
ends  of  the  bar,  and  to  withdraw  the  horseshoe  from  the  bar 
when  at  its  centre,  c.  The  bar  is  then  tui'ned  over  and  the  pro- 
cess repeated  on  the  opposite  side,  but  in  the  same  direction,  for 
an  equal  number  of  times.  When  two  bars  are  to  be  magnetized, 
they  may  be  placed  parallel  to  each  other,  the  ends  being  con- 
nected by  pieces  of  soft  iron.  Both  the  poles  of  the  horseshoe 
are  brought  down  upon  the  centre  of  one  of  the  steel  bars,  and 
it  is  carried  round  the  parallelogram  always  in  the  same  direction, 
taking  care,  as  before,  to  withdraw  it  when  over  the  centre  of  one 
of  the  bars.  In  the  last  arrangement,  the  induction  of  one  bar 
acts  upon  and  increases  the  intensity  of  the  magnetism  excited 
in  the  other.  For  this  reason,  the  opposite  poles  of  magnets, 
when  not  in  use,  should  be  connected  by  pieces  of  soft  iron,  so 
that  the  continued  induction  shall  maintain  the  magnetism  of 
each. 

In  the  act  of  magnetization,  the  horseshoe  loses  nothing  of 
its  power,  but  the  north  and  south  magnetism,  which  are  sup- 
posed to  exist  in  every  particle  of  steel  and  iron,  and  which  in  the 
unmagnetized  condition  are  so  combined  as  exactly  to  neutralize 
each  other,  appear  from  the  effect  of  the  induction  to  which  they 
have  been  subjected,  to  be  permanently  disturbed  in  their  equili- 
brium in  the  newly-magnetized  bars.  The  more  intense  the  power 
of  the  horseshoe,  the  greater  is  this  disturbance,  and  the  more 
powerful  are  the  magnets  which  are  produced. 

By  uniting  together  several  bar  magnets,  taking  care  that  the 
corresponding  poles  of  each  are  in  the  same  direction,  magnetic 
batteries  of  great  power  may  be  obtained.  The  magnets  should 
be  all  as  nearly  as  possible  of  the  same  strength  ;  because  if  one 
of  the  bars  be  weaker  than  the  others,  it  materially  diminishes  the 
power  of  the  whole,  and  acts  in  the  same  manner  as  a  bar  of  soft 
iron  would  do,  although  to  a  more  limited  extent.  M.  Jamin  has 
recently  constructed  magnets  of  great  power  by  uniting  into  one 
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liorseslloe  a  considerable  number  of  thin  magnetized  steel  strips. 
As  a  matter  of  convenience,  the  bar  magnet  is  often  bent  into  the 
form  of  a  horseshoe,  so  that  the  induction  and  attraction  of  both 
poles  may  be  simultaneously  exerted  on  the  same  piece  of  iron : 
the  effect  is  in  this  manner  much  increased,  and  the  weight  sus- 
tained by  the  two  poles  united  is  much  gi-eater  than  the  sum  of 
the  two  weights  which  would  be  supported  by  each  pole  separately. 
For  this  reason,  the  soft  iron  armatures  n,  s,  of  a  loadstone  (fig. 
161)  add  greatly  to  its  strength,  and  by  facilitating  the  application 
of  the  keeper,  or  piece  of  soft  iron  which  connects  the  two  poles 
when  not  in  use,  prevent  the  loss  of  the  magnetic  power. 

(218)  Influence  of  Molecular  Motions  on  Magnetism. — It  has 
been  mentioned  that  the  friction  of  a  steel -bar,  whilst  under  in- 
duction, facilitates  its  magnetization.  The  same  effect  is  occasioned 
by  percussion  of  the  bar,  or  by  any  other  mode  of  producing 
vibration  in  it  whilst  it  is  under  magnetic  induction.  On  the 
other  hand,  if  a  bar  has  been  fully  magnetized,  its  strength  is  re- 
duced by  tiie  application  of  a  sudden  blow  ;  even  the  simple  act 
of  scratching  the  surface  with  sand-paper,  or  with  a  file,  may 
seriously  impair  the  strengtli  of  a  good  magnet. 

The  influence  of  heat  on  magnetism  is  remarkable.  If  a  steel 
bar  be  ignited  and  placed  under  induction,  and  whilst  still  in  this 
condition  it  be  suddenly  quenched,  it  will  be  found  to  be  power- 
fully magnetic.  Again,  if  a  steel  magnet  be  ignited,  and.  allowed 
to  cool  slowly,  all  its  acquired  magnetism  wifl  have  disappeared. 
Elevation  of  temperature,  therefore,  evidently  favours  the  transfer 
of  magnetic  polarity  within  its  particles.  Further,  if  the  tem- 
perature of  a  piece  of  iron  be  raised  to  redness,  about  980° 
(527°  C),  it  will  become  indifferent  to  the  presence  of  a  magnetic 
needle,  although  on  again  cooling  it  will  be  as  active  as  before.  A 
similar  effect  is  produced  upon  cobalt  at  the  temperature  of 
melting  copper.'^  Nickel  at  a  much  lower  temperature  loses  its 
action  upon  the  magnet,  as  at  600°  (316°  C.)  it  exerts  scarcely  any 
attraction  on  the  needle.  So  great  is  the  influence  of  tempera- 
ture upon  a  magnetic  bar,  that  at  the  boiling-point  of  water, 
the  diminution  of  its  strength  is  perceptible  by  the  rudest  tests. 
If  the  temperature  do  not  exceed  the  boiling-point  of  water, 
the  magnet  regains  its  strength  on  cooling.    On  the  other  hand. 


*  Faraday  has,  however,  shown  that  in  tlie  case  of  cohalt  its  magnetic  power 
increases  as  the  temperature  rises  until  it  reaches  ahout  300°  (149°  C),  beyond 
which  it  slowly  diminishes,  and  at  length  becomes  nearly  evanescent.  {Phil. 
Trans.  1856,  179.) 
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by  cooling  a  magnet  artificially^  its  strength  is  for  the  time  ex- 
alted. 

(219)  Measurement  of  Magnetic  Strength  of  a  Bar.  —  T\\e  sim- 
plest method  of  ascertaining  the  strength  of  a  magnet,  consists  in 
attaching  to  its  armature  a  scale-pan,  and  ascertaining  the  .weight 
which  it  will  support ;  but  it  is  obvious  that  this  plan  is  not  suscep- 
tible of  any  high  degree  of  accuracy;  it  is,  moreover,  in  many  cases, 
quite  inapplicable.  A  still  easier,  and  more  generallyuseful,  because 
far  more  accurate,  method,  consists  in  suspending  the  magnet  hori- 
zontally at  its  centre,  by  means  of  a  few  fibres  of  sillc,  and  allowing 
it  to  take  a  fixed  direction  under  the  influence  of  a  standard  bar 
magnet,  sufficiently  long  to  be  considered  as  acting  by  a  single 
pole  only  upon  the  magnet  under  experiment :  it  is  then  displaced 
from  its  position  of  equilibrium,  and  the  number  of  oscillations 
which  it  describes  in  a  given  time  is  counted.  The  relative  mag- 
nitude of  the  strength  of  two  or  more  equal  bars,  which  may  thus 
be  compared,  is  proportionate  to  the  square  of  the  number  of 
vibrations  performed  in  equal  intervals  of  time,  when  the  two  bars 
are  placed  at  the  same  distance  from  the  standard  magnet.-  For 
estimating  low  degrees  of  power,  the  torsion  of  a  glass  thread,  as 
employed  in  Coulomb's  electrometer  (226),  may  be  used. 

(220)  Magnetism  of  the  Earth — The  Dip. — The  remarkable 
fact  of  the  pointing  of  the  needle  towards  the  north  pole  of  the 
earth  has  been  explained  upon  the  hypothesis  that  the  globe  of  the 
earth  itself  is  a  magnet,  the  poles  of  which  are  situated  nearly  in 
the  line  of  the  axis  of  rotation; 
the  magnetism  of  the  earth's 
north  pole  being  of  the  same 
kind  as  that  of  the  unmarked 
end  of  the  magnet.  If  a  small 
magnetized  needle,  s  n,  be 
freely  suspended  horizontally 
by  a  thread  over  the  equator 
of  a  sphere  (fig.  167)  9  or  10 
inches  (about  25  centimetres) 
in  diameter,  in  the  axis  of 
which  a  small  magnetic  bar,  n  s,  at  right  angles  to  the  axis 
of  suspension  of  the  globe,  is  placed,  the  needle  will,  when  the 
magnetic  bar  is  horizontal,  as  in  No.  i,  assume  a  direction  parallel 
to  the  magnetic  bar,  and  will  point  towards  n  and  s,  preserving 
its  horizontal  position ;  for  it  is  equally  attracted  by  the  north 
and  south  polarities  of  the  bar;  but  if  one  of  the  ends  of  the 
magnetic  bar  be  made  gradually  to  approach  the  needle  as  at  %, 
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that  end  of  the  neerlle  which  previously  pointed  towards  this  pole 
will  begin  to  iuclinc  downwards,  or  to  dip,  until  when  the  ends 
of  the  bar  is  exactly  under  the  point  n  of  the  needle,  the  direc- 
tion of  the  needle  will  become  vertical.  On  bringing  the  opposite 
end  of  the  bar  towards  the  needle,  like  results  mav  be  obtained 
with  the  other  end  of  the  needle.  Similar  phenomena  are  also 
exhibited  when  a  magnetic  needle,  poised  horizontally  at  the 
equator  of  the  earth,  is  carried  towards  either  of  its  poles.  A 
needle,  therefore,  which  when  unmagnetized  is  so  poised  as  to 
assume  a  horizontal  position,  in  the  latitude  of  London,  appears 
to  become  heavier  at  its  marked  end  by  the  process  of  magneti- 
zation. An  instrument  by  means  of  which  the  angular  amount 
of  this  inclination  can  be  accurately  observed,  is  called  a  dipping- 
needle. 

(221)  Declination  or  Variation. — In  each  hemisphere  there  is 
a  single  point  at  which  the  dipping-needle  stands  vertically,  i.e., 
where  the  dip  is  90°.  In  the  northern  hemisphere  this  point  was 
found  in  1831  by  Sir  James  Ross,  situated  in  96°  46'  W.  Ion. 
and  70°  5'  N.  lat. ;  the  point  where  it  would  be  vertical  in  the 
southern  hemisphere  being  nearly  in  75°  S.  lat.  and  138°  E.  Ion. 
The  line  of  no  dip  does  not  coincide  with  the  earth's  equator ;  it 
forms  an  irregular  curve  inclined  to  it  at  about  12°,  and  crossing 
it  in  four  places.  I'liis  arises  from  the  fact  that  the  magnetic 
system  of  the  earth  is  much  more  complicated  than  is  repi^esented 
in  the  foregoing  paragraph.  Instead  of  being  single,  it  appears 
to  be  double,  as  was  first  pointed  out  by  Halley,  and  in  neither  of 
these  two  systems  does  the  magnetic  axis  coincide  with  the  axis 
of  rotation  of  the  earth.  Consequently  in  most  places  the  needle 
does  not  point  to  the  true  geographical  north.  At  the  present 
time  the  needle  in  London  points  rather  less  than  19^°  west  of 
north.  This  deviation  from  the  true  north  is  termed  the  varia- 
tion or  declination  of  the  needle. 

In  the  northern  hemisphere  there  are  two  lines  of  no  declina- 
tion, which  pass  through  the  point  of  yo°  of  dip,  and  a  closed 
curve  including  part  of  Siberia  and  China.  These  lines  of  no  de- 
clination have  reference  to  a  double  magnetic  system  of  which 
the  two  points  of  maximum  force  in  the  northern  hemisphere  are 
resultants ;  and  these  points  were  called  by  Halley  magnetic  poles. 
They  do  not  correspond  to  either  of  the  points  of  90°  of  dip, 
which  have  also  been  called  magnetic  poles. 

It  is  remarkable  that  the  declination  of  the  magnetic  needle 
is  not  constant  at  the  same  spot.  In  the  year  1657,  the  needle, 
pointed  due  north  at  London.  It  then  gradually  assumed  a  decli- 
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nation  to  the  west,  which  continued  to  increase  until  about  the 
year  1840,  at  which  time  the  variation  to  the  west,  in  London,  was 
nearly  25°  ;  since  this  period  it  has  been  gradually  returning 
towards  the  east,  and  on  January  i,  1867,  it  was  20°  52'  W.  at 
Kew.  The  rate  of  its  motion  differs  in  different  parts  of  its  pro- 
gress, becoming  slower  as  it  approaches  the  point  of  retrogression  ; 
at  present  it  is  about  8'  annually.  Independently  of  these  gradual 
and  progressive  changes,  the  variation  is  subject  to  diurnal  move- 
ments of  very  small  amount :  north  of  the  magnetic  equator  in 
England  and  the  middle  latitudes,  the  north  end  of  the  needle 
moves  slowly  eastward  in  the  forenoon,  attaining  its  maximum 
between  the  hours  of  seven  and  ten  a.m.,  and  returns  to  its  mean 
position  at  about  ten  in  the  evening.  Connected  with  these 
alterations  are  corresponding  variations  in  the  dip,  which  during 
the  last  fifty  jears  has  been  observed  in  London  to  diminish 
annually  about  2'  '6  From  observations  made  at  the  Kew  Ob- 
servatory, the  dip,  in  January,  1867,  was  68°  5'. 

The  following  table,  kindly  supplied  by  Mr.  G.  M.  Whipple, 
the  superintendent  of  the  Kew  Observatory,  shows  the  changes  of 
the  mean  values  of  the  declination  and  dip  which  have  taken 
place  since  1868  : — 

XT-  Declination  r    i-  i.- 

Year.  West  Inclination. 

1868    20°  33'  9"    68°  2'  6" 

1S69    20  25  52    68  I  6 

1870    20  19  13    67  58  30 

1B71    20  10  32    67  56  43 

1872    20  o  31    67  54  9 

1873    19  57  44    67  51  53 

1874    19  51  58    67  50  I 

1875    19  41  14    67  48  28 

1876    19  31  53    67  46  44 

?Za%}    1877    19      24        6    67     46  9 

The  total  diminution  of  declination  from  1868  to  1876  is 
therefore  1°  i'  16",  the  yearly  average  being  7'  39"'5,  and.  of 
inclination  15'  22",  or  i'  55"*25  per  year  on  the  average. 

(222)  Variation  in  the  Intensity  of  the  Earth's  Magnetism. — 
The  intensity  of  the  eartVs  magnetism  is  also  found  to  vary  at 
different  points  of  the  surface,  but  the  law  of  its  increase  has  not 
been  clearly  determined ;  the  line  of  minimum  intensity,  or  mag- 
netic equator,  as  it  is  sometimes  called,  is  in  the  vicinity  of  the 
geographical  equator,  but  does  not  coincide  either  with  this  or 
with  the  line  of  no  dip  :  it  forms  an  irregular  curve  cutting  both 
of  these  lines.  The  points  of  greatest  intensity,  moreover,  do  not 
coincide  with  those  at  which  the  dipping-needle  is  vertical.  The 
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highest  degree  of  intensity  that  has  hecn  actually  measured  is 
2-052,  the  lowest  07o6.''^  Both  the  maximum  and  minimum 
here  mentioned  are  in  tlie  southern  hemisphere.  If  it  be  sup- 
posed that  the  globe  be  divided  by  a  plane  passing  through  the 
meridians  of  100°  and  260°,  the  western  hemisphere,  comprising 
America  and  the  Pacific  Ocean,  presents  a  higher  intensity  than 
the  eastern  j  but  the  charge  of  the  northern  and  of  the  southern 
hemisphere  is  equal.  In  the  northern  hemisphere  there  are  two 
points  of  maximum  intensity,  the  most  powerful  being  in  North 
America,  and  determined  by  Lefroy,  in  1843-44,  to  be  situated  in 
52°  19'  N.  lat.  92°  W.  Ion.,  the  intensity  being  rSS.  The  weaker 
maximum  was  found  by  Hansteen  in  1828-29  in  Siberia,  in 
120°  E.  Ion.  with  an  intensity  of  176.  Sir  James  Ross  in 
1842-43,  found  the  principal  maximum  in  the  southern  hemisphere 
in  about  the  meridian  of  134°  E.  and  a  few  degrees  North  of  the 
Antarctic  circle,  whilst  the  weaker  maximum  in  the  southern 
hemisphere,  according  to  Sabine,  is  about  130°  W.  The  intensity 
of  the  magnetic  force  at  London  is  now  i'372. 

The  intensity  of  the  earth's  magnetism,  like  the  variation  and 
the  dip,  is  found  to  suflFer  periodical  changes.  Besides  these 
regular  variations  of  the  magnetism  of  the  earth,  other  irregular 
variations  have  been  observed.  These  have  been  termed  magnetic 
storms:  they  are  indicated  by  sudden  and  considerable  distur- 
bances of  the  magnetic  instruments,  of  short  duration,  which  arc 
produced  by  some  widely  acting  causes,  as  these  disturbauces  have 
been  noticed  simultaneously  at  very  distant  parts  of  the  earth's 
surface.  In  extreme  cases,  the  diminution  of  the  magnetic  inten- 
sity during  the  '  storms '  has  amounted  to  a  large  portion  of  its 
total  intensity.  Sabiue  considers  that  these  magnetic  storms  are 
connected  wdth  changes  in  the  solar  atmosphere,  which  are 
indicated  by  variations  in  the  number  and  form  of  the  spots  upon 
the  sun's  disk  ;  their  epochs  of  maximum  recurring  at  intervals 
of  1 1- 1 1  years,  with  epochs  of  minimum  intensity  occurring  mid- 
way between  each  pair  of  maxima.    These  intervals  coincide 


*  The  unit  of  intensity  used  in  the  text  is  that  proposed  by  Humboldt, 
derived  from  the  value  of  a  particular  magnet  which  he  employed;  but  in  the 
later  magnetic  observations  the  unit  of  intensity  employed  has  been  that  recom- 
mended by  the  Royal  Society,  viz.:  a  second  of  time,  a  foot  of  length,  and  a 
grain  of  mass.  Tlie  magnetic  intensity  upon  this  scale  at  London  was,  in 
January,  1867,  10-301 ;  and  in  January  1877,  10-2809:  the  horizontal  force 
being  at  the  latter  date  3-8896.  The  tsvo  last  numbers  expressed  in  the  cen- 
timetre-gramnie-second  system  of  units  will  be  -4740  and  '1793  respectively. 
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with  the  r  I'l  i-year  epochs  of  maximum  and  minimum  of  the  solar 
spots  observed  by  Schwabe.* 

Since,  then,  the  earth  may  be  looked  upon  as  an  immense 
magnet  of  small  intensity,  it  is  natural  to  expect  that,  under 
favourable  circumstances,  magnetic  induction  should  arise  from 
its  influence.  Such  effects  are  indeed  continually  observed.  If 
a  soft  iron  bar  be  placed  in  the  line  of  the  dip,  it  acquires  tem- 
porary magnetic  properties,  the  lower  extremity  in  the  northern 
magnetic  hemisphere  acting  as  the  marked  pole  of  a  magnet  upon 
a  magnetized  needle,  while  the  upper  extremity  acts  as  the  un- 
marked pole.  By  reversing  the  position  of  the  bar,  the  end  which 
is  now  the  lower  will  still  possess  the  magnetism  of  the  marked  pole. 
A  bar  of  steel  which  is  kept  in  a  vertical  position  (a  line  in  this 
latitude  not  far  removed  from  that  of  the  dip),  is  from  this  cause  fre- 
quently found  to  be  permanently,  though  weakly,  magnetic.  It 
is  to  the  same  cause  operating  through  the  lapse  of  ages,  in  the 
same  direction,  upon  the  loadstone,  that  its  polarity  is  to  be 
ascribed. 

If  a  steel  bar  be  made  to  vibrate  while  placed  in  the  line  of 
the  dip,  as  by  giving  it  a  smart  blow,  it  is  magnetized  still  more 
powerfully,  and  this  effect  may  be  still  further  increased  by  the 
induction  of  other  masses  of  iron  placed  in  contact  with  it.  For 
instance,  by  allowing  a  steel  bar,  supported  in  the  line  of  the  , dip, 
to  rest  upon  an  anvil,  and  striking  it  strongly  with  a  hammer,  it 
becomes  decidedly  magnetized.  All  permanent  magnetism  may, 
however,  again  be  removed  from  it  by  placing  it  across  the  line 
of  dip,  and  striking  it  two  or  three  blows  as  before. 

Iron,  nickel,  and  cobalt  are  the  only  substances  which  are 
powerfully  magnetizable ;  but  a  susceptibility  to  magnetism  in  a 
much  feebler  degree  has,  by  the  researches  of  Faraday  and  others 
(323),  been  proved  to  exist  in  a  variety  of  other  bodies.  Before 
describing  the  method  in  which  these  experiments  were  conducted, 
it  will  be  necessary  to  examine  the  leading  phenomena  of  elec- 
tricity ;  and  these  will  now  be  considered. 


*  A  singular  corroboration  of  this  theory  is  afforded  by  an  observation  of 
-Mr.  Carrington,  who  was  watching  a  large  spot  on  the  sun  on  ist  September, 
1 859  :  suddenly,  at  1 1^"  20  min.  a.m.,  a  bright  spot  was  seen  in  the  middle  of  the 
dark  one;  this  appearance  lasted  for  about  ten  minutes,  and  a  corresponding 
disturbance  in  time  and  duration  was  indicated  by  the  self-registering  magneto- 
meters at  Kew.  Brilliant  auroras  were  simultaneously  observed  in  various  paiis 
of  the  world. 
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§  II.  Static  Electricity. 

(223)  Electricity  is  one  of  those  subtle  and  all-pervading 
influences  -which  are  intimately  connected  with  the  operations  of 
chemical  attraction.  Indeed  some  eminent  philosophers  have  been 
disposed  to  regard  electricity  and  chemical  attraction  in  the  light 
of  different  manifestations  of  the  same  cause. 

For  upwards  of  2000  years  it  has  been  known  that  when 
amber  is  rubbed  upon  bodies  such  as  fur,  or  wool,  or  silk,  it 
acquires  for  a  short  time  the  property  first  of  attracting  light 
objects,  such  as  fragments  of  paper  or  particles  of  bran,  and  after- 
wards of  repelling  them.    Until  about  280  years  ago,  amber  was 
the  only  known  substance  by  which  such  effects  were  produced. 
About  that  time  Gilbert  discovered  that  a  number  of  other  bodies, 
such  as  glass^  sealing-wax,  and  sulphur  might  be  made  to  excite 
similar  motions.      The  power  thus  called  into  action  has  been 
called  electricity,  from  Tik^KTpov  (amber),  the  body  in  which  it  was 
first  observed.     Independently  of  its  origin  in  friction,  it  has 
been  found  that  electricity  is  liberated  by  chemical  action,  by 
certain  vital  operations,  by  heat,  by  magnetism,  by  compression, 
and  in  fact  by  almost  every  motion  that  occurs  upon  the  face  of 
the  globe.     Electricity  neither  increases    nor    diminishes  the 
weight  of  bodies  under  its  influence,  and  neither  enlarges  nor 
reduces  their  volume.    It  may  be  excited  in  all  substances,  may 
be  communicated  from  one  electrified  or  excited  body  to  another 
previously  in  a  neutral  or  unelectrified  condition,  and  it  may  be 
stored  up  for  the  purposes  of  experiment. 

-pj^  '  (224)  Two  kinds  of  Electricity. — 

,  A  very  simple  contrivance  will  suffice 

I  for  examining  the  fundamental  phe- 

I  nomena  of  electricity  as  developed  by 

I  friction  : — 

Soften  a  little  sealing-wax  in  the 
flame  of  a  candle,  and  draw  it  out  into 
a  thread  8  or  10  inches  (20  or  25  cen- 
timetres) long,  and  of  the  thickness  of 
a  stout  knitting  pin.  Attach  to  one 
end  of  it  a  disk  of  paper  about  an  inch 
in  diameter,  as  represented  in  fig.  168  ; 
suspend  this  rod  and  disk  by  means 
of  a  paper  stirrup  and  a  few  fibres  of 
unspun  silk  from  a  glass  rod  fixed 
horizontally  to  some  convenient  support.    Now  rub  a  stick  of 
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sealing-wax  with  a  bit  of  dry  flaunel,  and  bring  it  near  tlie 
paper  disk  ;  the  disk  will  at  first  be  strongly  attracted,  and  will 
then  be  as  strongly  driven  away.  Whilst  it  is  in  this  condition 
of  repulsion  by  the  wax,  bring  towards  it  a  warm  glass  tube  that 
has  been  rubbed  with  a  dry  silk  handkerchief ;  the  disk  will  be 
immediately  attracted,  and  in  an  instant  afterwards  it  will  again 
be  repelled,  but  it  will  now  be  found  to  be  attracted  by  the  wax. 
It  is  therefore  evident,  that  by  the  friction  of  the  glass  and  of 
the  wax,  two  similar  but  opposite  powers  are  developed.  A 
body  which  has  been  electrified  or  charged  with  electricity  from 
the  wax  is  repelled  by  the  wax,  but  it  is  attracted  by  the  excited 
glass,  and  vice  versd.  In  order  to  distinguish  these  two  oppo- 
site powers  from  each  other,  that  power  which  is  obtained  from 
the  glass  has  been  termed  vitreous  or  positive  electricity :  that 
from  the  wax  resinous  or  negative  electricity. 

Let  us  suppose  that  the  paper  disk  has  been  charged  by 
means  of  the  glass  tube,  so  that  it  is  repelled  on  attempting  to. 
bring  the  glass  near  it ;  this  state  will  be  retained  by  the  disk 
for  many  minutes.  This  contrivance  forms,  in  fact,  an  electro- 
scope, for  it  furnishes  a  means  of  ascertaining  whether  a  body  be 
electrified  or  not,  and  even  of  indicating  the  kind  of  electricity. 
Suppose  that  a  body  suspected  to  be  electrified  is  brought  near 
the  disk,  which  is  in  a  state  repulsive  of  the  glass  tube ;  if  re- 
pulsion occur  between  the  disk  and  the  body  which  is  being 
tested  for  electricity,  it  is  at  once  obvious  that  the  substance  is 
electrified;  and  moreover,  that  it  is  vitreously  electrified,  since 
it  produces  an  effect  similar  to  that  which  would  be  exhibited  by 
an  excited  glass  tube. 

The  phenomena  of  attraction  and  repulsion  may  be  further 
exemplified  by  the  foUowmg  experiments : — Suspend 
two  straws,  separately,  by  a  fibre  of  silk,  each  to  a  169. 
glass  rod  (fig.  169);  bring  an  excited  stick  of  sealing-  ^'''^^'^^'^^^^^ 
wax  towards  each ;  each  will  be  first  attracted  and  then  | 
repelled ;  whilst  thus  repulsive  to  the  wax,  bring  the 
one  near  to  the  other ;  they  will  recede  from  each  other 
as  they  did  from  the  wax.    If  both  straws  be  excited 
by  glass,  they  will  in  like  manner  repel  each  other;  but 
if  one  be  excited  by  the  glass  and  the  other  by  the  Wax, 
they  will  attract  each  other.     Hence  we  learn,  that 
bodies  similarly  electrified  repel,  those  differently  elec- 
trified attract  each  other. 

Proceeding  a  step  further,  it  will  be  found  that  whenever  two 
bodies  are  rubbed  together,  both  kinds  of  electricity  are  liberated, 
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but  so  long  as  the  two  bodies  remain  in  contact,  no  sign  of  the 
presence  of  either  electricity  appears  ;  on  separating  them,  both 
are  found  to  be  electrified — one  vitreously,  the  other  resinously  ; 
for  example,  stretch  a  piece  of  dry  silk  over  a  brass  plate,  and 
rub  it  upon  a  glass  plate  ;  so  long  as  the  two  bodies  are  in 
contact,  the  quantities  of  each  kind  of  electricity  set  free  are 
precisely  sufficient  to  neutralize  each  other,  and  the  combined 
plates  will  not  affect  the  electroscope,  but  as  soon  as  the  glass 
plate  and  the  silk  are  separated,  the  glass  will  repel  the  disk  (fig. 
168),  while  the  silk  will  attract  it. 

(225)  Insulators  and  Conductors. — Bodies  that  have  been  thus 
electrically  excited,  return  to  their  neutral  condition  when  touched 
by  other  substances,  but  with  degrees  of  rapidity  depending  on 
the  kind  of  body  which  touches  them.  A  rod  of  sealing-wax  or 
of  shell-lac,  for  example,  may  be  held  in  contact  with  any  electri- 
fied body  without  sensibly  lessening  the  charge  ;  but  the  momen- 
tary touch  of  a  metallic  wire,  or  of  the  hand,  is  sufficient  to  remove 
all  indications  of  electric  excitement :  it  is  therefore  clear  that 
there  are  some  bodies  which,  like  the  wire  or  the  hand,  readily 
allow  the  passage  of  electricity,  and  these  are  termed  conductors ; 
whilst  there  are  others  which,  like  shell-lac,  do  not  easily  allow  its 
passage,  and  these  are  called  insulators.  There  is,  however,  no  ab- 
solute line  of  distinction  between  these  two  classes  of  bodies  ;  there 
is  no  such  thing  as  either  perfect  insulation,  or  perfect  conduction, 
for  the  two  classes  of  bodies  pass  gradually  one  into  the  other. 

In  the  following  table  each  substance  enumerated  is  superior 
in  insulating  power  to  all  those  which  follow  it.  The  nearer  the 
substance  is  to  the  bottom  of  the  table,  the  better,  on  the  con- 
trary, is  its  conductivity  : — 


Insulators. 
Dry  Gases  and  Dry  Steam. 
Shell-Lac. 
Sulphur. 
Amber. 
Resins. 
Caoutchouc. 
Gutta  Percha. 

Diamond,  and  some  other 

precious  stones. 
Silk 

Dry  Fur. 

Glass. 

Ice. 


Spermaceti. 

Turpentin  and  Volatile  Oils. 
Fixed  Oils. 

String  and  Vegetable  Fibres. 
Moist  Animal  Substances. 
Water. 

Saline  Solutions. 
Flame. 

Melted  Salts. 

Plumbago. 

Charcoal. 

All  the  Metals. 

Conductors, 
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Any  object  is  spoken  of  as  being  electrically  insulated  when  it 
is  supported  by  means  of  some  badly-condncting  substance  which 
prevents  the  free  escape  of  the  electricity.  The  presence  of 
moisture  deposited  from  the  air  upon  the  surface  even  of  the 
best  insulator  converts  it  for  the  time  into  a  conductor,  and  is 
one  of  the  most  annoying  impediments  to  the  success  of  elec- 
trical experiments,  as  the  electricity  is  carried  off  as  fast  as  it  is 
accumulated.  Glass  is  especially  liable  to  this  inconvenience,  but 
by  varnishing  it  when  practicable,  and  keeping  it  thoroughly 
warm,  the  difficulty  is  diminished.  By  due 
precautions,  instruments  may  be  constructed 
which,  in  dry  air,  will  preserve  a  charge  for  a 

c  considerable  time,  weeks  or  months. 

The  most  perfect  insulatoi's  still  allow  elec- 

t  trie  attraction  to  traverse  them,  although  by  a 

]  process  different  from  conduction,  and  hence 

I  they  are  termed  Dielectrics  (230).  For  instance, 

i  if  one  side  of  a  plate  of  glass  be  electrified  by 

I  rubbing  it  with  a  piece  of  silk,  the  opposite  face 

:  also  acquires  the  power  of  attracting  particles 
of  bran  or  other  light  objects. 

{226)  Electroscopes. — Various  instrumentn  have  been  devised  for  detecting 

I  feeble  charges  of  electricity.    One  of  the  most  convenient  of  these  is  the  gold- 
leaf  electroscope  {fig.  170),  which  is  sensible  to  extremely  small  charges.  It 

>  consists  of  a  pair  of  gold  leaves  suspended  from  the  lower  extremity  of  a  metallic 
wire  which  terminates  above  in  a  brass  plate.  The  wire  is  insulated  by  passing 
it  through  a  varnished  glass  tube  packed  with  silk, 
and  the  whole  is  surrounded  and  supported  by  a 
glass  case.  The  approach  of  an  excited  body  in- 
stantly causes  the  divergence  of  the  leaves.  If  a 
glass  tube  be  rubbed  with  a  dry  handkerchief,  and 
touched  with  a  small  disk  of  paper  insulated  by 
attaching  it  to  a  rod  of  sealing-wax,  as  directed  in 
preparing  the  electroscope  (fig.  168),  a  small  vitreous 
charge  will  be  received  by  the  paper,  and  if  carried 
by  it  to  the  cap  of  the  electroscope,  the  leaves  will 
diverge  permanently  with  vitreous  electricity.  The 
approach  of  the  glass  rod  would  cause  the  leaves  to 
diverge  further,  whilst  that  of  a  stick  of  excited  wax 
would  cause  them  to  collapse. 

An  instrument  (fig.  171)  called  a  torsion  elec- 
trometer was  devised  by  Coulomb  for  accurately 
measuring  minute  differences  in  the  amount  of  elec- 
trical attraction  or  repulsion.  The  force  which  he 
opposed  to  that  of  electricity  was  the  resistance  to 
twisting  which  is  offered  by  an  elastic  thread.  A 
fihre  of  silk,  a  fine  silver  wire,  or  a  thread  of  glass, 

has  been  used  for  the  purpose  of  measuring  the  angle  of  torsion,  this  angle 
being  exactly  proportional  to  the  force  applied  for  small  displacements. 


Fig 


460 


PELTIER^S  ELECTROMETER. 


[226. 


By  means  of  a  long  glass  thread,  fastened  above  to  a  pin,  p  (carrying  an 
index  which  traverses  the  graduated  plate,  b),  a  needle  of  sliell-lac  is  suspended 
freely  in  the  glass  case,  a.   This  needle  is  terminated  at  one  end  by  a  gilt  ball,  b,  .< 
at  the  other  by  a  paper  disk  which  serves  to  check  its  oscillations.    In  the  ^ 
glass  cover  of  the  instrument  is  a  small  aperture  through  which  another  gilt  ^ 
ball,  a  (the  carrier),  also  suspended  by  shel!-lac,  can  be  introduced  and  with-  i 
drawn.    In  oider  to  equalize  the  induction,  two  narrow  strips  of  tinfoil,  c  and  d,  \ 
connected  with  the  earth,  and  having  a  narrow  interval  between  them,  are  pa.sted  I 
upon  the  inside  of  the  glass  cylinder,  one  a  little  above  and  the  other  a  little  1 
below  the  level  of  the  balls ;  a  graduated  circle  is  pasted  on  the  glass  for  reading  ; 
otfthe  angular  deviation  of  the  needle.    When  the  instrument  is  to  be  used,  the  ' 
carrier-ball  is  adjusted  so  that  after  it  has  been  removed  it  can  with  certainty  be  1 
replaced  in  the  same  position  as  at  first;  the  ball  upon  the  needle  is  adjusted  by 
turning  the  pin  until,  without  any  twist  upon  the  thread,  it  shall  just  touch  the  1 
carrier,  its  centre  being  at  the  zero  of  the  scale,  and  the  position  of  the  index  on  i 
the  upper  graduated  plate,  b,  is  noted.    The  carrier-ball,  a,  is  next  made  to  i 
touch  the  object  the  electricity  of  which  is  to  be  measured :  it  takes  oif  a  quantity 
proportional  to  the  amount  accumulated  on  the  spot.    The  ball  a  is  immediately 
replaced  in  the  instrument ;  it  divides  its  charge  with  the  ball  b  on  the  nSedle, 
and  repulsion  ensues.    The  thread  which  supports  the  needle  is  then  twisted 
\mti\  the  centre  of  the  ball  b  is,  by  the  reaction  of  torsion,  brought  back  towards 
the  carrier,  a,  to  some  determinate  angle  (say  30°)  marked  on  the  graduation  of 
the  glass  case ;  suppose  the  number  of  degrees  through  which  it  has  been  neces-  ' 
sary  to  twist  the  thread  to  be  160°;  160  +  30,  or  190,  will  represent  the  repul-  j 
sion.    To  compare  this  amount  with  any  other  quantity,  the  balls  must  be  ! 
discharged,  and  the  experiment  repeated  under  the  new  conditions,  noting  the  ^ 
number  of  degrees  of  torsion  required  to  make  the  needle  stand  at  30°  as  before  : 

the  repulsion  is  directly  proportional  to 
Fig.  172.  the  torsion  angle  in  the  two  cases.  Sup- 

pose in  a  second  experiment  that  the  | 
thread  sustain  a  twist  of  180°  before  the  , 
ball  b  is  brought  back  to  the  angle  of 
30°  J  the  repulsion  will  now  be  180  +  30,  i 
or  210;  and  the  relative  electrical  repul-  j 
sions  in  the  two  experiments  will  be  as 
190  :  210.  ! 

Another  very  convenient  electrometer 
was  devised  by  Peltier,  in  which  the  1 
directive  force  exerted  by  the  earth  upon 
a  small  magnet  is  substituted  for  the  1 
torsion  of  a  wire.    Fig.  172  represents 
Peltiei-'s  electroscope :  a  5  is  a  metallic 
wire  terminating  above  in  a  brass  knob,  , 
and  cemented  by  means  of  shell-lac  into 
an  insulating  foot  of  ebonite,  c.    At  6  is  \ 
a  brass  riug,  from  which  proceed  two 
brass  arms,  d  d.    In  the  ring  is  sup-  1 
ported  a  light  metallic  needle,  e,  which  | 
moves  freely  upon  a  pm  like  a  compass-  t 
needle.    This  metallic  needle  carries  a  j 
small  magnetized  steel  wire,  ?«.    In  order  1 
to  use  the  instrument,  it  is  placed  so  that  j 
the  needle,  e,  when  the  steel  wire,  m,  is  exactly  in  the  magnetic  meridian,  is  just  j 
made  to  touch  the  arms,  d  d.     On  communicating  a  charge  of  electricity  to  the  j 
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ball,  a,  it  spreads  over  the  insulated  wire  and  needle,  e ;  the  needle  is  immediately 
repelled  by  the  fixed  arms,  d  d,  and, the  amount  of  its  angular  deviation  gives 
the  means  of  estimating  the  repulsion  ;  this,  however,  is  not  directly  propor- 
tionate to  the  number  of  degrees  which  represent  the  angle  of  deviation.  "  These 
values  must  be  ascertained  by  direct  experiment. 

The  most  perfect  form  of  instrument  yet  produced  is  Sir  William  Thomson's 
quadrant  electrometer.  [Report  of  Committee  on  Standards  of  Electrical 
Resistance.  British  Association  Report for  1867,  490.)  The  needle  consists  of  a 
thin  aluminium  plate,  narrower  in  the  centre  than  at  the  ends,  and  with  the  ends 
rounded  off ;  through  the  centre  of  the  plate  a  platinum  wire  is  fixed,  with  a 
short  cross-piece  at  its  upper  end,  to  which  are  attached  two  fibres  of  unspun 
silk,  by  which  the  wire  and  needle  are  suspended.  The  needle  is  placed  within 
a  flat  circular  box  of  brass,  divided  into  four  quarters,  and  with  the  centre  cut 
away  to  permit  the  passage  of  the  suspending  wire  and  its  prolongation.  These 
quadrants  are  attached  b}'  insulating  glass  stems  to  the  brass  cover  of  a  Leyden 
jar  containing  concentrated  sulphuric  acid  as  the  inner  coating,  and  coated  exter- 
nally  with  tinfoil.  To  the  platinum  wire  below  the  needle  is  attached  a  piece  of 
finer  wii-e  supporting  a  platinum  weight,  which  hangs  in  the  sulphuric  acid, 
and  the  needle  is  thus  kept  charged  with  electricity  when  the  apparatus  is  in  use ; 
a  small  concave  mirror  is  fixed  to  the  platinum  wire  above  the  needle,  and  by  its 
means  very  small  movements  of  the  needle  are  rendered  visible  by  the  motion  of 
the  image  of  an  illuminated  slit  or  wire  on  a  screen  placed  at  some  distance  from 
the  mirror.  The  quadrants  are  so  mounted  that  their  edges  are  not  in  contact, 
but  the  opposite  quadrants  are  connected  by  metallic  wires  ;  two  binding-screws 
are  fixed  to  the  lid  of  the  instrument,  by  which  a  charge  may  be  communicated 
to  the  quadrants.  The  silk  fibres  are  placed  in  such  a  position  that  when  the 
quadrants  are  discharged  the  needle  stands  over  the  spaces  between  the  pairs  of 
quadrants,  and  they  bring  the  needle  back  into  this  position  if  displaced  from  it. 
In  order  to  use  the  instrument,  the  Leyden  jar  is  charged  with  positive  elec- 
tricity. It  is  essential  that  this  charge  should  be  constant,  and  the  force  of  the 
charge  is  measured  by  the  attraction  experienced  by  a  light  aluminium  plate 
placed  at  the  top  of  the  instrument,  opposite  a  brass  plate  in  connexion  with 
the  interior  coating  of  the  jar;  the  charge  of  the  jar  is  increased  or  diminished 
by  means  of  the  replenisher,  which  raises  the  charge  when  a  milled  head  is 
turned  in  one  direction,  and  lowers  it  when  turned  in  the  other,  but  for  a  descrip- 
tion of  which  the  reader  must  be  referred  to  the  original  paper.  If  now  a  feeble 
charge  be  communicated  to  one  pair  of  the  quadrants  while  the  other  pair  is 
connected  with  the  earth,  or  charged  equally  and  oppositely,  the  needle  will  be 
attracted  by  one  pair  and  repelled  by  the  other,  and  will  consequently  rotate  on 
its  axis  in  a  direction  determined  by  the  arrangement  of  the  connexions  of  the 
quadrants.  This  instrument  is  so  delicate  that  a  single  cell  of  Daniell  will  cause 
the  spot  of  light  on  the  scale  to  move  over  60  divisions  (of  -^^  of  an  inch  at  a 
distance  of  40  inches) — a  very  considerable  eflPect  if  we  consider  the  very  low 
tension  of  the  electricity  at  the  poles  of  a  voltaic  couple  (259). 

It  was  long  imagined  that  non-conductors  only  were  capable 

of  excitement  by  friction^  and  hence  they  were  termed  electrics  ; 

all  bodies,  however,  exhibit  this  phenomenon,  if  proper  care  be 

taken  to  insulate  them.     If,  for  example,  a  piece  of  brass  tube 

insulated  by  a  glass  handle  be  rubbed  upon  fur,  it  receives  a  charge, 

as  may  be  shown  by  bringing  it  near  the  disk  of  the  electroscope 

(fig.  168).     Even  two  dissimilar  metals,  after  being  brought  into 

contact  with  each  other,  may,  with  proper  precautions,  be  made  to 
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show  signs  of  electric  excitement  on  being  separated  (257).  The 
friction  of  glass  against  metal  spread  over  silk  is  attended  by  a 
more  powerful  development  of  electricity  than  when  silk  alone  is 
used  ;  and  an  amalgam  consisting  of  i  part  of  tin,  2  of  zinc,  and  6 
of  mercury,  rubbed  to  fine  powder  and  mixed  with  a  little  lard, 
is  found  to  be  highly  effectual  in  exalting  the  quantity  which  is 
developed.  The  same  substance,  however,  does  not  always 
manifest  the  same  electrical  condition  when  rubbed ;  glass  when 
rubbed  upon  silk  becomes  vitreously  excited ;  but  if  rubbed  ou 
the  fur  of  a  cat  it  exhibits  resinous  electricity.  Metallic  bodies, 
when  their  surface  is  perfectly  free  from  oxide,  become  negatively 
electric  when  rubbed  by  imperfect  conductors  such  as  silk,  fur, 
wood,  cork,  or  ivory.  The  amount  of  friction  necessary  to 
produce  electric  excitement  is  exceedingly  small;  the  mere 
drawing  of  a  handkerchief  across  the  top  of  the  electroscope 
(fig.  170),  or  even  across  the  clothes  of  a  person  insulated  by 
standing  on  a  cake  of  resin,  or  on  a  stool  with  glass  legs,  pro- 
vided he  touch  the  cap  of  the  instrument,  is  sufficient  to  cause 
divergence  of  the  leaves.  The  simple  act  of  drawing  off  silk 
stockings,  or  a  flannel  waistcoat,  or  the  combing  of  the  hair  in 
frosty  weather,  frequently  occasions  the  snapping  and  crackling 
noise  due  to  the  electric  spark;  and  the  stroking  of  the  fur  of  a 
cat  at  such  a  season  is  well  known  to  produce  similar  effects. 

(227)  Electrical  Hypotheses. — These  various  phenomena  have 
been  accounted  for  by  two  principal  hypotheses. 

One  of  these,  commonly  known  as  the  '  theory  of  one  fluid,' 
is  due  to  Franklin.  Electricity,  upon  this  view,  is  supposed  to  be 
a  subtle  imponderable  fluid,  of  which  all  bodies  possess  a  definite 
share  in  their  natural  or  unexcited  state.  By  friction  or  other- 
wise, this  normal  state  is  disturbed.  If  the  body  rubbed  receive 
more  than  its  due  share,  it  acquires  vitreous  electricity,  or,  in  the 
terms  of  Franklin,  becomes  electrified  positively,  or  +  ;  whilst  at 
the  same  time  the  quantity  of  electricity  in  the  rubber  which 
becomes  resiuously  charged  is  sujaposed  to  be  diminished,  and 
thus  the  rubber  acquires  a  negative  or  —  state.  Franklin  sup- 
posed the  particles  of  the  electric  fluid  to  be  highly  self-repulsive, 
and  to  be  powerfully  attractive  of  the  particles  of  matter. 

The  other  hypothesis,  the  '  theory  of  two  fluids,^  was  originally 
proposed  by  Dufay.  According  to  this  vicAV  there  are  two  electric 
fluids,  the  vitreous  and  the  resinous,  equal  in  amount  but  opposite 
in  tendency ;  when  associated  together  in  equal  quantity  they 
neutralize  each  other  perfectly ;  a  portion  of  this  compound  fluid 
pervades  all  substances  in  their  unexcited  state.    By  friction  the 
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compound  fluid  is  decomposed  ;  the  rubber  acquires  an  excess  of 
oue  fluidj  say  the  resiuouS;  and  thus  becomes  resinously  excited ; 
the  body  rubbed  takes  up  the  corresponding  excess  of  vitreous 
electricity,  and  becomes  excited  vitreously  to  an'  equal  extent. 
Upon  this  view  the  particles  of  each  fluid  are  self-repulsive,  but 
powerfully  attract  those  of  the  opposite  kind. 

The  language  of  either  theory  may  be  employed  in  order  to 
distinguish  the  two  kinds  of  electricity  :  the  term  vitreous  or 
positive  may  be  used  indiff'erently  for  one  kind,  and  resinous  or 
negative  for  the  other  kind,  provided  it  be  borne  in  mind  that 
positive  and  negative  are  mere  distinguishing  terms :  negative 
electricity  being  as  real  a  manifestation  as  the  positive. 

It  is  manifest  that  one  or  other  of  these  hypotheses  must  be 
false,  yet  either  will  serve  to  connect  the  facts  together.  The 
supposition  of  an  electric  fluid  is,  notwithstanding,  gradually 
being  abandoned.  The  supposition  of  a  gravitative  fluid  might, 
with  nearly  as  much  propriety,  be  insisted  on  to  explain  the  phe- 
nomena of  gravitation,  or  a  cohesive  fluid  to  account  for  those  of 
cohesion. 

Electricity  is  now  regarded  as  a  stress  in  a  medium,  re- 
markable for  the  peculiar  form  of  action  and  reaction  which  it 
exhibits.  This  kind  of  action  and  reaction  follows  the  same  law 
of  equality  and  opposition  in  its  manifestations  as  that  which  is 
exhibited  more  obviously  in  the  phenomena  of  mechanics.  When- 
ever vitreous  electricity  is  manifested  at  one  point,  a  corresponding 
amount  of  resinous  electricity  is  invariably  developed  in  its  vicinity, 
reacting  against  it,  and  thus  enabling  its  presence  to  be  recog- 
nised, although  this  reaction  may  not  be  immediately  perceptible. 

The  phenomena  of  vitreous  and  resinous  electricity  may  be 
rudely  but  not  inaptly  illustrated  by  those 
of  elasticity  exhibited  by  an  ordinary  spring, 
as  shown  at  s,  fig.  173.  The  spring  in  its 
unstretched  state  may  represent  the  body 
in  its  unelectrified  condition ;  it  then  dis- 
plays nothing  of  the  peculiar  power  that  it 
possesses.  The  spring  cannot  be  stretched 
from  one  extremity  only;  but  if  fixed  at 
one  end,  as  by  hooking  it  to  the  pin,  p, 
a  weight,  w,  may  be  applied  to  the  other 
end,  and  it  will  seem  to  be  stretched  by  one 
weight  only.  In  reality,  however,  it  is  not 
80 ;  for  by  substituting  at  v  a  weight  equal  in  amount  to  that  at  w-, 
instead  of  the  fixed  point,,  p,  the  tension  of  the  spring  remains 
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unaltered,  but  a  reaction,  equal  and  opposite  to  the  original 
action  of  the  weight,  w,  is  instantly  rendered  evident. 

So  it  is  with  electricity ;  cases  not  unfrequently  occur  where 
one  kind  only  of  electricity  seems  to  be  present,  but  a  careful  exa- 
mination will  always  detect  an  equal  amount  of  the  opposite  kind. 
This  essential  character  of  action  and  reaction  in  the  electrical 
force  will  be  more  clearly  manifested  in  the  following  remarks  and 
experiments. 

(228)  Electrical  Induction. — In  the  preceding  cases  the  elec- 
tricity has  been  excited  by  friction  and  communicated  to  other 
bodies  by  contact.  An  insulated  charged  body,  however,  exerts 
a  remarkable  action  upon  other  bodies  in  its  neighbourhood. 
Long  before  contact  occurs,  the  mere  approach  of  an  excited 
glass  tube  towards  the  electroscope  causes  divergence  of  the 
leaves,  and  on  removing  the  glass  tube,  if  it  have  not  been 
allowed  to  touch  the  cap  of  the  instrument,  all  signs  of  dis- 
turbance cease. 

The  following  mode  of  performing  the  experiment  will  afford  a 
means  of  examining  this  action  of  an  electrified  substance  upon 
objects  at  a  distance  : — 

Place  two  cylinders  of  wood,  or  of  metal,  each  supported  on  a 
varnished  stem  of  glass,  so  as  to  touch  each  other  end  to  end 
(fig.  174,  i) ;  from  the  outer  extremity  of  each  suspend  a  couple 

of  pith  balls  by  a  cotton  thread,  and 
Fig.  174.  bring  the  excited  glass  tube  near  one 

end  of  the  arrangement  as  shown 
at  2.     Electric  disturbance  will  be 


'^"^r^^  -  +  - 


2.    0\     shown  by  the  repulsion  of  both 

r+   -■  +X+  "  P^^^^       balls.    Separate  the  two 

•*      "  cylinders  without  touching  the  con- 

— —    -{-3    ^  4.  _  ducting  portion,  an&  then  remove 

fi  []   H      A   the  glass  tube;  the  balls  will  still 

continue  to  diverge  (3).  But  let 
the  glass  be  again  brought  near  ;  the  balls  on  the  cylinder  ori- 
ginally nearest  the  glass  will  collapse,  showing  this  cylinder  to  be 
negatively  excited,  while  the  same  excited  glass  will  cause  the 
balls  on  the  further  cylinder  to  diverge  from  the  presence  of 
positive  electricity.  Again,  remove  the  glass  altogether,  and 
bring  the  two  cylinders  into  contact ;  a  spark  may  generally  be 
seen  to  pass  between  them,  and  both  pairs  of  balls  will  immediately 
collapse  and  continue  at  rest.  The  entire  amount  of  electricity 
existing  upon  the  two  cylinders  taken  together  remains  the  same 
throughout  the  whole  period  of  the  experiment,  but  its  distribution 


228.] 


CHARGE  OF  GOLD-LEAF  ELECTROSCOPE. 


465 


is  altered,  as  is  shown  by  the  position  of  the  signs  +  and  —  .  The 
experiment  may  be  explained  in  the  following  manner : — Suppose 
the  two  cylinders  to  be  in  the  neutral  state  (No.  i) ;  on  bringing 
the  excited  glass  tube  near  to  them,  a  portion  of  the  negative 
electricity  appears  to  be  drawn  towards  the  end  of  the  cylinder 
nearest  to  the  glass,  as  in  No.  2,  whilst  the  corresponding  quantity 
of  disengaged  positive  electricity  causes  the  balls  on  both  cylinders 
to  diverge :  the  moment  the  glass  is  removed,  the  negative 
electricity  redistributes  itself  as  in  No.  i,  and  the  balls  collapse  ; 
but  if  the  two  cylinders  be  separated  before  the  glass  is  removed, 
and  if  the  excited  glass  be  then  withdrawn,*  the  results  will  be 
such  as  are  represented  in  No.  3,  in  which  the  negative  electricity 
on  one  of  the  cylinders  is  more  than  sufficient  to  neutralize  the 
positive,  and  hence  the  balls  diverge  negatively  j  while  on  the 
other  it  is  less  than  sufficient  for  the  positive,  consequently  the 
balls  diverge  with  positive  electricity.  On  causing  the  two 
cylinders  to  approach  each  other  when  in  this  state,  the  two 
electricities  will  neutralize  each  other,  and  if  of  sufficient  power, 
the  reunion  will  be  attended  with  a  slight  spark. 

This  action  at  a  distance  of  one  electrified  body  upon  others 
in  its  neighbourhood  is  termed  electrical  induction.  It  is  a 
principle  of  very  extensive  application,  and  indeed  it  furnishes 
a  key  to  the  explanation  of  the  greater  number  of  electrical 
phenomena. 

An  instance  of  electrical  induction  is  afforded  in  the  action  of 
the  gold-leaf  electroscope.    Let  i  (fig.  1 75)  represent  the  instru- 
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ment  in  a  neutral  state.  As  soon  as  an  excited  glass  tube,  g,  is 
caused  to  approach  the  cap  of  the  electroscope,  the  leaves  will 


*  If  the  glass  tube  be  withdrawn  gradually  to  a  certain  distance,  the  balls 
upon  the  cylinder  nearest  the  tube  will  gradually  collapse,  in  proportion  as  the 
inductive  power  is  weakened  by  distance ;  a  portion  of  the  negative  electricity 
b«ing  liberated  in  quantity  suflScieiit  to  neutralize  the  free  "positive  charge,  aud, 
on  completely  withdrawing  the  excited  tube,  the  excess  of  negative  electricity  is 
set  free,  and  the  balls  now  diverge  negatively. 
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diverge  as  at  2.    Whilst  the  glass  tube  is  still  near  the  instru-  ' 
ment,  let  the  cap  of  the  electroscope  be  touched  with  the  hand,  \ 
so  as  to  uniusulate  it  for  a  moment,  as  at  3,  by  placing  it  in  ] 
communication  with  the  earth  through  the  body,  which  acts  the  ! 
part  of  a  conductor  ;  the  leaves  will  collapse,  and  the  instrument  | 
will  seem  to  be  quiescent ;  now  remove  the  finger  from  the  cap,  j 
and  then  take  away  the   glass  tube,  g  ;   instantly  the  leaves  | 
diverge,  and  the  electroscope  is  permanently  charged,  in  conse- 
quence of  a  change  in  the  distribution  of  the  electricity,  as  repre- 
i^ented  at  4.    Its  charge,  however,  is  not  positive  like  that  of  the  i 
glass,  but  negative ;  for  if  the  glass  be  again  brought  near,  the 
leaves  will  collapse,  while  a  stick  of  excited  wax  will  make  them 
open  out  further.    These  effects  arise  from  electrical  induction, 
and  the  process  which  takes  place  is  believed  to  be  the  following. 
The  approach  of  the  tube  in  the  first  instance  causes  the  negative 
electricity  to  accumulate  in  the  cap,  as  at  2,  where  it  is  retained 
by  a  species  of  attraction,  in  which  condition  it  is  said  to  be  dis- 
guised.      The  leaves,  therefore,  diverge  with   a  corresponding 
quantity  of  positive  electricity  thus  set  free ;  things  being  in  this 
state,  a  touch  is  sufficient  to  neutralize  the  excess  of  positive  1 
electricity,  as   seen  in  3,  and  the  instrument  appears  to  be  i 
quiescent.     Remove  first  the  finger,  and  then  the  glass  tube,  | 
however,  and  the  negative  electricity,  that  had  been  accumulated  I 
on  the  surface  of  the  cap,  spreads  over  the  whole  instrument  j 
(though  in  the  diagram  this  is  only  represented  as  taking  place 
Upon  the  leaves),  and  the  leaves  diverge  with  negative  electricity, 
as  shown  at  4. 

In  all  these  cases,  the  excited  body  itself  neither  loses 
nor  gains  electricity  by  the  process  just  described.  The  mode 
in  which  this  transfer  of  force  from  a  distance  is  effected  still 
remains  to  be  considered. 

(229)  Faraday's  Theory  of  Induction. — We  owe  to  Faraday  n 
theory  of  these  effects,  which  has  .been  thus  concisely  summed 
up  by  Snow  Harris  (Rudimentary  Electricity,  second  ed.,  pp.  44, 
45,  47).  Faraday  '  conceives  electrical  induction  to  depend  on  a 
peculiar  form  of  physical  action  propagated  between  contiguous 
molecules.  In  these  intermediate  molecules,  a  separation  of  the 
opposite  electricities  takes  place,  and  they  become  disposed  in  an 
alternate  series  or  succession  of  positive  or  negative  points  or 
poles ;  this  he  terms  a  polarization  of  the  particles,  and  in  this 
way  the  force  is  transferred  to  a  distance.  Thus,  if  in  fig.  176, 
p  represent  a  positively  charged  body,  and  a,  b,  c,  d,  interme- 
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diate  molecules,  theu  the  action  of  p  is  transferred  to  a  distant 
bodVj  by  the  separation  and  electrical  polarization  of  these 
particlesj  indicated  by  the  series  of  black  and  white  hemispheres. 
Now,  if  the  particles  can  maintain  this  state,  then  insu-  ^  ^ 
lation  obtains;  but  if  the  forces  communicate  or  dis- 
charge one  into  the  other,  then  we  have  an  equalization 
or  combination  of  the  respective  and  opposite  elec- 
tricities throughout  the  whole  series,  including  p  and 
n/  .  .  .  .  '  This  theory  ....  considers  particles  of 
common  matter,  taken  as  centres  of  force,  as  being 
more  or  less  conducting ;  the  particles  not  being,  in 
their  quiescent  state,  arranged  in  a  polarized  form,  they 
become  so  by  the  influence  of  contiguous  and  charged 
particles.  They  then  assume  a  forced  state,  and  tend  to  return, 
by  a  powerful  tension,  to  their  original  normal  position ;  being 
jnore  or  less  conductors,  the  particles  charge  either  bodily  or  by 
polarity ;  contiguous  particles  can  communicate  their  forces  more 
or  less  readily  one  to  the  other.  When  less  readily,  the  polarized 
state  rises  higher,  and  insulation  is  the  result :  when  more  readily, 
conduction  is  the  consequence.^  .  .  .  .  '  Induction  is  the  action 
of  a  charged  body  upon  insulating  matter,  or  matter  the  particles 
of  which  communicate  the  electrical  forces  to  each  other  in  an 
extremely  minute  degree.'' 

(230)  Distribution  of  Electric  Charge. — Bodies  susceptible  of 
this  polarization  are  tei'med  dielectrics ;  and  whether  they  be 
solid,  liquid,  or  aeriform,  the  electric  action  is  transmitted  through 
them  freely.  A  pane  of  glass  interposed  between  the  excited 
tube  and  the  cap  of  the  electroscope  will  in  no  sensible  manner 
affect  the  divergence  of  the  leaves,  which  will  occur  as  usual;  but 
the  interposition  of  an  uninsulated  sheet  of  tin-plate,  or  even  of 
a  screen  of  wire  gauze,  will  effectually  stop  all  signs  of  electric 
excitement  on  the  leaves. 

Owing,  however,  to  the  molecular  action  by  which  induction 
is  propagated,  Faraday  has  shown  that  it  may,  under  certain  cir- 
cumstances, be  traced  round  the  edges  of  such 
a  screen,  and  it  may  be  continued  either  in 
curved  or  in  straight  lines.  Let  s  (fig.  177)  re- 
present a  mass  of  shell-lac  which  has  been  ex- 
cited by  friction  at  its  upper  part ;  b,  a  brass- 
plate  resting  on  the  shell-lac,  but  also  in  con- 
ducting communication  with  the  ground.  At 
a,  a  strong  inductive  action  is  perceived,  which 
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is  weaker  at  b,  weaker  still  at  c,  and  very  trifling  at  d ;  at  e  it 
increases,  and  at  /  is  nearly  as  strong  as  at  b,  whilst  at  g  it 
again  decreases,  from  the  eftect  of  increasing  distance.  | 

In  consequence  of  these  inductive  actions,  electricity  when  at  rest  is  always  j 
distributed  over  the  surface  of  a  charged  object ;  and  therefore,  for  the  purpose  ' 
of  collecting  electricity,  a  hollow  shell  of  conducting  matter  is  quite  as  elfectual  | 

as  a  solid  mass  of  the  same  size.    Many  striking  \ 
Pig.  178.  experiments  may  be  given  in  proof  of  this  im-  j 

portant  fact.  For  instance,  place  a  metallic  can,  I 
c  (iig.  178,  i),  upon  a  small  insulating  stand,  s; 
communicate  a  charge  to  a  brass  ball,  insulated  ; 
by  a  slender  glass  rod,  and  introduce  this  charged 
ball  into  the  interior  of  the  can,  allowing  it  to 
touch  the  bottom ;  withdraw  the  ball ;  it  will  be 
found  when  tested  witli  the  electroscope  to  have 
given  up  all  its  electricity.  Touch  the  inside  of 
the  can  with  &  proof  plane  (or  small  disk  of  paper  ! 
insulated  by  a  stout  filament  of  shell-lac)  and  hold  I 
it  towards  the  charged  disk  of  the  electroscope 
(fig.  168),  no  action  will  be  perceived:  bring  the 
proof  plane,  however,  into  contact  with  any  part 
of  the  outer  surface  of  the  metallic  can,  and  an  abundant  charge  will  be  obtained. 
No  charge  can  be  sustained  towards  the  interior,  because  there  is  no  object  within 
towards  which  induction  can  take  place ;  but  the  polarization  of  the  air  on  the 
outside  produces  induction  towards  all  surrounding  objects.*  But  now,  whilst 
the  exterior  still  remains  charged,  hold  an  unexcited  brass  ball,  attached  to  a 
metallic  wire,  in  the  inside  of  the  cup  (fig.  178,  2),  without,  however,  allowing 
it  to  touch  it ;  if  the  insulated  paper  disk,  under  these  circumstances,  be  made  to 
touch  any  part  of  the  inside  of  the  can,  it  will  receive  a  charge :  the  particles 
of  the  air  within  the  can  may,  under  these  circumstances,  become  polarized, 
because  the  brass  ball  is  in  a  condition  to  become  oppositely  charged  to  the  can. 
If  the  can  be  positive,  the  ball  becomes  negative,  its  positive  electricity  passing 
off  to  the  earth  by  the  wire. 

On  this  principle  Sir  W.  Thomson  has  constructed  a  self-acting  apparatus  for 
multiplying  and  maintaining  electric  charges  [Proc.  Roy.  Soc.  1867,  xvi.  67). 
A  vertical  cylinder  of  copper,  open  at  both  ends,  is  connected  to  the  stem  of  a 
Leydenjar:  in  the  centre  of  the  cylinder  is  the  end  of  an  uninsulated  tube 
delivering  water  in  drops.  The  jar  is  charged,  say,  positively,  and  the  cylinder 
then  acts  by  induction  on  the  water  at  the  end  of  the  tube,  and  as  the  drops 
break  away  they  carry  with  them  a  negative  charge.  At  a  short  distance  below 
the  cylinder  another  is  fixed,  connected  with  the  interior  coating  of  a  .second 
Leyden  jar.  This  cylinder  has  within  it  a  copper  funnel,  on  which  the  drops 
fall,  and  so  charge  the  jar  negatively.  The  water  falls  through  this  funnel,  but 
without  carrying  away  any  of  the  charge.  The  second  Leyden  jar  is  also 
connected  with  a  copper  cylinder  or  inductor,  in  which  a  second  uninsulated 
stream  of  water  is  breaking  into  drops ;  but  as  this  jar  is  negatively  electrified, 
the  drops  are  acted  upon  inductively,  and  carry  away  a  positive  charge,  which  is 
collected  by  a  receiver  similar  to  the  first,  but  connected  with  the  first  Leyden 


*  Indeed,  a  delicate  electrometer  may  be  enclosed  in  a  shell  of  conducting 
matter,  which  may  be  so  highly  charged  as  to  emit  sparks  in  all  directions, 
though  the  electrometer  will  remain  wholly  unaffected. 
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jar.  In  this  way  a  rapid  succession  of  sparks  may  be  obtained,  though  the 
charge  given  to  the  first  Leyden  jar  was  extremely  small. 

A  similar  disturbance  of  electric  equilibrium  will  be  found 
whenever  a  charged  body  is  brought  near  other  uninsulated  ones. 
If  an  excited  glass  tube  be  brought  towards  the  wall  of  the  room, 
and  just  opposite  to  the  tube  the  wall  be  touched  with  the  proof 
plane,  a  small  charge  of  resinous  electricity  will  be  carried  off, 
and  will  be  perceptible  by  the  electroscope. 

By  increasing  the  surface  of  the  conductor  whilst  the  amount 
of  electricity  remains  the  same,  it  is  obvious  that  the  quantity 
upon  each  portion  of  exposed  surface  is  diminished,  and  the  ten- 
sion  of  the  charge  is  said  to  be  lowered.  For  instance,  if  a  me- 
tallic ribbon,  coiled  up  by  the  action  of  a  spring,  be  attached  to 
the  cap  of  an  electroscope,  and  a  small  charge  be  given  to  it,  a 
certain  divergence  of  the  leaves  will  be  produced :  on  uncoiling 
the  ribbon,  by  means  of  a  silk  thread  attached  to  it  for  the  pur- 
pose, the  leaves  will  partially  collapse,  because  the  same  amount 
of  induction  towards  the  ceiling  and  floor  of  the  room  is  now 
distributed  over  a  larger  surface  ;  but  on  allowing  the  spring  to 
exert  its  elasticity  and  coil  up  the  ribbon,  the  leaves  will  again 
resume  their  original  divergence. 

In  all  cases  of  electric  excitement  the  charge  is  diffused  over 
the  surface  of  the  conductor,  but  the  form  of  that  surface  mate- 
rially influences  the  mode  in  which  the  electricity  is  distributed. 
If  a  charged  sphere  be  suspended  in  the  centre  of  a  room,  the 
superficial  distribution  of  the  electricity  will  be  uniform  on  all 
parts  of  its  surface.  But  if  two  similar  and  equally  excited 
spheres  be  suspended  side  by  side,  the  electric  accumulation  will 
be  greatest  at  those  points  of  their  respective  surfaces  which  lie 
at  the  opposite  extremities  of  a  line  passing  through  the  centre  of 
each ;  and,  in  a  charged  cylinder,  the  electrical  density  is  greatest 
at  the  two  ends. 

This  change  in  the  distribution  of  electricity  over  the  surface, 
which  depends  upon  the  change  of  form,  was  carefully  investigated 
by  Coulomb.  For  this  purpose  he  employed  his  torsion  balance, 
shown  at  fig.  171.  The  carrier-ball,  a,  of  the  instrument  was 
brought  into  contact  with  that  point  of  the  conductor  which  was 
to  be  examined;  the  ball  thus  acquired  a  charge  proportional  to 
the  density  of  the  electricity  at  that  spot ;  and  the  tension  was 
measured  in  the  manner  already  described  (226),  by  the  angular 
repulsion  of  the  needle;  different  points  of  the  conductor  were 
thus  examined  in  succession,  and  the  tension  at  each  point  was. 
compared  with  the  others. 
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In  this  way  it  was  found  that  if  two  spheres  of  unequal 
diameters  were  each  originally  electrified  to  the  same  degree  of 
density  (that  is,  if  each  sphere  were  so  charged  that  the  quantity 
of  electricity  upon  a  square  inch  of  the  surface  of  each  was  exactly 
equal,  when  the  two  were  separate)  on  bringing  the  two  into  con- 
tact, the  greatest  accumulation  still  occurred  at  the  extremities  of 
a  line  joining  the  centre  of  the  spheres,  but  the  accumulation  was 
greater  on  the  small  ball  than  on  the  large  one.  The  experiment 
may  be  carried  still  further  :  for  if  a  series  of  s])heres  gradually 

diminishing  in  size  be  employed, 
till  at  last  they  virtually  end  in 
a  point,  the  accumulation  al 
length  becomes  so  great  that  the 
point  is  unable  to  retain  the 
charge,  and  dispersion  ensues. 


Fig.  179. 


A  rough  idea  of  this  effect  may 
be  conveyed  by  fig.  179,  in  which  a,  b, 
and  c  represent  three  independent  spheres 
diminishing  in  size,  and  which  in  No.  I 
are  supposed  to  be  charged  with  electricity 
of  uniform  density,  as  represented  by  a 
shaded  layer  of  equal  thickness  around 
each,  while  No.  2  represents  the  same 
three  balls  in  contact.  The  superficial  density  of  the  charge,  as  shown  by 
the  lines  of  shadow,  is  proportionately  much  greater  on  the  smallest  ball  than 
on  the  largest.  Points  must  therefore  be  carefully  avoided  in  the  construction 
of  apparatus  for  retaining  electricity.  For  similar  reasons  sharp  or  rough  edges 
are  equally  objectionable. 

(231)  Electrical  Machines. — In  order  to  obtain  large  supplies 
of  electricity,  the  electrical  machine  is  employed.  Two  principal 
forms  of  this  instrument — viz.,  the  cylinder  and  the  plale  machine, 
are  in  general  use. 

In  the  cylinder  machine  (fig.  180)  a  hollow  cylinder  of  glass, 

c,  is  mounted  on  a  horizontal 
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axis  turning  by  a  winch  in  two 
strong  wooden  supports.  On 
one  side  is  placed  a  leather 
cushion,  r,  stuff"ed  with  hair 
and  faced  with  silk ;  from  its 
upper  edge  proceeds  a  silk  flap, 
s,  which  reaches  nearly  round 
the  upper  half  of  the  cylinder. 
N  is  a  brass  conductor  for  col- 
lecting electricity  from  the  rub- 
ber.   The  cushion  is  insulated 
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by  a  strong  glass  pillar,  g.  To  collect  the  electricity  from  the  glass 
a  metallic  conductor,  ?,  is  raoiiuted  on  an  insulating  stem  of  glass, 
H ;  this  conductor,  on  the  side  next  the  glass,  is  furnished  with  a 
row  of  points,  which,  from  the  high  electrification  and  consequent 
.disruptive  discharge  produced  upon  them,  act  as  powerfully  in  re- 
ceiving as  in  dispersing  a  charge.  Before  using  the  machine,  a 
little  of  the  amalgam  of  zinc  and  tin  (226)  is  spread  over  the 
surface  of  the  cushion.  When  the  whole  is  made  properly  dry 
and  warm,  on  turning  the  handle  a  brisk,  cracking,  snapping 
noise  is  heard,  whilst  flashes  and  sparks  of  fire  dart  round  the 
cylinder  from  the  edge  of  the  silk  flap.  Sf)arks  of  two  or  three 
inches  (5  or  6  centimetres)  in  length  may  now  be  drawn  from  the 
prime  conductor,  p,  if  the  hand  be  applied  to  the  rubber  when  the 
cylinder  is  turned.  In  order  to  obtain  a  continuous  supply  of 
sparks  from  the  conductor,  p,  it  is,  however,  absolutely  necessary 
to  maintain  a  conducting  communication  between  the  rubber  and 
the  ground.  If  the  prime  conductor  be  made  to  communicate 
with  the  ground  while  the  rubber  is  insulated,  sparks  may  be 
freely  obtained  from  the  rubber  on  working  the  machine.  The 
electricity  from  the  cylinder  and  conductor,  p,  however,  is  posi- 
tive, like  that  from  glass  generally,  whilst  that  from  the  rubber  is 
negative.  If  the  rubber  and  the  conductor,  while  both  are  insu- 
lated, be  connected  by  a  metallic  wire,  no  sparks  can  be  obtained 
from  either,  however  vigorously  the  machine  be  worked,  the  nega- 
tive electricity  of  the  rubber  being  exactly  neutralized  by  an 
equal  amount  of  positive  electricity  frorn  the  cylinder  and  con- 
ductor. The  reason  why  it  becomes  necessary,  in  working  the 
machine  effectively,  to  connect  either  the  rubber  or  the  conductor, 
Pj  with  the  earth,  is  thus  rendered  obvious,  since  otherwise  induc- 
tion takes  place  between  the  liberated  resinous  electricity  on  the 
rubber  and  the  positive  electricity  which  accumulates  on  the  prime 
conductor,  and  thus  prevents  its  free  discharge.  No  sooner,  how- 
ever, is  the  negative  electricity  in  the  rubber  supplied  from  the 
unlimited  stores  of  the  earth  with  an  equivalent  amount  of  posi- 
tive electricity,  through  a  chain  suspended  to  it,  or  through  the 
body  by  placing  the  hand  on  the  rubber,  than  the  accumulated 
positive  electricity  on  the  conductor,  p,  is  free  to  pass  off  in  sparks 
to  such  objects  as  are  sufficiently  near. 

In  the  Plate  Machine  (fig.  181),  a  flat  plate  of  glass,  g,  is 
substituted  for  the  cylinder,  c,  in  fig.  180.  The  axis  of  rotation 
passes  through  the  centre  of  this  plate,  and  the  rubbers,  11,  r,  are 
placed  on  each  side  of  the  glass  along  a  portion  of  its  circum- 
ference.   In  this  form^  however,  it  is  not  easy  to  insulate  the 
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rubbers,  and  to  obtain  negative  electricity  separately,  tbougb  it 
supplies  positive  electricity  in  abundance,  p  is  the  prime  con- 
ductor, insulated  by  a  glass  stem. 

Instead  of  glass 
plates,  ebonite  ones 
are  now  frequently 
used  for  electric  ma- 
chines, they  give  very 
powerful  sparks,  and 
are  less  fragile  than 
glass.  The  electricity 
is,  of  'course,  negative, 
but  this  matters  little 
in  the  ordinary  use  of 
the  machine.  When, 
however,  the  rubber  is 
covered  with  amalgam, 
the  electricity  is  posi- 
tive. 

The  action  of  the  electric  machine  may  also  be  explained  by 
the  principles  of  induction.  The  glass  plate,  by  friction  with  the 
amalgam,  becomes  charged  positively  and  acts  by  induction  on 
the  natural  electricity  of  the  prime  conductor,  repelling  the 
positive  fluid  and  attracting  the  negative  to  the  points,  where  it 
is  discharged  on  to  the  plate  neutralizing  the  positive  electricity 
of  the  latter.  When  a  conductor  in  communication  with  the 
ground  is  brought  near  the  prime  conductor,  its  positive  electri- 
city is  repelled  to  the  earth  and  the  negative  attracted,  and  a 
discharge  may  take  place  when  the  positive  fluid  of  the  prime 
conductor  is  neutralized  by  the  negative  fluid  attracted  from  the 
earth.  The  plate  after  passing  the  points  has  its  electricity  in 
the  natural  state,  but  when  brought  in  contact  with  the  rubber 
the  positive  fluid  remains  on  the  plate}  the  negative  passing  through 
the  rubber  to  the  earth. 

(232)  Extensive  Operation  of  Induction. — As  the  principle  of 
induction  already  explained  is  one  which  pervades  the  whole 
phenomena  of  electricity,  we  proceed  to  point  out  a  few  more 
examples. 

Every  case  of  attraction  is  preceded  by  induction  :  the  opposed  surfaces 
become  oppositely  electrified  by  polar  action,  after  which  attraction  ensues. 
The  following  elegant  experiment  by  Snow  Harris  shows  the  steps  of  tlie  pro- 
cess clearly: — Attach  to  a  circular  disk  of  gilt  card.  A,  fig.  182,  about  three 
inches,  or  seven  centimetres,  in  diameter,  one  end  of  a  slip  of  gold  leaf,  and  by 
a  rod  of  shell-lac  fasten  the  disk  to  a  light  .strip  of  wood,  balanced  at  the  other 
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end  by  a  weight.  Suspend  this  freely  by  a  thread,  as  represented  in  fig.  182  ; 
on  bringing  another  similarly  insulated  charged  gilt  disk,  B,  near  A,  the  gold-leaf 
upon  A  will  diverge,  and  then  attraction  of  the  disk 
will  follow. 

The  phenomena  of  electrical  repulsion  also  may 
be  traced  to  induction.  If  a  pair  of  slips  of  gilt 
paper  be  insulated  and  suspended  side  by  side  as  in 
the  electroscope,  they  will  diverge  when  charged; 
whilst  in  this  condition  a  proof  plane  will  detect  no 
electricity  on  their  inner  surfaces,  but  abundance  on 
the  outer  ones :  induction  takes  place  towards  sur- 
rounding objects,  which  attract  the  leaves,  and  they 
separate  from  each  other :  but  if  any  conducting  body 
in  communication  with  the  earth  be  introduced  be- 
tween the  two  leaves,  induction  now  takes  place  from 
the  inner  surface  of  the  leaves  towards  it,  and  they 
instantly  collapse.  Many  amusing  electrical  expe- 
riments have  been  contrived  upon  the  principle  of  induction  :  light  figures, 
placed  on  a  conducting  surface  under  an  electrified  plate,  are  made  to  dance  by 
alternate  attractions  and  repulsions.  If  a  number  of  strips  of  paper  be  sup- 
ported in  the  centre  of  a  room,  by  attaching  them  to  a  wire  which  is  in  con- 
nexion with  the  conductor  of  a  powerful  machine  in  action,  they  will  rise  up 
and  diverge  in  all  directions,  towards  the  ceiling,  the  walls,  and  the  floor, 
under  the  influence  of  induction;  if  a  conducting  pointer  surface  be  brought 
near  them,  they  will  all  bend  over  and  converge  towards  it. 

(233)  Electrophorus. — The  electropborus  of  Volta  is  an  inex- 
pensive and  portable  kiiid  of  electrical  machine  which  derives  its 
name  from  7]\iKTpov,  and  (popog  carrier^  in  allusion  to  the 
manner  in  which  the  metallic  cover  carries  electricity  :  it  owes  its 
activity  to  the  operation  of  induction,  which  indeed  it  is  well 
calculated  to  exemplify.  The  instrument  (fig.  183)  consists  of  a 
resinous  plate  r,  12  or  15  inches  (30  or  40  cen- 
timetres) in  diameter,  which  may  be  composed 
of  equal  parts  of  shell-lac,  resin,  and  Venice 
turpentin,  melted  together  and  cast  into  a 
circular  cake  of  about  an  inch  (25  millimetres) 
in  thickness.  This  cake  rests  on  a  sheet  of 
tin-plate  or  metal,  t  ;  it  is  furnished  with  a 
moveable  cover  consisting  of  a  somewhat  smaller  circular  metallic 
plate  M,  to  which  is  attached  an  insulating  handle.  The  resinous 
cake  is  rubbed  with  warm  and  dry  fur  or  flannel,  and  on  then 
putting  down  the  metallic  cover  by  its  insulating  handle,  a  spark 
of  negative  electricity  may  be  drawn  from  it ;  on  again  raising  it, 
a  spark  still  brighter,  of  positive  electricity,  may  be  obtained.  On 
replacing  the  cover,  another  negative  spark  may  be  drawn,  and 
on  raising  it,  another  positive  one,  and  these  alternate  effects  may 
be  obtained  for  an  indefinite  number  of  times. 

The  action  of  the  electrophorus  may  be  thus  explained.  When 
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the  cake  is  nibbed,  it  becomes  negatively  electrified  on  its  upper  | 
surface,  the  under  surface,  which  is  in  communication  with  the  I 
earth  through  the  tin-plate,  becomes  by  induction,  positive  to  a  i 
similar  extent,  the  particles  of  the  cake  being  thrown  into  a  polar  \ 
condition.    It  thus  polarizes  the  metallic  plate  on  which  it  rests,  i 
liberating  negative  electricity,  and  this  passes  off  to  the  earth,  i 
whilst  the  metal  preserves  a  positive  charge,  which,  being  retained  i 
by  induction,  is  not  perceived  until  the  inductive  action  of  the  i 
upper  surface  is  directed  to  the  metallic  cover.     If  the  metallic  i 
cover  be  now  brought  down  upon  the  upper  surface  of  the  cake,  it  i 
touches  the  resin  on  a  few  points  only,  and  from  the  inferior  con- 
ductivity of  the  resin  receives  but  little  direct  negative  charge  j 
from  the  contact ;  instead  of  this,  the  under  surface  of  the  metal  i 
becomes  positive  by  induction  from  the  resin,  whilst  upon  its  : 
upper  surface  a  corresponding  amount  of  negative  electricity  is  set  i 
free  :  this  escapes  in  the  form  of  a  spark,  if  a  conductor  be  pre-  i 
sented.     On  raising  the  cover  after  the  escape  of  the  negative 
spark,  the  positive  electricity,  which  before  was  attracted  to  the 
lower  surface  of  the  metallic  cover  and  held  there  by  induction,  is  j 
in  excess,  and  it  is  ready  to  escape  as  a  spark  when  a  conductor  is  i 
presented  near  enough  to  it.   .  As  the  resin  has  lost  none  of  its  j 
charge,  the  process  may  be  repeated  for  an  indefinite  number  of  j 
times."^    If  after  the  resinous  cake  of  the  electrophorus  has  been  j 
excited  in  the  usual  manner,  it  be  placed  upon  an  insulating  sup-  j 
port,  and  the  metallic  cover  be  brought  down  upon  it  by  means  of  [ 
the  insulating  handle,  little  or  no  negative  electricity  will  be 
obtained  from  the  upper  plate  on  connecting  it  with  the  ground  : 
but  if  a  connexion  be  made  between  the  upper  and  under  metallic 
plate  by  touching  one  with  each  hand,  a  slight  shock  will  be  felt 
(235)  owing  to  the  neutralization  of  the  positive  electricity  of  the 
lower  plate  by  the  liberated  negative  of  the  upper.  On  now  raising 
the  cover,  a  positive  spark  may  be  obtained,  and  on  replacing  the 
discharged  cover  upon  the  resin,  the  same  series  of  phenomena 
may  be  repeated  as  often  as  the  operator  pleases  without  exciting 
the  resin  anew. 

(233a)  Holtz's  Machine. — M.  Holtz  of  Berlin  [Pogg.  Ann., 
1865,  cxxvi.  157)  has  invented  an  electric  machine  which  is  a 


*  The  correctness  of  this  explanation  may  be  verified  by  substituting  for  the 
metallic  cover  a  circular  disk  of  tinfoil  of  the  same  diameter,  and  pressing  it 
down  into  complete  contact  with  the  resinous  plate  ;  on  removing  the  tinfoil  it 
will  be  found  to  have  discharged  the  resinous  plate  completely ;  and  no  charge 
■will  now  be  communicable  to  the  insulated  metallic  cover  until  the  surface  of 
the  resin  has  been  excited  afresh  by  friction. 
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kind  of  revolving  electropliorus.    It  consists  of  a  circular  glass 
plate  well  varnished  which  can  be  caused  to  rotate  with  great 
1  rapidity.    About  3"™'  from  this  is  a  fixed  varnished  glass  plate  of 
a  diameter  about  2  inches  greater  than  the  moveable  one.  The 
fixed  plate  has  two  apertures  or  windows  cut  in  it  at  the  opposite 
ends  of  its  horizontal  diameter,  and,  on  the  upper  side  of  one 
window  and  on  the  lower  side  of  the  other,  armatures  of  paper 
with  tongues  of  card  pi'ojecting  to  the  centre  of  the  window  are 
attached.     Opposite  the  armatures,  but  on  the  other  side  of  the 
rotating  plate,  are  conductors  provided  with  combs :  to  these  con- 
ductors sliding  rods  and  balls  are  attached,  so  that  the  latter  may- 
be brought  into  contact  when  necessary.     In  order  to  set  the 
machine  in  action  the  balls  of  the  conductors  are  brought  together 
and  the  plate  set  in  motion,  one  of  the  paper  armatures  is  then 
electrified  positively  by  bringing  near  to  it  a  piece  of  excited 
ebonite  which  is  negatively  electrified,  this  acting  by  induction  on 
the  natural  electricity  of  the  armature  repels  the  negative  fluid 
which  is  discharged  by  the  tongue  on  to  the  revolving  plate,  the 
positive  electricity  remaining  on  the  armature.    The  armature 
now  acts  by  induction  on  the  electricity  of  the  conductor  drawing 
the  negative  fluid  from  the  comb  on  to  the  revolving  plate  and 
repelling  the  positive.    The  plate,  now  negatively  charged  at  this 
place,  makes  a  half  revolution  and  communicates  a  negative  charge 
to  the  other  armature,  which,  acting  by  induction  on  the  electri- 
city of  the  other  conductor,  attracts  the  positive  fluid  through  the 
comb  on  the  glass  plate,  the  negative  being  repelled  along  the 
conductor.     The  two  conductors  thus  become  oppositely  charged, 
and  on  separating  the  knobs  long  sparks  pass  between  them. 

It  will  be  seen  that  while  the  plates  are  revolving  the  paper 
armatures  are  kept  charged,  and,  under  favourable  conditions,  the 
charge  will  be  retained  for  some  time.  If,  however,  the  machine 
is  enclosed  in  a  case  in  which  the  air  is  kept  dry  by  means  of 
pumice  stone  moistened  with  sulphuric  acid,  it  will  remain  charged 
for  24  hours.  The  case  has  besides  the  great  advantage  of  ex- 
cluding particles  of  dust,  which,  when  attracted  by  the  electrified 
plates,  interfere  seriously  with  the  efiiciency  of  the  machine. 

(234)  Spread  of  Induction. — A  remarkable  peculiarity  in  elec- 
trical induction  has  yet  to  be  noticed.  When  a  charged  sphere, 
A,  is  suspended  exactly  in  the  centre  of  a  hollow  uninsulated 
spherical  conducting  envelope,  b,  fig.  184,  induction  diminishes 
in  every  direction  inversely  as  the  square  of  the  distance ;  but 
It  is  quite  otherwise  if  the  charged  ball  be  suspended  within  the 
hollow  sphere  in  any  other  position.    If  we  compare  radiant  heat 
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Fig,  184. 


with  induced  electricity,  it  will  be  found  that  the  approach  of 
a  cold  body,  s,  towards  a  source  of  radiant  heat  does  not  affect 

the  radiation  to  the  objects  around,  ex- 
cepting in  the  case  of  those  which  are  im- 
mediately sheltered  by  its  shadow,  as  at  b, 
fig.  184;  not  so,  however,  if  we  bring 
an  uninsulated  conductor  towards  a  body 
charged  with  electricity.  The  approach  of 
such  a  conductor  concentrates  the  inductive 
action  more  or  less  completely  upon  itself, 
and  to  a  corresponding  extent  withdraws 
that  action  which  was  previously  directed  towards  the  surrounding, 
but  more  distant,  envelope.  The  fewer  are  the  intervening  par- 
ticles of  the  dielectric  air  to  be  polarized,  the  higher  does  the 
polarity  rise  in  each  particle,  and  the  more  completely  is  the  in- 
duction called  off  from  more  distant  objects ;  consequently  the 
smaller  the  distance  between  the  charged  and  the  disturbing  body, 
the  more  complete  is  the  diversion.  The  polarity  of  the  inter- 
posed air  may  at  last  rise  so  high 
that  it  can  sustain  the  tension  no 
longer,  and  a  spark  passes  between 
the  two  surfaces.  The  particles 
of  the  dielectric  are  in  a  strained 
condition,  and,  like  the  coils  of 
a  spring,  tend  to  return  to  their 
normal  state. 

This  important  fact  may  be 
illustrated  in  the  following  way. 
Let  A,  fig.  185,  represent  an  insulated  circular  conducting  plate 
connected  with  an  electroscope.  Give  to  the  plate  a  a  small 
positive  charge  sufficient  to  cause  divergence  of  the  leaves  of  the 
electroscope  ;  then  cause  a  second  conducting  plate,  b,  which  is 
uninsulated,  to  approach  the  plate  a.  The  leaves  of  the  elec- 
troscope will  gradually  collapse,  but  they  will  open  out  again, 
when  B  is  withdrawn.  In  this  experiment  a  portion  of  the 
positive  electricity  of  plate  b,  equivalent  in  quantity  to  that  of 
the  charged  body,  a,  passes  off  to  the  earth.  Owing  to  this 
lateral  action,  if  the  plate  b  be  retained  very  near  to  a,  the 
plate  A  may  receive  a  considerable  charge,  by  repeated  applica- 
tions of  a  body  feebly  charged,  provided  that  such  body  is  freshly 
charged  between  each  contact  with  a  :  by  these  repetitions  small 
quantities  of  electricity  may  be  accumulated,  and  rendered 
evident  by  withdrawing  the  uninsulated  plate,  b  ;    the  leaves 
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of  the  electroscope  diverge,  because  by  such  withdrawal  the 
whole  induction  is  directed  to  surrounding  objects  instead  of 
being  concentrated  upon  b.  An  apparatus  of  this  kind  has  been 
called  a  condenser,  from  its  power  of  collecting  and  rendering 
visible,  by  repeated  contacts,  quantities  of  electricity  too  minute 
to  be  otherwise  perceptible. 

(235)  The  Leyden  Jar. — By  substituting  a  solid  dielectric, 
such  as  glass,  for  the  sheet  of  air  between  the  plates  a  and  B  in 
the  preceding  experiment,  a  much  higher  degree  of  induction  may 
be  obtained,  since  the  fixed  position  of  the  particles  of  the  glass 
prevents  them  from  moving  oflF  when  highly 
charged.  In  fact,  a  plate  of  glass  between 
two  metallic  surfaces  constitutes  an  apparatus 
for  storing  up  electricity  ;  and  is,  in  its  simplest 
form,  the  important  instrument  celebrated  from 
the  place  of  its  discovery  as  the  Ley  den  Jar. 
Excepting  as  a  matter  of  convenience  it  does 
not  signify  whether  the  glass  be  flat  or  curved, 
only  it  is  found  more  easy  to  manipulate  with 
jars  than  with  flat  plates.  The  ordinary  form 
of  Leyden  jar  is  represented  at  o,  fig.  186. 
It  consists  of  a  bottle,  of  thin  glass,  with  a 
wide  neck.  A  coating  of  tinfoil  is  pasted  upon 
both  the  internal  surface  i,  and  the  outer 
surface,  o,  to  within  three  or  four  inches  (8  or 
10  centimetres)  of  the  neck.  The  upper  por- 
tion of  the  glass  is  left  free  from  conducting 
matter  in  order  to  preserve  the  insulation  of 
the  two  coatings.  A  wire,  surmounted  by  a  brass  knob,  and 
supported  by  a  smooth  plug  of  dry  wood,  serves  to  convey  the 
charge  to  the  inner  coating,  with  which  it  is  in  contact.  Such  a 
jar  will  receive  and  sustain  a  much  larger  charge  than  a  simple 
conducting  surface  of  brass  or  of  tinfoil  of  the  same  extent, 

A  simple  experiment  will  siiffice  to  show  the  correctness  of 
this  statement.  A  single  turn  of  the  machine  will  be  sufiicient 
to  cause  a  straw,  e,  fig.  186,  suspended  from  the  centre  of  the 
graduated  arc,  and  attached  to  the  prime  conductor  of  the 
machine,  p,  to  assume  its  utmost  angular  repulsion ;  but  if 
the  knob  of  a  Leyden  jar,  which  need  not  expose  a  coated 
surface  of  an  extent  equal  to  the  superficial  area  of  the  prime 
conductor,  be  presented  as  at  p,  it  will  take  eight,  or  ten  turns 
of  the  machine  to  produce  the  same  amount  of  repulsion ;  bright 
sparks  will  pass  in  rapid  succession  between  the  knob  and  the 
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conductor,  if  the  two  be  separated  by  a  small  interval,  and  on 
connecting  the  two  coatings  of  the  jar  by  the  dischargimj  rod  d 
(which  is  merely  a  jointed  wn-e  terminating  in  brass  balls,  and 
which  for  safety  is  insulated  on  a  glass  handle),  the  equilibrium 
is  restored  suddenly  and  completely  with  a  loud  snap  and  a 
brilliant  spark.  If  the  discharge  were  allowed  to  take  place 
through  the  arms,  or  any  part  of  the  body,  a  sudden  painful  sen- 
sation, termed  the  electric  shock,  would  be  experienced.  The 
power  of  the  Lej'den  jar  may  be  increased  by  increasing  its  size ; 
and  when  it  would  be  inconvenient  to  use  jars  of  large  size,  a 
similar  increase  in  power  may  be  obtained  by  placing  a  number 
of  small  jars  side  by  side  upon  a  sheet  of  tinfoil,  or  other  con- 
ductor, which  connects  together  all  their  outer  coatings,  whilst 
by  means  of  wires  all  their  inner  coatings  are  similarly  connected 
with  each  other.  Such  an  arrangement  of  jars  is  called  an 
electrical  battery,  and  is  shown  at  fig.  197.  If  the  jars  be 
of  uniform  thickness,  the  energy  of  the  battery  will  be  in  pro- 
portion to  the  extent  of  the  coated  surface,  and  inversely  as 
the  thickness  of  the  glass.  (Wheatstone,  Government  Report  on 
Electric  Cables,  1861,  Appendix,  p.  285.) 

That  the  charge  of  the  Leyden  jar  depends  upon  an  action  of 
contiguous  particles,  polarization  taking  place  across  the  dielectric, 
may  be  shown  by  taking  three  or  four  laminae  of  glass,  and  placing 
them  one  above  another  between  two  metallic  plates,  thus  forming 
them  into  one  compound  plate,  and  then  charging  the  whole.  If 
the  upper  plate  becomes  positively  charged,  the  lower  one  will 
become  negative,  whilst  each  intermediate  plate  becomes  polarized, 
and  thus  transmits  the  inductive  eflfect. 

As  might  be  anticipated  from  this  experiment,  it  is  found  that 
the  charge  of  the  jar  does  not  reside  in  the  coatings,  which  merely 
act  as  conductors  to  favour  the  'distribution  and  escape  of  the 
electricity.  If  a  jar  be  fitted  with  moveable  coatings,  and  then 
charged,  each  of  the  coatings  may  be  removed  by  a  suitable  insu- 
lating support ;  the  coatings  may  be  handled  after  such  removal ; 
the  jar  may  then  be  replaced  in  them,  and  it  will  give  a  powerful 
spark  when  discharged  in  the  usual  manner.* 

The  following  experiments  will  elucidate  the  action  of  xhe 


*  The  jar,  if  well  dried,  will  be  found  after  this  discharge  still  to  retain  a 
polar  condition  like  the  cake  of  the  electrophprus.  After  the  discharge,  if  the 
inner  coating  be  withdrawn  by  an  insulating  handle,  it  will  give  off  a  positive 
spark,  and,  on  replacing  the  coating,  the  jar  may  be  a  second  time  discharged ; 
and  the  same  series  of  operations  may  be  repeated  several  times. 


CHARGE  OF  THE  LEYDEN  JAR. 


479 


Fig.  187. 
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Leyden  jar  when  in  the  process  of  receiving  a  charge.  Let  a  jar, 
A,  fig.  I  ^7)  be  placed  upon  an  insulating  stand,  and  let  its  kuob 

'  be  brought  near  to  the  prime  conductor,  p,  of 

.  an  electrical  machine  in  action ;  under  these 

t  circumstances  it  will  be  found  to  receive  little 
or  no  charge.  Now  place  an  uninsulated  con- 
ductor, c,  near  its  outer  coating  :  sparks  will 

I  pass  from  p  to  the  knob  of  the  jar  a  ;  and  for 
every  spark  that  passes  to  the  knob  of  the  jar, 
a  spark  will  pass  from  the  outer  coating  to  the 
uninsulated  conductor,  c.  If  the  jar  be  re- 
ceiving positive  electricity  from  the  machine 
upon  its  interior,  it  will  be  found  that  an  equal 

I  quantity  of  positive  electricity  is  disengaged 

!  from  the  exterior.   A  second  uninsulated  jar  may  be  placed  so  as  to 

:  receive  upon  its  knob  the  sparks  from  the  exterior  of  the  first ;  it 

•  will  thus  become  charged  to  an  extent  equal  to  the  charge  of  the 
first  jar.    Again,  if  three  insulated  jars  be  placed  as  in  fig.  188, 


EiG.  18S. 


where  p  indicates  the  prime  conductor,  whilst  the  coating  of  the 
last  jar  is  brought  near  to  a  wire,  n,  proceeding  from  the  insulated 
rubber  of  the  machine,  for  each  spark  that  passes  from  the  con- 
ductor, p,  a  similar  spark  will  be  seen  to  pass  between  each  of  the 
jars,  and  between  the  last  jar  and  the  wire,  n.  In  this  way  each 
jar  will  become  powerfully  and  nearly  equally  charged,  although 
both  the  machine  and  the  jars  are  completely  insulated. 

From  the  foregoing  experiments  it  is  plain  that  a  jar  when 
charged  contains  no  more  of  either  electricity  than  it  does  in  its 
neutral  condition,  but  the  distribution  of  the  electrification  is 
different.  This  statement  may  be  illustrated  by  aid  of  the  dia- 
gram, fig.  189  : — Let  No.  i  indicate  an  enlarged  section  of  the 
glass  side  of  the  jar,  the  partially  shaded  circles  showing  its 
particles  in  the  neutral  state ;  i  representing  a  section  of  the 
inner  metallic  coating,  and  o  a  section  of  the  outer  coating.  Let 
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No.  2  be  a  section  of  the  same  jar  when  a  charge  of  positive 
electricity  has  been  thrown  by  the  machine  upon  the  inner  sur- 
face, I.  In  this  case  a  corre- 
sponding quantity  of  negative 
electricity  must  have  passed  off 
from  the  same  coating  to  the 
conductor  of  the  raachiue,  leav- 
_ing  the  superficial  layer  of  par- 
ticles apparently  charged  with 
positive  electricity,  as  shown  by 
the  white  circles  in  No.  a.  In 
order,  however,  that  this  charge 
of  the  inner  layer  may  occur,  it 
is  necessary  that  the  outer  layer  be  uninsulated,  for  reasons 
which  will  be  immediately  explained.  The  two  electricities 
in  No.  2  are  represented  as  being  accumulated  on  opposite 
sides  of  each  of  the  particles  composing  the  layers  interme- 
diate between  the  inner  and  outer  superficial  layers  of  the  glass, 
the  white  half  indicating  the  positive  electricity,  the  black  half 
the  negative.  Polarization  of  each  particle  of  the  dielectric 
glass  intervening  between  the  two  surfaces  is  produced,  and  a 
quantity  of  positive  electricity  is  therefore  disengaged  from  the 
second  surface,  which  is  exactly  equal  to  that  distributed  by 
the  inner  coating,  i,  upon  the  first ;  but  unless  an  escape  be 
afforded  for  this  excess  of  positive  electricity  from  the  second 
surface,  no  charge  is  received  by  the  jar,  for  polarization  becomes 
impossible,  and  no  appreciable  amount  of  electricity  can  enter  the 
jar  from  the  machine.  At  the  same  time  that  positive  electricity 
is  escaping  from  the  outer  superficial  layer,  a  corresponding 
quantity  of  negative  electricity  supplies  its  place,  consequently 
this  layer  becomes  apparently  charged  with  negative  electricity, 
as  indicated  by  the  fully  shaded  circles. 

It  thus  appears  that  the  operation  of  charging  a  jar  with 
electricity  is  totally  different  from  that  of  filling  a  bottle  with  a 
liquid ;  the  electricity  is  distributed,  not  in  the  cavity  of  the 
bottle,  but  in  the  substance  of  the  glass  itself.  Indeed,  it  has 
been  already  stated  that  a  flat  plate  will  answer  equally  well 
with  the  jar,  but  the  jar,  from  its  form,  is  for  the  sake  of  conve- 
nience preferred.  In  the  experiment  with  the  three  insulated 
jars,  an  explanation  similar  to  the  foregoing  one  may  be  given  :  — 
A  quantity  of  positive  electricity  passes  from  the  conductor  of  I 
the  machine  to  the  inner  surface  of  the  first  jar.  A  correspond 
ing  quantity  of  the  same  kind  of  electricity  passes  off  simulta 


2^6.]  CHARGE  OF  THE  LEYDEN  JAU  UNIT  JAB.  481 

neously  from  the  opposite  coating  into  the  next  jar,  which  in  its 
turn  becomes  similarly  polarized ;  and  so  on  in  succession,  until, 
from  the  last  jar,  a  quantity  of  positive  electricity  passes  to  the 
rubber,  exactly  sufficient  to  neutralize  the  negative  electricity 
liberated  by  the  machine,  which  is  necessarily  equivalent  to  the 
positive  electricity  accumulated  on  the  internal  surface  of  the 
first  jar.  It  is  not  necessary  that  the  last  jar  be  connected  with 
the  rubber  directly  ;  the  same  object  will  be  attained  by  allowing 
the  discharge  to  take  place  into  the  earth,  provided  that  the 
rubber  also  be  in  conducting  communication  with  the  earth. 
Although  it  is  usual  in  the  charging  of  a  jar  to  connect  the 
internal  coating  with  the  prime  conductor,  yet  the  jar  may  be 
charged  equally  well  if  its  insulated  external  coating  be  connected 
with  the  conductor  whilst  the  inner  coating  is  made  to  commu- 
nicate with  the  earth  ;  in  this  case,  however,  the  charge  on  the 
outer  surface  is  positive,  whilst  the  inner  surface  becomes 
negative. 

Each  jar  in  the  series,  fig.  i88,  thus  receives  a  charge,  though 
only  one  has  been  placed  in  connexion  with  the  machine  ;  the 
superfluous  electricity  upon  the  outer  coating  of  the  first  having 
charged  the  second,  and  so  on.  If  the  insulations  be  good,  and 
the  glass  of  the  jars  thin,  the  last  jar  will  be  charged  very  nearly 
to  the  same  extent  as  the  first. 

When  aU  the  jars  have  been  thus  charged,  all  will  be  simul- 
taneously discharged  if  the  inner  coating  of  the  first  jar  be  con- 
nected with  the  outer  coating  of  the  last;  but  although  no  greater 
amount  of  electricity  passes  between  the  two  extreme  jars  than 
would  have  passed  between  the  inner  and  outer  coating  of  a  single 
one,  the  distance  through  which  the  spark  passes  is  very  much 
greater,  and  for  equal  charges  it  is  found  to  increase  as  the 
number  of  jars  thus  discharged :  if  a  spark  of  one  centimetre  in 
length  be  obtained  with  one  jar,  with  two  jars  the  spark  would 
be  two  centimetres,  with  four  four  centimetres,  and  so  on.  In 
practice  the  distance  is  something  less,  because,  owing  to  im- 
perfect insulation  and  to  the  resistance  of  the  glass  to  receive  a 
charge,  each  succeeding  jar  receives  a  charge  somewhat  weaker 
than  the  one  which  precedes  it. 

(236)  Measures  of  Electricity. — It  is  upon  the  principles  just  explained  that 
Snow  Harris  constructed  his  Unit  jar,  for  measuring  out  definite  quantities  of 
electricity.  The  unit  jar  is  a  miniature  Leyden  jar  mounted  on  a  slender  insu- 
lating rod  of  glass.  Attached  to  the  outside  of  the  jar  is  a  wire  terminating  in 
a  ball,  a,  fig.  190,  parallel  to  the  usual  wire  and  ball  which  passes  to  the  interior  ; 
on  the  wire  connected  with  the  inside  is  a  third  sliding  ball,  b ;  this  can  at 
pleasure  be  brought  to  any  required  distance  from  the  ball,  a,  which  is  connected 
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with  the  outside  :  whilst  the  unit  jar  is  hecoming  charged  from  the  machine  (say  ' 
that  its  outer  surface  is  rendered  positive,  as  represented  in  the  figure),  an  equal  | 

quantity  of  positive  electricity  is  passing  off  j 
from  the  interior  along  the  wire,  w,  attached  I 
to  the  inside  of  the  jar,  B,  which  is  to  be  j 
loaded  with  a  definite  quantity,  the  interior  1 
of  the  small  jar  becoming  negatively  charged  1 
by  induction:  as  soon  as  the  negative  charge  in 
the  unit  measure  rises  sufficiently  high,  it 
discharges  itself  between  the  adjusted  balls,  ; 
a,  b,  without  affecting  the  charge  in  the  ; 
jar,  B.   A  second  charge  is  now  given  to  the 
unit  jar,  which  discharges  itself  when  it  rises 
to  the  same  amount  as  before:  during  each 
successive  charge  of  the  unit  jar,  a  corre-  J 
spohding  quantity  of  positive  electricity  passes  | 
from  its  exterior  into  b,  so  that  by  counting  '■ 
the  number  of  sparks  that  pass  between  a 
and  b,  the  number  of  equal  quantities  or 
arbitrary  units  which  have  been  given  to  the 
jar,  B,  is  ascertained.    Supposing  the  adjust- 
ment of  the  balls,  a  and  b,  to  remain  the  same, 
the  jar  b  may  be  made  to  receive,  for  any  number  of  times  successively,  equal 
amounts  of  electrical  charge,  by  causing  an  equal  number  of  discharges  of  the  j 
unit  jar  to  take  place  in  each  case.  i 
Other  means  have  been  proposed  for  ensuring  an  equal  accumulation  of  elec-  1 
tricity  in  a  jar.    Lane's  discharging  electrometer  is  the  simplest  of  these.    One  1 
form  of  this  apparatus  is  shown  in  fig.  191  :  its  principle  i 
of  action   will  be  at  once  apparent.    L  is  an  ordinai-y  ) 
Leydeu  jar,  in  the  ball  a  of  which  a  hole  is  drilled  to 
receive  the  brass  pin  of  the  electrometer ;  a  bent  glass 
arm,  b,  carries  upon  its  lower  extremity  a  brass  socket,  c, 
through  which  slides  an  insulated  rod  carrying  a  brass 
knob  on  either  extremity;   one  of  these  balls,  f,  can  be 
placed  at  any  required  distance  from  the  knob  of  the 
Leyden  jar.    A  chain  or  wire,  w,  effects  a  communication 
between  the  sliding  rod  and  the  outside  of  the  jar.  If 
the  interval  between  a  and /"be  maintained  the  same,  the 
jar  will  always  require  the  same  amount  of  charge  before 
the  discharge  takes  place  between  these  two  balls,  a,  andy. 
The  quantity  of  elcQtricity  in  the  charge  is  proportional 
to  the  distance  between  the  balls :   with  an  interval  of 
10  millimetres  the  quantity  would  be  double  that  required 
when  the  distance  was  only  5  millimetres. 

The  attractiou  between  two  charged  surfaces  has  been 
measured  by  an  ingenious  modification  of  the  common  balance 
devised  by  Snow  Harris.  A  light  disk  of  gilt  wood  is  substituted, 
as  shown  in  fig.  192,  for  one  of  the  pans  of  the  balance;  beneath 
it  is  a  second  similar  insulated  disk  :  the  suspended  disk  and  the 
balance  beam,  through  its  support,  are  connected  with  the  exterior  ^ 
of  a  Leyden  jar,  and  the  lower  insulated  disk  with  the  interior  of 
the  jar.    By  charging  the  Leyden  jar  with  definite  quantities  of  | 
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.  electricity  by  means  of  the  unit  jar,  the  laws  whicli  regulate  tlie 
..attraction  were  experimentally  determined.  One  or  two  of  the 
J  more  important  results  may  be  given  as  an  illustration  of  the  mode 
,  of  proceeding. 

Fig,  192. 


If  a  Leyden  jar  charged  with  a  certain  quantity  of  electricity 
1  produce  between  the  disks  an  attraction  sufficient  to  support 
,  0*2  grm.,  it  will  when  charged  with  double  the  quantity  support 
I  four  times  the  amount,  or  o"8  grm. :  with  three  times  the  quantity 
i  it  will  raise  nine  times  the  amount,  or  I  '8  grms. ;  consequently, 
:  if  the  extent  of  charged  surface  continue  constant,  the  attraction 
:  increases  as  the  square  of  the  quantity. 

When  two  equal  and  similar  jars  are  used  instead  of  one  jar, 
;  and  the  same  quantity,  say  ten  units,  is  distributed  over  them, 
the  attraction  will  be  diminished  to  J,  and  with  three  jars  to  ^  of 
what  it  was  when  a  single  jar  was  employed.  For  instance,  a 
quantity  which  on  one  jar  would  support  i*8  grms.,  would,  if 
diffused  over  two  similar  jars,  support  only  0*45  grm.  ;  and  if 
diflFused  over  three,  it  would  support  only  o"2  grm.  If,  therefore, 
the  quantity  remain  constant,  the  attraction  is  inversely  as  the 
squares  of  the  charged  surfaces  of  the  jars.  When  the  distance 
between  the  disks  was  altered,  it  was  found,  for  charges  of  equal 
superficial  density,  that  the  attraction  varied  inversely  as  the 
square  of  the  distance, — the  attraction  being  4  times  as  great  at 
a  distance  of  i  centimetre  as  it  was  at  2  centimetres. 

(237)  Specific  Induction. — It  has  been  shown  that  the  induc- 
tion between  two  conducting  plates,  one  of  which  is  insulated 
while  the  other  communicates  with  the  earth,  is  facilitated  by 
diminishing  the  thickness  of  the  dielectric  which  separates  them, 
and  that  the  insulated  plate  is  enabled  to  receive  a  higher  amount 
of  charge  by  reducing  the  number  of  particles  of  the  dielectric 
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which  undergo  polarization.  It  is  evident  from  this  circumstance 
that  the  polarization  is  attended  with  a  certain  amount  of  resis- 
tance. Faraday  discovered  that  this  resistance  varies  in  amount 
with  the  material  of  the  dielectric  employed  ;  some  substances 
becoming  polarized  more  readily  than  others.  The  relative 
facility  of  induction  through  the  different  bodies  as  compared 
with  a  common  standard  constitutes  their  specific  inductive  capa- 
city. A  plate  of  shell-lac,  for  example,  of  a  centimetre  in  thick- 
ness, allows  induction  to  take  place  across  it  twice  as  readily  as 
does  an  equal  thickness  of  atmospheric  air,  and  sulphur  with  a 
facility  equal  to  that  of  shell-lac. 

The  following  Table  represents,  according  to  Snow  Harris 
{Phil.  Trans.  1842,  170),  the  specific  inductive  capacity  of  various 
bodies ; — - 

Specific  Inductive  Capacity. 


Air  ... 

Eesin ... 
Pitch  ... 
Bees'-wax 


I  00 
177 
r8o 
1-86 


Glass... 

Sulphur 
Shell-lac 


I '90 
I  "93 
195 


Fig. 
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The  fundamental  fact  may  be  shown  by  the  fol- 
lowing simple  experiment  (fig.  193).  About  T-|^incb, 
or  4  centimetres  above  the  cap  of  a  gold-leaf  electro- 
scope suspend  an  insulated  disk  of  metal,  and  com- 
municate a  small  charge  to  the  insulated  disk ;  the 
gold-leaves  immediately  diverge  by  induction. 
Between  the  disk  and  the  electroscope  substitute  for 
the  dielectric  air,  a  body  the  specific  induction  of 
which  is  greater  than  that  of  air,  such,  for  example, 
as  a  plate  of  shell-lac,  S,  an  incTi  (25  millimetres)  in 
thickness,  and  mounted  on  an  insulating  handle; 
the  leaves  will  immediately  diverge  more  widely, 
because  induction  towards  the  instrument  takes  place 
more  freely  ;  on  removing  the  shell-lac  the  leaves  of 
the  electroscope  return  to  their  original  divergence. 
The  effect  is  precisely  similar  to  that  which  would 
be  produced  by  bringing  the  charged  plate  nearer 
to  the  electroscope  in  air.  Similar  phenomena  occur 
if  a  mass  of  sulphur  or  of  resin  is  substituted  for  the  shell-lac. 

In  good  conductors  no  such  polarization  can  be  traced,  and 
in  imperfect  conductors,  such  as  spermaceti,  the  results  become 
indistinct. 

With  gaseous  bodies  no  difference  in  specific  inductive  capa- 
city is  found  to  exist ;  it  is  remarkable  that  the  chemical  nature 
of  the  gas  has  no  influence ;  all  gases  having  the  same  induc- 
tive capacity  as  common  air.  No  variation  in  temperature,  in 
density,  in  dryness,  or  in  moisture,  produces  any  change  in  thisj 
respect. 


239-] 


ELECTRICAL  DISCHARGE  BY  CONDUCTION. 


485 


Fig. 


The  apparatus  with  which  Faraday  investigated  these  curious  phenomena 
was  a  kind  of  Leyden  phial  (fig.  194),  consisting  of  two  concentric  metallic 
spheres,  A,  a,  insulated  from  each  other  by  a  stem  of 
shell- lac,  b.  Any  dielectric  could  in  succession  be  placed 
between  the  spheres,  whether  the  subject  of  experiment 
were  solid,  liquid,  or  aeriform,  as  by  connecting  it  with 
the  air-pump  by  means  of  the  stop-cock,  s,  it  could  be 
exhausted,  and  the  interval  filled  with  any  gaseous 
medium,  with  the  same  facility  as  with  a  liquid  {Phil. 
Ti-ans.  1838,  9).  Two  of  these  jars  having  been  pre- 
pared, a  charge  was  given  to  one  of  them,  after  it  had 
been  filled  with  the  body  the  inductive  capacity  of  which 
was  to  be  determined,  and  the  charge  was  then  divided 
with  the  second  similar  apparatus,  in  which  the  interval 
between  the  spheres  was  filled  with  air  only.  The 
charge  in  each  case  was  measured  by  means  of  a  carrier- 
ball  and  Coulomb's  electrometer. 

(238)  Various  Modes  of  Discharge. — We 
pass  on  now  to  consider  the  different  modes 
in  which  the  electric  equilibrium  is  restored 
after  it  has  been  disturbed  :  this  restoration 
may  be  eflfected  in  one  of  three  ways^  for  the 
excited  body  may  be  discharged  either  by  (a) 
conduction,  by  ib)  disruption,  or  by  (c)  con- 
vection. 

(239)  a.  Conduction. — When  a  charged  Leyden  jar  is  dis- 
charged in  the  usual  way  through  a  discharging-rod,  the  electricity 
passes  quietly  through  the  wire  of  the  discharger  by  conduction, 
but  traverses  the  interposed  air  by  disruption,  in  the  form  of  a 
spark  attended  with  noise. 

All  bodies,  shell-lac  and  glass  not  excepted,  possess  a  certain 
amount  of  conductivity,  which  gives  rise  to  the  phenomenon 
termed  the  residual  charge  of  a  jar  or  battery.  If  a  jar  be  charged 
strongly,  and  allowed  to  remain  undisturbed  for  a  few  minutes, 
and  then  be  discharged  and  again  allowed  to  stand  for  a  few 
moments,  a  slight  apparent  renewal  of  the  charge  will  take  place, 
and  a  second  smaller  spark  may  be  obtained  from  it.  This 
Faraday  considers  to  be  due  to  the  penetration  by  conduction  of 
a  portion  of  the  charge  into  the  substance  of  the  dielectric. 
Each  surface  of  the  glass  acquires  a  weak  charge,  one  of  positive, 
the  other  of  negative  electricity ;  but  as  soon  as  the  constraint 
which  caused  this  penetration  of  the  electricity  is  removed,  it 
returns  towards  the  nearest  surface  and  produces  the  slight  re- 
charge, or  residual  charge. 

As  no  bodies  are  perfect  insulators,  so  none  are  perfect  con- 
•ductors,  for  even  the  metals  offer  a  certain  measurable  resistance 
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to  the  transmission  of  electricity.    The  following  experiment  will 
serve  to  illustrate  this  point.     Charge  a  large  Leyden  jar  (fig. 
195),  and  arrange  a  metallic  wire,      from  120  to  150  feet,  or 
j,^^  40  or  50  metres  in  length,  so 

as  to  act  the  part  of  a  dis- 
charger; at  the  same  time 
open  a  short  path  for  the  dis- 
charge to  the  outer  coating,  by 
bringing  the  balls  a  and  0 
within  a  short  distance  of  each 
other.  Under  this  arrange- 
ment, a  portion  of  the  elec- 
tricity takes  the  shorter  course  from  a  to  b,  and  overcomes  the 
high  resistance  of  the  stratum  of  air  interposed  betAveen  the 
balls,  owing  to  the  resistance  experienced  by  the  discharge  to  its 
passage  along  the  continuous  conducting  wire,  w. 

This  resistance,  even  in  good  conductors,  often  occasions  the 
spark  to  pass  between  two  contiguous  conductors,  and  produces 
what  has  been  called  the  lateral  spark,  which  can  be  elicited, 
even  if  the  conductors  subsequently  unite  below.  For  example, 
in  the  arrangement  shown  in  fig.  196,  at  the  moment  a  spark 

Fig.  196. 


passes  from  p  to  the  ball,  a,  a  minute  spark  will  be  seen  to  pass 
between  the  wire  and  the  loop,  b,  if  they  be  sufficiently  near  each 
other.  This  lateral  spark  may  acquire  sufficient  power  to  ignite 
gunpowder  or  other  combustible  matter.  In  fact,  momentary  as 
is  the  duration  of  the  discharge,  induction  takes  place  towards  all 
surrounding  objects  whilst  electricity  is  in  motion,  as  well  as 
when  it  is  at  rest. 

If  in  a  darkened  room  a  thin  insulated  wire  be  made  to  ter- 
minate at  each  extremity  in  a  metallic  ball,  and  on  one  ball  large 
sparks  be  thrown,  whilst  from  the  other  ball  the  sparks  are 
allowed  to  pass  off  to  some  contiguous  conductor,  the  air  will  be 
seen  to  become  feebly  luminous  from  induction  along  the  whole 
course  of  the  wire  every  time  that  a  spark  passes. 

(240)  Development  of  Heat— The  passage  of  electricity  through 
conductors  is  attended  with  evolution  of  heat,  the  amount  of  whicU 
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is  inversely  as  the  conducting  power.  Snow  Harris  {Phil.  Trans. 
1827,  3i)j  by  mean.s  of  an  air- thermometer  with  a  large  bulb, 
across  which  were  passed  in  succession  wires  of  different  metals 
but  of  equal  length  and  thickness,  found  that  when  equal  quan- 
tities of  electricity  were  discharged  through  these  wires,  the 
heating  effects  were  as  follows.  The  metals  which  stand  first  on 
the  list  are  the  best  conductors,  and  they  emit  the  least  heat : — 


Development  of  Heat  in  Metals  by  Electricity. 


Copper 

  6 

Alloys. 

Silver  

  6 

Brass  

..  18 

Gold  

  9 

Gold  3,  Copper  i  ... 

..  25 

Zinc   

  18 

Gold  I,  Copper  3  ... 

••  15 

Platinum  ... 

  30 

Gold  3,  Silver  i  ... 

..  25 

Ivou  

  30 

Till  I,  Lead  i 

54 

Tin    ...  ... 

  36 

Tin  I,  Copper  8  ... 

..  18 

Lead  

It  will  be  seen  that  by  alloying  the  metals  with  each  other, 
the  conductivity  is  often  greatly  reduced.  Great  care  should 
therefore  be  taken  to  ensure  the  purity  of  the  metals  in  experi- 
ments of  this  nature. 

If  diffei'ent  quantities  of  electricity  be  transmitted  through 
the  same  wire,  it  is  found  that  the  rise  of  temperature  is  pro- 
portional to  the  square  of  the  quantity  transmitted  in  equal 
times:  for  example,  if  the  thermometer,  with  a  given  charge^ 
rise  10°,  a  charge  of  twice  the  power  will  raise  it  four  times  as 
much,  or  40°. 

By  sufficiently  reducing  the  thickness  of  the  conductor  at  one 
part  of  the  circuit,  the  heat  may  be  raised  so  far  as  to  fuse  the 
wire,  or  even  to  convert  it  into  vapour. 

The  amount  of  electricity  required  to  produce  this  effect, 
when  measured  by  a  unit  jar,  is  found  to  be  equally  powerful, 
whether  it  be  diffused  over  a  large  or  small  surface ;  the  inten- 
sity {i.e.  quantity  which  passes  through  a  given  space  in  a  given 
time)  is  the  same  in  the  wire  in  both  cases,  though  the  density 
of  the  charge  on  equal  surfaces  of  the  jar  is. very  different. 
Where  large  quantities  of  electricity  are  needed,  a  corresponding 
extent  of  coated  surface  is  requisite ;  this  may  be  obtained  either 
by  employing  a  single  jar  of  large  dimensions,  or  several  smaller 
ones,  the  inner  surfaces  of  which  are  connected  by  wires,  and  the 
outer  surfaces  likewise  united  by  placing  them  upon  a  sheet  of 
tinfoil,  or  on  a  metallic  tray.  By  discharging  such  a  battery 
through  thin  metallic  wires— of  silver,  steel,  platinum,  or  copper, 
for  instance — they  will  be  fused  and  dispersed. 
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The  arrangement  represented  in  fig.  197  shows  one  method  of  employing 
such  a  battery  for  the  deflagration  of  metallic  wires:  nine  jars  are  in  this  case 

represented ;  they  are  enclosed 
J?IG.  107.  ina  wooden  case,  b,  and  rest  on 

tinfoil,  which  communicates 
with  the  earth  through  the 
chain  c.  The  battery  is 
charged  from  the  prime  con- 
ductor p.  The  internal  coat- 
ings of  all  the  jars  are  con- 
nected by  cross  wires.  In  order 
to  direct  the  discharge  of  the 
battery,  a  wire  passes  from  its 
inner  coating  to  the  insulated 
upper  arm,/",  of  the  discharger 
A;  a  second  wire  passes  from 
the  ball  b,  to  one  of  the  insu- 
lated wires  on  the  stand  of  the 
universal  discharger  x>.  The  wire  for  deflagration,  w,  is  fastened  to  a  card  which 
is  also  supported  on  a  little  stand  insulated  by  glass;  and  the  communication  with 
the  external  coating  of  the  battery  is  continued  by  a  wire  connected  with  the  other 
insulated  support  of  the  universal  discharger  D ;  thus  the  conducting  communi- 
cation is  complete  with  the  exception  of  the  interval  between  a  and  b.  When 
the  battery  is  adequately  charged,  the  lever  I  is  withdrawn,  the  ball  a  and  its 
attached  wire  are  thus  released,  and  fall  through  a  hole  in  the  metallic  arm  f, 
which  is  connected  with  the  inner  coating,  and  the  circuit  is  completed  when  the 
balls  a  and  b  come  into  contact. 

It  must  be  observed  that  in  all  cases  of  conduction  the  charge 
passes  through  the  whole  thickness  of  the  rod  or  wire,  and  is  not 
confined  to  its  surface :  it  therefore  makes  no  difference  whether 
the  metal  is  in  the  form  of  wire,  or  is  extended  over  a  large  sur- 
face as  leaf  The  induction  at  any  part  of  the  wire  during  the 
discharge  is  mainly  from  one  transverse  section  of  the  wire  to 
the  contiguous  section  that  immediately  precedes  and  that  follows 
it. 

The  dispersion  of  the  conductor  by  the  passage  of  high  charges 
of  electricity  leads  us  to  consider  next  what  Faraday  has  termed 
the  disruptive  discharge. 

(241)  b.  Disruptive  Discharge. — This  mode  of  discharge  is  at- 
tended by  sudden  and  forcible  separation  of  the  particles  of  the 
medium  through  which  it  occurs ;  and  it  is  attended  with  evolu- 
tion of  light  and  heat.  It  is  best  seen  between  two  conductors 
separated  by  a  dielectric,  such  as  two  metallic  balls  in  air.  In 
these  cases,  when  a  sudden  bright  spark  passes,  the  discharge  is 
as  complete  as  if  it  had  been  effected  by  direct  metallic  com- 
munication. The  particles  of  the  intervening  dielectric  are 
brought  up  to  a  highly  polarized  state,  until  at  length  the  tension 
on  one  particle  rising  higher  than  the  rest,  and  exceeding  that 
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which  it  can  sustain,  it  breaks  down  :  the  balance  of  induction  is 
thus  destroyed,  and  the  discharge  is  completed  in  the  line  of  least 
resistance. 

In  all  these  cases,  portions  of  the  solid  conductors  are  detached, 
and  by  their  ignition  increase  the  brilliancy  of  the  spark.  This 
transfer  of  material  particles  by  the  spark  is  easily  proved,  for 
if  sparks  be  caused  to  pass  between  a  gold  and  a  silver  ball,  the 
surface  of  the  gold  becomes  studded  with  particles  of  silver,  and 
vice  versd.  If  an  iron  chain  be  laid  on  a  sheet  of  white  paper, 
and  a  powerful  discharge  be  sent  through  it,  each  link  wiU  leave 
upon  the  paper  a  stain,  arising  from  the  portions  of  the  metal 
which  have  been  detached  :  and  if  the  discharge  be  effected  over 
a  plate  of  glass,  particles  of  the  metal  are  frequently  forced  into 
it.  The  experiment  may  be  varied  by  suspending  the  chain  in  a 
dark  room,  and  passing  the  discharge  through  it ;  brilliant  deflagra- 
tion of  the  iron  will  be  seen  at  each  link. 

If  the  sparks  be  taken  between  wires  composed  of  different 
metals,  and  the  light  of  each  spark  be  viewed  through  a  prism, 
the  spectrum  will  in  each  case  exhibit  the  bright  lines  due  to  the 
light  of  the  corresponding  metal  in  the  state  of  vapour  (io6). 

Sparks  attended  with  disruption  may  also  take  place  in  the 
midst  of  liquid  dielectrics.  More  rarely  disruption  from  th.e  dis- 
charge occurs  in  solids  :  occasionally  this  is  exemplified  in  the 
Leyden  jar  itself,  the  tension  upon  the  glass  now  and  then  rising 
so  high  that  the  glass  becomes  perforated.  Across  this  fracture 
discharge  always  afterwards  occurs  ;  so  that  no  effective  charge  in 
a  battery  can  be  maintained  till  the  cracked  jar  is  removed.  This 
disruption  of  glass  may  be  produced  at  pleasure  by  bending  a 
wire  so  that  its  point  may  press  against  the  side  of  a  tube  or 
other  vessel  filled  with  some  liquid  dielectric,  such  as  olive-oil. 
On  charging  the  wire  from  the  prime  conductor,  and  applying  a 
ball  to  the  outside  of  the  tube  opposite  the  end  of  the  wire,  a 
spark  passes,  and  a  minute  perforation  is  produced. 

Great  expansion  of  the  air  occurs  from  the  heat  developed  at 
the  moment  of  the  discharge,  as  is  shown  in  the  following  experi- 
ments. Paste  a  strip  of  tinfoil  on  glass,  cutting  it  through  in 
two  or  three  places  with  a  knife ;  place  a  few  wafers  or  other  light 
bodies  over  the  interrupted  points,  then  discharge  a  jar  through 
the  tinfoil,  and  the  wafers  will  be  immediately  scattered  in  all 
directions.  If  a  card  or  half  quire  of  paper  be  placed  in  the 
direction  of  its  thickness  in  the  track  of  the  discharge,  the  card 
or  the  paper  will  be  burst  outwards  on  both  sides. 

Many  pleasing  experiments  may  be  made  by  causing  a  succea- 
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sion  of  discharges  to  occur  through  such  interrupted  conductors; 
a  beautiful  display  of  the  electric  light  may  thus  be  exhibited  in 
a  darkened  room. 

(242)  Velocity  of  Discharge.  — 0^  the  velocity  of  the  spark 
discharge  some  notion  may  be  formed  from  the  brief  duration  of 
its  light,  which  cannot  illuminate  any  moving  object  in  two  suc- 
cessive positions,  however  rapid  its  motion.  If  a  wheel  be  thrown 
into  rapid  rotation  on  its  axis,  none  of  its  spokes  will  be  visible 
in  daylight,  but  if  the  revolving  wheel  be  illuminated  in  a  darkened 
room  by  the  discharge  of  a  Leyden  jar,  every  part  of  it  will  be 
rendered  as  distinctly  visible  as  though  it  were  at  rest.  In  a 
similar  manner,  the  trees  even  when  agitated  by  the  wind  in  a 
violent  storm,  if  illuminated  at  night  by  a  flash  of  lightning, 
appear  to  be  absolutely  motionless. 

By  a  very  ingenious  application  of  this  principle,  Wheatstone 
has  shown  that  the  duration  of  the  spark  is  less  than  the  one- 
millionth  part  of  a  second.  The  apparatus  is  the  same  in  principle 
as  the  revolving  wheel. 

By  a  modification  of  the  apparatus,  Wheatstone  was  also  enabled  to  measure 
the  velocity  with  which  the  discharge  of  a  Leyden  jar  was  transmitted  through 
an  insulated  copper  wire.  He  estimated  the  rate  of  its  passage  at  288,000  miles 
in  a  second  {Phil.  Trans.  1834,  589).  For  this  purpose  he  employed  an 
insulated  copper  wire  about  half  a  mile  long,  through  which  a  Leyden  jar  was 
discharged.  This  insulated  circuit  was  interrupted  at  three  points  ;  one  of  these 
interruptions  was  within  a  few  metres  of  the  inner  coating  of  the  Leyden  jar ;  the 
second  was  in  the  middle  of  the  wire ;  and  the  third  within  a  few  metres  of  the 
outer  coating  of  the  jar.  The  parts  of  the  wire  at  which  these  three  breaks  in 
the  circuit  occurred  were  all  arranged  side  by  side  on  an  insulated  disk,  so  that 
the  three  sparks  could  be  seen  simultaneously.   In  fig.  198  a  wire  is  represented 

Fig.  198. 


as  proceeding  from  the  knob  of  the  jar  to  an  insulated  rod;  when  the  charge 
attains  a  certain  tension,  a  spark  passes  betv/een  this  rod  and  a  small  knob 
attached  to  the  axis  of  a  small  revolving  mirror,  m :  to  one  extremity  of  this 
axis,  the  wire  which  passes  to  the  outer  coating  is  festened  ;  but  the  discharge  is 
made  to  traverse  the  whole  length  of  the  two  intervening  long  contoi-ted  portions 
of  wire  before  it  reaches  the  outside  of  the  jar.  The  three  sparks,  if  viewed  by 
the  naked  eye,  appear  to  be  simultaneous.    If  viewed  through  the  glass  plate,  e. 
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ill  a  small  steel  rairror,  m,  to  which  is  given  a  regulated  but  extremely  rapid 
revolving  motion  on  an  axis  parallel  to  its  surface,  the  sparks  appear  no  longer 
as  dots  of  light  in  the  same  horizontal  line,  but  present  the  appearance  of  three 
bright  lines  of  equal  length.  The  two  outer  ones  commence  and  terminate  in 
the  same  horizontal  line,  but  the  middle  f.ne  occurs  later  than  the  other  two,  and 
the  angular  position  of  the  mirror  has  had  time  to  advance  slightly  before  the 
middle  spark  appears,  which  consequently  exhibits  an  image  slightly  displaced. 
As  the  velocity  of  rotation  of  the  mirror  is  recorded  by  the  register,  b,  and  the 
amount  of  this  angular  deviation  of  the  image  of  the  central  spark  is  easily 
ascertained,  the  retardation  of  the  discharge  by  the  copper  wire,  or,  in  other 
words,  the  velocity  with  which  it  travels  along  it,  can  be  estimated. 

This  experiment  has  another  important  signification,  to  which 
due  weight  appears  hardly  to  have  been  given;  for  it  affords  a 
convincing  proof  of  simultatieous  action  and  reaction  in  the 
operations  of  electricity,  and  of  its  existence  as  a  stress  :  at  the 
same  moment  that  a  positive  influence  leaves  the  inner  coating, 
an  equal  amount  of  negative  influence  leaves  the  outer  coating, 
and  these  two  neutralize  each  other  at  the  central  point  of  the 
conductor,  after  the  lapse  of  an  extremely  minute  but  still  appre- 
ciable interval  of  time.  It  appears  from  this  experiment  that 
Franklin^s  theory  (227),  though  in  many  cases  a  simple  and  con- 
venient mode  of  explaining  facts,  is  not  the  true  representation  of 
the  phenomena.  The  theory  of  two  fluids  seems  by  this  experi- 
ment to  be  demonstrated. 

The  velocity  of  the  electric  discharge  is,  however,  found  to 
vary  with  the  intensity  of  the  charge,  and  with  the  nature  of  the 
conducting  medium  (Faraday,  Phil.  Mag.,  1854,  [4]  vii.,  197). 
The  duration  of  the  discharge  may  be  prolonged  by  causing  it  to 
take  place  through  bodies  of  inferior  conducting  powers.  A  charge 
of  a  given  amount,  if  transmitted  slowly,  may,  by  the  prolonged 
period  through  which  its  heating  powers  can  be  applied  to  a  com- 
bustible, be  made  to  ignite  bodies,  which  the  same  charge,  if  more 
quickly  transmitted,  would  only  have  dispersed.  For  example,  let 
two  metallic  wires  be  brought  within  an  eighth  of  an  inch  (3'""'-) 
of  each  other,  and  let  a  little  loose  gunpowder  be  placed  over  the 
interval — the  powder  will  simply  be  dispersed  if  the  charge  of  a 
Leyden  jar  be  sent  through  the  wires;  but  if  a  few  inches  of  wet 
string  be  interposed  in  any  part  of  the  circuit,  the  discharge  will 
be  prolonged  suflSciently  to  fire  the  powder. 

(243)  Striking  Distance. — In  air,  whatever  be  its  density,  the 
same  charge  produces,  cceteris  jJ^ribus,  induction  to  the  same  ex- 
tent. But  the  distance  through  which  the  discharge  of  equal 
quantities  of  electricity  takes  place  in  the  same  gaseous  medium, 
varies  inversely  as  the  pressure.  This  might  be  anticipated,  since 
Tinder  a  double  pressure  double  the  number  of  particles  of  air 
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■would  exist  in  the  same  space,  and  the  polarity  would  therefore 
be  transmitted  through  double  the  quantity  of  insulating  matter : 
— so  that,  if  a  given  charge  in  air  of  ordinary  density  pass  as  a 
spark  at  2  centimetres,  at  double  the  usual  pressure  the  striking 
distance  would  be  reduced  to  i  centimetre  ;  at  a  pressure  of  one- 
half  it  would  be  increased  to  4  centim. ;  at  one  quarter,  to  8 
centim. ;  and  so  on,  until  in  vacuo  theoretically  it  would  pass 
through  an  unlimited  distance.  Experiment,  however,  has  shown 
that  a  certain  portion  of  matter,  though  it  may  be  attenuated  to 
an  extent  almost  beyond  the  limits  of  calculation,  is  necessary 
for  the  transmission  of  the  electric  discharge  (312).  If  the  density 
of  the  air  continue  to  be  constant,  it  is  found  that  the  striking 
distance  varies  directly  as  the  tension  of  the  charge.  For 
example  :  if  with  a  certain  charge  the  striking  distance  be  i  cen- 
timetre, a  double  charge  will  discharge  itself  through  2  centim., 
and  a  three-fold  chai'ge  through  3  centim.  (Harris.)  For  equal 
quantities  of  electricity  the  striking  distance  is  inversely  as  the 
extent  of  charged  surface ;  so  that,  when  a  single  jar  is  charged 
with  a  quantity  of  electricity  sufficient  to  produce  a  discharge  at 
6™™-,  on  employing  two  similar  jars  with  the  same  quantity,  the 
striking  distance  is  reduced  to  3™™',  and  with  three  similar  jars  to 
^mm.  equal  charges,  the  striking  distance,  however,  varies 

in  different  gases,  independently  of  their  relative  density,  so  that 
each  gas  has  a  specific  insulating  power.    Hydrochloric  acid  has 

twice  the  insulating  power  of  common 
Fig.  199.  air,  and  three  times  that  of  hydrogen 

of  equal  pressure.     This  is  in  striking 
^        contrast  to  the  equality  of  inductive 
k,^     capacity  (237)  in  all  gases. 

This  inequality  of  insulating  power  was 
proved  by  Faraday  by  opening  to  the  same 
charge  two  separate  paths,  one  of  them  through 
air,  the  other  through  a  receiver  filled  with  the 


A 


1 


— . — ^    gas  which  was  to  form  the  subject  of  the  experi- 

^  1   ment,  as  shown  in  fig.  199.    The  distances  be- 

I  tween  the  balls  were  varied  until  the  discharge 

took  place  with  equal  facility  in  both  receivers; 
the  same  charge  was  thus  found  to  traverse  double  the  distance  in  air  that  it 
did  in  hydrochloric  acid  gas. 

Rarefaction  of  air,  whether  effected  by  heat  or  by  mechanical 
means,  equally  favours  the  electric  discharge.  A  jar  may  con- 
sequently be  discharged  through  several  centimetres  of  a  com- 
mon flame,  in  which  the  air  is  rarefied  by  heat  to  nearly  five 
times  its  ordinary  bulk;  the  temperature  of  an  alcohol  flame,  ao- 
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corcliug  to  Becquerers  experiments,  being  nearly  2200°  (1204°  C). 
A  flame  also  acts  by  its  pointed  form  in  dissipating  a  charge  with 
o-reat  rapidity,  and  its  proximity  should  be  avoided  in  exact 
experiments. 

Dissipation  of  the  electric  charge  in  dry  air,  according  to 
Matteucci,  is  not  increased  by  agitation  of  the  air.  Further,  if 
the  gases  are  all  perfectly  dry,  and  at  the  same  temperature  and 
pressure,  the  dissipation  of  the  charge  takes  place  with  equal 
rapidity  in  air,  in  carbonic  anhydride,  and  in  hydrogen.  In  a 
moist  atmosphere  the  loss  of  charge  increases  directly,  ccsteris 
paribus,  as  the  amount  of  moisture.  As  the  temperature  rises, 
the  dissipation  of  the  charge  increases  in  rapidity,  the  loss  of  the 
charge  being  twice  as  rapid  at  18°  as  at  0°  C.  If  the  density  of 
the  air  be  reduced,  the  tension  of  the  charge  which  an  insulated 
body  will  retain  is  reduced  also,  but  the  dissipation  of  the  charge 
is  very  much  diminished.  Matteucci  found,  when  an  electroscope, 
feebly  charged,  was  placed  in  a  receiver,  exhausted  till  the  pressure 
was  reduced  to  3™™'  of  mercury  (-|-inch),  that  the  divergence 
remained  unaltered  after  a  lapse  of  two  days. 

The  form  and  size  of  the  spark  depend  upon  the  shape  of  the 
discharging  surfaces  almost  as  much  as  upon  the  intensity  of  the 
charge.  Between  the  rounded  parts  of  the  prime  conductor  and 
a  large  uninsulated  metallic  ball  dense  brilliant  sparks  pass ; 
whilst  if  the  same  ball  be  presented  to  a  wire  which  projects  8 
or  10  centimetres  from  the  conductor,  and  which  terminates  in 
a  ball  25™™*  or  an  inch  in  diameter,  a  long,  forked,  and  often 
branching  spark,  regembling  a  miniature  flash  of  lightning,  will 
be  obtained. 

When  disruptive  discharge  occurs  between  a  good  conductor 
of  limited  surface  and  a  bad  one  which  exposes  a  larger  surface, 
an  intermitting  and  dilute  spark  or  brush  passes,  which,  when  it 
occurs  in  air,  consists  of  a  rapid  succession  of  discharges  to  the 
particles  of  air  around  :  such  a  brush  has  a  bright  root  with  pale 
ramifications,  attended  with  a  quivering  motion  and  a  subdued 
roaring  noise.  Brushes  of  this  kind  are  well  seen  when,  the 
machine  being  in  powerful  action,  the  conductor  is  made  to  dis- 
charge itself  into  the  air  by  means  of  a  blunt  rod  which  projects 
from  it.  The  brush  is  largest  from  a  positively  charged  surface, 
such  as  the  prime  conductor  of  the  machine.  From  a  negatively 
charged  surface  this  discharge  occurs  at  a  lower  tension,  and 
more  resembles  a  bright  point  or  star  of  light.  The  formation 
of  brushes  is  facilitated  by  rarefying  the  air  around  the  charged 
points. 
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Some  remarkable  difTerences  have  been  observed  between  the  positive  and  the 
negative  spark  :  for  a  charge  of  equal  tension,  the  striliing  distance,  between  a 
good  conductor  positively  charged  and  an  inferior  conductor,  is  greater  in  air 
than  from  the  same  conductor  negatively  charged,  as  may  be  seen  in  using  the 
electrophorus.    The  greater  facility  witii  which  positive  electricity  traverses  the 
air  may  also  be  shown  in  the  following  manner : — Colour  a  card  with  vermilion  ; 
unscrew  the  balls,  a,  h,  from  the  discharger,  fig.  197,  and  place  the  points  on 
opposite  sides  of  the  card,  one  about  half  an  inch  (12™™-)  above  the  other;  ' 
discharge  a  large  jar  through  the  card.    It  will  be  perforated  opposite  the  wire  j 
attached  to  the  negative  coating,  and  an  irregular  dark  line  of  reduced  mercury  j 
will  be  found  extending  on  the  positive  side  to  the  point  of  the  positive  wire. 
If  the  experiment  be  made  in  vacuo,  the  perforation  will  be  formed  midway  \ 
between  the  two  wires.  The  distinction  between  positive  and  negative  electricity  \ 
is  also  beautifully  shown  by  what  are  termed  Lichtenberg's  figures,  which  may  \ 
be  obtained  as  follows : — Dry  a  glass  plate,  and  draw  lines  on  it  with  the  knob  d 
of  a  positively  charged  jar,  then  sift  over  the  plate  a  mixture  of  sulphur  and  i 
minium  in  fine  powder :  on  inverting  the  plate  the  minium  will  fall  off  and  ^ 
leave  traces  of  the  lines  in  sulphur.     If  the  experiment  be  made  with  a  jar  { 
negatively  charged,  the  minium  will  adhere  to  the  traces,  whilst  the  sulphur  will  \ 
fall  off.    The  explanation  is  very  simple :  by  the  friction  in  sifting,  the  sulphur  t 
becomes  negatively,  the  red  lead  positively  electric,  and  thus  the  sulphur  attaches 
itself  to  the  positively  electrified  lines  upon  the  glass,  and  the  minium  to  the 
negatively  electrified  lines,  in  accordance  with  the  usual  law  of  electric  attraction. 
The  experiment  may  also  be  varied  in  the  following  way : — Take  two  circular 
trays  of  tin-plate  half  an  inch  (i2""^')  deep  and  12  or  14  inches  (30  or  35  f 
centimetres)  in  diameter,  fill  them  with  melted  resin,  and  allow  them  to  cool ;  1 
cause  sparks  of  positive  electricity  to  fall  in  8  or  10  places  upon  one  plate,  and 
sparks  of  negative  electricity  in  like  manner  over  the  other ;  on  sifting  a  little 
brickdust  over  the  two  plates,  the  dry  powder  will  assume  the  appearance  of 
brushes  over  the  plate  electrified  positively,  and  of  oval  or  circular  patches  upon  j 
the  negatively  excited  plate.    Other  remarkable  differences  between  the  sparks 
from  positive  and  negative  surfaces  will  be  mentioned  when  noticing  the  modified 
discharges  through  exhausted  tubes  (312). 

The  colour,  light,  and  sound  of  the  electric  spark  aud  brush  vary  ? 
in  different  gases  (106),  the  brush  being  larger  and  more  beautiful 

in  nitrogen  than  in  any  other  gas,  and  its  colour  is  purple  or  bluish,  s 

The  sparks  in  oxygen  are  whiter  than  in  air,  but  less  brilliant.    In  c 

hydrogen  they  are  of  a  fine  crimson  colour.    In  coal-gas  they  are  a 

sometimes  green  and  sometimes  red ;  occasionally  both  colours  % 

are  seen  in  different  portions  of  the  same  spark.     In  carbonic  J 

anhydride  the  sparks  resemble  those  taken  in  air,  but  they  are  3 
more  irregular  and  pass  more  freely. 

(244)  c.  Convection. — With  a  feebler  charge  the  sonorous  brush 
is  replaced  by  a  quiet  glow,  attended  in  this  case  with  a  continuous 
dispersion  of  the  charge.    The  process  of  disruptive  discharge  ( 
thus  gradually  passes  into  the  third  method — viz.,  that  by  convec- 
tion.   "When  the  glow  is  produced,  a  current  of  air,  the  particles  e 
of  which   are  individually  charged,  passes  from  the  charging  ) 
surface.     The  course  of  this  current  may  be  exhibited  by  its  K 
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action  on  tlie  flame  of  a  taper,  wliich  will  often  be  extinguished 
if  brought  near  an  electrified  point  which  is  connected  with  the 
machine  in  action ;  and  light  models  may  be  set  in  motion  by  it. 
If  the  production  of  the  current  from  the  point  be  prevented,  as 
by  sheltering  the  pointed  wire  in  a  varnished  glass  tube,  the 
lirush  or  glow  may  be  converted  into  a  series  of  small  sparks. 
These  currents  may  take  place  in  liquid  dielectrics  as  well  as  in 
gaseous  ones.  Let  a  piece  of  sealing-wax  be  fixed  on  the  end  of 
a  wire  and  attached  to  the  conductor  of  a  machine  in  action  ;  if 
it  be  softened  by  the  application  of  the  flame  of  a  spirit-lamp,  it 

•  will  be  thrown  off  in  filaments  towards  a  sheet  of  paper  held  near 

•  it.  Solid  insulated  particles  may  also  be  the  medium  of  con- 
vective  discharge,  as  is  seen  when  pith-balls  or  other  light  sub- 
stances are  attracted  and  repelled  by  electrified  objects ;  and  in 
delicate  experiments  even  the  particles  of  dust  floating  in  the 
atmosphere  are  not  without  effect  in  charging  or  discharging  the 
apparatus  employed. 

The  process  of  convection  assumes  considerable  importance  in 
the  phenomena  of  voltaic  electricity,  where  it  is  intimately  con- 
nected with  chemical  decomposition.     (281  et  seq.) 

(245)  Other  Sources  of  Electricity. — Hitherto  we  have  limited 
our  attention  to  cases  in  which  electricity  is  excited  by  the  friction 
of  dissimOar  substances,  and  it  may  here  be  remarked  that  Peclet 
by  a  careful  series  of  experiments  found  that  the  quantity  of 
electricity  developed  was  the  same  whether  sliding  fiiction  was 
employed,  as  in  the  ordinary  mode  of  exciting  the  electrical 
machine,  or  whether  it  was  a  rolling  friction,  in  which  the  rubber 
was  pressed  against  the  cylinder  and  allowed  to  roll  upon  its  axis 
as  the  machine  was  worked.  The  development  of  electricity  by 
friction  is,  however,  but  a  special  case  of  a  much  more  general  law, 
for  it  has  been  found  that,  whenever  molecular  equilibrium  is  dis- 
turbed, a  concomitant  development  of  electricity  takes  place.  The 
following  instances  will  exhibit  the  variety  of  circumstances  under 
which  this  observation  has  been  made.  The  mere  compression  of 
many  crystallized  bodies  is  attended  by  electric  action  :  a  rhombo- 
hedron  of  Iceland  spar,  if  compressed  by  the  fingers,  exhibits  this 
peculiarity.  It  is  also  found  that  all  bodies  that  have  been  pressed 
together,  if  properly  insulated,  offer  signs  of  electricity  on  being 
separated ;  although  the  effect  is  most  easily  observed  between  a 
good  conductor  and  a  bad  one.  The  two  bodies  are  always  in 
opposite  states.  Even  where  two  disks  of  the  same  substance  are 
pressed  together,  if  one  be  a  little  warmer  than  the  other, 
distinct  excitement  is  produced,  the  warmer  disk  becoming  nega- 
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tivcly  electrified ;  the  charge,  cceteris  paribus,  increases  in  all 
cases  directly  as  the  pressure  to  which  they  are  subjected. 

Fracture  is  likewise  attended  with  electric  disturbance ;  the  | 
freshly  broken  surfaces  of  roll  sulphur  often  exhibit  this  eflPect  to  } 
an  extent  sufficient  to  produce  divergence  of  the  leaves  of  the  ij 
electroscope  when  the  fragments  are  placed  upon  the  cap  of  the  ,i 
instrument.  The  sudden  rending  asunder  of  the  laminse  of  a  film  j| 
of  mica  in  a  dark  room,  is  usually  attended  with  a  pale  electrical  « 
light,  and  the  separated  portions  in  this  case  exhibit  opposite  f, 
electrical  states.  A  melted  substance  in  the  act  of  solidifying,  ^ 
sometimes  exhibits  electric  excitement.  If  sulphur  be  allowed  to  ^ 
solidify  in  a  glass  vessel,  it  becomes  negatively  excited,  whilst  j 
the  glass  is  rendered  positively  electrical;  ice  also  is  frequently  i 
electric;  and  the  same  thing  has  been  observed  of  chocolate  as  j 
it  becomes  solid.  These  results  are  probably  due  to  friction  ic 
occasioned  by  the  contraction  or  expansion  of  the  solid  mass  in  li 
the  mould,  from  which  it  detaches  itself  by  this  change  of  bulk. 

In  some  instances  simple  elevation  or  depression  of  temperature 
causes  electric  excitement.  These  effects  are  most  distinctly  seen 
in  crystallized  non-conductors  which  are  not  symmetrical  in  form, 
being  produced  in  bodies  which  are  hemihedral.  Tourmaline, 

boracite,  and  the  crystals  of  t 
Fig.  200.     ^  tartaric  acid,  offer  the  best  s 

examples  of  this  description.  I 
The  tourmaline,  for  instance, 
commonly  assumes  the  form  i 
of  a  three-sided  prism,  the 
edges  of  which  are  replaced  ; 
by  two  narrow  planes.  The 
extremities  of  the  crystal  are 
formed  by  the  three  faces  of  the  rhombohedron.    No.  i,  fig.  200,  3 
shows  the  end  of  the  crystal  which  becomes  positive  by  heat; 
No.  2,  the  opposite  end  of  the  crystal  which  becomes  negative. 
If  a  crystal  of  tourmaline  be  gently  heated,  it  becomes  powerfully 
electrical  whilst  the  temperature  is  rising,  one  extremity,  termed 
the  analogous  pole,  becoming  positive,  the  other  extremity,  or 
antilogous  pole,  becoming  negative.*     When  the  temperature 
becomes  stationary,  the  electric  excitement  ceases :  as  the  crystal 

*  The  crystal  must  not  be  too  strongly  heated— abont  302°  (150°  C.)  being 
the  best  point;  if  heated  very  strongly,  752°  (400°  C.)  or  beyond,  the  tourma-  I 
line  becomes  a  conductor  for  a  time :  it  resumes  its  insulating  power  on  cooling^ 
but  is  rendered  hygroscopic  till  after  it  has  been  washed  and  dried  at  302° 
(150°  C.) — Gaugain. 
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cools  the  effect  returns^  but  the  electric  polarity  is  reversed ;  the 
end  of  the  crystal  that  befoi'e  was  positive  now  becomes  negative. 
The  particles  of  the  mineral  are  electrically  polarized  throughout 
the  whole  mass ;  for  if  the 
crystal  be  broken  while  thus 
electrified,  each  fragment  re-  A 
tains  its  polai'ity,  being  nega- 
tive at  one  end  and  positive  at 
the  other.  In  fig.  201,  No.  i  3  a« 
represents  a  tourmaline  in 
which  the  temperature  is  rising  uniformly ;  No.  2  the  same 
tourmaline  in  which  the  temperature  is  falling  uniformly ;  and 
No.  3  shows  the  effect  upon  a  cooling  tourmaline  which  has  been 
broken  across.  If  the  tourmaline  be  delicately  poised  upon  its 
centre  whilst  cooling,  these  electric  states  may  be  rendered  appa- 
rent by  bringing  an  excited  glass  tube  near  to  the  mineral :  one 
extremity  will  be  attracted  by  the  excited  glass  tube,  while  the 
other  extremity  will  be  repelled.  If  one  end  of  the  crystal  be 
connected  with  the  cap  of  a  sensitive  gold-leaf  electroscope,  whilst 
the  other  extremity  is  in  conducting  communication  with  the 
earth,  the  gold-leaves  will  diverge. 

(246)  Chemical  Action. — No  chemical  changes  take  place 
without  the  development  of  electricity.  If  a  clean  platinum  capsule 
be  connected  with  a  sensitive  electroscope  and  condenser,  and  a 
liquid  which  has  no  chemical  action  on  platinum  be  placed  in  the 
capsule,  no  change  shows  itself ;  but  if  any  other  more  oxidizable 
metal  in  conducting  connexion  with  the  earth,  be  dipped  into  the 
liquid,  the  liquid  becomes  very  feebly  but  positively  electrified, 
whilst  the  metal  which  has  been  acted  upon  by  it  becomes  negative. 
The  intensity  of  the  chemical  action  in  this  form  of  the  experiment 
has  no  influence  upon  the  extent  of  electric  excitement  displayed. 
If  zinc  be  the  metal  employed,  and  pure  water  the  liquid,  the  signs 
of  electric  action  are  just  as  powerful  as  if  sulphuric  acid  were 
substituted  for  the  water  in  the  capsule ;  for  the  metal  and  liquid 
being  both  good  conductors,  the  two  electricities  liberated,  imme- 
diately neutralize  each  other  almost  entirely,  instead  of  passing  one 
to  the  condenser,  the  other  to  the  earth. 

Electricity  is  also  developed  during  the  process  of  combustion ; 
carbon,  for  example,  becoming  negatively  electric,  whilst  the  car- 
bonic anhydride  is  positive.  In  like  manner  hydrogen  in  the  act 
of  burning  was  found  by  Pouillet  to  be  negative,  whilst  the  vapour 
produced  by  it  was  positive. 

(247)  Electricity  of  Vapour. — The  act  of  evaporation  has  also 
1  K  K 
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been  asserted  to  he  one  of  the  sources  of  electricity,  but  the  truth  j 
,  of  this  statement  is  doubtful.  It  is  true  that  if  a  few  drops  of  I 
water  fall  upon  a  live  coal,  insulated  on  the  cap  of  the  gold-leaf  ' 
electroscope,  the  leaves  of  the  instrument  diverge.  This,  however,  ; 
is  due  to  the  chemical  action  between  the  coke  and  the  water,  and  | 
not  to  mere  evaporation ;  for  if  we  allow  pure  water  to  evaporate  i 
in  a  clean  hot  platiuum  dish  connected  with  the  electroscope,  no  | 
signs  of  electric  disturbance  occur.  Pouillet  found  that  on  allow- 
ing  alkaline  solutions  to  evaporate  in  the  capsule,  the  electroscope  ■ 
became  charged  positively;  with  acid  solutions,  the  charge  given  to  i 
the  electroscope  was  negative ;  but  Peltier  states  that  these  elec- 
trical effects  may  nevertheless  be  due  to  friction,  as  they  do  not  I 
manifest  themselves  until  the  liquid  is  nearly  all  driven  ofi",  and  a 
crepitation  of  the  salt  as  it  detaches  itself  from  the  sides  of  the  i 
capsule  begins  to  occur.  This  is  corroborated  by  Faraday^s  l 
observation,  that  if  the  dish  be  heated  to  redness,  and  pure  water  |i 
be  dropped  in,  so  long  as  it  evaporates  quietly  in  the  spheroidal 
form  (198)  no  electricity  is  developed;  but  the  moment  that  it 
cools  down  sufficiently  to  boil  violently  with  friction  against  the 
metallic  capsule,  the  leaves  diverge  powerfully. 

In  accordance  with  this  observation,  Faraday  has  explained 
the  development  of  electricity  by  high-pressure  steam,  which  occurs 
to  so  remarkable  an  extent  under  certain  circumstances.  This 
he  has  traced  to  the  friction  of  water  accompanying  the  steam 
against  the  orifice  of  the  jet  through  which  it  escapes  into  the  air 
An  insulated  boiler  from  which  steam  is  allowed  to  blow  off  at 
high  pressure  through  long  tubes,  in  which  a  partial  condensation 
of  the  steam  occurs,  furnishes,  as  in  the  hydro-eleciric  machine  of 
Armstrong,  exhil)ited  a  few  years  ago  at  the  Polytechnic  Institution, 
an  admirable  source  of  high  electric  power.  In  this  experiment, 
the  boiler  becomes  negative,  the  escaping  steam  being  positive.  It 
is  remarkable  that  the  presence  of  a  very  small  quantity  of  oil  or 
of  essence  of  turpentine  in  the  exit-pipe  reverses  these  electrical 
states.  A  solution  of  plumbic  acetate  produces  a  similar  effect 
Indeed  the  purer  the  water  that  is  used  in  the  boiler,  the  better 
it  is  for  these  experiments,  and  the  more  uniform  are  the  results 
The  electric  condition  of  the  steam  was  found  by  Armstrong  to 
be  also  influenced  by  the  material  of  which  the  exit-pipe  was 
formed ;  glass,  lead,  copper,  and  tin,  each  modifymg  the  result. 
Wood  appears  to  be  the  material  best  adapted  for  use  in  forming 
the  orifice  of  the  jet,  as  it  produces  the  highest  amount  of  chargi 
by  friction ;  some  bodies,  such  as  ivory,  produce  scarcely  anyi 
electric  effect  when  used  as  jets  to  the  pipe. 
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Perfectly  dry  steam  is  in  fact  nearly  as  good  an  insulator  of 
electricity  as  atmospheric  air  ;  but^  from  the  facility  'of  its  conden- 
sation, it  easily  produces  upon  cold  surfaces  a  film  of  conducting 
matter  which  destroys  the  insulation. 

(248)  Atmospheric  Electricity. — Another  source  of  electricity, 
the  origin  of  which  is  at  present  shrouded  in  mystery,  is  the  atmo- 
sphere itself,  which  affords  displays  of  electric  phenomena  on  the 
most  magnificent  scale.  The  identity  of  lightning  and  electricity 
had  long  heen  suspected  by  electricians ;  but  the  proof  of  it  was 
first  devised  by  Franklin,  who  by  the  simplest  expedient  of  raising 
a  boy's  kite  during  a  thunderstorm,  succeeded  in  obtaiuing  from 
the  clouds,  sparks  of  electricitj'^,  with  which  he  charged  Leyden 
jars  and  performed  some  of  the  usual  electrical  experiments.  Such 
kite-flying,  however,  forms  a  dangerous  kind  of  recreation;  and 
experiments  on  atmospheric  electricity  proved  fatal  to  Professor 
Richman  of  St.  Petersburg,  who,  a  few  years  after  Franklin's  dis- 
covery, was  killed  by  a  flash  from  his  apparatus. 

No  sooner  had  Franklin  proved  the  identity  of  lightning  with 
electricity,  than  he  proposed  his  plan  of  averting  the  destructive 
influence  of  lightning  from  buildings,  by  means  of  metallic  con- 
ducting-rods.  In  order  to  render  these  efiicient,  they  must  pro- 
ject into  the  air  for  some  distance  beyond  the  highest  point  of  the 
building  to  be  protected.  They  must  also  be  sufficiently  thick  to 
carry  oflF  the  discharge  without  fusion.  This  is  insured  by  the 
use  of  a  copper  rod  of  not  less  than  13™™'  or  half  an  inch  in 
diameter.  The  pieces  composing  these  rods  should  be  in  metallic 
contact  with  each  other  throughout  their  length,  and  the  conduc- 
tor should  terminate  in  a  bed  of  moist  earth,  or  better  still,  in  a 
well  or  body  of  water,  so  as  to  secure  free  communication  "with 
the  soil.  If  any  considerable  metallic  mass,  such  as  a  leaden 
roof,  form  part  of  the  building,  it  should  be  connected  with  the 
conductor  by  branch  rods,  and  should  also  be  furnished  with 
branch  conductors  into  the  earth.  The  conductors  are  best  placed 
exterior  to  the  walls  of  the  building. 

The  explosive  power  of  lightning  is  so  great  that  its  effects 
may  well  excite  our  awe  and  amazement.  A  single  instance  may 
be  cited  in  illustration  of  this  point.  In  November,  1790,  the 
mainmast  of  H.M.  ship  Elephant,  74  guns,  was  struck  by  a  power- 
ful flash  of  lightning.  This  mast  weighed  18  tons,  it  was  3  feet 
(0-914  metres)  in  diameter,  and  no  feet  (33-5  metres)  long,  and 
was  strongly  bound  together  by  iron  hoops,  some  of  which  were 
half  an  inch  (12-5"™-)  thick  and  5  inches  (127  centimetres)  wide; 
yet  it  was  shivered  into  pieces,  and  the  hoops  were  burst  open 
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and  scattered  around,  amidst  the  shattered  fragments  of  the  mast 
(Harris).     One  of  the  most  instructive  instances  recorded  is  that 
of  the  Dido,  which  when  off  Java  Head,  in  May,  1847,  ^^s 
struck  soon  after  daylight,  during  a  storm  attended  with  heavy 
rain  and  little  wind,  by  a  tremendous  bifurcated  flash  of  lightning, 
which  fell  upon  the  main  royal  mast.    One  of  the  branches  struck 
the  extreme  point  of  the  royal  yard-arm,  and  in  its  course  to  the 
conductor  on  the  mast,  demolished  the  yard,  and  tore  in  pieces  or 
scorclied  up  the  greater  part  of  the  sail ;  the  other  part  fell  on  the 
vane-spindle  (the  point  of  which  showed  marks  of  fusion)  and 
truck,  which  last  was  split  open  on  the  instant  that  the  discharge 
seized  the  conductor.    From  this  point,  however,  the  explosive 
action  ceased,  and  the  discharge  freely  traversed  the  whole  line  of 
the  conductor  from  the  mast-head  downward,  without  doing  further 
damage.     One  of  the  chief  points  of  interest  connected  with  this 
case  is  the  entire  destruction  of  the  yard-arm,  which  was  not 
supplied  with  a  conductor,  and  the  complete  protection  of  the 
mast,  which  was  furnished  with  one.     It  is  also  important  as 
proving  the  incorrectness  of  the  law  of  protection  laid  down  by 
some  French  writers — viz.,  that  a  conducting-rod  will  protect  a 
circular  area  having  a  radius  double  the  height  of  the  conductor 
above  the  highest  point  of  the  building.    In  all  cases,  the  lightning 
will  take  the  path  of  least  resistance,  and,  from  the  recorded  re- 
sults of  experience,  it  appears  that  that  path  of  least  resistance 
will  in  about  seven  times  out  of  ten,  be  such  that  the  lightning 
will  strike  the  highest  point,  if  it  be  furnished  with  a  good  con- 
ducting line  to  the  earth  or  sea ;  but  it  is  quite  possible  that 
instances  may  occur,  in  which  the  line  of  least  resistance  may  be 
in  a  different  direction,  or,  as  in  the  case  of  the  Dido,  that  there 
may  be  two  such  lines  where  the  resistances  are  equal. 

If  a  break  occur  in  any  part  of  the  conductor,  explosion  will 
take  place  at  this  spot  when  a  discharge  of  lightning  is  directed 
upon  the  rod,  producing,  in  many  cas.es,  fearful  destruction.  One 
of  the  most  awful  catastrophes  of  this  kind  occurred  on  the  1 8th 
of  August,  1769,  when  the  tower  of  St.  Nazaire  of  Brescia  was 
struck  by  lightning.  Beneath  this  tower  were  vaults  containing 
upwards  of  90  tons  of  gunpowder,  belonging  to  the  Republic  of 
Venice.  The  whole  of  this  enormous  quantity  of  powder  ex- 
ploded, destroying  one-sixth  part  of  the  city  of  Brescia,  and 
bmying  3000  persons  beneath  its  ruins.  On  a  small  scale  the 
track  followed  by  the  electricity  may  be  illustrated  by  sending  a 
discharge  through  a  series  of  interrupted  conductors,  such  as 
gold-leaf  pasted  upon  paper.    The  portions  of  gold-leaf  in  the 
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line  of  the  discharge  will  be  burned  up,  whilst  the  contiguous 
portions  not  included  in  the  track  of  the  electricity  remain 
unaltered. 

The  peal  of  thunder  which  accompanies  the  lightning  flash  is 
due,  like  the  snap  which  accompanies  the  discharge  of  a  Leyden 
jar,  to  the  sudden  displacement  of  air,  which,  in  the  case  of 
lightning,  sometimes  extends  through  a  distance  of  a  mile  or 
more.  The  reverberation  of  the  peal  arises  chiefly  from  the 
echoes  produced  by  objects  upon  the  earth,  and  by  the  clouds 
themselves.  The  flash  from  the  thunder-cloud  is  exactly  ana- 
logous to  the  discharge  of  the  Leyden  jar :  the  cloud  and  the 
sm'face  of  the  earth  form  the  two  coatings  to  the  intervening 
layer  of  air,  which,  as  in  the  case  of  the  condenser,  supplies  the 
place  of  the  glass,  whilst  a  church  steeple,  or  any  projecting  ob- 
ject, acts  the  part  of  a  discharging  rod.* 

But  it  is  not  only  during  a  storm  that  the  atmosphere  ex- 
hibits signs  of  electricity.  In  a  cloudless  sky,  if  a  flame  or  a 
pointed  rod  be  connected  with  an  electroscope,  the  instrument 
diverges  positively.  Before  rain,  the  instrument  often  assumes 
a  negative  state  :  in  general,  the  rain  that  first  falls  after  a  de- 
pression of  the  barometer  is  charged  negatively.  It  frequently 
happens  that  the  rain  is  negatively  charged,  although  the  atmo- 
sphere, both  before  and  after  its  fall,  exhibits  signs  of  positive 
charge.  Fogs,  snow,  and  hail,  if  unattended  with  rain,  are 
nearly  always  positively  charged  in  a  high  degree.  It  appears 
to  be  probable  that  the  clouds  are  almost  always  positive.  In 
most  cases,  when  negative  electricity  is  observed  in  the  instru- 
ments it  is  simply  due  to  an  eficct  of  induction. 

Palmieri  has  conducted  observations  on  atmospheric  elec- 
tricity for  twenty-five  years  in  the  observatory  on  the  side  of 
Mount  Vesuvius,  and  has  obtained  some  results  which  point  to 
a  definite  law.  If  within  a  distance  of  about  50  miles  there  is 
no  shower  of  rain,  hail,  or  snow,  the  electricity  of  the  air  is 
always  positive,  except  during  the  projection  of  ashes  from  the 
volcano.  During  a  shower  the  electricity  is  positive,  surrounded 
by  a  zone  of  negative,  and  beyond  this  the  air  is  again  positive. 
Whenever  the  air  is  negative,  therefore,  it  indicates  that  there  is 
a  heavier  shower  not  far  ofi".    If  the  storm  is  approaching  the 

*  These  electrical  accumulations  are  often  renewed  with  extraordinary  rapi- 
dity. On  the  6tli  of  July,  1845,  about  10  p.m.,  after  a  clear  hot  day,  in  the 
masses  of  vapour  forming  a  bank  of  cumuli,  I  counted  in  two  minutes  83  flashes 
unattended  by  thunder ;  and  several  times  during  the  same  evening,  I  observed 
between  30  and  40  discharges  from  one  cloud  to  another,  per  minute. 
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observatory,  the  air  becomes  negatively  charged,  then  positively 
when  the  storm  is  near,  negatively  again  after  it  has  passed  over, 
and  again  positively  when  the  shower  has  moved  to  a  considerable 
distance  {Nature,  1872,  vi.  146).  These  results  explain  the 
frequent  variations  during  storms  which  are  often  observed  in 
other  localities,  although  it  must  be  noticed  that  meteorological 
phenomena  in  Italy  take  place  with  much  greater  regularity  than 
in  this  country. 

In  winter,  the  atmospheric  charge  is  usually  higher  than  in 
summer.  According  to  Quetelet,  whose  conclusions  are  based 
upon  a  series  of  five  years'  uninterrupted  observations,  the  atmo- 
spheric electricity  attains  an  average  maximum  in  January,  and 
steadily  decreases  till  June,  when  it  is  at  its  minimum  :  from  this 
period  it  again  increases  progressively  till  January,  in  which 
month  the  tension  of  the  electricity  is  thirteen  times  as  high  as 
it  is  in  June.  The  electricity  of  the  air  may  be  stated  gene- 
rally to  be  higher  in  a  cloudless  than  in  a  cloudy  sky.  Only 
once  during  the  months  of  October,  November,  December,  and 
January,  has  he  obtained  proof  of  negative  electricity  in  the  air. 

The  tension  of  the  charge  varies  likewise  during  each  twenty- 
four  hours ;  it  has  two  maxima  and  two  minima.  The  first 
maximum  is  before  eight  o'clock  a.m.  in  summer,  and  before  ten 
A.M.  in  winter ;  the  second  after  nine  p.m.  in  summer,  and  before 
six  P.M.  in  winter.  The  first  minimum  is  uniformly  about  four 
A  M.,  and  the  second  about  three  p.m.  in  summer,  and  one  p.m. 
m  winter. 

The  observations  made  for  some  years  at  the  Kew  observatory 
by  Ronalds,  furnish  results  closely  according  with  those  of 
Quetelet.* 

Au  ingenious  experiment  by  Becquerel  shows  that  the  inten- 
sity of  the  charge  increases  with  the  elevation  above  the  earth's 
surface,  and  according  to  Quetelet's  observations,  the  increase  in 
intensity  is  proportional  to  the  height.  This  law  of  Quetelet  has, 
however,  been  verified  only  for  heights  not  exceeding  16  feet 
(5  metres).  Becquerel's  experiment  was  the  following  : — Having 
ascended  Mount  St.  Bernard,  he  placed  an  electroscope  upon  a 
piece  of  varnished  silk,  on  which  he  arranged  by  a  loose  cord 
about  80  metres  of  gilt  thread.  One  end  of  this  thread  he 
attached  to  the  shaft  of  an  arrow,  and  connected  the  other  ex- 


*  i'or  an  interesting  discussion  of  tbe  theory  of  the  development  of  atmo- 
spheric electricity,  the  reader  is  referred  to  Delarive's  Traitd  de  V Electrkite, 
iii.  188  SGC[. 
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tremity  with  the  cap  of  an  electroscope  by  a  running  knot.  The 
arrow  was  then  discharged  in  a  vertical  direction  by  means  of  a 
bow;  as  it  ascended  the  leaves  expanded  gradually  till  they  struck 
the  sides  of  the  glass.  When  the  full  length  of  the  thread  was 
attained;  the  upward  motion  of  the  arrow  detached  it  altogether 
from  the  electroscope^  leaving  the  instrument  charged  positively. 
On  repeating  the  experimentj  shooting  the  arrow  horizontally,  no 
charge  at  all  was  obtained.  Similar  results  may  be  obtained  on 
a  clear  day  by  ascending  a  lofty  eminence  or  building,  to  avoid 
the  induction  of  near  objects,  and  taking  a  gold-leaf  electroscope, 
terminating  above  in  a  ball.  The  electroscope  being  now  in  a 
neutral  state,  it  will,  if  elevated  only  for  a  foot  or  two,  diverge 
with  positive  electricity.  On  bringing  it  back  to  its  original 
position,  the  leaves  collapse,  and  on  depressing  it  below  this 
point,  the  leaves  again  separate  with  the  opposite  electricity. 

Two  methods  for  collecting  atmospheric  electricity  have  been 
devised  by  Sir  William  Thomson.  When  a  pointed  conductor  is 
raised  in  the  air,  a  charge  is  induced  upon  it  which  is  opposite  to 
that  contained  in  the  atmosphere.  If  the  atmospheric  charge  is 
considerable,  there  will  be,  as  in  the  lightning  conductor,  a  dis- 
charge from  the  point ;  but  when  the  charge  is  very  feeble,  no 
such  discharge  may  take  place.  If,  however,  the  conductor  loses 
some  of  its  matter  from  the  point,  the  induced  charge  will  be 
carried  off,  and  the  other  end  of  the  conductor  will  exhibit  the 
same  kind  of  electricity,  and  of  the  same  potential,  as  that  con- 
tained by  the  air  surrounding  the  point.  This  loss  of  matter 
may  be  effected  by  the  burning  of  a  slow  match,  made  by  soaking 
a  roll  of  filter  paper  in  a  solution  of  plumbic  nitrate,  or  by  em- 
ploying a  fine  jet  of  water,  breaking  into  drops  at  the  point  in 
the  air  at  which  it  is  desired  to  measure  the  charge.  By  means 
of  the  water- dropping  collector  connected  with  a  quadrant  electro- 
meter, a  continuous  photographic  record  of  atmospheric  electricity 
is  made  at  the  Kew  observatory. 

Electricity  develops  itself  in  the  atmosphere  in  other  forms  ; 
for  example,  luminous  brushes,  stars,  and  glows,  have  been  fre- 
quently observed  in  stormy  weather  on  the  extremities  of  the 
masts  and  yard-arms  of  ships,  on  the  points  of  weapons,  and 
occasionally  even  on  the  tips  of  the  fingers.  These  phenomena 
are,  in  fact,  cases  of  brush  discharge  upon  a  large  scale,  and  are 
in  many  instances  attended  with  a  roaring  noise  like  that  of  a 
burning  portfire.  Appearances  of  this  description  formerly 
went  by  the  name  of  St.  Elmo's  fire ;  our  own  sailors  term  them 
comazanis. 


^04'  AURORA  BOREALIS.  [249. 

(249)  Aurora  Bo  realis. —Another  very  beautiful  meteor  which 
is  sometimes  seen  in  this  country  in  clear  frosty  uights,  but 
which  is  observed  very  frequently  in  higher  latitudes,  has  pro- 
bably an  electrical  origin.    This  is  the  aurora  horealis.    It  has 
been  supposed  to  be  occasioned  by  the  passage  of  electricity 
through  the  rarefied  portions  of  the  upper   regions  of  the 
atmosphere  from  the  poles  towards  the  equator,  but  the  expla- 
nation is  unsatisfactory,  and  not  adequate  to  account  for  "the  | 
effects  observed.     The  varieties  of  coloured  light  exhibited  by  j. 
the  aurora  may,  however,  be  imperfectly  imitated  on  a  small  scale 
by  discharging  a  continued  or  an  intermittent  supply  of  electri-  t| 
city  through  a  vessel  partially  exhausted  of  air.  | 

The  forms  which  the  aurora  assumes  are  very  varied,  and  of  |ji 
extraordinary  beauty;  there  is,  however,  usually  some  general  |'i 
similarity  in  its  aspect  at  the  same  locality.  Commonly,  streams  ^ 
of  light  are  seen  shooting  upwards  from  the  northern  horizon,  i 
These  streams  are  frequently  observed  to  meet  together  in  the  'i 
zenith,  and  produce  an  appearance  as  if  a  vast  tent  were  f 
expanded  in  the  heavens,  glittering  with  gold,  rubies,  and 
sapphires. 

A  remarkable  connexion  has  been  observed  between  the 
aurora  and  the  magnetism  of  the  earth ;  the  magnetic  needle 
being  very  generally  disturbed  during  a  display  of  the  auiora. 
The  arches  of  the  aurora  most  commonly  traverse  the  sky  at  ^ 
right  angles  to  the  magnetic  meridian,  though  deviations  from 
this  direction  are  not  rare.  Sir  J.  Franklin  found  that  the  dis- 
turbance of  the  needle  was  not  always  proportionate  to  the  agi- 
tation of  the  aurora,  but  was  always  greater  when  the  quick 
motion  and  vivid  light  were  observed  to  take  place  in  a  hazy 
atmosphere.  The  aurora  is  most  frequent  and  vivid  in  high  lati- 
tudes towards  either  pole  ;  but  the  meteor  is  not  confined  to 
these  parts,  as  Dr.  Hooker  states  that  one  of  the  most  brilliant 
displays  he  ever  witnessed  was  under  the  tropical  sky  of  India ; 
and  other  observers  have  recorded  instances  of  its  appearance  in 
the  equatorial  districts  of  the  globe. 

The  altitude  of  the  aurora  varies  considerably;  there  is  no 
doubt,  however,  that  it  frequently  occurs  at  small  elevations. 
Both  Franklin  and  Parry  record  examples  of  its  appearing  below 
the  level  of  the  clouds,  which  they  describe  as  concealed  behind 
the  masses  of  its  light,  and  as  reappearing  when  the  meteor 
vanished.  There  appear  to  be  two  distinct  kinds  of  aurora,  one 
dependent  upon  local  causes,  as  in  the  cases  last  mentioned, 
while,  in  the  other,  the  causes  are  probably  cosmical,  and  the 
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auroral  effects  are  seen  at  very  distant  points  of  the  earth's 
surface.  (Sabine.) 

The  occurrence  of  the  aurora  is  closely  associated  with 
sun-spots,  magnetic  storms,  and  earth-currents ;  there  is  also  a 
])eriod  of  maximum  and  minimum  frequency,  which  is  identical 
with  that  of  the  sun-spots,  namely,  ii-ii  years. 

§  III.  Galvanic  or  Voltaic  Electricity. 

(250)  Galvani's  Discovery. — About  the  year  1790  Galvani 
made  the  observation  that  convulsive  movements  were  produced 
in  the  limbs  of  a  frog  recently  killed,  if  brought  into  contact 
with  two  dissimilar  metals,  such  as  zinc  and  copper,  which  were 
themselves  in  contact.  The 
experiment  may  be  readily 
repeated  in  the  following 
manner  : — Expose  the  crural 
nerve  (n,  fig.  202)  of  a  re- 
cently killed  frog,  touch  it 
with  a  strip  of  zinc,  z,  and 
at  the  same  time  touch  the 
surface  of  the  thigh,  m,  with 
one  end  of  a  bit  of  copper  wire,  c  ;  the  moment  that  the  other 
end  of  the  copper  wire  is  made  to  touch  the  zinc,  the  limb  is 
convulsed :  but  the  convulsions  cease  when  the  two  metals  are 
separated  from  each  other,  though  they  are  still  in  contact  with 
the  animal  tissues.  Each  time  that  the  zinc  and  copper  are  made 
to  touch  each  other,  the  convulsion  is  renewed.  A  live  flounder 
laid  upon  a  pewter  plate  shows  no  particular  sign  of  uneasiness ; 
a  silver  spoon  may  also  be  laid  upon  its  back  without  any  appa- 
rent effect;  but  if  the  spoon  be  made  to  touch  the  pewter  while 
it  rests  on  the  fish,  the  animal  becomes  strongly  convulsed.  If 
a  piece  of  zinc  and  a  shilling  be  placed  one  above  and  the  other 
under  the  tongue,  no  particular  sensation  is  perceived  so  long  as 
the  two  metals  are  kept  separate,  but  if  the  silver  and  the  zinc 
be  allowed  to  touch  each  other,  a  peculiar  tingling  sensation  or 
taste  is  experienced  ;  and  if  the  silver  be  placed  between  the 
upper  lip  and  the  teeth  instead  of  under  the  tongue,  each  time 
that  the  two  metals  are  brought  into  contact,  not  only  will  a  taste 
be  perceived,  but  a  momentary  flash  of  light  will  appear  to  pass 
before  the  eye. 

These  phenomena -are  all  analogous  to  each  other,  and  have 
an  electrical  origin :  and  by  tracing  them  to  this  source,  a  branch 
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of  electrical  science  has  gradually  been  developed,  which  in 
honour  of  its  first  discoverer  has  been  termed  galvanism.  The 
term  galvanism,  or  voltaic  electricity,  as  it  is  also  called,  iu 
remembrance  of  the  researches  of  Volta  in  this  field,  is  applied 
to  electricity  which  is  set  iu  motion  by  chemical  action.  It 
is  usually  developed  by  the  contact  of  two  dissimilar  metals  with 
a  liquid. 

(251)  Elementary  Voltaic  Circuits. — These  effects  may  be 
traced  by  very  simple  means.  When  a  plate  of  zinc  is  immersed 
in  diluted  sulphuric  acid,  an  evolution  of  hydrogen  gas  takes 
place  from  the  surface  of  the  metal,  and  the  zinc  becomes  dissolved 
in  the  sulphuric  acid.  But  if  the  surface  of  the  zinc,  after  it  has 
been  cleansed  by  immersion  in  the  acid,  be  rul)bed  over  with 
mercury,  a  brilliant  amalgam  is  speedily  formed  over  the  whole 
face  of  the  zinc.  Such  a  plate  may  then  be  plunged  into  the 
acid,  and  it  will  remain  without  undergoing  any  chemical  change 
for  hours.  The  cause  of  this  inactivity  of  the  zinc  is  not  satis- 
factorily accounted  for,  but  the  fact  is  continually  made  use  of 
in  voltaic  experiments.  The  addition  of  a  second  amalgamated 
zinc  plate,  whether  it  be  in  contact  with  the  first  or  be  separated 
from  it,  produces  no  change.  But  if  the  second  plate  be  of 
platinum,  of  coppei',  or  of  some  metal  which  is  less  rapidly  acted 
on  by  the  acid  than  zinc  is,  although  no  action  will  occur  whilst 
the  two  plates  remain  separate  (as  shown  in  fig.  203,  i),  yet  the 
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moment  that  they  are  allowed  to  touch  each  other,  either  above 
(2)  or  beneath  (3)  the  surface  of  the  liquid,  bubbles  of  gas  will 
escape  from  the  surface  of  the  platinum.  The  platinum,  how- 
ever, is  not  acted  upon  chemically  in  this  case ;  if  the  two  metals 
be  weighed  before  the  experiment  is  commenced,  and  again  after 
it  is  concluded,  the  weight  of  the  platinum  will  be  found  to  be 
unaltered ;  but  the  zinc  will  have  been  partially  dissolved,  and 
will  weigh  less  than  it  did  before.  The  gas  may  easily  be  col- 
lected by  filling  a  tube  with  diluted  acid,  and,  after  introducing 
the  platinum  plate,  inverting  the  tube  in  the  glass,  so  that  the 
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lower  edge  of  the  platinum  may  touch  the  strip  of  zinc  (No.  3). 
On  examining  the  gas  which  rises  in  the  tube  it  will  be  found  to 
be  pure  hydrogen.  It  is  not  necessary  that  the  two  plates  should 
directly  touch  each  other.  They  may  be  connected  by  means  of 
a  metallic  wire  (as  at  4,  fig.  203),  by  a  piece  of  graphite,  or  by 
any  good  conductor  of  electricity :  gas  will  continue  under  these 
circumstances  to  rise  from  the  platinum  plate  ;  but  if  a  glass  rod, 
a  stick  of  shell-lac,  a  bit  of  gutta-percha,  or  any  electric  insulator 
be  made  the  medium  of  intercommunication,  all  signs  of  action 
will  cease.  The  length  of  the  metallic  wire  employed  is  compa- 
ratively unimportant :  it  may  vary  from  a  few  centimetres  to 
many  miles,  and  in  either  case  it  will  enable  the  action  across 
the  liquid  to  take  place.  A  pair  of  plates  of  dissimilar  metals 
in  effectual  communication,  either  by  direct  contact  or  through 
the  medium  of  wire,  when,  immersed  in  a  liquid  which  acts  chemi- 
cally upon  one  of  them,  constitutes  a  voltaic  circuit. 

(252)  Activity  of  the  Conducting  Wire. — The  wire  or  other 
medium  of  communication,  during  the  time  that  it  forms  the 
connexion  between  the  two  metals,  exhibits  signs  of  activity 
which  it  did  not  before  possess  ;  it  exerts  a  variety  of  influences 
upon  surrounding  bodies,  and  it  loses  these  powers  immediately 
that  the  contact  with  the  metallic  plates  is  broken.  For  instance, 
the  temperature  of  the  wire  is  for  the  time  elevated.  This  may 
be  proved  by  causing  the  wire  to  traverse  the  bulb  of  a  sensitive 
air  thermometer,  or  by  making  a  compound  metallic  ribbon,  such 
as  is  used  in  Breguet's  thermometer  (140),  part  of  the  chain  of 
communication  between  the  plates.  If  a  portion  of  the  wire  be 
sufficiently  reduced  in  thickness,  visible  ignition  of  such  portion 
may  even  be  produced.  Indeed  the  quantity  of  heat  given  out 
by  the  connecting  wire  may  be  employed  as  a  measure  of  the 
amount  of  electricity  which  it  is  transmitting. 

(253)  Action  of  the  Conducting  Wire  on  the  Magnetic  Needle, 
— Another  remarkable  proof  of  the  activity  of  the  wire  which 
connects  the  two  metallic  plates,  is  exhibited  in  the  peculiar 
influence  which  it  exerts  over  a  magnetic  needle  suspended  freely 
at  its  centre  in  a  direction  parallel  to  the  wire  (CErsted,  Ann.  Chim. 
Phys.  1820  [2],  417).  Such  a  needle  tends  to  place  itself  at 
right  angles  to  the  wire.  If  the  wire  and  the  needle  be  previously 
arranged  in  the  magnetic  meridian,  the  deviation  in  the  needle 
affords  a  comparative  measure  of  the  electricity  which  is  conveyed 
by  the  wire,  as  the  needle  ultimately  assumes  a  position  of  equi- 
hbrium  between  the  directive  power  of  the  earth^s  magnetism  and 
that  of  the  wire  (301). 
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The  movements  of  such  a  mag;netic  needle  afford  one  of  the 
most  delicate  tests  of  the  development  of  galvanic  electricity,  or 
of  electricity  in  motion.  It  will  therefore  be  necessary  to  examine 
the  direction  and  nature  of  these  movements. 

The  direction  of  the  needle  under  any  circumstances  may  easily 
be  calculated  by  recollecting  the  following  rule  -.—When  the  loire 
is  placed  in  the  magnetic  meridian,  with  the  end  connected  with  the 
zinc  plate  towards  the  north,  and  the  needle  is  placed  below  the 
tvire,  the  marked  end  will  deviate  westward.  When  the  needle  is 
above  the  wire,  the  marked  end  will  move  towards  the  east.  The 
first  effect  is  shown  in  fig.  204,  i ;  the  second  in  2.  On  reversing 
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the  attachment  of  the  wire  to  the  plates,  the  phenomena  will  in 
each  case  be  inverted.  By  means  of  a  simple  model,  the  direc- 
tion of  the  needle  under  any  conditions  may  be  readily  indicated  : — 
Across  a  square  strip  of  wood  nail  a  cylindrical  piece  at  right 
angles ;  let  the  square  rod  represent  the  magnetic  needle,  the 
round  rod  the  connecting  wire  (fig.  204,  3  and  4),  then  mark 
upon  the  square  rod  the  letters  n  and  s,  and  on  the  round  rod, 
p  and  z,  in  conformity  with  the  rule  just  given  :  by  placing  the 
model  in  any  given  position,  the  relative  effect  of  the  wire  upon 
the  needle  under  these  circumstances  will  be  shown. 

Another  simple  method  by  which  the  position  of  a  magnet 
acted  on  by  a  current  may  be  remembered  is  the  following : — 
Place  the  palm  of  the  right  hand  towards  the  magnet,  and  when 
the  current  is  passing  in  a  direction  parallel  to  the  hand  and 
towards  the  ends  of  the  fingers,  the  thumb  will  point  to  the 
north-seeking  end  of  the  magnet. 

Even  the  liquid  part  of  a  voltaic  circuit  acts  thus  upon  the  magnetic  needle. 
This  may  be  shown  by  suspending  a  needle,  n  s,  fig.  205,  by  means  of  a  fibre  of 
silk,  over  a  dish  of  diluted  sulphuric  acid.  On  one  side  of  this  dish  a  zinc  plate,  z. 
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is  inserted,  on  the  other,  a  plate  of  platinum,  p.  The  needle  must  he  placed 
so  that  one  of  its  ends  may  point  towards  one  plate,  and  the  other  end  towards 
the  other  plate.  If  the  two  plates  be  now  connected  by 
II  wire,  as  shown  in  the  figure,  the  needle  will  be  de- 
tlected,  and  will  place  itself  nearly  parallel  to  the  metallic 
plates. 

(354)   The   Galvanometer.  —  Since  every 

ipart  of  the  circuit  acts  equally  upon  the 

I  needle,  and  since  it  is  possible  to  make  several 

J  parts  act  simultaneously  upon  it,  actions  may 

\  be  rendered  perceptible  which  would  otherwise 

Ibe  too  weak  to  influence  its  motion.  Fig. 

;  206  will  convey  an  idea  of  the  principle  upon 

1  which  this  is  effected.   Suppose  the  wire  con- 

inecting  the  plates  p  and  z  to  be  bent  into  a  loop  with  parallel  sides. 

]K  a  magnetic  needle  be  suspended  between  the  wires,  and  parallel 

ito  them,  the  loop  and  the  needle 

I  being  both  in  the  magnetic  meri- 

t  dian,  with  the  end  n  pointing  to  the 

1  north,  the  marked  end  of  the  needle 

'would  be  impelled  westward  under 

Ithe  influence  of  the  force  in  the 

1  upper  branch ;  and  as  the  current 
returns   in    the    reverse  direction 

I  through  the  lower  wire,  this  ten- 
dency of  the  north  end  westward 
would  be  doubled.  By  increasing 
the  number  of  coils  which  are  placed 

around  the  needle  parallel  to  each  other,  very  feeble  actions 
may  be  rendered  evident.  An  instrument  constructed  on  this 
principle  is  termed  a  galvanometer  or  rheometer  (or  *  current 
measurer/  from  psw,  to  flow). 

The  sensitiveness  of  the  galvanometer  may,  however,  be  still 
further  increased  by  placing,  outside  the  coil  a  second  magnetic 
needle  with  its  poles  reversed ;  the  directive  force  of  the  earth 
may  be  thus  alpaost  exactly  neutralized ;  its  attraction  upon  the 
north  end  of  one  needle  being  almost  exactly  counterbalanced  by 
its  repulsion  upon  the  south  end  of  the  needle  which  is  parallel 
to  it.  A  pair  of  needles  thus  arranged  constitutes  what  is  termed 
an  astatic  combination  (from  aoruToc,,  unstable).  A  very  feeble 
current  will  be  sufficient  to  drive  one  particular  extremity  of  such 
a  pair  of  needles  to  the  east  or  to  the  west ;  but  the  second  needle 
being  outside  the  coil,  will  be  acted  upon  by  the  upper  wires  only, 
the  lower  ones  being  at  too  great  a  distance  to  produce  any  sensible 
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effect.  The  action  of  the  upper  wires  upon  the  needle  above  them 
coincides  with  their  action  upon  the  lower  needle,  with  its  reversed 
poles :  and  the  effect  of  a  feeble  current  is  thus  materially  in- 
creased  by  these  combined  actions.  The  conducting  wire  must 
be  covered  with  silk  with  a  view  to  preserve  each  coil  duly  insu- 
lated from  the  contiguous  ones. 

The  astatic  galvanometer  is  represented  in  fig.  207.  The 
needles,  n  s,  s  n,  are  suspended,  one  within  and  the  other  above 

the  coil  of  wire,  w  w,  by  means  of 
a  fibre  of  silk,  d,  the  whole  being 
enclosed  within  the  glass  case,  g. 
The  parallelism  of  the  two  needles 
to  each  other  is  maintained  under 
all  circumstances  by  causing  each 
of  them  to  pass  transversely  through 
the  same  piece  of  straw,  or  by  con- 
necting them  together  by  means  of 
a  piece  of  fine  copper  wire ;  the  fibre 
d  is  attached  to  the  upper  extremity 
of  the  straw  or  the  wire.  By  means 
of  a  screw  at  a,  the  point  of  sus- 
pension of  the  silk  can  be  raised  or 
lowered  Avithout  twisting  it,  so  that  when  the  needles  are  not  in 
use  their  weight  need  not  be  supported  by  the  silk  fibre,  c  c, 
is  a  sheet  of  copper  provided  with  a  graduation  on  its  margin  for 
estimating  the  angular  deviation  of  the  needles  ;  b,  h,  are  binding 
screws  for  connecting  tlie  extremities  of  the  coil  with  the  wires 
which  transmit  the  current  ;*  the  apparatus  cau  be  levelled  by 
means  of  the  screws,  m  m  ;  and  at  /,  a  lever  is  shown  by  which 
the  coil  of  wire,  w,  can  be  placed  accurately  parallel  with  the 
magnetic  needles,  so  as  to  make  them  coincide  with  the  zero 
of  the  graduated  circle.  Such  an  instrument  may  be  made  not 
only  to  indicate  the  existence  of  voltaic  action,  but  also  to  measure 
its  amount.  When  the  deviations'  of  the  needle  are  small,  not 
exceeding  15°  or  20°,  the  number  of  degrees  of  deviation  gives 
nearly  accurately  the  relative  force;  but  for  angles  of  greater 


*  Instead  of  binding-screws,  it  is  not  uncommon  to  employ  small  cups  con- 
taining mercury  as  the  means  of  completing  the  metallic  communication  between 
the  different  parts  of  the  circuit ;  the  ends  of  the  wires  should  be  made  perfectly 
bright  before  immersing  them  in  the  mercury.  Copper  wires  may  be  ensily 
amalgamated  superficially  by  scouring  them  with  line  emery-paper  and 
moistening  them  with  a  solution  of  mercuric  nitrate;  the  perfection  of  the  con- 
tact is  thus  insured. 


Thomson's  reflecting  galvanometer. 
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magnitude,  this  is  not  the  case,  because  the  more  the  needle 
deviates  from  parallelism  to  the  wire,  the  more  obliquely  and 
thei'efore  the  less  powerfully  does  the  attraction  or  repulsion  act 
which  occasions  its  motion  ;  and  it  becomes  necessary  to  deter- 
mine the  value  of  the  degrees  by  direct  experiment.  It  would 
require  a  greater  current  to  move  the  needle  from  20^  to  25°,  than 
from  10°  to  15°  :  and  a  still  greater  to  produce  a  deviation  from 
30°  to  35°  ;  but  the  current  required  in  each  case  is  definite,  and 
consequently  may  be  estimated  and  measured.* 

Thomsons  Reflecting  Galvanometer.— -Th^n  is  a  very  sensitive  and  beautiful 
instrument,  which  is  now  used  extensively  for  telegraphic  purposes.    The  indi- 

FiG.  208. 


eating  magnet  is  attached  to  the  back  of  a  small  circular  silvered  mirror,  shown 
separately  at  m,  %.  208,  the  joint  weight  of  the  two  not  exceeding  1-5  grain 


Tig.  209. 


*  Melloni's  method  of  graduating  a  galvanometer  is  the  following,  quoted  by 
Tyndall  {Heat  considered  as  a  Mode  of 
Motion,  4th  edit.  330) : — ^Two  small  vessels, 
V,  V,  fig.  209,  are  liaU'  tilled  with  mercury, 
and  connected  separately  by  two  short  wires, 
with  the  extremities,  G,  G,  of  the  galva- 
nometer. The  vessels  and  wire  thus  dis- 
posed make  no  change  in  the  action  of  the 
instrument,  the  thermo-electric  current  being 
freely  transmitted  as  before  fi'om  tiie  pile  to 
the  galvanometer.  But  if,  by  means  of  a 
wire,  F,  a  communication  be  established  be- 
tween the  two  vessels,  part  of  the  current 

will  pass  through  this  wire  and  return  to  the  pile.    The  quantity  of  electricity 
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(o-i  grm.).  The  mirror  and  magnet  are  suspended  by  a  few  fibres  of  unspun 
silk,  in  the  centre  of  a  helix  of  insulated  wire,  w ;  in  the  central  opening  of  the 
coil  is  placed  a  small  lens ;  the  coil  is  supported  in  a  suitable  frame,  (/,  mounted 
on  levelling  screws.  Upon  a  perpendicular  rod  fastened  to  the  top  of  this  frame 
a  magnet,  m,  slides  up  and  down,  so  as  to  enable  the  operator  by  its  means  to 
neutralize  the  effect  of  the  earth's  magnetism  upon  the  needle  of  the  galvanometer. 
In  front  of  the  instrument  a  lamp,  l,  is  pl.iced  behind  a  vertical  slit,  s,  which  is 
arranged  at  a  suitable  distance  from  the  galvanometer,  in  a  line  of  the  prolonga- 
tion of  the  axis  of  the  coil  at  g.  The  light  of  the  lamp  passes  through  the  slit,  s, 
and  is  concentrated  by  the  lens  upon  the  mirror,  from  which  it  is  reflected  through 
the  lens  upon  the  scale  B  ;  this  scale  being  placed  at  a  distance  suited  to  the 
production  upon  its  graduated  surface  of  a  sharp  reflected  image  of  the  slit.  Sim-e 
a  very  slight  angular  deviation  of  the  needle  causes  the  spot  of  light  to  traverse 


circulating  in  the  galvanometer  will  be  thus  diminished,  and  with  it  the  deflec- 
tion of  the  needle. 

Suppose,  then,  that  by  this  artifice  we  have  reduced  the  galvanometric 
deviation  to  its  fourth  or  fifth  part — in  other  words,  supposing  that  the  needle 
being  at  10  or  12  degrees  under  the  action  of  a  constant  source  of  heat  placed 
at  a  fixed  distance  from  the  pile,  that  it  descends  to  2  or  3  degrees  when  a 
portion  of  the  current  is  diverted  hy  the  external  wire;  I  say  that  by  causing  the 
source  to  act  from  various  distances,  and  observing  in  each  case  the  total 
deflection  and  the  reduced  deflection,  we  have  all  the  data  necessary  to  determine 
the  ratio  of  the  deflections  of  the  needle,  to  the  forces  which  produce  these 
deflections. 

To  render  the  exposition  clearer,  and  to  furnish  at  the  same  time  an  example 
of  the  mode  of  operation,  I  will  take  the  number  relating  to  the  application  of 
the  method  to  one  of  my  thermo-multipliers. 

The  external  circuit  being  interrupted,  and  the  source  of  heat  being  sufii- 
ciently  distant  from  the  pile,  to  give  a  deflection  not  exceeding  5  degrees  of 
the  galvanometer,  let  the  wire  be  placed  from  v  to  v  ;  the  needle  falls  to  i°-5. 
The  connexion  between  the  two  vessels  being  again  interrupted,  let  the  source 
be  brought  near  enough  to  obtain  successively  the  deflections : — 

5°,  10°,  15°,  20°,  25°,  30°,  35°,  40°,  45°. 
Interposing  after  each  the  same  wire  between  v  and  T,  we  obtain  the  foUow- 
]  owing  numbers  : — 

i°-5.  3°.  4°'5.  6°'3.  8°-4,  ii°-2,  15^-3,  22°-4,  29°7. 
Assuming  the  force  necessary  to  cause  the  needle  to  describe  each  of  the  first 
degrees  of  the  galvanometer  to  be  equal  to  unity,  we  have  the  number  5  as  the 
expression  of  the  force  corresponding  to  the  first  observation.    The  other  forces 
are  easily  obtained  by  the  proportions : — 

1-5  :  5-  =  a:a;=  1-0  =  3-333  a 

(that  is  to  say,  one  reduced  current  is  to  the  total  current  to  which  it  corre- 
sponds, as  any  other  reduced  current  is  to  its  corresponding  total  current), 
where  a  represents  the  deflection  when  the  exterior  circuit  is  closed.  We  thus 
obtain — 

5,  10,  15-2,  21,  28,  37-3, 

for  the  forces  corresponding  to  the  deflections — 

f,  10°,  15°,  20°,  25°,  30°. 
In  this  instrument,  therefore,  the  forces  are  sensibly  proportional  to  the  arcs, 
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the  entire  length  of  the  scale,  the  equidistant  graduations  maybe  taken  as  exactly 
proportional  to  the  power  of  the  current.  By  dividing  the  helix  into  coils  of 
ditt'erent  lengths,  which  portions  may  be  used  independently,  and  by  shifting  the 
position  of  the  magnet  many  degrees  of  sensitiveness  may  be  obtained  with  the 
same  instrument,  rendering  it  applicable  to  a  large  n amber  of  experiments,  in 
which  the  quantity  of  the  current  varies  within  wide  limits. 

(255)  Allusion  has  already  been  made  to  the  physiological 
action  of  the  current,  in  consequence  of  which,  if  a  living  animal, 
or  a  part  of  one  recently  killed,  such  as  the  limb  of  a  frog,  be 
included  between  a  pair  of  plates,  muscular  contractions  are  pro- 
duced ;  similar  effects  occur  if  a  portion  of  the  human  body,  such 


up  to  nearly  degrees.  Beyond  this  the  proportionality  ceases,  and  the  diver- 
gence augments  as  the  arcs  increase  in  size. 

The  forces  belonging  to  the  intermediate  degrees  are  obtained  with  great 
ease  either  by  calculation  or  by  graphical  construction,  which  latter  is  sufficiently 
accurate  for  these  determinations.    By  these  means  we  find — 

Degrees    ...  13°     14"     15°     16°     17°      18°     19°     20°  21° 

Forces     ...  13      i4'i    15-2    i6"3    I7'4    i8*6    igS    21  22*3 

Differences  I'l        I'l      i*i      i"i      1-2      i"2      l'2  1*3 

Degrees    ...  22°     23°     24°     25°     26°     27°     28°     29°  30° 

Forces     ...  23-5    24-9    26-4    28      297    31-5    33-4    35-3  37-3 

Differences  i"4       1-5      r6     r'j       i-8      i'9      rp  2 

In  this  table  we  do  not  take  into  account  any  of  the  degrees  preceding  the  13th, 
because  the  force  corresponding  to  each  of  them  possesses  the  same  value  as  the 
deflection. 

The  forces  corresponding  to  the  first  30  degrees  being  known,  nothing  is 
easier  than  to  determine  the  values  of  the  forces  corresponding  to  35,  40,  45 
degi-ees,  and  upwards. 

The  reduced  deflections  of  these  three  arcs  are — 

i5°-3,  22°-4,  29°-7, 

Let  us  consider  them  separately,  commencing  with  the  first.  In  the  first 
place,  then,  15  degrees,  according  to  our  calculation,  are  equal  to  I5'2;  we 
obtain  the  value  of  the  decimal  0-3  by  multiplying  this  fraction  by  the  difle- 
rence  which  exists  between  the  15th  and  i6th  degrees;  for  we  have 
evidently  the  proportion — 

I  :  I'l  =  0"3  :  x=  0*3. 

The  value  of  the  reduced  deflection  corresponding  to  the  35th  degree  will  not 
therefbi^e  be  i5°-3,  but  i5°-2  +  o°-3  =  i5°-5.  By  similar  considerations  we 
find  23''-5 +o-6  =  24°-i  instead  of  22°-4,  and  36°7  instead  of  2 9°- 7  for  the 
reduced  deflections  of  40  and  45  degrees. 

It  now  only  remains  to  calculate  the  forces  belonging  to  these  three  de- 
flections— 15°-5,  24°-i,  arid  36°7— by  means  of  the  expression  3-333  a;  this 
gives  us — 

The  forces    517      80-3  122-3 

For  the  degrees    ...    35°       40°  45° 

Comparing  these  numbers  with  those  of  the  preceding  table,  we  see  that  the 
sensitiveness  of  our  galvanometer  diminishes  considerably  when  we  use  deflections 
greater  than  30  degrees. 
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as  the  tip  of  the  tongue,  be  included  between  two  interrupted 
points  of  the  conducting  wire.  But  in  addition  to  the  heating, 
magnetic,  and  physiological  eflPects,  another  remarkable  scries  of 
phenomena,  those  of  chemical  decomposition,  may  be  exhibited  at 
the  interrupted  points  of  the  conducting  wire.  These,  however, 
are  more  distinctly  shown  when  a  number  of  pairs  of  plates  is 
employed. 

(256)  The  Voltaic  Pile. — In  prosecuting  the  experiments  of 
Galvani,  Volta  discovered  that  by  using  a  number  of  similar 
metallic  pairs  moistened  by  a  saline  or  by  a  feebly  acid  liquid, 
many  of  the  effects  already  described  were  greatly  increased  ;  aud 
in  the  year  1800  he  published  a  description  of  the  apparatus 
which  he  had  contrived,  and  which  has  perpetuated  the  name  of 
its  inventor  under  the  designation  of  the  Voltaic  Pile.  This  im- 
portant instrument  is  represented  in  fig.  210. 
It  consists  of  a  succession  of  pairs  of  plates 
of  two  dissimilar  metals,  such  as  zinc,  z,  and 
copper,  c,  or  zinc  and  silver,  each  pair  being 
separated  on  either  side  from  the  adjacent 
pairs  by  pieces  of  card  or  of  flannel,  f,  mois- 
tened with  salt  and  water,  or  with  very  weak 
acid  :  these  plates  may  be  supported  by  a 
frame  of  dry  wood.  The  efi'ects  produced  by 
such  an  apparatus  were  soon  seen  to  be  of  an 
electrical  character.  If  the  ends  of  the  pile  or 
the  wires  connected  with  them  were  touched, 
one  with  each  hand  previously  moistened,  a 
sensation  similar  to  that  of  the  electric  shock 
was  experienced.  Sparks  could  be  obtained  between  two  pieces  of 
charcoal  attached  to  the  ends  of  the  wires ;  divergence  of  the  gold 
leaves  of  the  electroscope  was  produced  when  one  wii'e  touched  the 
cap  of  the  instrument,  whilst  the  other  wire  was  in  communication 
with  the  earth ;  and  other  electrical  efiects  were  obtained.  In 
arranging  the  plates  of  metal  it  is  necessary  strictly  to  observe  a 
certain  order  in  their  succession  ;  thus,  if  a  plate  of  zinc  with  a  wire 
attached  to  it  form  the  bottom  of  the  pile,  a  jDiece  of  wet  flannel 
must  be  placed  upon  it,  then  a  piece  of  copper,  then  a  piece  of 
zinc,  then  flannel,  then  copper,  then  zinc,  then  flannel,  and  so  on, 
till  the  pile  terminates  at  the  top  with  a  plate  of  copper  to  which 
a  wire  is  attached.  By  soldering  together  the  zinc  and  copper 
in  pairs,  a  considerable  improvement  is  efi'ected  ;  complete  contact 
of  the  two  metals  is  insured,  and  the  apparatus  can  be  moimted 
with  more  rapidity.    Many  practical  inconveniences,  however. 


Fig.  210. 
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are  experienced  when  the  instrument  is  mounted  in  the  form  of  a 
pile  :  the  liquid  in  the  flannel  soon  loses  the  power  of  acting 
chemically  on  the  zinc,  and  the  activity  of  the  combination 
declines  rapidly. 

Another  more  effectual  arrangement  adopted  by  Volta  is  shown 
in  fig.  211 ;  he  termed  it  the  Crown  of  Cups.  In  this  form,  the 
liquid  in  the  cell  corresponds  to  the  moist  flannel  of  the  pile,  and 

Fig.  211. 


the  zinc  of  one  cell  being  connected  with  the  copper  of  the 
adjacent  cell,  the  arrangement  corresponds  exactly  with  that  of  the 
pile,  where  the  zinc  is  on  one  side  of  the  flannel,  whilst  the  copper 
in  contact  with  the  other  surface  of  the  flannel  communicates 
with  the  zinc  touching  the  flannel  next  above  it,  and  so  on. 
Other  more  efficient  forms  of  the  voltaic  battery  will  be  described 
further  on. 

The  Conditions  required  to  produce  Voltaic  Action. 

(257)  Electric  Disturbance  by  Contact  of  Dissimilar  Metals. — 
Having  in  the  foregoing  remarks  traced  the  voltaic  phenomena  to 
a  modification  of  electricity,  we  may  now  proceed  to  examine  more 
particularly  the  conditions  under  which  they  occur. 

It  was  early  observed  by  Volta  that  when  two  different  metals, 
properly  insulated,  are  brought  into  contact,  and  then  separated 
by  means  of  insulating  handles,  each  plate  exhibits  signs  of  elec- 
tricity which  may  be  detected  by  a  sensitive  electroscope  such  as 
Bohnenberger's  [note,  §  298).  The  more  oxidizable  metal  is  found 
to  be  positive,  while  the  less  oxidizable  metal  is  negative.  If  zinc 
filings  be  sifted  through  a  piece  of  insulated  copper-wire  gauze 
upon  the  cap  of  a  gold-leaf  electroscope,  the  leaves  of  the  instru- 
ment will  diverge.  On  approaching  the  electroscope  with  an 
excited  stick  of  sealing-wax  the  leaves  will  collapse,  thus  proving 
that  the  zinc  filings  have  acquired  positive  electricity.  If  copper 
filings  be  sifted  through  zinc  gauze,  the  filings  will  be  found  to 
be  negative.  The  various  metals  may,  with  reference  to  these 
electric  actions,  be  arranged  in  a  series  in  which  those  first  in 
order  become  positive  by  contact  with  all  those  that  follow,  and 
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negative  with  all  those  that  precede  :  for  example^  potassium,  zinc, 
iron,  lead,  tiu,  copper,  mercury,  silver,  gold,  platinum.  This,  it 
may  be  observed,  is  merely  the  order  of  the  oxidizability  of  the 
different  metals,  and  Delarive  contends  with  great  probability  that 
the  development  of  electricity  in  Volta's  experiment  is  due  to  au 
excessively  minute  oxidation  produced  by  the  moisture  of  the  air 
upon  the  plate  which  becomes  positive,  although  the  experiments 
by  which  he  attempts  to  prove  the  point  are  not  absolutely 
conclusive. 

It  was  originally  maintained  by  Wollaston  that  the  electricity 
developed  in  the  ordinary  machine  when  an  amalgam  is  used  for 
exciting  the  action  of  the  rubber,  was  produced  mainly  by  the 
chemical  act  of  oxidation  exerted  by  the  atmosphere  upon  the 
metal.  But  this  view  is  shaken  by  the  experiments  of  Peclet,  who 
excited  his  electrical  machine  in  a  vessel  filled  successively  with 
dry  carbonic  anhydride  and  dry  hydrogen,  and  he  found  that  in 
these  gases  as  much  electricity  was  evolved  as  when  the  same 
machine  was  surrounded,  cateris  paribus,  by  dry  air.  Talc  and 
plumbago  may  also  be  used  with  good  effect  upon  the  rubber  as 
substitutes  for  the  amalgam,  though  no  effect  of  oxidation  can  be 
supposed  to  occur  when  these  bodies  are  employed. 

Volta  regarded  the  interposed  liquid  of  his  pile  in  the  light 
merely  of  an  imperfect  conductor  which  allowed  induction  to  take 
place  through  it,  the  electrical  equilibrium  being  perpetually  dis- 
turbed by  the  contact  of  the  two  metals ;  and  he  overlooked  the 
chemical  changes  which  the  liquid  is  constantly  undergoing. 

Sir  William  Thomson  has  devised  an  experiment  for  showing 
the  charge  produced  on  two  metals  by  their  simple  contact.  A 
light  aluminium  needle  is  supported  near  one  end  by  a  metallic 
wire  connected  to  a  Leyden  jar,  a  counterpoise  being  placed  on 
the  short  end  of  the  needle  so  that  it  may  rest  in  a  horizontal 
position.  If  a  disc  of  metal  is  placed  beneath  the  needle  and 
the.  Leyden  jar  charged  positively  or  negatively,  the  needle  will 
show  no  tendency  to  be  deflected  either  to  the  left  or  to  the 
right  J  if  the  disc  be  now  replaced  by  two  half  discs  of  different 
metals,  such  as  zinc  and  copper,  so  situated  that  their  line  of 
junction  is  vertically  under  the  needle,  then  a  deflection  is 
observed  when  the  needle  is  charged.  If  charged  positively  the 
needle  will  be  attracted  by  the  half  disc  of  copper  and  be  repelled 
by  the  zinc,  showing  that  the  zinc  has  become  positively  and  the 
copper  negatively  charged.  If  the  half  discs  be  slightly  separated 
and  connected  together  by  a  metallic  wire,  the  same  result  is 
obtained,  but  if  instead  of  a  metallic  wire  a  drop  of  water  be 
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placed  between  the  half  discs  no  deflection  of  the  needle  is 
observed,  {Electrostatics  and  Magnetism,  by  Sir  W.  Thomson, 
p.  317.  See  also  Fleming  Jenkin^s  Electricity  and  Magnetism, 
2nd  Edit.,  1874,  45.) 

(258)  Chemical  Action  essential  to  the  Production  of  Voltaic 
Action. — It  is  now  known  that  chemical  changes  are  essential  to 
the  production  of  the  force.  Contact  of  dissimilar  substances,  it 
is  true,  is  necessary  to  the  voltaic  action  ;  because  vrithout  contact 
there  can  be  no  chemical  action.  Such  contact  produces  dis- 
turbance of  the  electric  equilibrium  in  the  bodies  which  are  brought 
together,  and  thus  occasions  a  state  of  tension  or  polarity  which 
always  precedes  the  discharge.  Chemical  action,  by  renewing 
these  contacts  and  by  furnishing  appropriate  conductors  to  the 
electricity  thus  accumulated,  maintains  the  action  and  accurately 
measures  its  amount ;  and  until  chemical  action  occurs  no  current 
is  produced.  The  following  experiment  may  be  cited  in  illustra- 
tion of  this  point : — Let  an  iron  wire  be  connected  with  one 
extremity  of  a  galvanometer  of  moderate  sensibility,  and  a  pla- 
tinum wire  with  the  other  extremity ;  immerse  the  ends  of  the 
wires  in  highly  concentrated  nitric  acid  (sp.  gr.  about  i'45)^ 
without  allowing  them  to  touch  each  other  in  the  liquid;  no 
chemical  action  will  occur  upon  the  iron,  and  no  movement  of 
the  magnetic  needle  will  be  produced  ;  but  the  addition  of  a  little 
water  will  determine  a  rapid  solution  of  the  iron  in  the,  acid,  and 
the  needle  will  receive  a  powerful  impulse  at  the  same  moment 
that  the  chemical  action  commences. 

(259)  Polarization  and  Transfer  of  the  Elements  of  the  Liquid. 
— The  simple  occurrence  of  brisk  chemical  action  is  not  alone 
sufficient  to  produce  a  powerful  voltaic  eflPort.  The  metals  are  all 
excellent  conductors  of  electricity,  and,  in  combining  with  each 
other  to  form  alloys,  they  often  give  evidence  of  intense  chemical 
action,  but  they  do  not  produce  any  adequate  voltaic  effect.  For 
example,  if  a  small  quantity  of  tin  be  placed  in  a  tube  bent  into 
the  form  of  the  letter  U,  and  be  melted  by  the  heat  of  a  spirit- 
lamp,  and  it  be  connected  on  one  side  with  the  wire  of  a  galvano- 
meter, which  is  introduced  into  the  melted  metal  in  one  limb  of 
the  tube,  whilst  into  the  second  limb  of  the  tube  a  platinum  wire, 
connected  with  the  other  exti-emity  of  the  galvanometer,  is  plunged, 
the  platinum  will  unite  with  the  tin  with  incandescence,  but  after 
the  first  moment  of  contact  but  a  slight  deviation  of  the  magnetic 
needle  will  be  observed,  although  a  brisk  chemical  action  is  con- 
tinued for  several  seconds.  A  solution  of  the  elementarv  bodies, 
chlorine  or  bromine,  when  used  as  the  liquid  between  the  plates, 
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although  it  acts  powerfully  on  the  zinc,  produces  by  no  means  a 
proportionate  effect  in  the  circuit. 

In  order  that  the  liquid  shall  possess  any  marked  power  of  j 

exciting  voltaic  action,  it  must  be  a  compound  susceptible  of  i 

decomposition  by  one  of  the  metals,  such,  for  instance,  as  dilute  j 

sulphuric,  hydrochloric,  or  hydriodic  acid,  or  a  saline  substance,  j 

such  as  sodic  chloride  or  potassic  iodide.    This  necessity  for  the  i 

employment  of  a  compound  liquid  for  exciting  the  force,  appears  ; 

to  arise  from  the  necessity  of  a  peculiar  polarization  in  the  liquid  ( 

in  order  to  enable  it  to  transmit  the  voltaic  action.    Indeed,  in  j 

all  voltaic  actions  the  transfer  of  power  is  effected  by  a  polar  i 

influence,  propagated  through  both  the  solid  and  the  liquid  \ 

particles  of  the  circuit,  and  the  chain  of  conducting  mate-  ^ 

rial  must  be  continuous  throughout,  so  that  the  force  shall  ] 

circulate.  \ 

This  process  of  polarization  may  be  conceived  to  occur  in  the  i) 

following  manner,  which  offers  an  explanation  of  the  mode  in  h 

which  the  platinum  (or  the  plate  of  metal  which  corresponds  to  p 

platinum)  may  be  supposed  to  act : — When  a  plate  of  pure  zinc  [) 

or  of  amalgamated  zinc  is  immersed  in  a  compound  liquid,  which,  i 

like  a  solution  of  hydrochloric  acid  (HCl),  is  capable  of  attack-  ii 

ing  it  chemically,  the  metal  at  the  points  of  contact  becomes  ji 

positively  electrified,  whilst  the  distant  portion  becomes  negative.  ; 

The  layer  of  liquid  in  contact  with  the  zinc  undergoes  polarization,  ,i 

which  affects  each  molecule  of  its  chemical  constituents ;  the  par-  ' 

ticles  of  chlorine  (C)  become  negative,  and  the  particles  of  hydro-  n 

gen  (H)  positive  :  but  in  this  form  of  the  experiment  there  is  no  } 

communication  between  the  distant  negative  part  of  the  zinc  and  i 

the  positively  electrified  particles  of  hydrogen ;   consequently,  i 

beyond  the  production  of  this  state  of  electric  tension,  no  change  ij 

ensues.    This  condition  is  represented  in  fig.  21a  (i).    But  the  t 

case  is  entirely  altered  if  a  plate  of  platinum,  or  of  some  other  Is 

metal  which  is  not  easily  acted  upon  by  the  acid,  be  introduced,  i 

and  made  to  touch  the  zinc.    By  contact  with  the  zinc  the  pla-  -j 

tinum  itself  becomes  polarized ;  it  imparts  a  certain  amount  of  3 

positive  electricity  to  the  zinc,  and  receives  a  portion  of  negative  |r 

in  return,  and  transmits  the  polar  action  to  the  liquid.  A  chain  of  !< 

polarized  particles  is  thus  produced,  as  represented  in  fig.  212  (2) ;  ,' 

the  chlorine  of  the  particle  of  HCl  nearest  the  zinc  becomes  nega-  1 

tive  under  the  influence  of  the  chemical  attraction  which  exists  li 

between  it  and  the  zinc,  and  the  hydrogen  becomes  positive :  the  )i 

second  and  third  particles  of  HCl  become  similarly  electrified  by  f 
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induction ;  "but  the  platinum,  under  the  influence  of  the  induction 
of  the  zinc,  being  negative,  is  in  a  condition  to  take  up  the  posi- 
;  tive  electricity  of  the  contiguous  hydrogen.    The  action  now  rises 
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high  enough  to  enable  the  zinc  and  the  chlorine  to  combine 
chemically  with  each  other :  the  zincic  chloride  thus  produced  is 
dissolved  by  the  liquid,  and  is  removed  from  further  immediate 
action ;  but  the  particle  of  hydrogen  nearest  the  zinc  now  seizes 
the  oppositely  electrified  chlorine  which  lies  next  to  it,  and  a  new 
portion  of  hydrochloric  acid  is  reproduced,  whilst  the  hydrogen  in 
the  second  particle  of  the  acid  is  transferred  to  the  chlorine  of  the 
adjacent  particle,  and  the  particle  of  hydrogen  which  terminates 
the  row  is  electrically  neutralized  by  its  action  upon  the  platinum, 
to  which  it  imparts  its  excess  of  positive  electricity,  and  imme- 
diately escapes  in  the  form  of  gas.  Fresh  particles  of  hydro- 
chloric acid  continually  supply  the  place  of  those  which  have 
undergone  decomposition,  and  in  this  way  a  continuous  action  is 
maintained.  Thus  the  transfer  of  electricity  from  particle  to 
particle  of  the  liquid  is  attended  at  the  same  instant  by  a  transfer 
of  the  constituents  of  the  liquid  in  opposite  directions. 

These  changes  are  not  successive,  but  are  simultaneous  in  each 
cross  section  of  the  liquid,  and  are  also  attended  with  corre- 
sponding changes  at  all  points  of  the  entire  circuit.  These  changes 
when  continued  uninterruptedly  constitute  what  is  conveniently 
termed  a  voltaic  current.  This  term,  '  current,'  is  in  general  use, 
but  it  should  be  borne  in  mind  that  it  is  in  this  sense  employed 
merely  to  signify  the  continuous  transmission  of  electrical  action, 
not  of  any  material  substance.  In  every  voltaic  current  it  is 
assumed  that  a  quantity  of  negative  electricity,  equal  in  amount 
to  that  of  the  positive  set  in  motion,  is  proceeding  along  the  wire 
in  a  direction  opposed  to  that  in  which  the  positive  electricity  is 
travelling  ;  and  it  is  conceived  that  by  the  perpetual  separation 
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and  recombination  of  the  two  electricities  in  the  wire,  its  heating 
and  other  effects  are  produced.  lu  order  to  avoid  confusion, 
however,  whenever  the  direction  of  the  voltaic  current  is  referred 
to,  the  direction  of  the  positive  current  alone  is  indicated. 

The  polarization  of  the  metallic  and  liquid  particles  composing  a  circuit  when 
zinc  is  placed  in  an  acid,  or,  in  other  words,  the  occurrence  of  electric  tension  as 
a  preliminary  to  the  passage  of  the  voltaic  current,  may  be  shown  by  the  following 

experiment  (Gassiot).    A  plate  of 


Fig. 
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platinum,  p,  fig.  213,  and  another  of 
amalgamated  zinc,  z,  are  immersed 
in  dilute  sulphuric  acid,  and  the  wire 
which  proceeds  from  each  is  insu- 
lated and  connected  with  the  two 
gilt  disks,  a,  b,  of  the  electroscope, 
E ;  these  disks  are  insulated  from 
each  other  and  from  the  gronnd  by 
the  glass  of  the  apparatus ;  they 
slide  easily  to  and  fro  in  the  sockets, 
and  can  be  brought  within  a  quarter 
of  an  inch  (6™""'),  or  less  of  each 
other;  a  single  gold  leaf,  mounted 
as  in  the  ordinary  electroscope,  is 
suspended  midway  between  them : 
now  if  the  positive  end  of  a  Deluc's  pile  (298),  d,  be  brought  near  the  cap 
of  the  instrument,  the  gold  leaf  will  approach  the  disk,  a,  which  is  connected 
with  the  zinc  plate;  the  leaf  becomes  positive  by  induction  from  the  positive  end 
of  the  pile,  and  is  therefore  attracted  by  the  negatively  electrified  disk,  a,  but  if 
the  opposite  end  of  the  pile,  D,  "which  is  charged  with  negative  electricity,  be 
presented,  the  gold  leaf  becomes  negative,  and  is  attracted  by  the  positively 
electrified  disk,  b,  which  is  in  connexion  with  the  platinum  plate.  The  amount 
of  the  electric  tension  increases  in  proportion  as  the  number  of  pairs  is  increased. 
Gassiot  found  with  a  battery  of  400  pairs  of  Grove's  cells,  each  cell  being  care- 
fully insulated,  that  a  succession  of  sparks  passed  between  the  terminals  when 
brought  very  near  to  each  other ;  and  if  each  end  of  the  battery  was  connected 
with  a  gold-leaf  electroscope,  the  leaves  of  each  electroscope  diverged  powerfully, 
the  wire  in  connexion  with  the  platinum  plate  furnishing  positive,  that  with  the 
zinc  plate,  negative  electricity.  (299.)  The  tension  of  the  electricity  at  the  poies 
of  even  one  cell  of  a  voltaic  battery  may  be  measured  by  means  of  Thomson's 
electrometer.  (226.) 

(260)  Energy  of  the  Current  proportionate  to  the  Chemical 
Activity. — In  order  to  produce  a  current,  the  two  metals  which 
are  employed  must  be  acted  upon  by  the  exciting  liquid  with  dif- 
ferent degrees  of  rapidity : — when,  for  instance,  two  similar  slips 
of  zinc,  or  of  any  other  metal,  are  opposed  to  each  other,  no  cur- 
rent is  excited.  The  galvanic  action  is  strongest  between  two 
metals  upon  which  the  chemical  action  of  the  components  of  the 
exciting  liquid  differs  most  widely  :  for,  from  what  has  been  already 
stated,  it  is  evident  that  two  strips  of  zinc  would  tend  to  produce 
polarization,  and  subsequently  currents  of  equal  intensity  in  op- 
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posite  directions,  so  that  the  two  would  necessarily  neutralize  each 
other.  When  zinc  is  opposed  to  tin,  a  current  is  produced  set- 
ting out  through  the  liquid  from  the  zinc  to  the  tin  ;  zinc  and 
copper  give  rise  to  a  stronger  current  in  the  same  direction  ; 
whilst  between  zinc  and  platinum  the  current  is  still  more  power- 
ful ;  and  between  potassium  and  platinum  the  action  attains  its 
maximum.  By  forming  an  amalgam  of  potassium,  this  last- 
mentioned  experiment  admits  of  easy  performance;  for  it  has  been 
found  that  the  voltaic  relations  of  all  amalgams  are  the  same  as 
those  of  the  more  oxidizable  metal  which  they  contain.  A  good 
deal  of  the  potassium  is  oxidized  by  what  is  termed  local  action, 
without  contributing  in  any  way  to  the  production  of  the  current. 
The  distinction  between  local  action  and  action  which  contributes 
to  the  voltaic  effect  is  important,  and  may  be  illustrated  by  the 
difference  in  action  of  diluted  sulphuric  acid  upon  a  slip  of  ordi- 
nary zinc  and  upon  a  slip  of  zinc  from  the  same  sheet  which  has 
been  amalgamated  :  in  the  first  case  rapid  solution  of  the  metal 
will  occur  although  the  connexion  with  the  platinum  plate  may 
I'emain  incomplete ;  in  the  second,  the  zinc  will  be  attacked  only 
when  the  circuit  is  completed  ;  but  the  unamalgamated  zinc  will 
produce  no  greater  voltaic  effect  than  an  equal  slip  of  the  metal 
which  has  been  properly  amalgamated.  In  no  instance  is  the 
electricity  in  circulation  increased  or  diminished  by  the  local 
action  on  the  plates,  whatever  be  the  nature  of  the  metal,  the 
employment  of  amalgamated  zinc  plates  merely  economising  zinc 
and  acid. 

Wheatstone  has  devised  a  method  (274)  of  measuring  the 
amount  of  the  electro-motive  force,  or  energy  of  the  voltaic  power 
produced  by  any  combination ;  and  he  has  by  this  means  proved 
conclusively  that  this  energy  depends  upon  the  intensity  of  the 
chemical  action  between  the  elements  of  the  liquid  and  the 
metals  which  compose  the  circuit.  He  has  shown  that  if  any 
three  of  these  dissimilar  metals  be  taken  in  their  electrical  order 
and  be  formed  in  pairs  into  separate  circuits,  the  force  generated 
by  a  combination  of  the  two  extreme  metals  of  the  series  is  equal 
to  the  sum  of  the  forces  developed  when  the  intermediate  metal  is 
separately  combined  with  each  of  the  other  two  in  succession. 
For  example,  the  voltaic  energy,  or  electro-motive  force  excited 
between  platinum  and  an  amalgam  of  potassium  may  be  repre- 
sented by  the  number  69  :  the  electro-motive  force  between  pla- 
tinum and  zinc,  expressed  in  terms  of  a  similar  standard,  is  equal 
to  40 ;  and  in  a  similar  experiment  between  zinc  and  potassium, 
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where  ziuc  acted  the  part  of  a  negative  metal  towards  the  potas- 
sium, the  number  obtained  was  29.  Now 

the  electro-motive  force  between  platinum  and  zinc  =  40 
the  electro-motive  force  between  zinc  and  potassium  =  29 

the  two  taken  together  =69 

and  this  number,  69,-  is  identical  with  that  obtained  by  opposing 
platinum  to  the  amalgam  of  potassium, 

(261)  Direction  of  the  Current  dependent  on  the  Direction  of 
the  Chemical  Action. — In  all  these  cases  the  positive  electricity  sets 
out  from  the  more  oxidizable  metal,  which  may  be  termed  the 
positive,  or  generating  plate,  and  traverses  the  liquid  towards  the 
less  oxidizable  metal  which  forms  the  negative  or  conducting 
plate  :  from  the  conducting  plate  the  force  is  transfeiTed  to  the 
wire,  and  thence  in  turn  to  the  generating  plate ;  and  in  this  way 
the  circuit  is  completed.  Unless  this  circulation  can  take  place 
all  the  phenomena  of  voltaic  action  are  suspended.  Since  the 
chemical  action  of  any  combination  is  thus  always  in  one  uniform 
directioD,  the  motion  of  a  magnetic  needle  under  its  influence  is 
equally  uniform ;  the  current  which  is  produced,  whether  it  be 
measured  by  its  magnetic  or  by  its  heating  effects,  is  pro- 
portioned to  the  quantity  of  the  positive  metal  which  is  dissolved 
in  a  given  time. 

Every  liquid  which  is  active  in  exciting  a  voltaic  cm'rent  may 
be  regarded  as  consisting  of  two  groups  of  substances,  one  of 
which  attacks  the  generating  or  positive  plate,  and  may  be  termed 
the  electro-negative  constituent  of  the  liquid,  whilst  the  other  is 
transferred  to  the  conducting  or  negative  plate,  and  constitutes  the 
electro-positive  constituent. 

The  elementary  bodies  have  indeed  been  classified  upon  this 
principle  into  electro-positive  and  electro-negative  substances ; 
hydrogen  and  most  of  the  metals  being  electro- positive ;  oxygen, 
chlorine,  and  other  substances  of  this  nature  being  electro-negative. 
In  the  following  table  the  more  important  of  the  elements  are 
arranged  in  their  electro-chemical  order  on  the  authority  of  Ber- 
zelius.  It  has  been  remarked  that  the  more  strongly  electro- 
positive metals  crystallize  in  forms  belonging  to  the  regular 
system,  whilst  the  non-metallic  elements,  and  those  metals  which 
are  most  electro -negative,  crystallize  generally  in  other  forms. 


533 


Electro-chemical  Order  of  the  Princi2Jal  Elements. 


Electro-negative. 

Oxygen 

Sulphur 

Selenium 

Nitrogen 

Fluorine 

Chlorine 

Bromine 

Iodine 

Phosphorus 

Arsenic 

Chromium 

Vanadium 

Molybdenum 

Tungsten 

Boron 

Carbon 

Antimony 

Tellurium 

Titanium 

Silicon 

Hydrogen 


Gold 

Platimim  j 
Palladium 
Mercury 
Silver 
Copper 
Bismuth 
Tin 
Lead 
Cadmium 
Cobalt 
Nickel 
Iron 
Zinc 

Manganese 
Uranium 
Aluminium 
Magnesium 
Calcium 
Strontium 
Barium 
Lithium 
Sodium 
Potassium 

Electro-positive. 

It  is  probable  that  the  order  here  followed  is  not  exactly  cor- 
rect. Fluorine,  and  chlorine,  perhaps,  ought  to  stand  at  the  head 
of  the  list ;  there  is  no  doubt  that  hydrogen  should  stand  much 
nearer  to  potassium ;  and  according  to  late  experiments  aluminium 
should  take  its  place  between  lead  and  cadmium.  It  is  also  cer- 
tain.that  the  elements  do  not  under  all  circumstances  maintain 
the  same  relative  order,  but  that  in  particular  cases  the  order  is 
altered :  for  example,  in  strong  nitric  acid  iron  is  nearly  as 
electro-negative  as  platinum ;  again,  a  metal  may  be  electro- 
positive when  it  forms  the  basyl  of  a  salt,  but  electro-negative 
when  associated  with  the  elements  of  the  acid  constituent.  Indeed 
it  may  be  laid  down  as  an  invariable  rule  that  whenever  the 
chemical  action  is  inverted  the  direction  of  the  current  is  inverted 
also.  The  voltaic  order  of  the  metals  given  above  is  that  which 
is  observed  when  diluted  acids  are  used  as  the  exciting  liquids, 
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but  it  by  no  means  represents  the  order  in  which  they  stand  when 
the  current  is  excited  by  the  use  of  a  caustic  alkaline  solution  or 
a  sulphide  of  the  alkaline  metals.  This  point  is  well  exemplified 
in  the  following  results  given  by  Faraday  {Phil.  Trans.,  1840, 
T13).  The  metals  which  stand  first  on  each  list  are  negative 
to  all  those  which  follow  them.  The  place  of  iron  in  the 
strong  nitric  acid  is  that  which  it  shows  immediately  on  im- 
mersion ;  it  becomes  much  more  powerfully  electro-negative  * 
afterwards : — 


Dilute 
Sulphuric 
Acid, 

Dilute 
Nitric  Acid. 

Dilute 
Hydrochloric 
Acid. 

Nitric  Acid 
Sp.  Gr.  1-48. 

Solution 
of  Caustic 
Potash. 

Yellow 
Sulphide  of 
Potassium. 

Silver 

Silver 

Antimony 

Nickel 

Silver 

Iron 

Copper 

Copper 

Silver 

Silver 

Nickel 

Nickel 

Antimony 

Antimony 

Nickel 

Antimony 

Copper 

Bismuth 

Bismuth 

Bismuth 

Bismuth 

Copper 

Iron 

Antimony 

Nickel 

Nickel 

Copper 

Bismuth 

Bismuth 

Lead 

Iron 

Iron 

Iron 

Iron 

Lead 

Silver 

Lead 

Tin 

Lead 

Tin 

Antimony 
Cadmium 

Tin 

Tin 

Lead 

Tin 

Lead 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

Zinc 

Tin 

Copper 

Zinc 

Zinc 

Zinc 

Cadmium 

Zinc 

Zinc 

The  relative  size  of  the  generating  and  conducting  plates  has 
no  influence  upon  the  direction  of  the  current,  which  sets  in  as 
certainly  through  the  liquid  from  a  square  centimetre  of  zinc  to  a 
square  metre  of  copper  as  from  a  square  metre  of  zinc  to  a  square 
centimetre  of  copper.  The  spread  of  this  action  may  be  traced  in 
an  interesting  manner  by  substituting  a  solution  of  cupric  sul- 
phate for  sulphuric  acid  as  a  part  of  the  exciting  liquid ;  copper 
will  be  thrown  down  instead  of  hydrogen,  and  by  its  colour  and 
thickness  will  very  accurately  indicate  the  extent  and  direction  of 
the  action. 

The  experiment  is  easily  made  by  taking  advantage  of  a  property  possessed 
by  porous  diaphragms,  in  consequence  of  which,  a  piece  of  any  animal  membrane, 
or  of  unglazed  earthenware,  which  can  be  thoroughly  wetted  by  the  liquids,  will 
allow  the  current  to  traverse  it  without  opposing  any  material  obstruction  to  its 
passage.    Diluted  s\;lphuric  acid  may  thus  be  employed 
Fig.  214.         vq)on  one  side  of  the  diaphragm,  and  a  solution  of  cupric 
sulphate  upon  the  other  side :  under  these  circumstances 
a  current  would  be  freely  transmitted,  whilst  the  two 
liquids  would  be  prevented  from  intermingling.    For  ex- 
ample, let  a  piece  of  bladder,  b,  fig.  214,  be  tied  firmly 
over  the  lower  end  of  a  wide  tube  open  at  both  exti-eraities; 
place  some  diluted  sulphuric  acid,  A,  in  the  tube,  and  sus- 
pend a  rod  of  amalgamated  zinc,  z,  in  its  axis;  support 
the  tube  so  that  its  lower  end  shall  dip  beneath  the  sur- 
face of  a  solution  of  cupric  sulphate,  s,  contained  in  a 
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.  shallow  glass  dish;  upon  the  bottom  of  which  rests  a  sheet  of  copper,  c :  on 
connecting  the  zinc  and  copper  by  the  wire,  w,  voltaic  action  will  ensue,  and  a 
I  deposit  of  metallic  copper  will  be  produced  upon  the  plate,  c.    It  will,  however, 
'  be  observed  that  this  deposit  does  not  take  place  uniformly  over  the  surface  of  the 
:  sheet,  c,  but  that  it  commences  in  the  centre  in  a  circular  form  ;  the  layer  of 
.  copper  shows  itself  first  at  the  point  immediately  beneath  the  extremity  of  the 
.  zinc  rod,  and  it  is  at  this  point  that  the  greatest  thickness  of  the  deposit  occurs  ; 
•  it  gradually  becomes  thinner  towards  the  circumference  of  the  circle,  which, 
however,  continues  to  increase  in  diameter  as  the  experiment  proceeds,  until,  if 
sufficient  time  be  allowed,  the  plate  is  covered  with  reduced  copper. 

Whilst  a  metal  is  thus  rendered  electro-negative  hy  voltaic 
:  action,  it  is  no  longer  liable  to  the  ordinary  action  of  chemical 
:  agents.  A  beautiful  application  of  this  principle  was  made  by 
Davy  to  the  prevention  of  the  corrosion  of  the  copper  sheathing 
of  ships  by  the  action  of  sea  water.  Copper  is  the  material  best 
.  adapted  to  preserve  the  timbers  of  the  ship  from  the  attacks  of 
marine  insects  and  boring  animals ;  but  this  metal,  when  subjected, 
under  ordinary  circumstances,  to  the  comljined  influence  of  the 
salts  dissolved  in  sea  water  and  of  the  atmospheric  air  which  it 
also  holds  in  solution,  experiences  corrosion,  which  in  the  course 
of  a  few  years  renders  it  necessary  to  renew  the  copper.  It  was, 
.  however,  discovered  by  Davy,  that  by  placing  pieces  of  zinc,  or  of 
I  cast-iron,  in  contact  with  the  copper  under  water,  this  corrosion 
could  be  prevented;  and  that  a  surface  of  zinc,  not  exceeding  xto 
of  that  exposed  by  the  copper,  was  adequate  to  the  entire  protec- 
tion of  the  copper, — the  whole  of  the  chemical  action  being 
transferred  to  the  zinc  ;  and  that  even  when  the  surface  of  zinc 
was  reduced  until  it  was  only  equal  to  -i-qVo  of  ^^^^  of  the  copper, 
a  considerable  preservative  effect  was  experienced.  But  the  very 
success  of  the  experiment  in  the  direction  anticipated,  created 
difficulties  of  another  kind ;  earthy  matters,  consisting  of  com- 
pounds of  calcium  and  magnesium,  were  deposited  from  the  sea 
water  by  the  slow  voltaic  action,  and  they  attached  themselves  to 
the  surface  of  the  copper ;  weeds  and  shell-fish  found  in  this 
deposit  a  congenial  pabulum,  the  bottom  of  the  ship  became  foul, 
the  sailing  qualities  of  the  vessel  were  necessarily  impaired,  and 
the  system  of  voltaic  protectors  was  abandoned  without  sufficient 
trial  under  different  modifications.  For  some  years  past  a  kind 
of  brass,  introduced  by  Mr.  Muntz,  which  admits  of  being  rolled 
whilst  hot,  has,  in  the  merchant  service,  been  largely  and  ad- 
vantageously substituted  for  copper  as  a  material  for  ships' 
sheathing.  In  this  case  the  zinc  and  the  copper  are  combined 
in  the  sheet  itself,  which  is  less  rapidly  corroded  than  if  com- 
posed of  either  metal  separately.  The  protective  influence  of 
zinc  both  on  copper  and  on  iron  is  readily  shown  by  exposing 
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bright  bars  of  these  metals  in  separate  vessels,  either  in  sea 
water  or  in  a  solution  of  common  salt  containing  i  part  of  salt 
to  30  parts  of  water.  If  a  fragment  of  zinc  be  attached  to  one 
of  the  bars  of  copper  and  to  one  of  the  bars  of  iron,  these  bars 
will  remain  bright,  whilst  the  zinc  is  corroded;  but  the  un- 
protected bars  will,  in  a  few  hours,  give  evidence  of  the  com- 
mencement of  chemical  action. 

Another  remarkable  proof  of  the  dependence  of  the  current, 
for  its  direction  and  its  intensity,  upon  chemical  action,  is  afforded 
by  the  manner  in  which  a  voltaic  circuit  may  be  produced  between 
two  surfaces,  one  of  which  has  a  stronger  attraction  for  hydrogen 
than  the  other  possesses.  For  example,  when  two  clean  plates 
of  platinum  are  immersed  in  diluted  acid,  and  connected  with  a 
galvanometer,  no  voltaic  action  is  excited ;  but  the  case  is  different 
if  one  of  these  plates  be  first  coated  with  a  film  of  some  metallic 
peroxide,  such  as  manganic  dioxide  (MnOg),  plumbic  dioxide 
(PbOg),  or  argentic  peroxide  (AggOg).  The  platinum  plate  may 
be  thus  coated  by  immersing  it  in  a  solution  of  manganous  sul- 
phate, of  plumbic  nitrate,  or  of  argentic  nitrate,  and  connecting 
it  with  the  platinum  side  of  a  weak  voltaic  arrangement  for  a 
few  minutes,  whilst  the  liquid  is  connected  by  a  second  plate  with 
the  zinc  end  of  the  battery :  the  plate,  after  it  has  been  thus 
coated  with  the  peroxide,  must  be  well  washed  with  distilled 
water.  If  it  be  then  opposed  to  a  plate  of  clean  platinum  and 
immersed  in  any  diluted  acid,  it  will  originate  a  current  which 
depends  upon  the  chemical  attraction  of  the  hydrogen  of  the 
diluted  acid  for  the  second  atom  of  oxygen  in  the  peroxide.  In 
a  combination  of  this  description  the  clean  platinum  becomes 
positive,  and  corresponds  to  the  zinc  plate,  whilst  the  coated 
platinum  becomes  negative.  The  coated  plate,  although  negative, 
thus  becomes  the  generating  or  acting  surface,  and  transmits  the 
current  at  once  to  the  conducting  wire. 

Faraday  has  shown  that  the  direct  contact  of  dissimilar  metals 
is  not  necessary  to  the  production  of  the  voltaic  current,  provided 
that  they  are  connected  by  some  liquid  of  sufficient  conducting 
power.  This  is  a  point  of  considerable  importance,  for  it  shows 
that  Volta's  theory  of  the  origin  of  the  electro-motive  force, 
which  is  still  maintained  by  some  philosophers  who  have  not 
made  the  chemical  phenomena  of  the  pile  their  especial  study,  is 
incorrect. 

The  following  is  the  simple  experiment  which  proves  the  point  now  under 
discussion:  z,  fig.  215,  is  a  plate  of  zinc,  bent  at  a  right  angle;  P,  a  platinum 
plate,  to  which  a  platinum  wire  is  attached.  At  a,  a  small  piece  of  blotting- 
paper,  moistened  with  a  solution  of  starch  and  potassic  iodide,  is  interposed 
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between  the  plate  of  zinc  by  which  it  is  supported  and  the  platinum  wire  which 
rests  upon  it ;  no  change  occurs  in  the  solution  of  the  iodide  until  the  two 
plates  are  immersed  in  diluted  nitric  acid  ;  but  in  a  few 
minutes  after  such  immersion,  evidence  of  a  current  in         FiG.  215. 
the  direction  of  tiie  arrow  is  afforded,  by  the  appearance  — ». 
of  a  blue  spot  against  the  platinum  wire,  due  to  the 
liberation  of  iodine,  from  the  decomposition  of  the  po- 
tassic  iodide  by  the  voltaic  action. 

Fleming  (Proc.  Phys.  Soc.  1874,  i.  i)  has  con- 
structed a  battery  in  which  no  contact  of  dissimilar  metals 
is  permitted.  The  cells  contain  alternately  dilute  nitric 
acid  and  solution  of  sodic  pentasulphide,  and  are  con- 
nected alternately  by  plates  of  lead  and  copper.  In  the 
cells  containing  nitric  acid  the  current  passes  from  the 
lead  through  the  liquid  to  the  copper,  and  in  those  filled 
with  sodic  persulphide  it  flows  from  the  copper  through  the  liquid  to  the  lead. 
If  the  terminals  consist  of  copper,  the  wire  may  be  wound  round  a  galvanometer 
needle,  when  the  existence  of  a  current  will  be  indicated. 

(262)  Circuits  with  one  Metal  and  two  Liquids. — For  the 
establisliinent  of  a  voltaic  current^  it  is  further  necessary  that  the 
body  which  decomposes  the  liquid  be  a  conductor  of  electricity,  in 
order  to  carry  off  the  force  generated  ;  but  it  is  not  necessary  to 
use  two  dissimilar  metals,  provided  that  one  extremity  of  the  metal 
be  plunged  into  a  liquid  capable  of  acting  on  it,  whilst  the  other 
extremity  dips  into  a  different  liquid  which  has  little  or  no  -action 
on  the  metal,  but  which  communicates  freely  with  the  first  liquid. 

Take,  for  example,  a  tube  bent  into  the  form  represented  in  fig.  216,  i. 
Place  a  plug  of  tow  in  the  bend  j  into  one  limb,  a,  pour  a  solution  of  cupric 
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chloride  (CuCIJ,  in  the  other  limb,  l,  place  a  soluHon  of  common  salt  (NaCl) 
sodic  chloride.  Connect  the  open  ends  of  the  tube  by  bending  a  strip  of  copper 
so  that  one  end  of  it  shall  dip  into  the  solution  of  copper  and  the  other  end  into 
the  solution  of  salt.  Crystals  of  copper  will  be  formed  gradually  upon  the  end 
of  the  strip  which  is  immersed  in  the  metallic  solution,  whilst  the  end  of  the 

:  strip  which  is  immersed  in  the  salt  and  water  will  he  slowlv  corroded,  and  cupric 
chloride  will  be  formed.    The  following  diagram  may  assist  in  explaining  this 

'  change: — 


I 
I 
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A 

(I.)  Cu  I  C^.ciS',  I  NCcT^f^cT,  I  Cu 

(2.)  CuCu  I  Cl^Cl,  I  Na,ci3^Cr,Cu  | 

Let  the  symbol  Cu  Cl^,  represent  the  composition  of  cupric  chloride,  NejCI., 
that  of  Bodic  chloride,  the  line  at  a  being  used  to  show  the  position  of  the  plug 
of  tow.  If  No.  I  indicate  the  state  of  things  before  any  change  has  occurred. 
No.  2  will  represent  the  change  after  the  circuit  is  complete. 

If  the  strip  of  copper  be  divided  in  the  middle,  and  the  two  ends  be  connected 
with  a  galvanometer,  G,  as  shown  in  fig.  216,  2,  a  current  is  found  to  be  cii-cu- 
lating  through  the  apparatus.  A  still  simpler  arrangement  may  be  adopted ;  if 
a  long  straight  tube  be  filled  half  full  with  diluted  sulphuric  acid,  and  the 
remainder  with  a  solution  of  cupric  sulphate,  a  strip  of  copper  plunged  into  it 
will  be  dis.solved  below,  while  au  equal  amount  of  copper  will  be  deposited  on  the 
upper  extremity ;  from  the  extreme  slowness  and  regularity  of  the  action,  the 
deposited  metal  will  assume  the  form  of  crystals,  liecquerel,  by  using  various 
liquids  in  the  two  limbs  of  the  bent  tube  (No.  1)  has  obtained  many  of  the  metals 
crystallized  in  forms  of  great  beauty. 

By  employing  two  dissimilar  metals  in  the  metallic  ai-c,  as  p  z,  (fig.  216,  3) 
a  more  powerful  but  equally  regular  action  may  be  excited.  If  a  sohition  of 
common  salt  be  placed  in  one  limb,  h,  and  a  solution  of  ferrous  chloride  in  the 
other,  a,  whilst  the  zinc  end  of  a  compound  arc  of  zinc  and  platinum  is  plunged 
into  the  first,  and  the  strip  of  platinum  is  immersed  in  the  second  liquid,  tetra- 
hedral  crystals  of  iron  will  in  a  few  days  be  deposited  upon  the  platinum.  If  a 
little  zii'conic  chloride  be  mixed  with  the  ferrous  chloride  in  the  limb  a,  plates  of 
zirconium  will  be  obtained,  of  a  steel-grey  colour,  and  which,  by  exposure  to  the 
air,  become  oxidized  and  fall  to  a  white  powder. 

Becquerel  has  sliown  that  withiu  the  strata  of  the  earth  similar 
actions  are  going  on ;  and  R.  W.  Fox  and  others,  by  connecting  the 

surfaces  of  two  contiguous  lodes  of  metallic  ore  by  means  of  wires  | 

attached  to  a  galvanometer,  have  succeeded  in  demonstrating  to  the  | 

eye  the  existence  of  those  feeble  but  continuous  currents,  which  f 

are  probably  the  caiise  of  the  accumulation  of  the  different  metals  ! 
in  regular  beds,  and  of  their  beautiful  crystalline  arrangement. 

Other  combinations  may  be  produced,  in  which  the  mutual  £ 

action  of  the  two  liquids  originates  the  current,  the  metal  merely  j; 

serving  as  a  conductor.    Becquerel-  was  the  first  to  point  out  the  N 

means  of  obtaining  circuits  of  this  description,  of  which  the  fol-  il 

lowing  is  a  good  example  : — If  a  small  porous  vessel  be  filled  with  !; 

nitric  acid,  and  be  immersed  in  a  second  vessel  containing  a  solu-  >i 

tion  of  caustic  potash,  on  plunging  two  platinum  plates  connected  |! 

with  the  wires  of  a  galvanometer,  one  into  the  acid,  the  other  •,1 
into  the  alkaline  liquid,  a  steady  current  of  considerable  intensity 

will  be  produced,  and  will  be  maintained  for  many  days,  in  a  |^ 

direction  passing  from  the  potash  to  the  nitric  acid,  and  thence  \\ 

returning  through  the  galvanometer  to  the  alkaline  liquid.  A  !i 
still  more  powerful  combination  was  obtained  by  Matteucci  on 
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■  substituting  a  solution  of  di-potassic  pentasulphide  for  the  caustic 
potash.  A  single  cell  of  this  construction  decomposed  acidulated 
'  water  if  interposed  between  the  platinum  wireS;,  and  on  breaking 
,  contact  a  distinct  spark  was  perceptible  at  the  surface  of  the 
,  mercury  employed  to  connect  the  two  platinum  wires.  Arrott 
[Phil.  Mag.  1843  Csl'  4^7)  described  a  variety  of  other 
I  cases  of  this  kind.  These  actions,  however,  will  be  more  con- 
'  veniently  studied  in  connexion  with  the  chemical  effects  of  the 
I  voltaic  battery,  at  a  future  point  (289). 

(263)  Summary. — The  conditions  necessary  to  the  production 
.  of  a  voltaic  current  may  be  shortly  recapitulated  as  follows  : — 
'  Though  the  contact  of  dissimilar  metals  produces  electric  dis- 
1  turbance^  chemical  action  is  necessary  to  propagate  the  voltaic 
( current.  This  chemical  action  must  be  produced  by  means  of  a 
I  compound  liquid,  which  is  decomposed  in  the  process,  one  of  the 
i  constituents  of  the  liquid  entering  into  combination  with  one  of 
ithe  metals.  In  the  transmission  of  the  voltaic  action  a  polariza- 
ttion  of  the  liquid,  as  well  as  of  the  solid  portions  of  the  circuit, 
iis  produced,  and  this  polarization  of  the  liquid  is  attended  with 
ithe  separation  of  its  constituents  into  two  groups,  one  of  which 
1  unites  with  the  positive  metal,  whilst  the  other  makes  its  appear- 
iance  at  the  same  moment  upon  the  negative  plate.  The  activity 
I  of  the  combination,  or  its  electro-motive  force  is  greater,  the 
!  greater  the  difference  between  the  chemical  attraction  of  the 
I  electro-negative  constituent  of  the  exciting  liquid  for  the  two 
I  metals  which  are  opposed  to  each  other  in  the  particular  case. 
'The  relative  size  of  the  plates  employed  has  no  influence  on  the 
(direction  of  the  current  which  is  produced.  Contact  of  two  metals 
iis  not  necessary  to  the  production  of  voltaic  action  :  circuits  may 
t  be  formed  between  one  metal  and  two  liquids,  if  the  liquids  be  in 
[liquid  communication  with  each  other,  and  if  their  chemical 
i  attractions  for  the  metal  be  unequal.  If  two  dissimilar  liquids 
I  exert  a  chemical  action  upon  each  other,  it  is  even  possible  to 
t  obtain  a  current  from  their  mutual  action  by  connecting  the 
I  liquids  through  the  intervention  of  a  metal  upon  which  they 
f  exert  no  chemical  influence,  and  which  therefore  simply  performs 
tthe  part  of  a  conductor. 

Different  Forms  of  the  Voltaic  Battery. 

(264)  Counteracting  Currents:  Gas  Battery. — We  shall  now 
I  resume  the  consideration  of  those  forms  of  voltaic  combination 
\  which  are  the  most  important  in  practice,  and  in  which,  generally, 
ttwo  dissimilar  metals  are  employed. 
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It  has  been  already  stated  that  the  amount  of  force  set  in 
motion  in  a  voltaie  arrangement  depends  upon  the  difference 
between  the  attraction  of  the  two  metals  for  the  active  principle 
or  radicle  of  the  acid.  Under  circumstances  favourable  to  the 
production  of  a  current,  decomposition  of  the  liquid  which  excites 
the  action  always  occurs ;  the  elements  of  the  liquid  are  separated 
from  each  other,  and  they  either  combine  with  the  metallic  plate, 
or  else  they  accumulate  upon  its  surface,  giving  rise  to  the  con- 
dition of  the  plates  which  is  often  described  under  the  inappro- 
priate term  polarization  of  the  plates  or  electrodes.  Tlaese 
adhering  substances  oppose  the  voltaic  action  and  enfeeble  it, 
owing  to  the  tendency  of  the  separated  components  of  the  liquid 
to  re-unite.  When,  for  example,  diluted  sulphuric  acid  is  used, 
it  becomes  a  desidei  atum  to  get  rid  of  the  hydrogen  which  adheres 
to  the  platinum,  and  produces  a  current  in  the  opposite  direction. 
The  existence  of  this  counter- current  may  be  rendered  evident 
by  connecting  with  one  end  of  the  wire  of  a  galvanometer  a 
platinum  plate  which  has  thus  been  opposed  to  a  plate  of  zinc: 
on  attaching  to  the  other  end  of  the  galvanometer  wire  a  second 
but  clean  platinum  plate,  and  plunging  both  into  diluted  acid,  a 
powerful  deflection  of  the  needle  will  be  observed. 

This  observation  has  been  ingeniously  applied  by  Grove,  who  has  constructed 
what  he  terms  a  gas  battery,  by  opposing  a  plate  covered  with  oxygeu  to  the 
plate  coated  with  hydrogen,  whilst  at  the  same  time  he  in- 
creases the  surfaces  of  contact  between  the  platinum  and  the 
oxygen  and  hydrogen.  Fig.  217  represents  a  cell  of  this 
battery.  It  consists  of  two  tubes,  0  and  H  ;  through  the 
upper  extremity  of  each  passes  a  platinum  wire,  which  is 
fused  into  the  glass,  and  attached  to  a  platinum  plate  suffi- 
ciently long  to  reach  to  the  bottom  of  the  tube.  The  surfaces 
of  these  plates  are  coated  by  means  of  voltaic  action  with  finely- 
divided  platinum,  for  the  purpose  of  increasing  the  surfaces 
of  contact  between  the  metal  and  the  gas.  The  tube  H  has 
double  the  capacity  of  the  tube  o.  These  tubes  are  sup- 
ported in  the  vessel,  s,  by  the  plug  through  which  they  pass. 
In  order  to  use  the  apparatus,  the  vessel  s  is  filled  with 
diluted  sulphuric  acid,  and  by  inverting  the  cell  the  tubes  are 
likewise  filled  with  the  liquid.  The  plates  in  the  tubes  o  and  H 
are  then  connected  by  the  mercury  cups  at  top  with  the  wires 
of  a  voltaic  battery  in  action,  so  that  by  the  decomposition  of 
the  diluted  acid  the  tube  o  shall  become  filled  with  oxy  gen 
and  the  tube  H  with  hydrogen.  The  tubes  having  been  thus 
filled,  the  battery  wires  are  withdrawn.  If  the  mercury  cups 
at  the  top  of  the  tubes  o  and  H  be  now  connected  with  the 
wires  of  a  galvanometer,  powerful  deflection  of  the  needle  will  be  produced, 
and  a  current  will  be  maintained  through  the  apparatus  in  the  direction  of  the 
arrows.  The  two  gases  will  gradually  diminish  in  volume,  and  will  in  a  few  days 


Fig.  217. 
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entirely  disappear,  but  the  current  will  be  maintained  so  long  as  any  portions  of 
the  gas  remain  uncombined.  By  connecting  eight  or  ten  such  cells  in  succe.-i- 
sion,  so  that  the  oxygen  tube  of  one  cell  shall  be  connected  with  the  hydrogen  tube 
of  the  adjacent  cell,  sparks  may  be  obtained  between  charcoal  points,  and  various 
chemical  decompositions  may  be  effected.  The  polar  ciiain  by  which  these 
changes  are  produced  may  thus  be  represented  by  symbols :  H^SO^,  indicating  a 
molecule  of  diluted  acid,  0  and  representing  the  disturbing  atoms  of  oxygen 
and  hydrogen : — 

The  brackets  above  the  row  of  symbols  are  intended  to  show  the  molecular 
arrangement  before  the  circuit  is  completed ;  those  beneath  the  symbols  show  the 
action  during  the  passage  of  the  current. 

Since  no  action  occurs  in  the  gas  battery  until  metallic  com- 
munication between  the  plates  is  effected,  it  appears  that  the  use 
of  the  platinum  plates  consists  in  favouring  the  action  by  con- 
densing the  gases  upon  their  porous  surfaces,  and  in  acting  as 
conductors  of  the  current. 

It  may  indeed  be  stated  generally,  that  the  accumulation  of 
either  of  the  elements  of  the  exciting  liquid  upon  the  metallic 
plates  of  a  voltaic  combination,  always  tends  to  produce  a  counter- 
current,  and  therefore  reduces  the  efficiency  of  the  combination 
to  a  proportionate  extent.  Hydrogen  is  the  element  which,  in 
the  usual  mode  of  experiment,  principally  accumulates  upon  the 
negative  plate,  so  that  any  contrivance  by  which  the  adhering 
hydrogen  is  removed,  exalts  the  energy  of  the  circulating  force. 
This  removal  of  the  hydrogen  may  be  effected  by  means  which 
act  either  on  chemical  or  on  mechanical  principles.  The  chemical 
principle  is  the  most  perfect. '  It  consists  in  adding  to  the  liquid 
a  compound  which  has  a  tendency  to  unite  with  the  hydrogen ; 
hence  the  energy  of  the  current  is  much  increased  by  mixing  a 
little  nitric  acid  (HNO3)  with  the  exciting  liquid,  comparatively 
little  hydrogen  being  set  free  in  this  case  *  The  same  end  is 
attained  by  adding  to  the  sulphurfc  acid  a  solution  of  some  of 
the  metallic  salts,  such,  for  instance,  as  cupric  sialphate  (CuSO^). 
When  cupric  sulphate  is  employed,  metallic  copper  is  deposited 
upon  the  negative  or  conducting  plate,  whilst  the  sulphion  with 
which  it  was  previously  united  combines  with  the  zinc.  A  disad- 
vantage, however,  is  experienced  when  the  liquid  which  absorbs 
the  hydrogen  is  in  contact  with  the  zinc,  and  this  is  particularly 
evidenced  when  cupric  sulphate  is  used.    The  zinc  acts  at  once 

*  By  the  action  of  hydrogen  on  nitric  acid,  peroxide  of  nitrogen  (N^OJ  and 
water  are  formed,  thus  :  2HNO3  +  =^  'Nfi^  +  2li^0  ;  and  both  these  substances 
are  dissolved  by  the  nitric  acid. 
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ou  the  solution  of  copper,  and  becomes  coated  with  reduced 
copper  :  hence,  between  the  particles  of  zinc  and  those  of  the 
reduced  copper  innumerable  small  circuits  are  produced,  which 
occasion  a  violent  discharge  of  hydrogen  from  the  entire  surface 
of  the  generating  metal,  or  rather  from  the  copper  deposited  upon 
it ;  but  the  zinc  thus  dissolved  contributes  nothing  to  the  general 
effect ;  it  becomes  merely  a  case  of  local  action  (260), 

This  experiment  with  the  cupric  sulphate  throws  light  upon 
the  cause  of  the  effervescence  which  takes  place  when  common 
zinc  is  treated  with  diluted  sulphuric  acid.  Commercial  zinc 
always  contains  lead  and  other  foreign  metals  mixed  with  it  in 
very  appreciable  quantity;  these  act  as  dischargers  to  the  hydrogen, 
and  give  rise  to  numerous  local  circuits  at  all  points  of  the  sur- 
face of  the  zinc.  Perfectly  pure  zinc  is  dissolved  very  slowly  in 
acid  for  want  of  these  discharging  points,  but  the  acid  is  not 
absolutely  without  action  upon  the  metal.  Any  inequality  in 
susceptibility  to  chemical  action  gives  rise  to  a  current  between 
two  substances  suitably  disposed ;  hence  any  difference  in  density 
between  two  pieces  of  the  same  metal  may  suffice  to  cause  a 
current ;  and  a  piece  of  hammered  zinc  will  generally  act  as  a 
conducting  plate  to  a  piece  of  zinc  well  annealed.  The  adherence 
of  a  film  of  oxide  or  of  fatty  matter  to  the  surface  of  one  piece 
will  also  cause  a  difference,  and  hence  two  pieces  of  metal  which 
maj%  even  have  been  cut  from  the  same  strip  may,  under  certain 
circumstances,  produce  a  feeble  current. 

The  inconvenience  which  is  occasioned  by  local  action,  when 
nitric  acid  or  cupric  sulphate  is  mixed  with  the  liquid  which  is 
in  contact  with  the  zinc,  may  be  avoided  by  the  employment  of 
porous  diaphragms;  and  if  the  zinc  or  generating  plate  be  plunged 
into  diluted  sulphuric  acid,  whilst  the  platinum  or  conducting 
plate  is  made  to  dip  into  the  nitric  acid  or  into  the  solution  of 
cupric  sulphate,  which  is  separated  from  the  generating  plate 
by  means  of  a  tube  of  porous  earthenware,  combinations  of  great 
efficiency  are  obtained. 

(265)  Duniell's  Battery. — These  important  facts  were  first 
clearly  enunciated  by  Daniell.  Their  application  to  the  voltaic 
battery  enabled  him  to  detect  the  cause  of  the  rapid  decline  in 
the  activity  observed  in  all  the  forms  of  batteries  which  up  to 
that  period  had  been  devised,  and  they  led  him  to  the  invention  of 
an  arrangement  which  not  only  obviated  these  defects,  and  enabled 
him  to  keep  up  a  current  of  constant  strength  for  many  hours, 
but  also  furnished  electrical  science  with  a  battery  of  far  greater 
activity  for  its  size  than  any  which  had  previously  been  used. 
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Pig.  218. 


Fig.  218  exhibits  a  section  of  one  of  the  cells  of  Daniell's  combination.  The 
outer  case,  c,  consists  of  a  cell,  or  cylinder  of  copper,  which  is  constructed  so  as 
to  retain  liquids,  and  is  filled  with  a  solution  of 
cupric  sulphate,  B,  acidulated  with  an  eighth  of 
its  volume  of  sulphuric  acid.  The  solution  is 
kept  saturated  with  the  salt  by  means  of  crystals 
of  cupric  sulphate,  D,  which  rest  upon  the  per- 
forated shelf,  F.  In  the  axis  of  the  cell  is  placed 
a  tube  of  porous  earthenware,  e,  filled  with  an 
acid  solution,  a,  which  consists  of  I  part  of  oil  of 
vitriol  di kited  with  7  parts  of  water.  A  rod  of 
amalgamated  zinc,  z,  is  placed  in  this  tube.  On 
making  a  metallic  communication  between  the 
zinc  rod  and  the  copper  cell,  a  voltaic  current  is 
established  :  and  by  employing  twenty  or  thirty 
cells  of  this  description,  always  connecting  the 
zinc  of  one  cell  with  the  copper  of  the  next,  a 
combination  of  great  power  is  obtained. 

The  following  diagram  may  serve  to  explain  the  manner  in 

which  the  force  is  transmitted  through  the  cells  : — The  diluted 

sulphuric  acid  may  be  regarded  as  a  compound  of  hydrogen  with 

sulphui'  and  oxygen,  and  is  represented  as  HgSO^;  whilst  cupric 

sulphate  may  be  looked  upon  as  a  compound  of  copper  with  the 

same  compound  of  sulphur  and  oxygen,  and  is  indicated  by  the 

formula  CuSO^.    Let  the  brackets  above  the  row  of  symbols 

represent  the  connexion  of  the  particles  which  compose  the  liquid 

before  contact  is  made  between  the  plates  Cu  and  Zn  at  the  ends. 

'  The  alteration  in  the  molecular  arrangement  of  the  liquid  which 
occurs  after  the  connexion  is  made  between  the  copper  and  the  zinc, 
may  be  represented  by  the  altered  position  of  the  brackets  be- 
neath :  the  line  a,  which  divides  the  symbols    of  the  cupric 

:  sulphate  from  those  of  the  sulphuric  acid,  in  this  case  represents 
the  porous  diaphragm: — 


Cu  Cu  SO,  Cu  SO, 

4  4 


H,  SO,H,  SO  Zn 

2         4       2  4 


The  result  of  the  action  is,  that  so  long  as  the  contact  between 
:the  metallic  plates  is  maintained,  zincic  sulphate  is  formed  unin- 
iterruptedly  in  the  porous  tube,  whilst  a  continual  deposit  of  a 
I  corresponding  quantity  of  metallic  copper  takes  place  upon  the 
internal  surface  of  the  copper  cylinder. 

Fig.  219  shows  a  convenient  and  inexpensive  form  of  Daniell's  battery.  The 
:  solution  of  cupric  sulphate  is  contained  in  glass  or  earthenware  jars  7  inches 
(18  centimetres)  high  and  3^  inches  (9  centimetres)  in  diameter.  The  copper 
plates  consist  merely  of  rectangular  sheets  of  copper,  one  of  which  is  represented 
;  at  A;  they  are  bent  in  a  cylindrical  shape  and  placed  in  the  jars.  By  means  of 
the  strip  h,  each  plate  is  easily  connected  with  the  zinc  rod  of  the  adjacent  cell, 
and  made  fast  to  it  by  the  binding-screw  c.  The  colander,  for  the  support  of  the 
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crystals  of  cupric  sulphate,  rests  upon  three  or  four  little  pieces  of  copper, 
which  are  made  to  project  inwards  upon  the  sheet,  at  a  suitable  height,  as 
shown  at  d.    At  b,  several  celU  of  the  battery  are  represented  as  arranged 

Fio.  219. 


in  a  consecutive  sei-iea.  Twenty  such  cells  compose  a  battery  adequate  to  the 
performance  of  almost  any  experiments  on  the  chemical  decomposition  of  bodies 
in  solution. 

It  is  essential  in  mounting  a  voltaic  arrangement  of  any 
kind,  that  the  surfaces  of  contact  between  the  metals  be  perfectly 
clean  :  a  film  of  oxide  will  materially  impede  the  transmission  of 
the  current,  and  if  the  force  in  circulation  be  feeble,  it  may  even 
arrest  it  altogether.  As  a  precaution,  it  is  better  before  con- 
necting the  different  parts  of  the  apparatus,  to  pass  a  file  or  a 
piece  of  emery-paper  over  all  the  surfaces  of  the  copper,  the  zinc, 
or  the  other  oxidizable  metals  which  are  to  be  placed  in  contact 
with  each  other.  Surfaces  of  platinum,  if  well  washed  and  dried, 
do  not  need  friction  with  emery-paper. 

(266)  Grovels  Nitric- Acid  Battery. — The  nitric- acid  battery, 
contrived  by  Grove,  is  a  still  more  powerful  combination  on  the 

same  principle  as  Da- 
niell's.  It  consists  of 
a  slip  of  platinum,  p,  fig. 
220,  which  is  plunged 
into  the  porous  cell,  n, 
and  this  is  filled  up  with 
undiluted  nitric  acid. 
The  outer  cell,  s,  is  filled 
with  diluted  sulphuric 
acid,  and  in  this  acid  is 
placed  a  flat  sheet  of 
amalgamated  zinc,  z,  bent  so  as  to  infold  the  porous  cell.  The 
acid  liquid  in  s  may  be  conveniently  made  of  i  measure  of  oil  of 
vitriol  diluted  with  4  measures  of  water.  This  combination  pre- 
sents in  a  small  compass  the  principal  desiderata  for  attaining- 


Fig.  220. 
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intense  voltaic  action.  Platinum  is  the  least  liable  of  the  metals 
to  chemical  action,  whilst  amongst  the  metals  that  admit  of  being 
easily  wrought,  zinc  is  the  one  which  is  most  readily  attacked  by 
acids ;  consequently  the  opposition  of  platinum  to  zinc  furnishes  a 
most  effective  voltaic  combination ;  whilst  nitric  acid  absorbs  with 
ease  the  hydrogen  liberated  on  the  platinum,  and  thus  forms  water 
and  nitrous  acid,  which  remain  in  solution  in  the  undecoraposed 
acid  ;  the  resulting  liquid  constitutes  one  of  the  most  perfect  of 
liquid  conductors.  If  HNOgO  in  the  following  diagram  repre- 
sent nitric  acid,  and  HjSO^  diluted  sulphuric  acid,  Pt  the  platinum 
plate,  and  Zn  the  zinc  one,  the  molecular  arrangement  will  be 
indicated  before  the  action  by  the  position  of  the  brackets  above, 
and  after  the  action  by  the  position  of  those  below. 

PtHN0~6  I  H^SO^H^Zn 

With  a  battery  of  ten  such  cells,  5  inches  (la  centimetres) 
high  and  2^  inches  (6  centimetres)  wide,  a  large  number  of  bril- 
liant experiments  may  be  performed,  but  four  or  five  cells  are 
generally  sufficient  for  most  purposes  of  electro-chemical  decom- 
position. If  oil  of  vitriol  be  mixed  with  the  nitric  acid  in  the 
porous  cells  in  the  proportion  of  about  equal  measures,  a  current 
is  thus  obtained,  the  strength  of  which  is  more  uniform  than  when 
nitric  acid  only  is  used  (Callan). 

With  a  view  to  economy,  Bunsen  substitutes  for  the  platinum  plates  in  Grove's 
battery,  cylinders  of  carbon,  prepared  by  heating  together  a  mixture  of  powdered 
coke  and  caking  coal,  or  powdered  coke  moistened  with  a  strong  solution  of 
sugar.  A  firm  coherent  cake  is  thus  obtained.  Cylinders  made  of  this  material 
answer  well  while  new ;  but  being  porous,  the  carbon  absorbs  the  nitric  acid, 
which  corrodes  and  impairs  the  surface  of  contact  with  the  zinc.  A  better 
material  is  the  hard  carbon  from  the  gas  retorts,  but  it  is  difficult  to  shape 
it  into  the  form  of  plates.  Poggendorff  has  employed  plates  either  of  sheet 
iron  or  cast  iron  instead  of  either  platinum  or  carbon  ;  in  strong  nitric  acid  the 
iron  is  totally  unacted  on ;  but  if  the  acid  become  diluted  till  it  has  a  density 
of  I "3 5,  or  less,  it  is  liable  to  act'  upon  the  metal  with  uncontrollable  violence. 
No  combination  possesses  the  intense  energy,  in  union  with  convenience  of  woi'k- 
ing  and  comparative  durability,  in  the  same  degree  as  that  proposed  by  Grove. 
It  is  necessary,  however,  to  place  the  nitric  acid  battei'y  so  that  the  nitrous 
fumes  (which  are  copiously  evolved  during  its  action,  especially  after  the  battery 
has  been  in  use  for  some  time)  shall  pass  at  once  into  the  open  air;  as  they 
would  otherwise  seriously  incommode  the  operator. 

(267)  Smee's  Battery. — The  other  mode  of  obviating  the 
counteracting  agency  of  hydrogen  upon  the  negative  plate  of  the 
battery  is  less  perfect,  and  is  of  a  mechanical  nature.  It  was 
first  practically  applied  by  Smee  in  the  construction  of  the  voltaic 
battery.     Hydrogen  adheres  to  smooth  surfaces  of  platinum  and 
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other  metals  with  considerable  force,  but  it  passes  off  with  ease 
from  their  asperities  and  edges :  by  multiplying  their  points  and 
irregularities,  as,  for  example,  by  the  deposition  of  metal  on  the 
surface  in  a  pulverulent  form,  the  escape  of  the  gas  is  much  faci- 
litated. Smee  employs  as  the  negative  or  conducting  plate  in 
his  battery,  a  plate  of  silver,  the  face  of  which  has  been  rough- 
ened by  the  deposition  of  finely  divided  platinum  upon  its  surface; 
each  side  of  the  silver  plate  being  exposed  to  a  plate  of  zinc  well 
amalgamated,  and  of  equal  extent,  which  acts  as  the  positive 
plate.  This  pair  of  plates  is  excited  by  means  of  diluted  sul- 
phuric acid. 

Fig.  221  represents  a  battery  constructed  upon  Smee's  principle:  a  thin 
platinized  silver  plate  is  supported  in  a  light  frame  of  wood,  as  shown  detached 


Fig.  221. 


at  s ;  to  the  upper  part  of  this  frame  a  binding-screw,  in  metallic  connexion  with 
the  silver,  is  fastened,  for  the  purpose  of  connecting  the  plate  with  the  zinc 
plates  of  the  adjoining  cell,  by  means  of  a  strip  of  sheet  copper  bent  as  at  c;  on 
either  side  of  the  silver  plate  a  sheet  of  amalgamated  zinc,  z,  z,  is  supported  by 
the  clamp  shown  at  h ;  the  zinc  plates  are  prevented  from  contact  with  the  silver 
plate  by  means  of  the  wooden  frame,  and  they  are  connected  with  the  silver  of 
the  adjacent  cell  by  a  second  binding-screw  in  the  clamp  shown  at  h ;  the  sepa- 
rate plates  are  attached  to  a  wooden  frame,  and  being  counterpoised  by  weigiits, 
as  indicated  in  the  figure,  can  be  lowered  into  the  trough  of  acid  when  wanted 
for  use,  or  can  be  withdrawn  from  it  when  the  experiment  is  over.  The  trough 
is  divided  into  separate  cells  or  compartments  for  each  pair  of  plates,  by  glass 
partitions  rendered  water-tight  by  means  of  a  resinous  cement. 

(268)  Resistances  to  the  Voltaic  Current. — The  current  which 
circulates  in  any  given  circuit  is  not  dependent  solely  upon  the 
energy  of  the  chemical  action  which  is  exerted  between  the  gene- 
rating metal  and  the  exciting  liquid.  The  current  experiences  a 
resistance  from  the  very  conductors  by  which  it  is  transmitted  ; 
just  as  in  the  transmission  of  work,  the  intervention  of  the 
pivots  and  levers  which  are  required  for  its  conveyance  intro- 
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duces  additional  friction,  which  requires  to  he  overcome,  and. 
■which  thus  diminish  the  efficient  power  of  the  machine. 

The  resistance  to  the  voltaic  current  may  be  considered  as  of 
two  kinds — first,  that  resistance  which  arises  from  the  exciting 
liquid  employed  in  the  voltaic  cell  itself;  and  secondly,  that  which 
arises  from  the  conducting  wire  and  apparatus  exterior  to  the 
voltaic  cell.  In  a  large  number  of  cases  the  resistance  offered  by 
the  exciting  liquid  is  by  much  the  most  considerable,  and  it  is 
inseparable  from  the  combination ;  whilst  the  second  source  of 
resistance,  or  that  which  is  exterior  to  the  cell,  can  be  increased 
or  diminished  at  pleasure,  and  by  the  employment  of  very  short 
and  thick  wires  for  connecting  the  plates,  can  be  virtually  re- 
moved altogether  or  annihilated.  It  will  be  advisable  to  con- 
sider first  the  resistance  produced  by  the  liquid  in  the  active  cell 
itself. 

If  plates  of  equal  size  be  taken,  the  resistance  occasioned  by 
the  liquid  increases  directly  as  the  distance  between  the  plates ; 
the  longer  the  column  of  imperfectly  conducting  matter  which 
the  current  has  to  traverse,  the  greater  is  the  difficulty  which  it 
will  experience.  If  two  plates  be  immersed  in  acid  at  the  distance 
of  an  inch  (25  millimetres)  asunder,  they  will  produce  10  times 
the  efiect  that  they  would  occasion  at  the  distance  of  10  inches  or 
250"""-  from  each  other.  On  the  other  hand,  the  larger  the  area 
of  the  plates  that  are  immersed,  the  less  is  the  resistance.  For 
example,  if  a  pair  of  plates,  25""-  broad  and  250"^™-  long,  be  im- 
mersed in  acid  to  the  depth  of  25™'"*  only,  the  current  produced 
will  only  be  equal  to  one-tenth  of  that  which  would  be  obtained 
by  immersing  each  plate  for  its  whole  depth  of  250™™-  in  the 
liquid.  The  resistance  of  the  liquid  is  therefore  directly  as  the 
distance  between  the  plates,  and  inversely  as  the  surface  of  the 
plates  exposed  to  its  action.  A  pair  of  plates  exposing  each  a 
square  centimetre  of  surface,  immersed  in  acid  at  a  distance  of  i 
centimetre  apart,  will  consequently  produce  an  effect  equal  to 
that  which  would  be  obtained  from  a  pair  of  plates  which  each 
exposed  a  surface  of  12  square  centimetres  to  the  action  of  tlie 
liquid,  if  they  were  1 2  centimetres  apart. 

A  case  somewhat  analogous  is  offered  when  water  is  trans- 
;mitted  through  pipes.  The  greater  the  length  of  the  pipe,  the 
imore  considerable  will  be  the  friction  and  the  consequent  resij- 
itance  to  the  passage  of  the  liquid;  whilst  the  larger  the  area  of 
I  the  pipe  the  more  readily  will  the  water  escape.  An  aperture 
1  which  exposes  a  sectional  area  of  two  square  centimetres  will, 
icceteris  paribus,  allow  twice  as  much  water  to  escape  from  it  in 
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a  given  time  as  an  aperture  of  which  the  superficial  area  is  but 
a  single  square  centimetre. 

If  the  two  plates  are  of  unequal  size,  but  are  immersed  parallel 
to  each  other,  they  may,  for  most  practical  purposes,  be  calculated 
as  each  exposing  a  surface  equal  to  the  mean  surface  of  the  two. 
Other  circumstances  independent  of  the  extent  of  surface  exposed 
by  the  plates,  and  the  distance  between  them,  materially  influence 
the  resistance  of  different  liquids  to  the  current.  Any  cause  that 
favours  chemical  action  between  the  active  metal  and  the  liquid, 
or  which  diminishes  the  chemical  attraction  by  which  the  elements 
of  the  liquid  are  united,  such  as  elevation  of  temperature, 
diminishes  the  resistance  of  the  liquid.  In  most  cases  an  increase 
in  the  concentration  of  the  solution,  provided  its  strength  be  not 
so  great  as  to  render  deposition  of  crystals  liable  to  occur, 
diminishes  the  resistance  (278).  The  current  likewise  experiences 
a  specific  resistance  in  each  liquid  which  depends  upon  the 
chemical  attraction  with  which  its  particles  are  united  together. 

Similar,  but  distinct  resistance,  though  to  a  less  extent,  is 
offered  by  the  metallic  part  of  the  circuit.  However  great  its 
conductivity  may  be,  it  always  offers  some  obstruction  to  the 
current.  The  longer  the  wire  employed,  the  greater  is  the 
resistance  experienced  by  the  current  in  traversing  it.  The 
resistance  of  each  metal,  like  that  of  each  liquid,  is  specific. 
Copper  and  silver,  for  instance,  when  wires  of  equal  thickness 
and  length  are  compared,  offer  far  less  resistance  to  a  current  of 
given  amount  than  less  perfect  conductors,  such  as  iron  and  lead. 
Experiment  has  demonstrated  that  with  metallic  conductors  the 
same  law  holds  good  as  with  liquids — viz.,  that  the  resistance  is 
directly  as  the  length  of  the  wire,  and  inversely  as  the  area  of 
its  section.  In  cylindrical  wires  this  sectional  area  will  of  course 
vary  as  the  square  of  the  diameter  of  the  wire;  for  instance,  a 
wire  of  i™™'  in  thickness  will  for  equal  lengths  offer  four  times 
the  resistance  of  a  wire  2™°"-  thick.  .  If  wires  of  the  same  metal, 
and  of  equal  lengths,  be  compared,  the  resistance  will  vary 
inversely  as  the  weights  of  the  wires. 

In  the  experiment  with  cupric  sulphate  (fig.  214),  the  metal 
is  deposited  in  greatest  quantity  where  the  current  is  most  readily 
transmitted — viz.,  in  those  points  which  are  nearest  to  the  zinc, 
and  where  the  resistance  offered  by  the  liquid,  which  here  forms 
the  thinnest  layer,  is  consequently  the  least. 

A  rod  of  zinc  supported  within  a  cylinder  of  copper  forms  a 
convenient  arrangement  of  the  generating  and  conducting  plates, 
becauscj  when  such  a  rod  is  placed  in  the  axis  of  the  cylinder. 
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the  action  is  evenly  distributed  over  the  whole  surface  of  the 
copper. 

(269)  Difference  between  a  Simple  and  a  Compound  Circuit. — 
The  observations  hitherto  made  have  referred  to  cases  in  which 
only  a  single  pair  of  metals  is  employed.  It  will  be  necessary 
now  to  consider  in  what  way  the  results  are  modified  by  the  em- 
ployment of  several  pairs  of  plates.  It  has  already  been  stated 
when  speaking  of  the  electricity  developed  by  friction,  that  when 
a  large  supply  of  electricity  is  needed,  it  may  be  obtained  with, 
equal  effect  either  from  a  single  Leyden  jar  which  exposes  a  large 
extent  of  coated  sui-face,  or  from  a  number  of  smaller  jars  which 
together  expose  the  same  amount  of  coated  surface,  all  the  inner 
surfaces  of  the  small  jars  being  in  metallic  communication  with 
each  other,  but  insulated  from  the  outer  coatings,  all  of  which 
likewise  are  connected  by  some  good  conducting  material  (235). 
A  similar  result  is  also  obtained  in  voltaic  arrangements.  Pro- 
vided that  the  plates  expose  the  same  extent  of  surface  and  be 
kept  at  an  equal  distance  apart,  it  matters  not  whether  they  be 
immersed  in  a  single  vessel  of  liquid,  or  whether  thpy  be  cut  up 
into  strips  and  be  immersed  in  pairs  in  separate  vessels  of  the 
same  liquid.  The  only  requisite  is  that  all  the  zinc  plates  shall 
be  connected  together  by  stout  metallic  wires,  and  that  all  the 
platinum  plates  shall  be  similarly  connected  by  other  wires.  No 
action  will  occur  until  metallic  communication  between  one  of 
the  platinum  and  one  of  the  zinc  plates  is  effected  by  means  of  a 
conducting  wire :  and  then  the  whole  force  of  the  united  plates 
will  traverse  the  connecting  wire. 

These  results  may  be  exhibited  to 
the  eye  in  the  form  of  battery  in  which 
the  hydrogen  evolved  from  each  pla- 
tinum plate  admits  of  being  collected, 
— a  contrivance  proposed  by  Daniell, 
which  he  called  a  dissected  battery. 
Fig  222  shows  the  manner  of  mount- 
ing one  of  these  cells.  When  in  use 
the  cells  are  charged  with  the  diluted 
sulphuric  acid,  and  a  small  graduated 
jar,  H,  also  filled  with  the  diluted 
acid,  is  inverted  in  each  of  the  cells 
over  the  platinum  plate,  p,  in  such  a 
manner  as  to  receive  the  hydrogen 
which  is  disengaged  during  the  ope- 
ration.   The  plates  of  such  a  battery  can  easily  be  connected 
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SO  that  all  the  plates  of  zinc,  z,  shall  be  united  by  conducting 
wires,  and  all  the  platinum  plates  in  a  similar  way  l)y  other  wires ; 
or  they  can  with  equal  readiness  be  united  so  that  the  zinc  of 

one  cell  shall  be  con- 
I'lG.  223.  nected  with  the  plati- 

num of  the  following  cell. 
Suppose,  for  instance, 
two  plates  (z  and  p,  fig. 
223),  one  of  zinc,  the 
other  of  platinum,  each 
six  inches  square,  be  im- 
mersed in  a  vessel  of  sulphuric  acid,  at  a  distance  of  an  inch  apart. 
A  current  of  a  certain  intensity  will  be  obtained  on  connecting 
the  two  plates  by  means  of  a  wire,  w ;  and  in  five  minutes  a 
certain  quantity  of  zinc  will  be  dissolved,  whilst  a  corresponding 
quantity  of  hydrogen  gas  will  escape  from  the  platinum.  Now 
if  the  zinc  and  the  platinum  be  each  cut  into  strips  of  an  inch 
broad  and  six  inches  long,  and  the  several  pairs  of  zinc  and 
platinum  strips  be  immersed  in  separate  vessels  of  diluted  sulphuric 
acid  at  the  distance  of  one  inch  from  each  other,  and  if,  as  in  fig. 
224,  all  the  zinc  strips,  z,  z,  be  connected  by  wires,  and  all  the 

Fig.  224, 


platinum  strips,  p,  p,  be  similarly  united —on  connecting  them 
together  by  a  wire,  as  shown  at  w,  the  same  current  will  traverse 
the  wire  as  in  the  first  combination,  and  the  quantity  of  zinc 
dissolved  in  the  six  plates  taken  together  will  in  five  minutes  be 
the  same  as  that  which  was  dissolved  from  the  single  zinc  surface 
iu  the  first  arrangement ;  whilst  the  quantity  of  hydrogen  gas 
which  will  rise  from  all  the  six  plates  of  platinum  together  will 
be  equal  to  that  obtained  from  a  single  plate  in  the  former 
experiment  (fig.  223V  Such  a  combination,  in  whichever  of  the 
forms  just  described  it  be  employed,  may  be  regarded  as  a  single 
pair  of  plates,  and  it  constitutes  a  simple  voltaic  circuit. 

By  acting  upon  extensive  surfaces  arranged  in  simple  circuits, 
the  quantity  of  electricity  which  can  be  thrown  into  circulation  is 
very  large,  though  its  intensity,  that  is  to  say,  its  power  of  over- 
coming  resistance^  is  comparatively  small. 
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The  results  would,  however,  be  altered  if,  instead  of  connecting 
the  divided  plates  together  in  the  manuer  represented  in  fig.  224, 
they  were  connected  as  in  fig.  225,  in  whicli  the  zinc  in  each 

Fig.  225. 


cell  is  supposed  to  be  connected  with  the  platinum  plate  of  the 
adjacent  cell  in  regular  order  through  the  series.     When  the 
extreme  plates  are  connected  by  a  thick  wire  w,  the  current 
which  traverses  this  wire  in  a  given  time  is  equal  to  one-sixth 
only  of  the  current  which  was  thrown  into  circulation  in  the 
former  instances ;  but  the  quantity  of  zinc  dissolved  in  the  six 
cells  taken  together  is  the  same  as  before  :  and  if  the  hydrogen  be 
collected  from  the  six  platinum  plates,  the  quantity  will  be  still 
equal  to  that  disengaged  in  the  experiments  shown  in  figs.  223 
and  224.    The  current  has  now  to  traverse  each,  cell  of  the  liquid 
in  succession,  and  thus  has  to  encounter  a  great  additional  resis- 
tance.    Yet  now  the  current  starts  from  six  separate  points  of 
origin,  and  each  of  these  separate  points  adds  its  energy  in  driving 
forward  the  current.    The  electro-motive  force  is  increased  six- 
fold, whilst  the  resistance  of  the  liquid  is  increased  still  more  ;  in 
the  first  place  it  is  increased  sixfold  from  the  circumstance  that 
the  length  of  the  column  of  liquid  which  must  be  traversed,  is  six 
times  as  great,  and  it  is  next  further  increased  sixfold  by  a  propor- 
tionate diminution  in  the  breadth  of  the  column.   In  the  arrange- 
ment of  fig.  224  there  was  a  column  of  liquid  six  inches  wide  and 
one  inch  thick  to  be  traversed ;  whilst  in  the  arrangement  of 
fig.  225  there  is  a  liquid  column,  six  inches  thick  and  only  one 
inch  wide  to  be  traversed.  When  the  plates  are  arranged  in  sepa- 
rate compartments,  and  are  connected  together  alternately,  as  in 
fig.  225,  they  constitute  a  compound  voltaic  circuit.    Volta^s  pile 
(fig.  210)  and  his  crown  of  cups  (fig.  211)  are  therefore  compound 
circuits,  and  it  is  this  form  of  combination  which  enabled  him  to 
obtain  results  so  much  superior  to  those  of  any  previous  experi- 
menter. The  electricity  in  this  case  is  not  greater  in  quantity  than 
that  obtainable  from  a  simple  circuit ;  nay,  it  is  often  much  less ; 
but  it  has  a  much  higher  intensity,  and  its  power  of  overcoming 
resistances  is  very  much  greater,  as  a  further  examination  will 
show.    If,  for  example,  50  or  100  miles  of  wire,  such  as  is  Used 
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for  telegrapli  purposes,  be  introduced  in  a  combiuation  arranged,  1 
as  in  fig.  224,  as  a  simple  circuit,  the  effect  obtained  would  be  j 
very  materially  less  than  if  the  same  plates  were  arranged  in  the  )i 
form  of  a  compound  circuit,  as  shown  in  fig.  225.  ] 

(270)  Ohm's  Theory. — These  considerations  may  be  much  sim-  1 
plified,  by  representing  the  mutual  action  of  the  electro-motive  j 
forces  and  the  resistances  of  any  circuit,  simple  or  compound,  in  i 
the  form  of  a  fraction,  in  the  way  proposed  by  Ohm.  1 

It  has  been  found  by  experiment  that  the  quantity  of  electri- 
city  produced  by  any  combination  is  directly  proportioned  to  the  f 
electro-motive  force,  or  chemical  energy  between  the  active  metal  j 
and  one  of  the  elements  of  the  liquid  upon  which  it  acts  ;  and  in-  s 
versely  proportioned  to  the  resistances  to  be  overcome.    The  | 
numerator  of  the  fraction  will  therefore  be  represented  by  E,  the  I 
electro-motive  force,  and  the  denominator  by  R-\-  r  ;  where  R  3 
represents  the  resistance  in  the  cell  or  the  battery  (due  chiefly  to 
the  attraction  between  the  elements  of  the  liquid  for  each  other), 
and  r  all  resistances  exterior  to  the  cell  or  the  battery,  such  as 
the  connecting  wire  :  thus  the  expression  -^^^A,  would  repre- 
sent the  effect  of  any  combination  where  A  indicates  the  quantity 
actually  in  circulation,  whether  measured  by  its  heating  or  by  its 
magnetic  effects.     If  the  connecting  wire  be  very  thick,  so  as  to 
offer  little  or  no  resistance  to  the  current,  r  becomes  evanescent, 
and  the  fraction  assumes  the  form  of  f=^;  the  current  under 
these  circumstances  is  proportional  to  the  surface  of  the  plates 
exposed  to  the  action  of  the  liquid. 

Let  it  be  assumed,  for  example,  that  E=i,  and  that  J?=i, 
when  a  pair  of  zinc  and  platinum  plates  an  inch  broad  and  six 
inches  long  is  immersed  in  diluted  acid  at  the  distance  of  one 
inch  asunder,  so  that  under  these  circumstances,  ^  =  i=i.  If  a 
pair  of  plates  six  inches  broad  and  six  inches  long,  also  at  a  dis- 
tance of  one  inch  apart,  be  immersed  iu  the  same  acid,  since  the 
resistance  is  inversely  as  the  surface  of  the  plates  immersed,  the 

E  1 

fraction  becomes  _k_  or  _L_  =  6  ;  or  the  cm*rent  is  increased  six- 

6  6 

fold  as  compared  with  the/ormer.  If  the  plates  be  each  cut  into 
six  similar  strips,  and  be  then  arranged  in  pairs,  as  represented  in 
fig.  224,  the  same  fraction  still  represents  the  result,  since  the 
relative  size  and  distance  of  the  plates  remain  unchanged  :  but  if 
the  plates  be  arranged  in  succession,  so  as  to  produce  a  compound 
circuit,  as  in  fig.  225,  the  fraction  becomes  ^|=:f  =  r ;  the  electro- 
motive force  is  increased  sixfold,  but  the  resistance  is  increased 
also  in  exactly  the  same  proportion.    The  quantity  which  uuder 
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these  eircumstances  circulates  through  the  connecting  wire  is  not 
greater  than  if  a  single  cell  only,  containing  a  pair  of  plates  one 
inch  broad  and  six  inches  long  were  employed. 

But  suppose  now  that  several  miles  of  wire,  such,  as  are  em- 
ployed in  telegraphic  communication^  be  introduced  into  the  two 
combinations  severally  represented  in  figs.  224  and  225  ;  r  now  ac- 
quires importance  ; — let  this  resistance  r  be  twentyfold  greater 
than  that  of  the  liquid  in  each  cell.     In  the  first  case  (with  the 

simple  circuit),  the  fraction  becomes  ii^^    l+2o~°  '-'49^ 

6  6 

second  (the  compound  circuit),  the  fraction  is  g^^,.=^:^=o*23  : 
so  that  although  in  both  cases  the  resistance  introduced  most 
materially  diminishes  the  current  which  enters  into  circulation, 
the  quantity  in  the  compound  circuit  is  now  five  times  as  great  as 
that  which  emanates  under  these  circumstances  from  the  simple 
circuit.  Indeed,  in  all  cases  where  great  resistances  external  to 
the  battery  have  to  be  overcome,  a  compound  battery  has  a  great 
advantage  over  the  simple  circuit.* 

(271)  Chemical  Decomposition. — It  is  important  to  remember 
that  the  current  which  circulates  through  each  cell  in  a  compound 
circuit  is  not  increased  by  the  arrangement,  if  the  connexion 
between  its  extremities  be  made  by  means  of  a  good  conductor ; 
if,  for  example,  50  similar  and  equal  cells  be  connected  in  succes- 
sion, and  be  united  by  a  stout  short  wire,  the  quantity  of  zinc 
which  would  be  dissolved  in  a  given  time  in  each  of  these  cells 
would  not  be  greater  than  that  which  would  be  consumed  in  a 
single  cell  of  the  same  size  in  the  same  time,  if  the  plates  which 
compose  it  were  connected  by  a  short  thick  wire. 

The  power  of  a  compound  circuit  is  shown  in  a  striking 
manner  when  some  liquid  such  as  diluted  sulphuric  acid  is  inter- 
posed in  the  course  of  the  conducting  wire.    The  experiments 


*  Let  n  —  the  number  of  the  plates  in  a  compound  circuit, 
„  ^=the  electro-motive  force. 
„  D  =  the  distance  between  the  plates. 
„   S  =  the  area  of  the  plates. 
„    1  =  the  length  of  the  conducting  wire. 
„    5  =  the  area  of  a  transverse  section  of  the  wire. 
The  fraction  which  represents  the  action  of  a  compound  battery  when  its 
extremities  are  connected  by  means  of  a  metallic  wire  of  uniform  diameter  is 

nE 

the  following:  «D^J_=  A.  In  this  expression      is  substituted  for  B,  (the  re- 
s  I 

sistance  in  each  cell  of  the  battery)  to  which  it  is  equivalent ;  since  B  is  directly 
as  the  distance  between  the  plates,  and  inversely  as  their  area,  or  surface, 
while  ~  represents  r. 
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which  elucidate  this  point  may  be  instructively  performed  by 
means  of  the  dissected  battery.  If  a  pair  of  platinum  plates, 
a,  b,  fig.  226,  be  immersed  in  the  acid  conducting-liquid  at  b,  and 


Fig.  226. 


connected  with  the  wires  proceeding  from  the  compound  circuit 
in  the  manner  represented  in  the  figure,  the  liquid  will  be  decom- 
posed, oxygen  will  be  given  off  from  one  plate,  a,  and  will  rise  in 
the  tube  o  ;  whilst  hydrogen  will  be  given  off  from  the  other  plate, 
b,  and  may  be  collected  in  the  tube,  h  ;  but  if  the  same  cells  be 
arranged  as  a  simple  circuit,  fig.  224,  no  such  effect  is  produced. 
By  the  introduction  of  the  liquid  conductor  at  b,  the  resistance 
is  very  greatly  increased,  such  a  resistance  being  moi'e  consider- 
able than  that  of  many  miles  of  wire.  But  this  is  not  all:  besides 
this  resistance,  a  new  counteracting  electro-motive  force  shows 
itself,  which  gives  rise  to  a  current  operating  in  a  direction  the 
reverse  of  that  in  the  battery.  This  force  is  due  to  the  oxygen 
and  hydrogen  which  are  separated  upon  the  platinum  plates,  and 
which,  as  has  been  explained  when  speaking  of  the  gas  battery 
(264),  is  very  considerable.  Experiment  shows  that  it  is  between 
two  and  three  times  as  powerful  as  the  electro- motive  force  of  a 
pair  of  zinc  and  platinum  plates  excited  by  diluted  sulphuric  acid. 
When,  therefore,  the  endeavour  is  made  to  decompose  the  diluted 
acid,  by  a  single  pair  of  zinc  and  platinum  plates,  however  large 
a  surface  they  may  present  to  the  action  of  the  exciting  liquid,  no 
visible  action  in  the  cell,  b,  ensues ;  a  momentary  decomposition, 
too  small  in  amount  to  be  perceived  by  the  eye,  produces  a  de- 
velopment of  oxygen  and  hydrogen  upon  the  two  platinum  plates, 
a,  b,  sufficient  to  oppose  an  effectual  barrier  to  the  transmission 
of  the  current.  Even  when  two  pairs  of  zinc  and  platinum  plates 
are  used,  the  energy  of  the  current  is  insufficient  to  effect  any 
visible  decomposition  ;  with  three  pairs  a  few  bubbles  of  gas  show 
themselves ;  and  with  a  more  numerous  series,  the  effects  in- 
crease rapidly,  till  at  length  a  point  is  gained,  beyond  which  no 
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advantage  is  obtained  by  increasing  the  number  of  cells  in  the 
battery. 

It  is  particularly  wortby  of  remark,  that  in  every  cross 
section  of  any  voltaic  circuit  at  a  given  instant,  the  quantity  of 
electricity  which  traverses  it  is  uniform  :  consequently,  the  same 
quantity  of  hydrogen  makes  its  appearance  upon  the  plate,  h,  of 
the  cell  B,  which  contains  the  liquid  for  decomposition,  as  is  dis- 
engaged and  collected  during  the  same  interval  from  each  plate 
in  the  battery  itself.  If  each  zinc  plate  of  the  battery  be  weighed 
before  the  experiment  is  begun  and  after  it  is  concluded,  it  will 
be  found  that  each  plate  has  lost  weight  to  an  equal  extent.  The 
interposition  of  the  liquid  at  b  may  occasion  a  great  reduction  in 
the  amount  of  electricity  which  is  thrown  into  circulation  :  but 
at  every  transverse  section  of  the  battery,  the  electricity  that  does 
circulate  is  uniform  in  quantity ;  and  the  measurement  of  the 
chemical  action,  whether  it  be  estimated  by  the  quantity  of  gas 
which  is  evolved  at  any  one  point,  or  by  the  quantity  of  zinc 
which  is  dissolved,  may  be  employed  as  a  sure  indication  of  the 
quantity  of  electricity  in  circulation :  in  other  words,  retardation 
of  the  current  by  the  liquid  conductor  is  necessarily  attended  with 
an  equal  retardation  in  the  conducting  wire,  and  in  each  cell  of 
the  battery  itself 

(273)  The  Voltameter. — The  foregoing  important  law  was  dis- 
covered by  Faraday.  As  one  of  its  consequences  he  was  enabled 
to  employ  a  decomposing  cell,  such  as  is  shown  at  b,  fig.  326,  as 
a  measure  of  the  voltaic  power  of  any  circuit :  such  an  instrument 
is  called  a  Voltameter.  For  each  65  milligrammes  of  zinc  dis- 
solved in  any  one  cell  of  the  battery,  18  milligrammes  of  water 
are  decomposed  in  the  voltameter;  whilst  2 2" 3 2  cubic  centimetres 
or  2  milligrammes  of  hydrogen,  and  ii"i6  cubic  centimetres  or 
16  milligrammes  of  oxygen,  at  0°  C.  and  760"""-  Bar.,  are  evolved 
upon  its  plates ;  at  the  same  time  2 2 "38  cubic  centimetres  of 
hydrogen  are  evolved 
from  every  platinum 
plate  in  the  cells  of 
the  battery.    A  more 

I  convenient    form  of 

'  voltameter  is  shown  in 

t  fig.  227.    It  consists 

(of  an  upright  glass 

(cell,  to  the  neck  of 

\  which  a  bent  tube,  c, 

tfor  the  conveyance  of 

1  N  N 
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the  disengaged  gases,  is  fitted  by  grinding;  the  vessel  is  filled  j 

with  diluted  sulphuric  aeid;  a,  h,  are  the  two  platinum  plates,  ,! 

each  of  which  is  connected  by  a  wire  which  passes  through  the  i 

foot  of  the  instrument^  to  a  mercury  cup,  by  means  of  which  ,i 

communication  can  be  made  with  the  wires  which  convey  the  :i 

current  from  the  battery :  oxygen  and  hydrogen  are  liberated  by  i 

the  action  of  the  current  upon  the  acidulated  water,  both  gases  n 

then  rise  to  the  surface  of  the  liquid,  and  are  conveyed  by  the  ii 

bent  tube,  c,  to  the  graduated  jar,  d,  which  stands  in  a  small  li 
pneumatic  trough."^ 

It  is  to  be  observed  that  the  action  of  a  simple  zinc  and  pla-  \\ 

tinum  battery  is  not  steady ;  it  gradually  declines,  and  before  the  ii 
acid  has  become  saturated  with  zinc,  the  current  almost  ceases. 
On  breaking  the  contact  of  the  conducting  wire  with  the  two 

ends  of  the  battery,  and  allowing  it  to  remain  disconnected  for  k 

a  few  minutes,  the  action  is  partially  restored ;  but  it  again  gra-  [j 

dually  declines  after  the  circuit  has  been  completed.    These  \{ 

effects  were  traced  by  Daniell  to  the  action  of  the  current  upon  v 

the  zincic  sulphate,  which  is  formed  in  each  cell  of  the  battery  p 
during  the  operation ;  the  zinc  salt  is  decomposed  in  the  manner 

shown  in  the  subjoined  diagram,  in  which  ZnSO^  represents  the  \ 

zincic  sulphate,  and  Pt  and  Zn  the  platinum  and  zinc  plates  of  j 
the  cell.     The  brackets  placed  ahove  the  symbols  indicate  the 
arrangement  of  the  particles  before  the  current  passes;  those 
below  show  the  change  produced  by  the  voltaic  action : — 

Pt  Zn  SO4  Zn  SO4  Zn 

In  this  manner  metallic  zinc  becomes  reduced  or  deposited 
upon  each  platinum  plate,  and  the  power  of  the  battery  is  arrested 
when  the  two  surfaces  which  are  opposed  become  virtually  zinc 
and  zinc  instead  of  platinum  and  zinc.  This  evil  may  be  obviated 
by  interposing  a  porous  diaphragm  between  the  two  plates,  as  in 
the  batteries  of  Daniell  and  of  Grove  (265,  266) ;  in  these  cases 
a  sufficient  communication  between  the  zinc  and  the  copper  or 
the  platinum  plates,  is  still  kept  up  by  means  of  liquid  through 
the  pores  of  the  diaphragm,  but  the  zincic  sulphate  is  prevented 
from  mixing  with  the  liquid  which  is  in  contact  with  the  copper 
or  the  platinum. 


*  At  low  temperatures  the  proportion  of  oxygen  evolved  is  always  a  little 
below  the  calculated  quantity,  owing  to  the  retention  of  a  small  quantity  by  the 
acid  liquid  in  the  voltameter,  in  the  form  of  liydric  peroxide  {H,,0., ):  the  larger 
the  positive  electrode  employed,  the  greater  is  the  diminution  of  the  oxygen. 
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(273)  Further  Application  of  Ohm's  Theory. — All  the  pheno- 
mena of  compound  circuits  admit  of  ready  calculation  by  the 
application  of  Ohm's  law ;  for  instance,  if  n  represent  the  num- 
ber of  the  plateSj  the  expression  for  any  compound  series,  the 
cells  of  which  are  similar  in  nature  and  equal  in  size,  becomes 
-^^  =  A  ;  since  in  each  cell  not  only  is  a  new  electro-motive 
force  introduced,  but  at  the  same  time  a  new  resistance.  Provided 
that  the  exterior  resistance  is  such  as  would  be  offered  by  a 
metallic  wire  which  may  be  even  many  miles  in  length,  it  is  pos- 
sible exactly  to  double  the  current  by  doubling  the  number  of 
cells,  if  at  the  same  time  the  size  of  the  plates  be  doubled ;  for 

inR    =       .     But  if,  when  the  number  of  cells  is  doubled 

— 2 — t-r     nR+r  ' 

and  the  surface  of  the  plates  also  is  doubled,  a  voltameter  be 
employed  to  measure  the  current,  instead  of  introducing  a  wire 
as  the  exterior  resistance,  the  current  measured  by  the  volta- 
meter is  not  found  to  be  doubled,  as  might  naturally  have  been 
expected :  this  difference  arises  from  the  counter  current  which,  is 
produced  in  the  voltameter  itself,  by  the  accumulation  of  the 
oxygen  and  hydrogen  upon  its  plates.  Call  this  counter  current 
e,  and  the  formula  becomes  ^-^r^. 

The  values  both  of  e,  (the  counter  current  offered  by  the  volta- 
meter,) and  r,  which,  if  short  thick  conducting  wires  be  used,  is 
virtually  the  resistance  of  the  voltameter  itself,  may  be  very 
simply  estimated  in  the  way  proposed  by  Wheatstone.  This 
method  consists  in  comparing  two  experiments  in  which  the 
resistances  remaining  the  same,  the  electro-motive  foi"ces  alone 
vary.  Upon  the  supposition  that  the  voltameter  merely  offers  an 
increased  resistance  without  introducing  any  counteracting  electro- 
motive force,  five  single  cells  should  produce  a  result  equal  to 
half  that  obtained  by  the  use  of  ten  cells  of  double  size ;  but  by 
experiment,  the  effects  as  measured  by  the  voltameter  are  as 
6  :  20.  Comparing  these  effects  with  the  arrangements  which 
produce  them,  we  obtain  the  following  proportion,  from  which 
the  value  of  e  is  deduced  in  terms  of  E : — 

WE~e  g 

i^+r  •  sTrTt  ••    20  :  6 ;  therefore  e  =  2^  E. 

The  resistance  r  of  the  voltameter  may  be  calculated  with  equal 
ease  ;  for  taking  two  similar  batteries,  each  composed  of  ten  cells, 
but  in  one  of  which  the  plates  are  exactly  double  the  size  of  those 
in  the  other,  the  electro-motive  forces  will  continue  the  same 
while  the  resistance  alone  will  vary.  Under  these  circumstances 
the  experimental  results,  furnished  by  the  voltameter  in  equal 

N  N  3 
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times,  were  as  12-5  :  20;  and  jj^l^  :  UTir;;  :  :  12-5  :  20;  there- 

2 

fore  r  =  3|  R.  By  substitutiag  in  the  formula  the  values  for  e 
and  r  thus  obtained  by  experiment,  the  results  for  any  given 
number  of  cells  may  be  calculated ;  and  on  comparing  the  values 
obtained  by  such  calculation  with  the  numbers  furnished  by 
actual  experiment,  Daniell  {Phil.  Trans.  1842,  146)  obtained  the 
following  results : — 


Number  of  Cells 

3 

4 

5 

10 

15 

20 

Gas  calculated  

B 
8 

3* 

6 

Cubic  in. 

Gas  observed   

li 

3^ 

6 

I2i 

i5i 

17^ 

Cubic  in. 

Any  alteration  in  the  size  of  the  plates  of  the  voltameter  neces- 
sarily alters  the  resistance  which  it  offers  to  the  current,  and  the 
influence  of  this  change  in  the  voltameter  is  most  perceptible 
when  a  battery  consisting  of  a  few  plates  which  expose  a  large 
surface  is  employed. 

The  preceding  considerations  will  render  it  evident  that  no 
general  answer  can  be  given  to  the  question,  '  What  number  of 
cells  should  a  battery  contain  in  order  that  it  may  produce  the 
greatest  current  ?'  The  electro-motive  force,  E,  varies  in  amount 
with  the  kind  of  battery  which  is  used;  the  values  for  R  and  r 
will  also  vary  with  the  varying  circumstances  of  the  experiment. 
It  is  found  that  every  difl'erent  arrangement  requires  the  employ- 
ment of  a  distinct  number  of  cells  in  order  to  obtain  from  it  the 
maximum  effect  with  the  least  expenditure  of  zinc.  This  number 
will  vary  even  with  the  same  form  of  battery,  according  to  the 
size  of  the  battery  plates,  the  length  of  wire  in  the  circuit,  and  the 
nature  of  the  liquid  conductor  in  the  decomposing  cell.  It  may 
be  stated,  however,  as  a  general  principle,  that  the  most  advan- 
tageous effect  is  obtained  when  the  value  of  A,  in  the  formula 
^^^=^,  most  nearly  approaches  o'  ^,  E  and  R  each  being  =  1 : 
in  other  words,  the  advantage  is  greatest  when  the  exterior  resis- 
tances— viz.,  those  of  the  conducting  wire  and  voltameter  together — 
are  equal  to  the  sum  of  the  resistances  due  to  the  battery  itself ; 
it  may  therefore  be  concluded  that  when  the  exterior  resistance 
is  trifling,  as  usually  occurs  .when  the  circuit  is  metallic  and  not 
of  very  great  length,  little  or  nothing  is  gained  by  employing  a 
large  number  of  cells ;  two  or  three  plates  of  large  surface  being 
the  best  under  such  circumstances ;  but  that  where  a  considerable 
chemical  resistance  is  to  be  overcome,  power  is  gained  by  employ- 
ing a  series  numerous  in  proportion  to  the  resistance  so  iutro- 
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duced.  In  no  case,  however,  is  it  possible  by  the  use  of  a  series 
of  plates  of  uniform  dimensions,  even  if  of  unlimited  number,  to 
produce  in  any  transverse  section,  such  as  an  included  voltameter, 
a  chemical  action  greater  in  amount  than  that  which  would  occur 
in  a  single  cell  of  the  arrangement  in  which  the  circuit  was  com- 
pleted by  a  stout  metallic  wire. 

(274)  Wheatstone's  Rheostat  and  Resistance  Coils. — Guided  by 
the  principles  which  have  just  been  explained,  Wheatstone  {Phil. 
Trans.  1843,  303)  contrived  an  apparatus  termed  the  Rheostat,  hj 
which  measured  amounts  of  resistance  may  be  iiitroduced  into 
the  voltaic  circuit :  if  the  effect  which  such  added  resistance  has 
upon  the  amount  of  the  current  in  circulation  be  measured,  the 
different  values  of  E,  R,  and  r  in  diflPerent  arrangements,  may  be 
deduced  by  a  simple  calculation. 

The  rheostat  is  represented  in  fig.  228:  ^  is  a  cylinder  of  well-baked  wood, 
inch  (4  centimetres)  in  diameter  and  6  inches  (15  centimetres)  in  length;  it 
turns  easily  upon  a  horizontal  axis:  on  this  cylinder  a  spiral  groove  is  cut,  the 
thread  of  which  contains  40  turns  to  the  inch.    This  groove  runs  from  one  end 
of  the  cylinder  to  the  other,  and  in  it  is  coiled  a  brass  wire         inch  (o'25™™") 

Fig.  228. 


in  diameter ;  A  is  a  brass  cylinder,  placed  parallel  to  g,  and  equal  to  it  in  dia- 
meter; the  thin  wire  upon  ff  in  connected  at  the  end  i  with  a  brass  ring,  and 
at  the  other  extremity  is  attached  to  the  cylinder  h ;  at  z  is  a  metallic  spring, 
one  end  of  which  is  connected  with  a  binding  screw,  and  the  other  end  of  which 
rests  against  the  braes  ring,  and  effects  the  communication  with  one  wire  of  the 
battery :  m  is  a  movable  key,  by  which  the  wire  can  be  wound  upon  the  brass 
cylinder,  or  by  transferring  the  key  to  the  axis  of  cf,  it  can  be  unwound  from  h, 
and  returned  to  the  wooden  cylinder,  (/.  In  consequence  of  the  non-conducting 
quality  of  dry  wood,  the  coils  of  wire  on  the  wooden  cylinder  are  insulated  from 
each  other,  so  that  the  current  traverses  the  whole  length  of  the  wire  coiled  upon 
this  cylinder,  but  the  coils  not  being  insulated  from  each  other  on  the  brass 
cylinder,  the  current  immediately  passes  from  the  point  of  contact  to  the  brass 
spring  at  k,  which  is  in  communication  with  the  other  wire  from  the  battery. 
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A  scale  is  placed  between  the  two  cylinders  for  the  convenience  of  counting  the 
number  of  coils  unwound,  and  the  fractions  of  a  turn  are  read  oif  upon  a  gra- 
duated circle,  which  is  traversed  by  an  index  attached,  as  is  shown  in  the  figure, 
to  the  axis  of  the  cylinder,  g. 

Wheatstone  took  as  liis  standard  of  resistance,  the  resistance 
produced  by  a  copper  wire  i  foot  of  which  is  exactly  loo  grains.* 
It  is  sometimes  necessary  to  be  able  to  introduce  an  amount  of 


*  The  conductivity  of  copper,  however,  varies  so  greatly,  owing  to  the  pre- 
sence of  slight  impurities,  that  it  is  unfitted  for  this  purpose  (p.  559).  The  ques- 
tion of  a  standard  of  resistance  has  been  made  the  subject  of  a  series  of  laborious 
investigations  by  a  committee  of  the  British  Association,  and  in  1865  they 
issued  a  report  from  which  we  extract  the  most  important  conclusions  {Brit. 
Association  Report,  1865,  308).  It  will  be  seen  that  they  consider  that  the 
problem  is  practically  solved: — 

"  The  Report  for  the  year  1864  announced  the  completion  of  the  experiments 
determining  the  resistance  in  absolute  measure  of  a  certain  coil  of  German- 
silver  wire.  Taking  this  coil  as  the  basis.  Dr.  Matthiessen,  assisted  by  Mr.  C. 
Hockin,  prepared  ten  standards,  each  expressing  the  British  Association  unit  of 
electrical  resistance ;  two  of  these  standards  are  coils  of  platinum  wire,  two  are 
coils  of  wire  drawn  from  a  gold-silver  alloy,  two  are  coils  of  wire  drawn  from  a 
platinum-iridium  alloy  ;  and  the  remaining  two  are  tubes  of  mercury. 

"  The  wires  employed  in  the  coils  are  from  0*5  millim.  to  o"8  millim.  dia- 
meter, and  range  from  one  to  two  metres  in  length.  They  are  insulated  with 
white  silk,  and  are  wound  round  a  long  hollow  bobbin  of  brass.  The  wires  are 
imbedded  in  solid  paraffin,  and  enclosed  in  a  thin  brass  case,  which  allows  the 
coils  to  be  plunged  in  a  bath  of  water  by  which  their  temperature  may  be 
conveniently  regulated  and  observed.  Two  short  copper  terminals  project  from 
the  case  and  are  forked  at  their  ends,  so  that  they  may  be  connected  with  the 
Wheatstone's  balance  in  the  manner  recommended  by  Professor  W.  Thomson, 
avoiding  the  error  due  to  the  possible  resistance  of  connexions.  The  mercury 
standards  consist  of  two  glass  tubes  about  three-quarters  of  a  metre  in  length. 

"  These  ten  standards  are  equal  to  one  another  and  to  the  British  Association 
unit,  at  some  temperature  stated  on  the  coil  or  tube,  and  lying  between  14°' 5 
and  i6°-5  C. 

"  None  of  them,  when  correct,  differ  more  than  0*03  per  cent,  from  their 
value  at  I5°"5  C. 

"  In  the  choice  of  the  material  of  which  the  standards  are  constructed,  the 
committee  have  been  much  assisted  by  the  experiments  on  permanency  made  by 
Dr.  Matthiessen. 

"  Silver  and  copper  were  found  to  alter  in  their  resistance  simply  by  age. 
German  silver  was  also  found  to  alter  in  some  cases. 

"  These  materials  had  therefore  to  be  rejected.  Gold  appears  constant,  but 
owing  to  its  low  specific  resistance  a  considerable  length  would  have  been 
required,  unless  a  wire  had  been  adopted  of  very  small  diameter.  This  was  not 
thought  desirable,  for  several  reasons;  any  slight  decay  or  injury  in  the  surface 
of  a  small  wire  would  cause  much  greater  alteration  in  the  resistance  than  the 
same  injury  to  a  large  wire.  A  small  wire  would  be  more  liable  to  mechanical 
injury,  and  would  be  much  more  rapidly  heated  by  the  passage  of  currents. 
Tiie  committee  having  ri-jected  small  wires  for  these  reasons,  thought  it  un- 
necessary to  incur  the  expense  of  a  large  and  thick  gold  wire.  The  great  change 
of  resistance  caused  by  a  change  of  temperature  furnished  another  reason  lor 
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resistance  into  a  circuit  much  greater  tlian  can  be  effected  by 
means  of  the  rheostat.  For  this  purpose  Wheatstone  employed 
the  Resistance  Coils,  showu  at  d,  fig,  238.  These  coils  are  com- 
posed of  fine  copper  wire  viir  of  an  inch  (o-ia;"^""-)  in  diameter, 
carefully  insulated  by  covering  them  with  silk ;  two  of  the  coils 


rejecting  gold  and  other  pure  metals.  One  pair  of  standards  was,  however, 
made  of  platinum,  which  appeared  the  most  suitable  of  all  the  pure  metals. 
Platinum  and  the  three  alloys  named  appear  all  to  be  very  constant,  that  is  to 
say,  their  resistance  is  not  altered  by  age,  or  even  by  being  subjected  to  consi- 
derable heat  and  recooled. 

"  These  materials  also  possess  considerable  mechanical  strength ;  they  are 
not  easily  injured  by  chemical  action,  they  have  considerable  specific  resistance, 
and  that  resistance,  in  the  ease  of  the  three  alloys,  changes  little  with  a  change 
of  temperature. 

"  It  is  of  course  impossible  to  say  with  certainty  that  their  resistance  will  not 
vary  with  time,  but  it  is  most  unlikely  that  the  resistance  of  all  will  vary  in  the 
same  ratio  

"  Dr.  Siemens  was  the  first  person  who  produced  numerous  sets  of  coils 
accurately  adjusted;  and  although  unable  to  recommend  the  adoption  of  his 
unit  of  resistance,  the  committee  once  more  take  an  opportunity  of  expressing 
their  sense  of  the  high  value  of  Dr.  Siemens's  researches  on  the  reproduction 
of  units  by  means  of  mercury.  Dr.  Siemens  is  confident  that  a  unit  can  be 
and  has  been  reproduced  by  means  of  mercury  with  an  accuracy  of  0*05  per 
cent. ;  but  meanwhile,  the  chief  security  for  the  permanency  of  the  unit  con- 
sists in  the  preservation  of  standards  constructed  in  various  ways  and  of  various 
materials. 

"  The  mercury  tubes  furnish  an  additional  security.  A  molecular  change 
may  occur  in  the  wires,  that  is  to  say,  they  may  become  of  harder  or  softer 
temper,  they  may  be  injured  chemically  in  course  of  time  by  some  action  on 
their  surface  ;  it  is  just  possible  that  the  repeated  passage  of  currents  may 
alter  them  in  some  way,  although  we  have  no  reason  as  yet  to  expect  such  an 
alteration. 

"  Mercury  is  free  from  all  these  objections.  Its  temper  cannot  vary,  and  as 
it  would  be  purified  afresh  on  each  occasion,  it  will  be  chemically  uninjured. 

"  On  the  other  hand,  some  fresh  dangers  may  occur  iu  its  use.  The  tubes 
themselves  may  alter  in  time,  or  the  mercury  may  not  always  be  absolutely 
pure.  Absolute  security  cannot  be  had,  but  the  choice  of  a  variety  of 
materials  will  probably  prevent  any  serious  alteration  from  occurring  without 
detection. 

"  The  copies  which  have  been  issued  are  similar  in  form  to  the  standard 
coils,  but  the  terminals  are  simple  thick  copper  rods,  intended  to  be  dipped  in 
mercury  cups.  The  security  given  by  this  mode  of  connexion  is  sufficient  for  all 
ordinary  purposes,  and  it  was  feared  that  the  use  of  the  double  terminals  might 
not  be  everywliere  understood.  The  platinum  silver  alloy  has  been  used  in  all 
the  copies.  Wire  made  of  this  alloy  is  very  strong  and  ductile.  It  can,  for 
instance,  be  drawn  down  to  a  diameter  of  o'ooo2  inch.  Its  resistance  is  not 
permanently  altered  even  by  a  great  change  of  temperature,  and  even  annealing 
hardly  affects  it.  Moreover,  the  change  in  its  resistance,  due  to  a  variation  of 
I  C,  is  at  ordinary  temperatures  only  0*032  per  cent.,  being  less  than  that  of 
any  other  alloy  tested.  It  is  also  a  commercial  alloy,  which  has  been  long  used 
by  dentists," 
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are  50  feet  in  length,  the  others  100,  200,  400,  and  800  feet 
long.  The  ends  of  each  coil  are  attached  to  short  thick  wires, 
fixed  to  the  upper  faces  of  the  cylinders,  which  serve  to  combine 
all  the  coils  into  one  continued  length  of  1600  feet  (487-67  metres) 
of  wire.  Two  wires  proceed  from  the  extremities  of  the  coils  by 
which  they  are  united  to  the  circuit.  On  the  upper  face  of  each 
cylinder,  is  a  double  brass  spring,  movable  round  the  centre,  so 
that  its  ends  can  be  made  to  rest  upon  the  thick  brass  wires,  or 
can  be  removed  from  them  at  pleasure.  When  the  spring  rests 
upon  the  wires,  the  current  passes  through  the  spring  instead  of 
through  the  coil ;  but  when  the  spring  rests  upon  the  wood,  the 
current  must  pass  through  the  coil.  In  the  figure,  all  the  springs 
are  shown  as  resting  upon  the  wires :  in  this  case  none  of  the 
coils  are  included  in  the  circuit,  but  by  turning  the  spring  of  any 
particular  coil,  50,  100,  200,  or  400  feet  of  wire  can,  in  a 
moment,  be  introduced  into  the  circuit. 

The  following  is  Wheatstone^s  description  of  his  method  of 
ascertaining  the  sum  of  the  electro-motive  forces  in  any  voltaic 
circuit  or  circuits  : — 

'  In  two  circuits  producing  equal  electro-motive  (or  voltaic) 
effects,  the  sum  of  the  electro-motive  forces,  divided  by  the  sum  of 
the  resistances  is  a  constant  quantity ;  i.e.,  f =^  :  if  E  and  R  be 
proportionately  increased  or  diminished,  A  will  obviously  remain 
unchanged.  Knowing,  therefore,  the  proportion  of  resistances  in 
two  cii'cuits  producing  the  same  effect,  we  are  able  immediately 
to  infer  that  of  the  electro-motive  forces.  But  as  it  is  difficult  in 
many  cases  to  determine  the  total  resistance,  consisting  of  the 
partial  resistances  of  the  rheomotor  [or  voltaic  combination]  itself, 
the  galvanometer,  the  rheostat,  &c.,  I  have  recourse  to  the  fol- 
lowing simple  process : — Increasing  the  resistance  of  the  first 
circuit  by  a  known  quantity,  r,  the  expression  becomes  In 
order  that  the  effect  in  the  second  circuit  shall  be  rendered  equal 
to  this,  it  is  evident  that  the  added  resistance  must  be  multiplied 
by  the  same  factor  as  that  by  which  the  electro-motive  forces  and 
the  original  resistance  are  multiplied ;  for  ^7§^=„^^-  The 
relations  of  the  length  of  the  added  resistances  r,  and  n  r,  which 
are  known  immediately,  give  therefore  those  of  the  electro-motive 
forces.' — [Phil.  Trans.  1843,  313.) 

Suppose,  for  example,  it  be  desired  to  compare  the  electro- 
motive force  obtained  from  a  single  pair  of  zinc  and  copper  plates 
in  one  of  DanielFs  cells,  with  that  of  two  pairs  of  the  same  com- 
bination, the  following  will  be  the  mode  of  conducting  the  experi- 
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ment: — Interpose  the  rteostat  (fig.  228)  and  the  galvanometer,  b, 
in  the  circuit  obtained  from  the  single  cell,  c ;  then,  by  coiling  or 
uncoiling  the  wire  of  the  rheostat,  bring  the  needle  exactly  to  45°. 
Next  uncoil  the  wire  of  the  rheostat,  and  count  the  number  of 
turns  required  to  bring  the  needle  to  40°.  Suppose  35  turns  are 
required  :  this  number  of  turns  may  be  taken  to  represent  the 
electro-motive  force  of  the  combination.  Now  introduce  the  two 
cells,  arranged  as  a  compound  circuit,  instead  of  the  single  cell 
at  c.  Bring  the  needle  as  before  to  45°,  interposing  one  or  more 
of  the  resistance  coils  at  d,  if  needed,  by  turning  the  spring  upon 
the  wood  of  the  reels,  and  complete  the  adjustment  by  coiling  or 
uncoiling  the  wire  of  the  rheostat.  Again  uncoil  the  wire  of  the 
rheostat  until  the  galvanometer  needle  stands  at  40°.  Seventy 
turns,  or  twice  the  number  previously  required  to  produce  this 
eflFect,  will  now  be  needed.  The  electro-motive  forces  in  the  two 
cases  are  therefore  as  35  to  70,  or  as  i  :  2.  If  instead  of  arranging 
the  two  cells  as  a  compound  circuit  the  zinc  plate  be  connected 
with  the  other  zinc  plate  and  the  copper  with  the  copper,  so  as  to 
form  a  single  circuit,  it  would  have  required  the  interposition  of 
a  greater  resistance  to  reduce  the  needle  to  45°  to  start  with  than 
when  one  cell  only  was  used ;  but  only  35  turns  of  the  rheostat 
would  be  needed  to  bring  the  needle  down  to  40°.  This  last  ex- 
periment shows  that  the  electro-motive  force  is  not  altered  by 
increasing  or  diminishing  the  size  of  the  plates. 

The  electro-motive  force  of  any  combination  may  by  means 
of  this  arrangement  be  compared  with  any  one  selected  as  a 
standard  :  it  was  in  this  way  that  the  results  on  the  comparison 
of  the  electro-motive  effects  of  platinum,  zinc,  and  potassium  (260) 
were  obtained. 

Processes  of  Voltaic  Discharge. 

(275)  Having  now  reviewed  the  principal  circumstances  which 
influence  or  exalt  the  activity  of  the  voltaic  battery,  we  may  pro- 
ceed to  examine  the  phenomena  which  are  manifested  when  a 
powerful  combination  is  brought  into  action  by  connecting  its 
opposite  extremities.  Voltaic  action  is  exhibited  only  during  the 
process  of  discharge,  for  the  current  is  a  continuous  succession  of 
discharges  of  the  electricity  developed  and  maintained  by  the  con- 
tact and  chemical  action  of  the  materials  employed  in  the  con- 
struction of  the  battery.  The  discharge  of  the  voltaic  battery 
may,  like  that  of  the  ordinary  machine,  be  considered  under  three 
heads — viz.,  the  discharge  by  conduction,  as  when  the  circuit  is 
completed  by  a  wire  or  other  good  solid  conductor ;  the  discharge 
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by  disruption,  in  which  case  a  luminous  appearance  is  exhibited 
through  a  short  interval  of  non-conductiug  matter  ;  and  the  dis- 
charge by  convection,  which  takes  place  in  liquids,  and  is  accom- 
panied by  chemical  action  and  transference  of  the  particles  of  the 
conductor. 

(276)  Conduction. — In  all  cases  where  electricity  is  in  motion, 
whether  it  be  excited  by  chemical  action,  as  in  the  voltaic  pile,  or 
by  friction,  as  in  the  common  electrical  machine,  the  current  is 
conveyed  by  the  entire  thickness  of  the  conductor ;  the  electricity 
is  not  confined  to  the  surface,  as  occurs  when  the  electricity  is 
at  rest,  and  produces  effects  by  induction  only.  In  the  case  of 
the  voltaic  current  as  well  as  in  the  momentary  discharge  of  the 
Leyden  battery,  by  far  the  greater  portion  of  the  induction  occurs 
between  one  transverse  section  of  the  conductor  and  the  adjacent 
sections  immediately  before  and  behind  it ;  and  but  a  small  por- 
tion of  the  induction,  sufficient  however  to  be  distinctly  manifest, 
is  diverted  to  surrounding  objects.  By  reducing  the  thickness 
of  the  conducting  material,  a  large  quantity  of  the  current  is 
compelled  to  traverse  a  given  number  of  conducting  particles  in 
the  same  time,  and  a  great  elevation  of  temperature  is  thus  pro- 
duced. The  heat  may  rise  sufficiently  high  to  cause  ignition  of 
the  wire,  and  this  ignition  may  be  produced  at  any  point  of  the 
circuit,  so  as  to  produce  the  explosion  of  a  charge  of  gunpowder 
sunk  in  the  depths  of  the  ocean  or  buried  within  the  recesses  of 
a  mine ;  the  operations  of  blasting  may  thus  be  made  to  assume 
a  degree  of  certainty  and  of  safety  hitherto  unattained  by  other 
means,  since  the  moment  at  which  the  discharge  shall  take  place 
is  absolutely  under  control. 

Elevation  of  temperature  diminishes  the  conductivity  of  the 
metals :  a  good  experimental  proof  of  this  fact  is  afforded  by 
transmitting  through  a  platinum  wire  a  voltaic  current  of  sufficient 
strength  to  raise  the  wire  to  a  dull  red  heat ;  and  whilst  the  current 
is  still  passing,  igniting  a  loop  of  the  wire  in  the  flame  of  a  spirit 
lamp ;  the  temperature  of  the  other  part  immediately  falls,  owing 
to  the  diminished  quantity  of  electricity  which  traverses  it,  in  con- 
sequence of  the  increased  resistance  offered  to  the  passage  of  the 
current  by  the  strongly  ignited  part  of  the  wire.  If  a  loop  of  the 
wire  be  cooled  by  immersion  in  water,  the  opposite  effect  is  pro- 
duced ;  for  in  this  case  the  reduction  of  temperature  at  one  point 
enables  a  larger  current  of  electricity  to  pass  through  the  wire, 
which  may  thus  be  raised  to  a  heat  approaching  its  point  of  fusion. 
The  power  of  a  voltaic  combination  may  be  roughly  estimated  by 
the  number  of  centimetres  of  platinum  wire  of  uniform  diameter, 
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which  it  will  heat  to  redness  :  the  same  quantity  of  electricity  is 
trausmitted  in  equal  intervals  of  time  through  wire  of  the  same 
temperature,  whether  it  be  a  centimetre  only  or  a  metre  or  more 
in  length :  but  the  increased  length  which  the  stronger  current 
will  ignite  measures  the  increase  in  tension  of  the  electric  dis- 
charge. Dr.  Siemens  has  constructed  a  thermometer  depending 
on  the  diminution  of  the  conductivity  of  a  platinum  wire  by  arise 
of  temperature  {Proc.  Roy.  Soc.  1871,  xix.  443). 

The  conductivity  of  the  different  metals  for  electricity  varies 
nearly  in  the  same  order  as  their  conductivity  for  heat ;  but  it 
is  remarkable  that  charcoal,  though  so  bad  a  conductor  of  heat, 
transmits  electricity  with  great  facility.  The  measurement  of 
the  conductivity  of  solids  and  of  liquids  for  electricity  has 
occupied  the  attention  of  many  distinguished  philosophers.  An 
ingenious  method  was  proposed  many  years  ago  by  Becqnerel, 
who  constructed  a  differential  galvanometer,  in  which  the  needles 
were  surrounded  by  two  insulated  copper  wires  of  equal  length 
and  diameter  ;  they  were  coiled  in  the  usual  way,  and  formed  two 
independent  circuits,  so  that  the  galvanometer  had  four  termina- 
tions instead  of  two.  When  two  perfectly  equal  currents  were 
transmitted,  one  through  each  wire  in  opposite  directions,  they 
exactly  neutralized  each  other  in  their  effect  upon  the  needle, 
which  therefore  remained  stationary ;  but  if  either  current  pre- 
ponderated, a  corresponding  deviation  of  the  needle  was  occa- 
sioned. To  use  the  instrument,  a  small  voltaic  combination  was 
connected  with  the  galvanometer,  two  wires  passing  from  each 
pole,  so  as  to  divide  the  current  into  two  exactly  equal  portions, 
one  being  transmitted  through  one  of  the  coils,  the  other  through 
the  second  coil  in  the  opposite  direction.  Wires  of  the  different 
metals  were  then  introduced  into  the  two  circuits.  If  into  either 
circuit  a  conductor  of  inferior  power  were  introduced,  the  current 
in  that  circuit  was  proportionately  diminished,  and  the  needle  was 
disturbed;  but  the  equilibrium  could  be  restored  by  increasing 
the  length  of  the  wire  in  the  other  circuit ;  then  by  comparing 
the  lengths  of  the  two  wires  thus  introduced,  their  relative  con- 
ductivity could  be  inferred.  By  means  of  this  instrument, 
conjoined  with  the  use  of  Wheatstone's  rheostat,  Ed.  Becquerel 
was  enabled  to  measure  the  conductivity  of  a  number  of  wires 
of  different  metals  with  precision  {Ann.  Chim.  Phys.  1846  [3], 
xvii.  242),  The  relative  conductivities  of  the  wires  were  obtained 
by  ascertaining  the  lengths  of  the  rheostat  wire,  which  was  re- 
quired to  restore  the  equilibrium,  when  wires  of  different  metals 
were  employed.    In  fig,  229  is  exhibited  the  arrangement  adopted 
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in  these  exioerimcnts.  g  is  the  differential  galvanometer  with  its 
four  wires,  i  and  3  being  the  terminations  of  one  coil,  2  and  4 
those  of  the  other  coil ;  ii,  a  voltaic  pair ;  the  rheostat ;  and  w, 
the  metallic  wire  the  resistance  of  which  is  to  be  measured.  This 
wire  is  stretched  and  insulated  between  two  binding  clamps,  a  and 
B  j  s  s,  is  a  copper  scale,  with  linear  subdivisions  for  measuring  the 
length  of  the  wire  which  is  included  in  the  circuit ;  d  is  a  sliding 

Fig.  229. 


clamp  of  copper,  which  can  be  made  to  move  in  either  direction 
along  the  scale  s,  and  can  be  connected  with  to,  at  any  desired  point, 
by  the  clamp  at  d.  Suppose  the  resistance  of  a  certain  length  of 
the  wire  w  is  to  be  measured.  The  current  from  h  is  divided 
into  two  portions  so  as  to  send  each  in  opposite  directions  through 
the  galvanometer.  One  half  of  the  battery  current  is  made  to 
pass  along  the  wire  / //,  up  the  clamp  n,  and  through  part  of  the 
wire  w ;  the  other  half  is  transmitted  through  the  rheostat,  in 
the  direction  shown  by  the  arrows.  By  coiling  or  uncoiling  the 
wire  of  the  rheostat,  the  two  circuits  are  rendered  exactly  equal, 
so  that  the  needle  of  the  galvanometer  shall  stand  at  0°.  Now, 
if  D  be  undamped,  and  it  be  caused  to  slide  through  a  definite 
distance,  say  300"™*  towards  u,  the  equilibrium  of  the  galvano- 
meter will  be  destroyed  ;  since  the  resistance  in  w  is  increased, 
whilst  that  in  the  rheostat  remains  unaltered ;  but  by  uncoiling 
the  wire  of  the  rheostat,  additional  resistance  can  be  introduced 
into  the  circuit  of  which  it  forms  a  part ;  the  equilibrium  may 
thus  be  again  restored,  and  the  resistance  of  300°""-  of  w  will  be 
given  by  counting  the  number  of  coils  of  the  rheostat  required. 
The  comparative  resistances  of  any  number  of  different  wires  in- 
troduced at  w  may  thus  be  readily  ascertained. 

The  following  table  exhibits  the  conductivities  of  wires  of 
equal  length  and  diameter  of  various  metals  as  determined  by  this 
process.  The  mercury  was  placed  in  a  glass  tube  of  uniform 
diameter. 

These  metals  were  carefully  purified  and  well  annealed.  It 
was  found  that  annealed  metals  conducted  better  than  those  which 
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had  not  undergone  this  process.  If  hard  drawn  silver,  for  instance, 
have  a  conductivity  of  100,  the  same  wire  when  annealed  will 
have  a  conductivity  of  108-57  (Matthiessen).  The  effect  even  of 
a  moderate  elevation  of  temperature  in  reducing  the  conductivity 
for  the  time  being  is  very  considerable,  as  will  be  evident  by 
comparing  the  second  column  of  figures  in  the  table  with  the 
first. 


Electric  Conductivity  of  Metals.    (E.  Becquerel,  Ann.  Chim. 
Phys.  1846  [3],  xvii.  266.) 


Metals  employed. 

At  0°  C. 

Conductivity  at  ioo°  C. 

Loss  per  cent, 
each  metal 
beiiiff  100  at 
o°C. 

SUver  at  o° 
=  100. 

Silver  at  o°  C. 
=  100. 

Silver  at  ioo° 
=  100. 

Silver   

100 

71-316 

100 

28-7 

Copper   

64-919 

91-030 

29-1 

Gold  

64"96o 

48-489 

67-992 

25'4 

Cadmium  

24579 

1 7  506 

24 '547 

28-8 

Zinc  

24-063 

17  596 

24673 

26-9 

Tin  

14014 

8-657 

12-139 

38-2 

Iron  

12  350 

8-387 

11-760 

32-1 

Lead  

8-277 

5  76r 

8-078 

30-4 

Platinum  

7'933 

6-688 

9'378 

15-7 

Mercury  

17387 

1575 

2  208 

94 

The  measurement  of  electric  conductivity  may  be  attained 
more  simply  by  the  use  of  the  instrument  known  as  Wheatstone's 
bridge,  combined  with  a  single  galvanometer  of  ordinary  con- 
struction. This  method  is  now  extensively  employed  for  the 
measurement  of  the  conductivities  of  wires  for  telegraphic  pur- 
poses {Phil.  Trans.  1843,  323)-  The  principle  of  the  instrument 
will  be  understood  with  the  aid  of  the  following  diagram  : — 


Fig.  230. 
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Upon  a  slab  of  mahogany,  m  m,  are  fastened  four  stout  copper 
wires,  c  a,  c  b,  z  a,  z  b,  the  extremities  of  which  are  attaclied  to 
binding-screws.  The  binding-screws  z  and  c  are  to  be  connected 
with  the  electrodes  of  a  voltaic  combination,  v  ;  the  screws  a  and  b 
are  to  be  attached  to  the  terminal  M'ires  of  the  galvanometer,  g. 
Suppose,  first,  the  four  wires  to  be  of  equal  length  and  thickness, 
and  to  be  continuous ;  perfect  equilibrium  would  in  this  case  be 
established  in  the  galvanometer,  how  powerful  soever  the  current 
from  the  battery,  and  the  needle  would  remaiii  at  zero  :  for  the  two 
currents,  z  b  g  ac  and  z  a  gb  c,  are  exactly  equal,  and  both  tend  to 
pass  in  opposite  directions  through  the  galvanometer ;  the  tensions 
at  a  and  b  are  equal,  and  the  needle  is  consequently  unaffected.  But 
if  a  resistance  be  interposed  in  either  of  the  four  wires,  the  equi- 
librium of  the  needle  is  disturbed.  Suppose,  then,  that  the  copper 
wire  c  b  he  divided  at  ef;  the  current  from  c  will  now  pass  entirely 
through  the  continuous  wire  c  a ;  at  a  it  will  become  divided, 
part  passing  through  the  wire  a  z,  and  a  smaller  portion  through 
the  galvanometer  and  the  wire  b  z,  which  offers  a  greater  resis- 
tance than  the  wire  a  z  alone.  If  the  interval  at  e/  be  completed 
by  a  conductor,  such  as  a  mile  of  copper  wire  of  which  the  resis- 
tance is  to  be  measured,  a  smaller  amount  of  the  current  will 
traverse  the  wire  cefb  than  will  pass  along  c  a,  and  a  propor- 
tionate amount  of  the  current  will  pass  through  the  galvanometer  ; 
but  if  now  a  resistance  equal  to  that  of  the  wire  at  ef  be  intro- 
duced at  h  i,  the  amount  of  electric  tension  at  a  and  b  will  again 
become  equalized,  and  the  needle  will  remain  stationary.  By 
means  of  the  resistance  coils  and  rheostat,  a  known  amount  of 
resistance  expressed  in  terms  of  the  standard  agreed  upon,  can  be 
introduced  at  h  i,  and  so  the  resistance  of  the  wire  at  e/may  be 
exactly  determined  in  terms  of  this  interposed  resistance.  Various 
modifications  of  the  form  of  this  apparatus  may  be  used,  and 
many  precautions  are  needed  to  ensui-e  the  greatest  attainable 
accuracy. 

A  modification  of  this  method  was  applied  by  Matthiessen 
(Phil.  Mag.  1857  [4],  xiii.  81)  in  his  researches  upon  the  con- 
ductivities of  wires  of  various  naetals  (Phil.  Trans.  1858,  383; 
1862,  I  ;  1863,  369).  He  considers  the  metals  in  the  first  of  the 
two  following  tables  to  have  been  chemically  pure.  The  wires  of 
the  oxidizable  metals  were  obtained  by  forcing  them  through  au 
opening  in  a  steel  plate,  by  strong  pressure,  the  wire  as  it  was 
formed  being  received  into  a  vessel  filled  with  naphtha. 

Matthiessen  and  Von  Bose  conclude  from  these  experiments 
that  the  law  of  decrease  of  electric  conductivity  is  the  same  for 
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Electric  Conductivity  of  Metals.  (Matthiessen.) 


Metal  (pure). 

Conductivity. 

Conductivity  at  100°  C. 

Silver  at  o°  C,  =  ioo. 

Silver  at 
100°  =  100. 

Each  metal  compared 
with  itself  at  0°  C.  =  100. 

At  o°. 

At  ioo°. 

Loss  per  ct. 

Sliver  (hiird-drawn) 

lOO'OO 

/I  5'^ 

lOO'OO 

20  44 

Copper  (hard-drawn) 

99 '95 

70-27 

08-20 
y 

70-31 

2969 

Gold  (hard-drawn)  

77-96 

55'90 

78-11 

71-70 

28-30 

Zinc  (pressed)   

2p  02 

28-89 

71-23 

20  77 

Ciiduiium  (pre>^sed)  

23-72 

16-77 

70-70 

2930 

laiiaQiuui  ^anneaieu^ 

18-44 

JrlaLlllUlll  I  allliCcllcU^  ... 

18-03 

V^OUaiU       ••.  •  

17  22 

Iron  

i6-8i 

10-38 

14-50 

61-74 

38-26 

"VT'    1  1 

JNickel   

13-11 

Tin  

12-36 

8-67 

12-12 

70-11 

29*89 

Thallium  

9-16 

6-41 

8-93 

68-58 

3f42 

Lead   

832 

5-86 

8-18 

7039 

29-61 

Arsenic   

4-76 

333 

4-65 

69-88 

30-12 

Antimony   

4-62 

3-26 

4'55 

7o"54 

29-46 

Bismuth  

l'245 

0-878 

l-2?7 

70"5i 

29-49 

all  metals,  and  it  will  be  at  once  apparent  that  the  relative  con- 
ductivities of  the  metals  continue  to  be  the  same  with  trifling 
variation,  whether  they  be  compared  at  o°  or  at  100°  C,  as  will 
be  evident  by  comparing  the  first  and  third  columns  of  figures 
with  each  other.  The  numbers  given  for  palladium,  platinum, 
cobalt,  iron,  and  nickel  are  calculated  as  on  pure  specimens  from 
experiments  upon  specimens  of  these  metals  known  to  be  slightly 
impure.  In  the  table  which  follows,  the  metals  were  commercially 
pure,  but  the  conductivity,  when  not  absolutely  accurate,  is  pro- 
bably below  the  truth,  as  the  addition  of  a  second  metal  always 
diminishes  the  conductivity. 


Metal. 

Conduc- 
tivity. 

Temp. 
°  C. 

Temp. 
0  p_ 

Metal. 

Conductivity. 

Temp. 

°c. 

Temp. 
°P. 

Silver  (pure) 

100-00 

0  0 

32-0 

Iron  

14-44 

20-4 

68-7 

Copper  

77'4.^ 

18  8 

65-8 

P.alladium 

12-64 

17-2 

63-0 

Sodium 

37"43 

31-7 

71-0 

Platinum  

10-53 

20-7 

69-3 

Aluminium ... 

3376 

19-6 

67  -2 

Strontium 

6-71 

20-0 

680 

Magnesium... 

2.S-47 

17-0 

62-6 

Mercury  

1-63 

22-8 

73  0 

Calcium 

22-14 

i6-8 

62-2 

Tellurium 

•000777 

19-6 

6  7 '3 

Potassium  ... 

20-85 

20-4 

68-7 

Red  Phosphorus 

-00000 1 2  3 

200 

68 -0 

Lithium 

1900 

20  0 

68 -o 

Matthiessen  finds  that  scrupulous  attention  to  the  purity  of  the 
metals  is  essential.  The  presence  of  3'5  per  cent,  of  phosphorus 
in  copper  reduced  the  conductivity  of  a  specimen  of  the  pure 
metal  from  100  to  7-78.  A  mere  trace  of  arsenic  in  the  copper 
reduced  it  from  100  to  60,  and  the  presence  of  a  little  suboxide 


560  ELECTRIC  CONDUCTIVITY  OF  METALS  AND  ALLOYS.  [276. 

in  tlie  metal  had  a  very  marked  effect  in  reducing  the  conductivity 
(Matthiessen  and  Holzmann,  Phil.  Trans.  t86o,  85).  Indeed, 
there  are  few  metals  more  easily  affected  in  conductivity  hy  slight 
traces  of  impurity  than  copper,  so  that  very  great  differences  in 
conductivity  are  observed  in  wires  drawn  from  different  samples 
of  M'hat  would  be  regarded  as  good  commercial  copper. 

The  conductivity  of  an  alloy  is  generally  below  that  of 
the  mean  of  its  component  metals.  This  is  seen  in  the  alloy  of 
antimony  and  tin ;  but  the  alloys  of  tin  and  lead,  tin  and  zinc, 
zinc  and  cadmium,  give  a  conductivity  almost  exactly  the  mean  of 
those  of  the  component  metals,  allowing  for  the  proportion  of  each 
that  is  present  (Matthiessen,  Phil.  Trans,  i860,  161).  A  similar 
fact  was  observed  by  Calvert  and  Johnson  (149)  in  the  con- 
ductivity for  heat  of  some  of  these  very  alloys.  An  elaborate 
paper  on  the  influence  of  temperature  on  the  conductivity  of 
alloys,  by  Matthiessen  and  Vogt,  will  be  found  in  the  Phil.  Trans. 
for  1864,  167. 


Silver 

=100. 

AUoy. 

Temperatnre. 

Calculated 

Observed 

Conductivity. 

Conductivity. 

°C, 

0  j<_ 

ZnCd  

2404 

23-78 

208 

694 

ZnSn   

17' 13 

1 7 '43 

22'0 

716 

Sn.Pb  

10-31 

1055 

22  0 

71-6 

SnPb   

909 

9-20 

21*4 

70-5 

SnPb^   

8-22 

8-26 

22-6 

72-7 

2  Antimony,  i  part  tin   

11-99 

0-413 

25-0 

77-0 

Lenz  found  that  all  the  metals  continued  to  decrease  in  con- 
ductivity as  the  temperature  rose  to  200°  C,  and  Dr.  Robinson 
proved  that  this  diminution  continued  as  they  were  raised  pro- 
gressively to  a  red  and  even  to  a  white  heat. 

The  non-metallic  bodies  appear  to  increase  in  conductivity 
as  the  temperature  rises,  for  Matthiessen  found  that  the  con- 
ductivity of  graphite  and  of  coke  was  increased  by  heating  them, 
that  of  gas  coke  rising  about  12  per  cent,  between  the  ordinary 
atmospheric  temperature  and  a  '  light'  red  heat.  Hittorf  obtained 
an  analogous  result  with  selenium.  Comparing  the  conductivity 
at  ordinary  temperatures  of  different  forms  of  carbon  with  that  of 
silver  at  0°  C.  as  100,  Matthiessen  obtained  the  following  values  : — 

°  F.  °  C. 

Brodie's  purified  Ceylon  graphite    0-0693  at  71  6  22 

Gas  coke  0*0386  at  77  25 

Bunsen's  battery  coke  ....    0-0246  at  79  2  26*2 
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(277)  If  equal  quantities  of  electricity,  whether  obtained 
from  the  voltaic  battery  or  from  the  electrical  machine,  be  made 
to  traverse  wires  of  different  metals  of  equal  length  and  diameter 
in  the  same  interval  of  time,  the  rise  of  temperature  in  the  wire 
is  inversely  proportional  to  its  conductivity,  and  therefore  the 
better  the  conductor  the  less  heat  does  it  emit.  The  general 
truth  of  the  fact  may  in  the  case  of  voltaic  electricity  be  rudely 
but  strikingly  demonstrated  by  taking  a  wire  of  silver  and  one  of 
platinum,  each  of  exactly  the  same  diameter,  and  forming  them 
into  a  compound  wire  consisting  of  alternate  links  of  the  two 
metals.  A  current  of  electricity  may  be  transmitted  through 
this  compound  wire,  of  such  a  strength  as  to  heat  the  platinum 
to  visible  redness,  whilst  the  silver  links  will  exhibit  no  such 
intense  heat,  though  each  link  of  the  wire,  from  the  form  of  the 
experiment,  must  transmit  equal  quantities  of  electricity  in  equal 
times.  It  has  been  ascertained  that  the  heat  developed  at  any 
part  of  the  circuit  is  proportional  to  the  square  of  the  current 
multiplied  into  the  resistance  at  that  particular  point.  For  the 
same  wire  the  rise  of  temperature  is  proportioned  to  the  square 
of  the  current,  and  this  is  true  also  for  liquid  conductors. 

Andrews  {Proceed.  Roy.  Irish  Acad.  1841,  465),  found  that 
when  a  fine  platinum  wire  was  traversed  by  a  current  from  one 
of  DanielFs  constant  batteries,  the  ignition  of  the  wire  varied  in 
intensity  by  varying  the  gas  with  which  he  surrounded  the  wire. 
This  wire  was  enclosed  in  a  glass  tube,  which  could  be  filled  at 
pleasure  with  the  different  gases  in  succession.  It  was  found  that 
gaseous  sulphurous  anhydride  and  hydrochloric  acid  had  a  smaller 
cooling  power  than  atmospheric  air.  Nitrogen,  carbonic  oxide, 
cyanogen,  carbonic  anhydride,  nitric  oxide,  nitrous  oxide,  oxygen, 
and  aqueous  vapour,  had  nearly  the  same  effect  as  atmospheric  air. 
Olefiant  gas,  ammonia,  the  vapour  of  alcohol  and  of  ether  had  a 
greater  cooling  power ;  and  hydrogen  a  far  greater  cooling  power 
than  any  of  the  others.  The  same  subject  has  also  been  investi- 
gated by  Grove  {Phil.  Trans.  1849,  49), 

The  following  experiment  illustrates  the  cooling  power  of 
hydrogen  very  clearly.  Take 
three  pieces  of  stout  copper  wire, 
bend  them  into  the  form  shown  at 
w  w  w,  fig.  231,  and  attach  them 
to  a  weighted  board,  by  which  the 
lower  part  of  the  bends  can  be 
sunk  beneath  the  surface  of  water 
contained  in  a  shallow  vessel.  At 
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a  and  h,  where  the  wires  project  above  the  surface  of  the  M'ater, 
complete  the  connexion  by  means  of  spirals  of  fine  platinum 
wircj  both  spirals  being  eqiial  in  length,  and  each  cut  from 
the  same  wire.  Each  spiral  will  thus  oppose  an  equal  resis- 
tance to  the  passage  of  the  current.  When  a  voltaic  current  of 
a  certain  strength  is  transmitted  through  the  wire,  w  w  w,  each 
spiral,  consequently,  becomes  heated  to  the  same  degree  of 
visible  ignition.  But  if  two  similar  jars,  one,  a,  filled  with  air, 
the  other,  h,  filled  with  hydrogen,  be  inverted  over  them,  the  wire 
in  the  jar  h  immediately  ceases  to  be  luminous,  while  that  in  a  i 
becomes  more  intensely  ignited.  This  superior  cooling  power  of  ' 
the  hydrogen  is  no  doubt  mainly  due  to  the  superior  mobility  of 
the  particles  of  the  gas  over  those  of  air  (152,  160). 

The  experiment  was  varied  by  enclosing  the  wires  a  and  h  in 
separate  glass  tubes,  and  sealing  them  up,  one  in  an  atmosphere  \ 
of  air,  the  other  in  an  atmosphere  of  hydrogen.  Both  were  then 
included  in  the  same  circuit,  so  that  they  should  transmit  equal 
currents  of  electricity.  Before  transmitting  the  current,  however, 
each  tube  was  immersed  in  a  separate  vessel  which  contained  a 
given  quantity  of  water,  the  temperature  of  which  was  accurately 
observed.  After  the  current  had  been  allowed  to  pass  for  a 
certain  time,  the  temperature  of  the  water  which  surrounded  each 
wire  was  again  observed,  and  it  was  found  that  the  water  around 
the  tube  which  contained  air  was  considerably  hotter  than  that 
surrounding  the  tube  filled  with  hydrogen. 

This  result,  paradoxical  £S  it  appears,  and  as  it  seems  to  have 
been  regarded  by  Grove,  must  necessarily  follow  from  the  opera- 
tion of  two  principles  which  have  already  been  explained  :  the 
first  of  these  is,  that  the  resistance  offered  by  a  metal  to  the 
passage  of  electricity  is  diminished  by  reducing  the  temperature  j 
and  the  second  is  that  the  heat  evolved  by  a  current  in  passing 
through  a  conductor  is  inversely  as  -  the  resistance  which  it  expe- 
riences. Now,  in  this  experiment,  the  primary  effect  of  the 
hydrogen  is  the  cooling  of  the  conducting  wire;  and  the  conse- 
quence is  that  this  cooled  wire,  in  transmitting  the  same  current 
as  a  similar  wire  in  air,  offers  less  resistance,  and  less  heat  is 
therefore  evolved  by  the  wire  surrounded  by  the  hydrogen  than  by 
the  wire  which  is  surrounded  by  air. 

(278)  Electric  Conductivity  of  Liquids. — Liquids  are  very 
inferior  to  solids  in  conductivity ;  indeed,  the  difference  between 
the  two  classes  of  bodies  is  so  extreme  that  it  is  difficult  to 
institute  an  accurate  comparison  between  them.  The  attempt, 
however,  has  been  made  by  Pouillet  (Comptes  Rendus,  1837,  iv. 
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785) :  assuming  as  the  unit  of  comparison  the  conductivity  of  a 
solution  of  cupric  sulphate,  saturated  at  15°  C.  he  gives  the 
following  as  the  relative  conductivity  of  the  undermentioned 
solutions  : — 

Saturated  solution  of  cupric  sulphate    .    .  I 

Ditto,  diluted  with  an  equal  bulk  of  water  .  0*64 

Ditto,  diluted  with  twice  its  bulk  of  water  .  6-44 

Ditto,  diluted  with  four  times  its  bulk    .    .  0-31 

Distilled  water   0-0025 

Ditto,  with  2-0.-5-0-0  of  nitric  acid    ....  0-015 

Platinum  wire  2,500,000-00 

The  conductivity  of  a  platinum  wire,  of  a  diameter  and  length 
equal  to  that  of  the  interposed  columus  of  liquid,  is  probably 
estimated  too  high. 

Since  these  results  of  Pouillet^s  were  published,  the  subject  of 
the  conductivities  of  liquids  has  been  resumed  by  E.  Becquerel 
{An7i.  de  Chimie,  1846  [3],  xvii.  242).  He  states  that  saline 
solutions  may  be  divided  into  two  classes ;  in  the  first,  the  con- 
ductivity increases  progressively  in  proportion  to  the  strength  of 
the  solution,  until  it  becomes  saturated ;  cupric  sulphate  and 
sodic  chloride  affording  instances  of  this  kind :  whilst  in  the 
second  class,  of  which  cupric  nitrate  and  zincic  sulphate  may  be 
taken  as  examples,  the  conductivity  increases  with  the  degree  of 
concentration  up  to  a  certain  point,  beyond  which  it  diminishes 
as  the  solution  becomes  more  neai'ly  saturated.  The  salts  which 
exhibit  this  peculiarity  are  either  deliquescent  or  extremely 
soluble.  The  table  on  p.  564  contains  a  few  of  BecquereFs 
results.  The  saline  liquids  are  to  be  considered  as  saturated 
unless  otherwise  specified. 

It  is  not  surprising  that  differences  so  considerable  should  be 
observed  between  the  conductivities  of  liquids  and  those  of  solids ; 
for  the  processes  of  conduction  in  the  two  cases  are  essentially 
different.  In  liquids  chemical  decomposition  and  free  movement 
of  the  component  particles  are  indispensable,  whilst  nothing 
of  the  kind  takes  place  in  solids.  The  effects  of  heat  are  even 
inverted  in  the  two  cases ;  for  experiment  shows  that  as  the  tem- 
perature rises,  the  conductivity  of  the  liquid  increases  rapidly ; 
according  to  Becquerel,  the  conductivity  of  many  solutions  at 
100°  C.  is  three  or  four  times  as  great  as  that  of  the  same 
solution  at  0°.  These  phenomena,  therefore,  are  the  reverse  of 
those  presented  by  most  solids.  Exceptions,  however,  occur : 
Faraday  has  shown  that  argentic  sulphide,  when  cold,  is  an 
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•insulator,  but  on  warming  it  gently  it  begins  to  conduct,  and 
•when  hot  it  aflbrds  a  spark  like  a  metal  ;  at  a  point  a  little  below 
redness  it  conducts  sufficiently  to  maintain  its  conductivity  by  the 
heat  produced  by  the  current  which  it  transmits.  Plumbic  sul- 
iphide  and  fluoride,  as  well  as  mercuric  iodide,  also  exhibit  the 
same  peculiarity.  Glass,  when  cold,  is  an  excellent  insulator  of 
the  electricity  developed  by  friction,  but  when  heated  it  conducts, 
and  when  red  hot  it  possesses  scarcely  any  insulation ;  the  same 
thing  is  also  true  of  the  tourmaline.  Gutta  percha  is  a  much 
better  insulator  at  o°  C.  than  at  40°,  and  the  same  thing  is 
observed,  though  to  a  much  less  extent,  in  the  case  of  caoutchouc. 
Most  of  these  cases  have  been  traced  to  a  partial  chemical  decom- 
position of  the  compound  under  the  influence  of  softening  by 
beat  (Beetz,  Phil.  Mag.  1854  [4],  viii.  191).  When  liquefied  by 
beat,  these  compounds  nearly  all  undergo  chemical  decomposition, 
and  allow  the  current  to  pass  freely. 
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Substances  used. 

Density. 

Temp.  °  C. 

Temp.  °P. 

Conductivity. 

Pure  Silver  

0 

100,000,  CXX3-00 

[Solution  of  Cnpric  Sulphate  ... 

I '1 707 

9-25 

48-6 

5"42 

\     Do,     half  the  strength  

3'47 

(    Do.     cue  fourth  the  strength 

»J 

»> 

2 -08 

Solution  of  Sodic  Chloride  

I3'4 

56-1 

3i'52 

Do,     half  the  strength  

n 

2  3"08 

Do.     one  fourth  the  strength 

j» 

13-58 

Solution  of  Cupric  Nitrate  

I '6008 

13-0 

55 '4 

8-995 

Do.     half  the  strength  

17-073 

Do.     one  fourth  the  strength 

»> 

13442 

Solution  of  Zincic  Sulphate 

l"44ro 

144 

57-9 

5-77 

Do,     half  the  strength  

ji 

)> 

7-13 

Do.     one  fourth  the  strength 

>» 

)> 

5-43 

Oil  of  Vitriol  i  measure    ...  ) 

190 

66^2 

88-68 

Distilled  Water  1 1  measures  \ 

Uitric  Acid  (Commercial)  

1-31 

55  6 

93-77 

Platinum   

o"o 

32 

7,933,000-00 

(279)  Electric  Conductivity  of  Gases. — Gases  are  almost 
perfect  insulators  of  the  voltaic  current ;  although  some  feeble 
indications  of  conductivity  have  been  discovered  by  Andrews, 
as  well  as  by  Hankel,  by  E.  Becquerel,  and  by  Buff",  in  a  highly 
rarefied  atmosphere,  between  metallic  surfaces  strongly  ignited 
and  in  close  approximation ;  and  Magnus  finds  that  small  as  is 
the  conductivity  of  gases,  they  differ  in  degree  in  this  respect, 
hydrogen  surpassing  other  gases  and  vapours. 

Grove  has  further  shown  {Phil.  Mag.  1854  [4],  vii.  47)  that 
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in  flame  a  current  of  electricity  is  not  only  transmitted^  but  that 
there  is  evidence  of  its  production  within  the  flame,  and  he 
attributes  its  origin  to  chemical  action.  Becquerel  regards  this 
as  a  thermo-electric  phenomenon  (Ann.de  Chimie,  1854  [3],  xlii. 
411).  BecquereFs  experiments,  however,  are  not  conclusive  ;  and 
the  feebleness  of  thermo-electric  currents,  coupled  with  the 
slight  conductivity  of  flame,  render  such  a  view  inadmissible.  If 
two  platinum  wires  be  connected  with  the  extremities  of  a 
galvanometer,  the  free  ends  of  the  platinum  being  twisted  into  a 
small  coil,  and  one  of  the  platinum  wires  be  inserted  into  the 
root  of  the  blowpipe  flame,  whilst  the  other  is  introduced  just  in 
front  of  the  apex  of  the  blue  cone,  a  current  will  be  indicated, 
passing  from  the  root  to  the  apex  of  the  flame.  By  forming 
several  jets  of  flame  together  into  a  compound  circuit,  Grove 
succeeded  in  decomposing  a  solution  of  potassic  iodide  by  means 
of  the  currents  obtained  from  flame.  Under  certain  circum- 
stances, however,  which  we  now  proceed  to  notice,  highly  heated 
gaseous  matter  appears  to  transmit  voltaic  electricity  of  high 
intensity,  and  the  phenomena  thus  displayed  are  of  a  most 
brilliant  and  remarkable  kind. 

(280)  Disruptive  Discharge — Electric  Light. — When  the  cur- 
rent is  greater  than  the  conductor  is  able  to  convey,  the  wire 
melts,  and  is  dispersed  in  vapour ;  disruptive  discharge,  in  fact, 
occurs.  From  a  powerful  voltaic  battery  this  disruptive  discharge 
may  be  maintained  continuously,  owing  to  the  enormous  quantity 
of  electricity  in  circulation. 

If  the  air  be  rarefied  between  the  interrupted  conductors,  the 
interval  through  which  the  discharge  can  be  effected  may  be  con- 
siderably increased.  The  heat  developed  by  the  passage  of  the 
current  between  two  pieces  of  charcoal  when  they  are  in  contact, 
will  enable  them  to  be  separated  for  a  considerable  distance  with- 
out interrupting  the  passage  of  the  current ;  this  distance  ranges 
from  iS"""-  to  25"""-  when  a  series  of  seventy  of  DanielPs  cells 
50  centim.  in  height  are  employed.  Davy,  with  the  great 
battery  of  the  Royal  Institution,  consisting  of  2000  pairs  of 
plates  on  Wollaston's  construction,  obtained  an  arc  of  flame, 
i  between  charcoal  points,  4  inches  (10  centim.)  in  length,  and  of 
t  dazzling  brilliancy. 

Despretz,  by  using  600  cells  of  Bunsen's  construction  arranged 
(Consecutively,  succeeded  when  the  points  were  placed  in  a  vertical 
nine  with  the  negative  pole  below,  in  obtaining  an  arc  i83'"'""5 
((about  7*2  inches)  in  length.    With  100  pairs  the  arc  was  only 
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2^mm.,2  \Q^g^  T|^e  ^Qg^  intense  liglit,  however,  is  obtained  when 
the  points  are  separated  but  to  a  small  distance,  because  the  re- 
sistance then  being  less,  a  much  larger  quantity  of  electricity 
passes  in  a  given  time,  and  the  temperature  is  proportionately 
higher.  Despretz  found  he  obtained  a  much  more  intense  light 
by  employing  his  600  cells  in  six  parallel  series  so  as  to  form 
100  cells  of  six  times  the  ordinary  size,  than  when  they  were 
connected  into  one  continuous  series.  He  estimated  the  light 
with  the  arrangement  of  600  in  six  parallel  series  to  be  nearly 
six  times  as  great  as  when  100  cells  only  were  employed, — a 
result  in  conformity  with  the  anticipations  of  theory.  The  same 
observer  found  that  when  the  charcoal  points  were  disposed  in  a 
horizontal  direction  at  right  angles  to  the  magnetic  meridian,  the 
length  of  the  arc  when  200  pairs  of  Bunsen  in  two  parallel  series 
were  employed,  was  greater  in  the  proportion  of  20'8  to  16 -5, 
when  the  positive  pole  was  to  the  east  than  when  it  was  to  the 
west  {Comptes  Rendus,  1850,  xxx.  370). 

During  the  production  of  this  dazzling  light  a  considerable 
mechanical  transport  of  the  materials  composing  the  terminals  of 
the  pile  takes  place,  and  there  can  be  no  doubt  that  the  ignition 
of  the  solid  particles  contributes  mainly  to  the  production  of  the 
intense  light  thus  procured.  A  cavity  is  always  produced  in  the 
piece  of  charcoal  attached  to  the  positive  wire  which  is  connected 
with  the  last  platinum  or  copper  plate  of  the  battery ;  and  at  the 
same  time  a  mammillatcd  deposit,  which  continually  increases  in 
length,  is  formed  upon  the  charcoal  on  the  negative  wire  in  con- 
nexion with  the  zinc  plate ;  and  usually  portions  of  the  charcoal 
become  converted  into  glistening  plates  of  true  graphite.  Attempts 
have  been  made  to  apply  the  electric  light  to  the  purposes  of 
illumination,  and  in  particular  cases,  as  for  temporary  application 
to  illuminating  works  in  process  of  construction  at  night,  or  for 
the  display  of  optical  phenomena  in  the  class-room,  it  is  often  of 
high  value.  Its  application  is,  however,  attended  with  great 
practical  difficulties,  of  which  the  transfer  of  conducting  material 
from  one  pole  to  the  other  is  one  of  the  most  serious ;  and  it  is 
very  doubtful  if,  even  when  the  mechanical  obstacles  are  removed, 
such  a  light  can  be  economically  or  advantageously  used  for  the 
general  purposes  of  illumination.  The  light  is  too  intense  for 
the  unprotected  eye  to  endure  for  any  length  of  time  in  its  im- 
mediate vicinity,  and  the  expense  is  so  great,  that  unless  the 
electricity  can  be  obtained  in  the  process  of  preparing  some  che- 
mical compound  in  the  battery  itself  which  will  defray  the  cost 
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.of  production,  its  success  as  a  mercantile  speculation  is  very  pro- 
blematical.* According  to  E.  Becquerel,  the  cost  of  the  electric 
light  is  nearly  four  times  as  great  as  that  of  an  equal  light  pro- 
duced by  burning  coal  gas. 


*  The  general  appearance  of  the  electric  lamp  of  Duboscq  is  shown  in 
fig.  232,  in  which  T,  T  represent  the  charcoal  points  between  which  the  voltaic 
arc  is  maintained.  The  object  to  be  effected  is  to  preserve  these  points  at  a 
uniform  distance  from  each  other,  and  at  the  same  height  in  the  lantern,  so 
that  the  source  of  light  shall  always  he  kept  in  the  same  position  with  respect 
to  the  lens. 

The  regulator  by  which  this  result  is  attained  is  shown  at  E.  Within  this 
is  an  electro-magnet,  and  a  clock  movement,  the  principal  parts  of  which  are 
represented  upon  a  larger  scale  in  fig.  233.   The  clock  movement  is  designed  to 


Fig.  233. 


•bring  the  two  points  towards  each  other  so  as  to  compensate  for  the  waste  they 
experience  in  burning,  and  the  electro-magnet  is  employed  to  check  the  clock 
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This  transfer  of  solid  particles  is  not  confined  to  cases  in 
-which  a  porous  conductor  like  charcoal  is  used.  The  densest 
metals,  such  as  platinum  and  iridium,  are  transferred  from  the 
positive  towards  the  negative  terminal,  but  the  arc  in  these  cases 
is  not  so  long  as  when  more  friable  materials  are  used.  When 


action  when  no  longer  needed.    When  the  battery  is  in  use  the  negative  point 
is  alwaj's  consumed  in  air  more  slowly  than  the  positive  one ;  and  it  becomes 
necessary  bo  provide  means  for  moving  each  point,  at  a  rate  proportioned  to  the 
rapidity  of  its  consumption.    This  is  effected  by  making  the  drums  n  and  p  of 
unequal  dimensions ;  the  cliains  c  and  d  are  employed  to  transmit  the  move- 
ment of  the  clockwork  to  the  points  T,  t'.    The  chain  c  attached  to  the  upper 
or  negative  point  t',  is  coiled  upon  the  smaller  drum  n,  and  passes  up  the 
tubular  support  s.    This  chain  is  wound  in  the  opposite  direction  to  that  of  the 
chain  d,  which  after  passing  over  the  pulley  d',  is  attached  to  the  tube  containing 
the  lower  or  positive  charcoal  point  T.     Both  drums  are  placed  upon  a  common 
axis,  and  therefore  both  are  moved  by  the  clock  in  the  same  direction,  so  that 
whilst  the  chain  d  attached  to  the  lower  point  is  being  wound  up,  the  chain  c 
connected  with  the  negative  point  is  being  unwound,  though  less  rapidly  than 
d,  and  the  negative  point  is  allowed  to  descend.    Instead  of  chains,  which  are 
liable  to  get  out  of  order,  racks  and  pinions  are  now  generally  employed.  The 
wires  from  the  battery  (about  40  pairs  of  Grove)  are  made  fast  to  the  binding- 
screws  B  b',  the  positive  wire  B  being  connected  with  one  end  of  the  coil  a  a  of 
the  electro-magnet  m,  while  the  other  end  of  this' coil  is  in  electrical  contact  with 
the  lower  point  T.    The  current  is  thus  made  to  pass  through  the  electro- 
magnet on  its  way  to  the  charcoal  points.    When  the  electro-magnet  is  in  full 
action  it  attracts  the  keeper  k  attached  to  the  lower  end  of  the  bent  lever  work- 
ing on  the  fulcrum  F.    The  upper  extremity  of  this  lever,  when  the  keeper  is 
drawn  home,  locks  into  the  ratchet  wheel  seen  edgewise  at  r ;  thus  arresting  the 
clock  movement,  and  rendering  the  charcoal  points  stationary.    As  soon  as  the 
distance  between  the  points  becomes  too  great,  the  current  through  the  electro- 
magnet becomes  reduced  in  strength,  and  lets  go  the  keeper  k,  which  is  forced 
away  from  the  magnet  by  the  releasing  spring  q.    By  this  means  the  clockwork 
is  immediately  set  free,  and  the  points  are  thus  made  to  approach  each  other, 
until  the  current  recovers  sufficient  force  again  to  attract  the  keeper,  whicli 
once  more  locks  into  the  ratchet  wheel  r.    When  the  battery  is  in  good  action, 
these  alternate  motions  of  the  keeper  and  of  the  clockwork  recur  with 
frequency  and   regularity ;  so  that  the  points  are  maintained  at  a  distance 
sufficiently  constant  to  prevent  any  sudden  or  material  fluctuation  in  the  amount 
of  light. 

Duboscq  has  also  constructed  a  lamp  with  two  trains  of  clockwork,  one 
causing  the  carbon  points  to  approach  and  the  other  separating  them.  When 
the  points  are  at  the  proper  distance  from  one  another,  an  electro-magnet  checks 
both  trains,  if  the  current  is  too  weak  the  train  which  brings  the  points  together 
is  started ;  if,  on  the  contrary,  the  current  passing  is  too  powerful,  the  other 
train  is  set  in  motion.  This  arrangement  prevents  the  possibility  of  the  carbon 
points  coming  in  contact,  which  sometimes  happens  with  the  other  form  of 
lamp. 

Mr.  Browning  has  devised  a  lamp  in  which  the  points  are  kept  in  contact 
by  gravity,  but  on  passing  the  current,  an  electro-iuagnet  is  brought  into  action, 
which  maintains  the  points  at  the  required  distance  from  one  anotlier. 
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a  positive  coke  point  was  opposed  to  a  negative  electrode  of  pla- 
tinunij  the  arc  was  not  more  than  half  the  length  of  that  obtained 
by  making  the  coke  negative  and  the  platinum  positive  (De  la  Rive). 
Grove  found  it  to  be  true  generally  that  in  an  oxidizing  medium 
the  brilliancy  and  length  of  the  arc  was  greatest  with  the  most 
oxidizable  metals.  Van  Breda  states  that  portions  of  the  nega- 
tive terminal  are  always  transferred  towards  the  positive  wire. 
This  was  particularly  evident  when  iron  balls  were  made  the  ter- 
minals of  the  wires,  although  this  transfer  is  much  less  in  amount 
from  the  negative  to  the  positive,  than  the  simultaneous  transfer 
from  the  positive  to  the  negative  wire.  The  light  that  attends 
the  voltaic  arc  does  not  necessarily  proceed  from  the  combustion 
of  the  conducting  material,  for  it  occurs  in  a  vessel  from  which  air 
is  exhausted,  with  a  brilliancy  not  much  inferior  to  that  exhibited 
by  it  in  the  air.  It  may  even  be  produced  between  two  charcoal 
points  which  are  immersed  under  water.  In  every  case,  however, 
the  transference  of  some  material  particles  is  essential  to  the  pro- 
duction of  the  luminous  arc.  Gassiot  found  that  even  when  a 
combination  of  320  cells  on  Danieirs  construction  was  employed, 
no  spark  could  be  obtained  between  two  platinum  surfaces,  con- 
nected one  with  one  wire,  the  other  with  the  opposite  wire  of  the 
battery,  in  a  high  state  of  efficiency,  although  the  two  platinum 
surfaces  were  brought  within  — o-'o-g-  of  an  inch  (o'oo84™'^")  of  each 
other.  If,  however,  the  transfer  of  some  material  particles  be 
effected  between  the  two  surfaces,  either  by  a  momentary  contact, 
or  even  by  the  discharge  of  a  Leyden  jar  across  the  interval,  the 
current  may  be  established  and  the  luminous  arc  maintained  with 
a  small  number  of  pairs  of  plates.  Ey  very  much  increasing  the 
number  of  pairs,  Gassiot  succeeded  in  raising  the  tension  to  such 
an  extent  that  the  spark  would  spring  across  the  interval  between 
the  terminals  of  the  battery  wires.  Mr.  Warren  De  La  Eue, 
with  his  battery  consisting  of  8040  cells,  has  obtained  sparks  in 
air,  between  a  point  positively  and  a  disk  negatively  charged,  of 
the  length  of  8"°'"5  (-348  inch.)  (299). 

The  heat  produced  in  the  voltaic  ai'c  is  of  the  most  intense 
kind.  Metals  like  platinum,  iridium,  and  titanium,  which  resist 
the  greatest  heat  that  can  be  obtained  by  the  direct  chemical 
action  attendant  upon  combustion  in  the  furnace,  melt  readily, 
and  are  transferred  from  the  positive  to  the  negative  terminal  by 
a  voltaic  current  of  high  intensity.  The  fusion  is  easily  accom- 
plished by  excavating  a  circular  piece  of  gas  coke,  about  an  inch 
(25""°^-)  in  diameter  and  half  an  inch  (i2''""-)  thick,  into  the  form 
of  u  crucible,  which  is  attached  by  stout  copper  bell-wire  to  the 
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wire  which  is  in  connexion  with  the  last  platinum  plate  of  tlie 
battery  ;  a  piece  of  boxwood  charcoal  or  of  gas  coke  about  the 
thickness  of  a  cedar  pencil  is  attached  to  the  wire  connected  with 
the  zinc  plate  of  the  battery ;  the  metal  for  trial  is  then  placed 
in  the  little  coke  crucible,  and  the  current  from  20  or  30  pairs  of 
Grove's  battery  is  transmitted  through  it  by  means  of  the  charcoal 
point  with  which  the  negative  wire  of  the  battery  is  armed. 
Alu  miua,  rutiie,  oxide  of  iron,  and  other  refractory  bodies,  may 
be  fused  in  the  voltaic  arc,  and  subsequently  volatilized.  Despretz, 
with  his  powerful  battery  of  600  cells,  in  six  parallel  series  of  100 
each,  saw  charcoal  obtained  from  anthracite,  from  graphite,  from 
sugar,  and  from  oil  of  turpentin,  when  moulded  into  the  form  of 
rods,  and  heated  in  an  atmosphere  of  nitrogen  under  a  pressure 
of  between  2  and  3  atmospheres,  soften,  bend,  and  swell  up  :  in 
some  cases  he  cemented  together  the  softened  fragments  into  one 
mass,  and  the  interior  of  the  vessel  was  lined  with  a  black  deposit 
of  what  he  supposed  to  have  been  volatilized  carbon.  Gassiot 
has  pointed  out  the  remarkable  fact,  of  which  no  explanation  has 
as  yet  been  given,  that  the  positive  wire,  or  the  wire  connected 
with  the  terminal  platinum  plate  of  the  battery,  becomes  much  the 
hotter  of  the  two  in  this  action.  This  effect  is  reversed  in  the  case 
of  the  secondary  current  obtained  from  the  RuhmkorfF  coil  (312), 
in  which  the  negative  terminal  becomes  the  hottest,  and  from 
which  the  dispersion  of  solid  particles  almost  exclusively  occurs. 

Favre  {Ann.  de  Chimie,  1854  [3],  xL  293)  has  arrived  at  the 
interesting  conclusion  that  the  quantity  of  heat  evolved  by  the 
solution  of  a  definite  quantity  of  zinc  in  any  given  circuit  is 
lessened  in  the  battery  itself,  in  proportion  as  heat  is  evolved  at 
any  given  point  of  the  circuit,  and  that  heat  is  lost  when  motion 
is  produced  by  the  development  and  exertion  of  electro-magnetic 
power.  The  quantity  of  heat  thus  lost  agrees  very  closely  with 
the  quantity  required  by  theory  if  Joule's  mechanical  equivalent 
of  heat  (129)  be  adopted.  A  part  of  the  heat  is  thus  converted 
into  mechanical  work,  as  must  be  the  case  if  the  mechanical 
theory  of  heat  (130)  be  true.  The  simple  solution  of  a  given 
quantity  of  zinc  in  sulphuric  acid,  equal  in  amount  to  that  dis- 
solved in  the  battery  during  each  experiment,  has  been  found  by 
previous  researches  to  be  represented  by  the  number  18682.  In 
these  experiments  Favre  arranged  the  battery  itself  in  a  calori- 
meter; and  in  a  second  calorimeter  he  placed  the  conducting 
wire,  which  was  coiled  in  such  a  manner  as  to  be  applicable  to 
the  production  of  electro-magnetic  action,  the  amount  of  which 
could  be  measured  by  its  power  of  raising  a  weight.    He  then 
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made  five  series  of  experiments.  In  the  first  of  these  the  current 
traversed  the  battery  only  and  a  short  copper  wire ;  in  the  second 
series,  it  traversed  the  battery  and  the  conducting  wire  of  the 
coil,  the  iron  not  being  included  in  the  coil ;  in  the  third  series, 
the  metallic  core  was  previously  placed  in  the  axis  of  the  coil ;  in 
the  fourth  series,  the  apparatus  for  rotation  was  set  in.  motion  by 
the  electro-magnetism  developed,  but  no  weight  was  raised ;  and 
in  the  fifth  series,  a  known  weight  was  lifted  to  a  definite  height 
by  the  action  of  the  electro-magnet.  The  results  were  as 
follows : — 


No.  of 

ist.  Calorimeter. 

2nd  Calorimeter. 

Heat  lost  for 

Heat  Units. 

Experiments. 

(Battery.) 

(Conducting  coil.) 

Weight  raised. 

Total. 

I 

18682 

18682 

2 

X8674 

18674 

o 

16448 

2219 

18667 

4 

13888 

4769 

186157 

5 

15427 

2947 

308 

18682 

The  fifth  column  gives  the  total  amount  of  heat  measured  in 
'units  of  heat^  (see  p.  284),  from  which  it  will  be  seen  to  be 
sensibly  equal  in  each  case. 

The  colour  of  the  light  emitted  by  the  different  metals  when 
deflagrated  between  the  wires  of  the  battery,  is  peculiar  for  each  : 
gold  produces  a  bluish- white  light,  silver  a  beautiful  green  light, 
copper  a  reddish  white,  mercury  a  brilliant  white  light  tinged 
with  blue  ;  steel  burns  with  brilliant  yellow  scintillations,  zinc 
with  a  powerful  white  light  tinged  with  blue,  and  lead  with  a 
purple  light.  If  these  lights  be  viewed  separately  through  a  glass 
prism,  lai'ge  dark  intervals  will  be  seen  between  a  few  brilliant 
streaks  of  light  of  different  colours  and  of  definite  degrees  of 
refrangibility,  so  that  each  metal  may  be  recognised  by  the 
spectrum  that  it  gives  in  the  voltaic  arc  (107,  108). 

Chemical  Actions  of  the  Voltaic  Buttery. 

(281)  Discharge  by  Convection. — To  the  chemist,  however,  the 
discharge  of  the  voltaic  current  by  the  process  of  convection,  is 
even  more  interesting  than  the  brilliant  phenomena  exhibited  by 
•the  disruptive  discharge,  since  it  is  in  the  discharge  by  convection 
that  the  important  chemical  actions  of  electricity  are  displayed. 

It  has  already  been  explained  when  describing  the  voltameter 
(272),  that  if  the  connecting  wires  of  a  voltaic  battery  terminate 
in  platinum  plates  or  wires  which  are  made  to  dip  into  acidulated 
water,  decomposition  of  the  liquid  takes  place,  oxygen  being 
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evolved  at  the  surface  of  one  of  the  platinum  plates,  while 
hydrogen  escapes  at  the  surface  of  the  other.  This  important 
discovery  was  made  in  the  year  1800,  by  Nicholson  and  Carlisle, 
and  the  chemical  action  of  the  voltaic  pile  thus  revealed,  enabled 
Davy  a  few  years  later  to  decompose  the  alkalies  and  earths, 
which  up  to  that  time  had  been  regarded  as  elements ;  but  by 
showing  their  compound  nature  he  at  once  modified,  in  an  im- 
portant manner,  the  views  of  chemical  philosophy  which  had  pre- 
vailed up  to  that  period. 

In  pursuing  these  experiments  on  the  voltaic  decomposition 
of  water,  it  was  soon  observed  that  when  copper  wires,  or  the  wires 
of  metals  which  are  easily  susceptible  of  oxidation,  are  employed, 
gas  escapes  from  one  wire  only ;  whilst  if  platinum  or  gold  wires 
be  used,  gas  is  evolved  from  both.  In  the  first  case,  the  oxygen 
combines  with  the  copper  or  oxidizable  metal,  and  forms  an  oxide 
which  is  dissolved  by  the  acid  liquid,  and  therefore  hydrogen 
alone  escapes  ;  in.  the  second  case,  both  gases  are  evolved,  one 
from  either  plate;  since  neither  platinum  nor  gold  has  sufficient 
chemical  attraction  for  oxygen  to  combine  with  it  at  the  moment 
of  its  liberation. 

The  process  of  resolving  compounds  into  their  constituents  by 
electricity,  is  termed  electrolysis  (from  '  electricity'  and  Xxxnq,  re- 
leasing) ;  a  body  susceptible  of  such  decomposition  is  called  an 
electrolyte ;  and  the  terminating  wires  or  plates  of  the  battery  are 
called  the  poles  of  the  battery.  The  word  electrode  is  also  used 
as  synonymous  with  the  pole  of  the  battery,  and  it  implies  the 
door  or  path  (from  oSoc,  a  way)  to  the  current  by  which  it  enters 
or  leaves  the  compound  through  which  it  is  transmitted.  The 
wires  connecting  the  electrodes  with  the  battery  were  termed  by 
Ampere  rheophores  (from  pkoQ,  a  stream,  and  <^opi(D,  I  carry). 

(282)  Laws  of  Electrolysis. — A  great  variety  of  bodies  admit 
of  being  decomposed  by  electrolysis,  but  the  process  is  not  appli- 
cable to  all  indiscriminately.  It  occurs  under  certain  definite 
laws,  which  may  be  stated  as  follows : — 

i.  No  elementary  substance  can  be  an  electrolyte:  for  from  the 
nature  of  the  operation,  compounds  alone  are  susceptible  of 
electrolysis. 

ii.  Electrolysis  occurs  only  whilst  the  body  is  in  the  liquid  state. 
The  free  mobility  of  the  particles  which  form  the  body  undergoing 
decomposition  is  a  necessary  condition  of  electrolysis,  since  the 
operation  is  always  attended  by  a  transfer  of  the  component  par- 
ticles of  the  electrolyte  in  opposite  directions.  Electrolysis  is 
necessarily  a  process  of  electrical  conduction,  but  it  is  conduction 
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of  a  peculiar  kiud ;  it  is  totally  different  from  that  of  ordinary 
conduction  in  solids.  If  an  electrolyte  be  solidified,  it  instantly 
arrests  the  passage  of  the  current ;  for  it  cannot  transmit  the 
electric  current  like  a  wire  or  a  solid  conductor :  the  thinnest  film 
of  any  solidified  electrolyte  between  the  two  electrodes  suspends 
all  decomposition.  Many  saline  bodies  are  good  conductors  when 
in  a  fused  condition ;  for  example,  nitre  whilst  in  a  fused  state 
conducts  admirably  ;  but  if  a  cold  electrode  be  plunged  into  the 
melted  salt,  it  becomes  covered  with  a  film  of  solid  nitre,  and  no 
current  is  transmitted  until  a  continuous  chain  of  liquid  particles 
is  restored  between  the  plates  by  the  melting  of  the  film ;  these 
effects  are  readily  exhibited  by  including  a  galvanometer  in  the 
circuit.  A  few  partial  exceptions  to  this  rule  have  been  observed, 
and  have  already  been  alluded  to  (ayS) ;  but  in  such  cases  the 
decomposition  is  always  extremely  limited. 

iii.  During  electrolysis,  the  components  of  the  electrolyte  are 
resolved  into  two  groups  :  one  group  takes  a  definite  direction 
toivards  one  of  the  electrodes ;   the  other  group  takes  a  course 
towards  the  other  electrode.    This  direction  of  the  ions  (as  the  two 
groups  which  compose  the  electrolyte  have  been  termed,  from  iu)v 
going)  depends  upon  the  direction  in  which  the  chemical  actions 
are  going  on  in  the  battery  itself.    The  two  platinum  plates  in 
the  decomposing  cell  may  be  distinguished  from  each  other  in  the 
manner  proposed  by  Daniell.    These  plates  occupy  respectively 
the  position  of  a  zinc  and  of  a  platinum  plate  in  an  ordinary  cell 
of  the  battery  :  that  is  to  say,  if  for  this  decomposing  cell  an 
ordinary  battery  cell  were  substituted,  a  rod  of  zinc  would  occupy 
the  place  of  one  of  the  platinum  plates,  and  v/ould  be  attacked  by 
the  oxygen  and  acid  in  the  exciting  liquid  of  the  battery,  whilst 
a  plate  of  platinum  or  some  other  conducting  metal  would  occupy 
the  place  of  the  second  platinum  plate,  and  Avould  have  the  hydro- 
gen of  the  exciting  liquid  directed  towards  it.    To  the  plate  of 
the  decomposing  cell  which  corresponds  to  the  zinc  rod,  Daniell 
gave  the  name  of  the  zincode,  which  is  synonymous  with  the 
anode  of  Faraday  and  the  positive  pole  of  other  writers.    To  the 
plate  which  corresponds  to  the  platinum  or  conducting  metal, 
Daniell  gave  the  name  of  the  platinode,  which  is  synonymous 
with  Faraday^s  term  of  cathode,  and  with  the  negative  pole  of 
other  writers.     Oxygen,  chlorine,  and  the  acids  generally,  make 
their  appearance  at  the  zincode  in  the  decomposing  cell  during 
electrolysis ;  whilst  hydrogen,  alkalies,  and  the  metals  are  evolved 
upon  the  platinode. 

This  definite  direction  which  the  elements  assume  during 
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electrolysis  may  be  shown  by  collecting  the  gas  which  is  evolved 
over  two  platinum  plates,  connected,  one  with  the  last  platinum, 
the  other  with  the  last  zinc  plate,  of  a  combination  consisting  of 
three  or  four  pairs  of  Grove's  battery.  Hydrogen  will  be  collected 
over  the  platinode,  or  the  plate  in  connexion  with  the  zinc  end 
of  the  ai-rangement ;  whilst  from  the  zincode,  or  plate  in  con- 
nexion with  the  terminal  platinum  plate  of  the  battery,  oxygen 
is  evolved. 

The  following  experiment  further  illustrates  the  definite  di- 
rection  which  the  components  of  the  electrolyte  assume.  Let 
four  glasses  be  placed  side  by  side,  as  represented  in  fig.  234,  each 
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divided  into  two  compartments  by  a  partition  of  card,  or  three  or 
four  folds  of  blotting-paper,  and  let  the  glasses  be  in  electrical 
communication  with  each  other  by  means  of  platinum  wires  which 
terminate  in  strips  of  platinum  foil.  Place  in  the  glass  No.  i,  a 
solution  of  potassic  iodide  mixed  with  starch ;  in  2,  a  strong 
solution  of  common  salt,  coloured  blue  with  sulphate  of  indigo ; 
in  3,  a  solution  of  ammonic  sulphate,  coloured  blue  with  a 
neutral  infusion  of  the  red  cabbage;  and  in  4,  a  solution  of 
cupric  sulphate.  Let  the  plate,  h,  be  connected  with  the  positive 
wire,  and  let  a  complete  the  circuit-  through  the  negative  wire. 
Under  these  circumstances  iodine  will  speedily  be  set  free  in  A, 
and  will  form  the  blue  iodide  of  starch ;  chlorine  will  show  itself 
in  d,  and  will  bleach  the  blue  liquid  ;  sulphuric  acid  will  be  seen 
in  /,  and  will  redden  the  infusion  of  cabbage ;  suljihuric  acid  will 
also  be  liberated  in  h,  as  may  be  seen  by  introducing  a  piece  of 
blue  Ijitmus  paper,  which  will  immediately  be  reddened ;  whilst  a 
piece  of  turmeric  paper  will  be  turned  brown  in  a,  from  liberated 
potash ;  in  c  it  will  also  be  turned  brown  by  the  soda  set  free ; 
in  e  the  blue  infusion  of  cabbage  will  become  green  from  the  am- 
monia which  is  disengaged;  and  in  g  metallic  copper  will  be 
deposited  on  the  platinum  foil. 
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iv.  The  amount  as  well  as  the  direction  of  electrolysis  is  defi- 
nite, and  it  is  dependent  upon  the  action  in  the  battery ;  being 
directly  proportionate  to  the  quantity  of  electricity  in  circulation. 
It  has  been  amply  proved  by  experiment  that  for  every  65  milli- 
grammes of  zinc  which  is  dissolved  in  any  one  cell  of  the  battery, 
provided  local  action  be  prevented,  1 8  milligrammes'  of  water  are 
decomposed  in  the  voltameter ;  or  if,  as  in  the  preceding  expe- 
riment, several  electrolytes  be  arranged  in  succession,  each  com- 
pound will  experience  a  decomposition  proportioned  to  its  che- 
mical equivalent.    For  instance — if  the  current  be  made  to  pass 
first  through  fused  plumbic  iodide  (Pbig),  and  then  through  fused 
;  stannous  chloride  (SnClo) — for  each  65  milligrammes  of  zinc 
1  dissolved  in  any  one  cell  of  the  battery,  207  milligrammes  of 
lead,  and  118  milligrammes  of  tin  will  be  separated  on  the  re- 
:spective  platinodes,  whilst  254  (or  2  x  127)  milligrammes  of  iodine, 
:  and  71  milligrammes  or  2  x        milligrammes  of  chlorine  will  be 
Involved  on  the  respective  zincodes.     These  numbers  correspond 
with  the  chemical  equivalents  (not  the  atomic  weights)  of  the 
!  several  elements  named. 

Variations  in  the  intensity  of  the  current  (i.e.,  variations  in 
;the  quantity  of  electricity  which  passes  through  a  given  trans- 
verse section  of  the  conductor  in  unit  time)  produce  no  variation 
iin  the  amount  of  chemical  decomposition  which  is  effected  by  the 
i  arrangement.  For  example  :  if  three  similar  voltameters,  pro- 
'vided  with  plates  of  equal  area,  be  arranged  as  at  a,  b,  c,  fig,  235, 
ithe  first  will  transmit  twice  as  much  electricity  in  a  given  time 
;as    either    of  the 

(Others.  The  current  ^35- 

will  therefore  have  6 
1  twice  the  intensity 
iin  a ;  but  the  total 

quantity  of  gas  col- 
llected  from  b  and  c 
1  together  will  be  ex- 
jactly  equal  to  the 
ttotal  amount  yielded 

Iby  a  in  the  course  of  the  experiment.  Plence  it  follows  that  the 
cquantity  of  electricity  which  is  separated  from  a  given  quantity  of 
matter  in  the  act  of  combination  is  able,  irrespective  of  its  inten- 
ssity,  when  thrown  into  the  current  form,  to  produce  the  decom- 
iposition  of  an  equivalent  quantity  of  any  compound  body  which  is 
ssusceptible  of  electrolysis ;  and  hence  it  has  been  concluded  that 
tthe  equivalent  weights  of  the  simple  bodies  are  those  weights  of 
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each  substance  which  are  associated  with  equal  quantities  of  elec- 
tricity, and  have  naturally  equal  electric  powers. 

To  these  laws  may  be  added  a  fifth — viz.: 

V.  Those  bodies  only  are  electrolytes  which  are  composed  of  a 
conductor  and  a  non-conductor.  The  conductors  accumulate  on 
the  platinode,  the  non-conductors  on  the  zincode.  For  example, 
plumbic  iodide  when  melted  conducts  the  current ;  metallic  lead, 
which  is  a  conductor,  accumulates  at  the  platinode ;  whilst  iodine, 
which  is  a  non-conductor  even  when  melted,  collects  at  the 
zincode.  On  the  other  hand,  red  chloride  of  sulphur  (S"Cl2)  is 
not  an  electrolyte,  although  composed  of  single  equivalents  of 
its  components ;  and  melted  sulphur,  and  chlorine,  when  the 
latter  is  liquefied  by  pressure,  are  both  insulators  of  electricity. 
A  compound  composed  of  two  conductors  is  equally  unfit  for 
electrolysis.  For  instance,  a  metallic  alloy,  such  as  plumber's 
solder,  composed  of  two  parts,  or  one  equivalent,  of  lead,  and 
one  part,  or  one  equivalent,  of  tin,  when  melted,  conducts  the 
current  perfectly,  but  no  separation  of  its  constituents  is 
effected. 

(283)  Relative  Decomposability  of  Electrolytes. — Every  elec- 
trolyte, since  it  can  transmit  a  current,  is  also  capable  of  gene- 
rating a  current  if  it  be  employed  to  excite  action  in  the  battery 
itself.  Comparatively  few  electrolytes,  however,  are  practically 
available  for  this  purpose.  It  is  necessary  that  the  deposited 
compounds  be  dissolved  as  fast  as  they  are  produced ;  otherwise 
the  crust  of  insoluble  matter  which  is  formed  upon  the  plates  of 
the  battery  introduces  a  mechanical  obstacle  by  which  the  action 
is  speedily  checked. 

Great  differences  occur  in  the  facility  with  which  different 
electrolytes  yield  to  the  decomposing  power  of  the  voltaic  current. 
Generally  speaking,  the  greater  the  chemical  opposition  between 
the  elements  of  a  compound  the  more  readily  it  yields  to  electro- 
lysis. The  following  table  exhibits  the  order  in  which,  according 
to  Faraday,  the  different  compounds  which  are  enumerated  yield 
to  electrolysis;  those  which  are  most  readily  decomposed  standing 
first  on  the  list  : — 

Solution  of  potassic  iodide  Fused  plumbic  iodide 

Fused  argentic  chloride  Hydrochloric  acid 

Fused  zincic  chloride  Diluted  sulphuric  acid. 
Fused  plumbic  chloride 

(284)  Electro-chemical  Actions. — The  suspension  of  chemical 
action  which  occm-s  under  the  influence  of  electrical  induction  is 
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one  of  tlie  most  interesting  illustrations  of  the  correlation  of 
physical  forces.  This  suspension  is  well  shown  in  the  way  in 
which  zinc  when  placed  in  contact  with  copper  beneath  the  sur- 
face of  sea-waterj  acts  in  preventing  the  corrosion  of  copper,  and. 
transfers  to  itself  the  chemical  energy  which  would  otherwise  be 
manifested  upon  the  copper  (361).  A  similar  suspension  of 
chemical  action  is  produced  in  the  ordinary  case  of  the  decomposi- 
tion of  water  between  two  platinum  electrodes  by  the  voltaic  cur- 
rent ;  here  the  electricity  appears  to  act  by  weakening,  or  rather  by 
partly  neutralizing,  ordinary  chemical  attraction  in  one  direction, 
whilst  it  strengthens  or  adds  to  it  in  the  opposite,  and  hence  the 
particles  which  were  previously  in  combination  with  each  other 
lose  their  attraction  one  for  the  other,  and  acquire  it  for  those 
particles  which  are  next  adjacent  to  them  in  the  liquid ;  if,  for 
instance,  the  brackets  above  the  subjoined  formulge  indicate  the 
state  of  combination  of  the  elements  of  hydrochloric  acid  before 
the  passage  of  the  current,  the  brackets  below  would  indicate  the 
effect  produced  after  its  transmission,  thus : — 


HCl    HCl    HCl  HCl 

 z        c  . 

Here  z  c  is  supposed  to  represent  the  battery,  and  +  and  —  the 
1  terminal  wires  of  the  arrangement :  the  positive  electricity  seems 
I  to  detach  the  chlorine  adjacent  to  it  from  the  hydrogen  with 
■  which  it  was  previously  in  combination,  whilst  the  negative  elec- 
t  tricity  produces  a  similar  effect  upon  the  contiguous  particles  of 
1  hydrogen,  and  the  intermediate  portions  are  polarized  in  the 
I  manner  above  represented. 

The  following  modification  of  ;this  experiment  also  shows  in 
aa  striking  manner  the  remarkable  influence  of  electric  polarity 
lupon  chemical  attraction  : — If  two  separate  glasses  filled  with 
ddiluted  sulphuric  acid  be  placed  side  by  side,  and  into  one  glass 
tthe  negative  wire  of  the  battery  is  plunged,  whilst  the  positive 
wire  dips  into  the  other  cellj  no  decomposition  will  ensue;  but  if 
aa  connexion  be  established  between  the  two  glasses  by  means  of 
aa  slip  of  platinum  foil,  one  end  of  which  is  made  to  dip  into  each, 
tithe  current  will  be  immediately  transmitted :  hydrogen  will  be 
?Bvolved  upon  the  platinode  in  one  glass,  and  oxygen  upon  the 
;zincode  in  the  other  glass  ;  whilst  owing  to  the  polar  condition 
Iiiuto  which  the  connecting  slip  of  platinum  is  thi-own,  hydrogen 
jlivill  be  given  off  from  one  end  of  the  slip,  and  oxygen  will  be 
I    1  p  p 
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evolved  upon  the  other  extremity  of  it,  although  the  metal 
itself  experiences  no  sensible  change  beyond  a  slight  rise  of 
temperature. 

(285)  Eledrobjsis  of  Salts. — It  has  already  been  stated 
(282,  iv.)  that  when  a  binary  compound,  such  as  a  fused  chloride 
or  an  iodide,  is  submitted  to  electrolysis,  the  ions  or  components 
of  the  compound  are  separated  at  the  respective  electrodes  in 
equivalent  ^proportions ;  the  metal  appearing  at  the  platiuode, 
whilst  the  chlorine,  or  corresponding  element,  is  deposited  at  the 
zincode.  If  the  zincode  of  the  battery  be  formed  of  a  substance 
capable  of  combining  with  the  chlorine  or  corresponding  element, 
an  equivalent  amount  of  the  chloride  or  other  compound  of  this 
metal  will  be  formed  there  ;  and  when  the  metal  of  the  zincode 
is  the  same  as  that  contained  in  the  compound  which  is  under- 
going decomposition,  the  original  compound  is  reproduced.  For 
instance,  if  a  quantity  of  fused  argentic  chloride  (AgCl)  be  de- 
composed by  a  current  which  is  conducted  into  it  by  means  of 
silver  wires,  the  quantity  of  the  chloride  will  undergo  no  altera- 
tion ;  for  in  this  experiment,  as  fast  as  the  silver  is  deposited 
upon  the  negative  wire,  a  corresponding  quantity  of  silver  will  be 
dissolved  from  the  positive  wire,  since  the  latter  wire  combines 
with  the  equivalent  quantity  of  chlorine  which  is  liberated  at  this 
point.  Let  Ag+  represent  the  positive  silver  wire,  or  zincode, 
by  which  the  current  is  conveyed  into  the  melted  cbloride,  and 
—  Ag  the  negative  wire  :  if  the  brackets  in  the  upper  row  of 
symbols  which  follow  indicate  the  combination  before  the  passage 
of  the  current,  the  lower  ones  will  show  the  arrangement  after 
the  occurrence  of  the  decomposition  :— 

-Ag  I  Tgg  A^l  A^l  I  Ag  + 

AgAg  I  ClTg  ClAg  ClAg  I 

An  examination  of  the  products  furnished  by  the  electrolytic 
decomposition  of  aqueous  solutions  of  the  oxysalts  (or  salts  formed 
from  acids  which  contain  oxygen),  exhibits  results  which  appear 
to  be  at  variance  with  the  statement  that  the  components  of  an 
electrolyte  are  separated  in  equivalent  proportions — but  further 
investigation  shows  that  they  are  strictly  in  accordance  with  it ; 
these  experiments  also  lead  to  the  very  interesting  conclusions 
which  have  an  important  bearing  upon  the  theory  of  salts  in 
general. 

When  a  solution  of  an  oxysalt  such  as  sodic  sulphate  is  sub- 
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mitted  to  electrolysis,  a  quantity  of  acid  accumulates  around  the 
positive  plate,  and  of  alkali  arouud  the  negative  plate  :  whilst  at 
the  same  time  both  oxygen  and  hydrogen  are  set  free.  The  pro- 
portions of  each  may  be  determined  by  means  of  a  diaphragm 
apparatus,  in  -which  the  products  of  decomposition  can  be  kept 
separate  from  each  other,  and  the  gases  which  are  evolved  can  be 
separately  collected.  Such  an  apparatus  was  contrived  by  Daniell, 
and  is  represented  in  fig.  236.    a  and  b  are  the  two  halves  of  a 

EiG.  236. 


stout  glass  cylinder,  which  are  fitted  by  grinding  upon  a  hollow 
tring  of  glass,  c;  the  two  rims  of  this  ring  are  ground  down  to  a 
igi'ooved  shoulder,  so  as  to  allow  a  thin  piece  of  bladder  to  be  tied 
over  each  end  of  the  ring,  which  is  thereby  converted  into  a  kind 
!  of  drum ;   at  k  is  a  small  hole  through  which  the  cavity  thus 
Itformed  can  be  filled  with  liquid  ;  d  and  e  are  two  bent  glass  tubes 
Iffor  carrying  off  the  gases  evolved  during  electrolysis  ;  g  and  h  are 
Ittwo  large  platinum  electrodes,  which  pass  through  corks  in  the 
iiDCcks  of  the  cylinder,  and  can  be  connected  with  the  battery 
)by  means  of  the  wires,  /,  i.     The  apparatus  thus  forms  three 
[•compartments,  which  may  be  filled  with  the  liquid  for  experi- 
ment, and  the  whole  may  be  supported  in  a  frame  of  wood. 
i'By  the  employment  of  this  ajiparatus,  it  is  found  that  while  a 
(ijuantity  of  acid  accumulates  at  the  zincode,  an  equivalent  quan- 
[iity  of  alkali  is  set  free  at  the  platinode.     At  the  same  time,  a 
ji]uantity  of  gas  is  also  emitted  from  each  electrode,  that  from  the 
tiincode  being  oxygen,  and  that  from  the  platinode  hydrogen. 
Jpon  placing  a  voltameter  in  the  course  of  the  circuit,  it  is  found 
hhat  a  quantity  of  gas  is  emitted  from  the  saline  liquid,  exactly 
Iqqual  to  that  obtained  from  the  voltameter ;  and  upon  neutral- 
peing  the  acid  and  alkali,  they  likewise  are  in  equivalent  ratios 
JD  the  gas  which  is  emitted  (Daniell,  Phil.  Trans.  1839,  97,  and 
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1840,  209).*  Suppose  that  the  gas  collected  in  the  voltameter  is 
22-32  cubic  centimetres  (or  the  quantity  yielded  by  i8  mgrms.  of 
water  at  o°  C  and  760"""-  barometric  pressure),  the  united  quantity 
of  oxygen  and  hydrogen  from  the  solution  of  sodic  sulphate  would 
be  the  same, — and,  in  addition,  one  equivalent  in  mgrms.,  or  142 
mgrms.  of  sodic  sulphate  would  be  decomposed  ;  62  mgrms.  of 
soda  (NagO)  would  apparently  be  liberated  at  the  platinode,  and 
80  mgrms.  of  sulphuric  anhydride  (SO3)  at  the  zincode.  Upon 
substituting  a  voltameter  of  fused  plumbic  chloride  in  the  circuit 
for  one  containing  diluted  sulphuric  acid,  and  still  continuing  to 
transmit  the  current  through  the  solution  of  sodic  sulphate,  it  was 
found  that  for  every  equivalent  of  plumbic  chloride  Avhich  was 
decomposed,  i  equivalent  of  the  mixed  gases  was  evolved  from  the 
saline  solution,  and  at  the  same  time  i  equivalent  of  the  sulphate 
was  decomposed.  What  is  observed  in  the  case  of  sodic  sulphate 
holds  good,  also,  with  the  oxysalts  of  the  alkalies  and  earths 
generally. 

(286)  Bearing  of  Electrohjsis  on  the  Binary  Theory  of  Salts. — 
It  is  a  fundamental  law  of  voltaic  action,  that  the  current  in 
any  circuit  at  the  same  time  is  equal  in  every  cross  section  of  the 
circuit,  and  consequently  its  decomposing  power  in  each  section 
must  also  be  equal ;  yet,  in  the  case  of  sodic  sulphate,  there 
appears  to  be  in  the  saline  solution  twice  as  much  decomposition 
that  occurs  in  the  adjacent  voltameter,  although  both  are  trans- 
mitting the  entire  current  from  the  battery.  A  satisfactory  and 
complete  explanation  of  this  anomaly  is,  however,  afforded  by  the 
binary  theory  of  salts  in  the  following  manner  : — 

Upon  the  binary  theory  of  salts,  the  component  ions  of  sodic 
sulphate  are  not  soda  and  sulphuric  anhydride  (Na20,S03)  but 
soduim  and  sulphion  (a  compound  of  4  atoms  of  oxygen  and  i  of 
sulphur),  the  compound  being  sodic  sulphionide  (NagjSOJ  ;  and 
such  it  proves  to  be  under  the  influence  of  electrolysis,  sodium 
being  liberated  at  the  platinode,  whilst  sulphion  appears  at  the 
zincode.  Sodium,  however,  cannot  exist  in  the  presence  of  water  ; 
the  metal  immediately  takes  oxygen,  and  becomes  converted  into 
soda;  2Na2  +  4H30  yielding  4  NaHO  + 2  H3 ;  the  alkali  is  dis- 


*  Tliis  observation  is  strictly  true,  as  I  found  by  numerous  careful  repeti- 
tions of  these  experiments,  although,  as  Magnus  {Pogg.  Annal.  1857,  cii.  i) 
has  pointed  out,  when  the  quantity  of  acid  and  alkali  becomes  considerable  in 
the  two  cells,  the  hberated  acid  and  alkali  each  transmit  a  portion  of  the 
current  as  well  as  the  sodic  sulphate,  so  that  if  the  experiment  be  unduly  ])ro- 
longed,  the  portion  of  the  acid  and  base  set  free  is  less  than  that  which  theory 
requires. 
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solved  in  the  liquid,  whilst  the  hydrogen  escapes  as  gas.  Sulphiou 
is  equally  unable  to  exist  in  the  separate  form ;  it  combines  with 
hydrogen,  %  H2O  +  2SO.J,  becoming  Og  +  z  HgSO^,  while  oxygen 
escapes,  and  sulphuric  acid  is  formed ;  and  since  both  sodium 
and  sulphiou  are  liberated  in  equivalent  proportions,  the  quantity 
of  water  decomposed  is  also  equivalent  to  the  quantity  of  salt 
electrolysed. 

On  the  foregoing  view,  therefore,  the  evolution  of  oxygen  and 
hydrogen  during  the  decomposition  of  such  saline  solutions  is  a 
secondary  action.  If  a  solution  of  a  salt  of  a  metal  which,  like 
copper  or  lead,  does  not  decompose  water  at  ordinary  tempera- 
tures, be  substituted  for  one  of  sodic  sulphate  as  the  electrolyte, 
no  hydrogen  should  be  evolved,  but  the  metal  itself  should  appear 
upon  the  platinode  ;  whilst  if  the  other  constituent  of  the  salt  be 
one  which,  like  chlorine,  is  unable  to  take  hydrogen  from  water 
at  common  temperatures,  no  oxygen  should  be  emitted.  Accord- 
ingly, upon  making  the  experiment  with  a  solution  of  cupric  or 
plumbic  chloride,  the  salt  is  resolved  into  metallic  copper  or 
metallic  lead,  and  chlorine  gas,  but  no  oxygen  or  hydrogen  is 
liberated.  These  observations  will  explain  the  reason  that  although 
water,  when  pure,  is  scarcely  decomposed  by  the  current  from  100 
cells  or  upwards,  yet  it  appears  instantly  to  become  a  good  elec- 
trolyte on  the  addition  of  a  few  drops  of  acid,  or  of  solution  of  a 
salt  of  an  earth  or  an  alkali ;  for  upon  the  addition  of  the  salt,  it 
is  this  body  which  is  decomposed,  and  the  water  is  then  resolved 
into  oxygen  and  hydrogen  by  a  secondary  action  in  the  manner 
already  explained.  Sulphuric  acid  in  solution  is  in  like  manner 
resolved  into  hydrogen  and  sulphiou,  and  SO^.  In  neither 
case  is  the  water  directly  electrolysed.  This  observation  also  ex- 
plains a  circumstance  which  much  perplexed  the  earlier  experi- 
menters upon  the  chemical  action  of  the  voltaic  pile.  In  all 
experiments  in  which  water  was  decomposed,  both  acid  and  alkali 
were  invariably  found  to  be  liberated  at  the  electrodes,  although 
distilled  water  was  employed ;  and  hence  it  was  believed  for  some 
time  that  the  voltaic  current  had  some  mysterious  power  of  gene- 
rating acid  and  alkaline  matter.  The  true  source  of  these  com- 
pounds, however,  was  traced  by  Davy  [Fhil.  Trans.  1807,  2),  who 
showed  that  they  proceeded  from  impurities  contained  either  in 
the  water  employed,  or  in  the  vessels  made  use  of,  or  in  the 
atmosphere  itself.  Having  proved  that  ordinary  distilled  water 
always  contains  traces  of  saline  matter,  he  redistilled  it  at  a 
temperature  below  the  boiling-point,  in  order  to  avoid  all  risk  of 
carrying  over  salts  by  splashing  :  he  fgund  that  when  he  used 
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marble  cups  to  contain  the  water  for  decomposition,  the  acid  was 
the  hydrochloric  and  the  alkali  was  soda,  both  derived  from  sodic 
chloride  present  in  tbe  marble  itself;  when  agate  cups  were  used 
to  contain  the  water,  he  obtained  silica  ;  and  when  he  used  gold 
vessels,  he  procured  nitric  acid  aud  ammonia,  which  he  traced  to 
atmospheric  air ;  by  operating  in  vacuo,  the  quantity  of  acid  and 
alkali  was  reduced  to  a  minimum,  but  the  decomposition  then 
was  almost  arrested,  although  he  operated  with  a  battery  of 
50  pairs  of  plates  4  inches  (10  centimetres)  square.  Hence  it 
is  manifest  that  water  itself  is  not  an  electrolyte,  but  it  is 
enabled  to  convey  the  current  if  it  contain  only  faint  traces  of 
saline  matter. 

The  following  Table  illustrates  the  manner  in  which  saline 
bodies  may  be  classified  in  relation  to  their  mode  of  electric  de- 
composition ;  the  anion  indicating  the  electro-negative,  the  cathion 
the  electro-positive  component. 


A,  Simple 


j  Simple  Anion 
(Simple  Cathion 


a. 

o 


B,  Complex 


/o  ^l.  Simple  Anion  .. . 

Compound  Cathion . 

Compound  Anion  . 
Simple  Cathion 

Compound  Anion  , 
Compound  Cathion 

Compound  Anion  . 
Simple  Cathions 


I  Ag.Cl. 
H,N,C1. 


.2 

03 

o  i 


Compound  Anion   

Simple  and  Comjjound  Cathions 


H^N,C,Hp.,. 
Na3,P0^. 


When  the  solutions  of  the  monobasic  salts  are  the  subjects  of 
electrolysis,  the  proportion  of  acid  and  base  liberated  is  in  single 
equivalents ;  for  example,  a  solution  of  potassic  nitrate  yields 
I  molecule  of  potash  and  i  of  nitric  acid,  for  each  molecule  of  fused 
argentic  chloride,  which  is  decomposed  in  a  separate  voltameter 
included  i)i  the  same  circuit.  2  AgCl,  and  2  KNO3  +  3  HjO 
become  respectively  separated  into  Agg,  with  Clg,  and  H0  +  2  KHO 
with2HN03  +  0. 

When  an  aqueous  solution  of  a  dibasic  salt,  such  as  sodic 
sulphate  (NagSOJ,  is  submitted  to  electrolysis,  for  each  molecule 
of  the  salt  decomposed,  2  molecules  of  argentic  chloride  would 
simultaneously  undergo  electrolysis,  if  included  in  the  same  cir- 
cuit; 2  AgCl  becoming  Ag„  aud  CI3,  while  NaoSO^-l-  3  IlgO  yield 
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2  NaHO  +  H,  at  the  platinode,  together  with  HgSO^  +  O,  which 
appear  at  the  zincode. 

Again,  i  molecule  of  fused  plumbic  iodide  Pbig,  would  undergo 
decomposition,  whilst  3  molecules  of  argentic  chloride  would,  if 
included  in  the  same  circuit,  be  at  the  same  moment  resolved  into 
its  elements ;  a  AgCl  becoming  Agg  and  Clg,  whilst  Pblj  yield 
Pb  and  I^. 

In  an  analogous  manner  when  a  tribasic  salt,  such  as  trisodic 
phosphate  (NajPOJ,  is  subjected  to  electrolysis,  the  same  current 
which  would  decompose  2  molecules  of  the  phosphate  would 
simultaneously  liberate  the  chlorine  and  silver  from  6  molecules 
of  argentic  chloride  in  the  voltameter ;  6  AgCl  becoming  3  Ag.^ 
and  3  CI,,  and  at  the  same  time  2  Na3P0^4-9  HgO  yield  6  NaHO 
and  3  at  the  platinode,  whilst  2  HgPO^  and  3  O  appear  at  the 
zincode. 

It  will  be  seen  that  the  proportion  of  the  various  elements 
set  free  by  electrolysis  corresponds  in  each  case  to  the  equivalent, 
but  not  to  the  atomic  weight. 

This  principle  may  be  still  further  exemplified  in  other  modi- 
fications of  the  phosphates.  When  a  solution  of  i  molecule  of 
sodic  pyrophosphate  (Na^PgO^)  with  6  molecules  of  water  (6  HjO) 
is  electrolysed,  4  molecules  of  argentic  chloride  are  decomposed 
in  the  voltameter,  whilst  4  NaHO  and  3  Hg  make  their  appear- 
ance at  the  platinode  of  the  diaphragm  cell,  and  H^P^O^  with  Og 
are  set  free  at  the  zincode.  When  a  solution  of  2  molecules  of 
sodic  metaphosphate  2  (NaPOg)  is  decomposed  with  3  molecules 
of  water  (3  HgO),  2  molecules  of  argentic  chloride  are  electrolysed 
in  the  voltameter,  whilst  2  NaHO  and  Hg  appear  at  the  platinode 
«of  the  diaphragm  cell,  and  2  HPO3  with  O  is  liberated  at  the 
zincode.  In  each  case  the  phosphoric  acid  thus  transferred  pre- 
serves its  tribasic,  tetrabasic,  or  monobasic  character,  according 
to  the  nature  of  the  salt  which  was  electrolysed. 

The  results  of  the  electrolysis  of  the  monobasic  and  polybasic 
oxysalts,  it  will  thus  be  seen,  admit  of  a  simple  explanation  upon 
the  binary  theory.  The  results  of  the  decomposition  of  the  basic 
salts  are  not,  however,  so  easily  reconciled  with  this  view.  Ac- 
cording to  E.  Becquerel,  when  basic  salts  are  decomposed, — for 
each  molecule  of  argentic  chloride  in  the  voltameter,  i  molecule 
of  a  monobasic  acid  is  liberated  at  the  zincode,  whilst  all  the 
atoms  of  base  which  were  previously  in  combination  with  the 
acid  are  liberated  at  the  platinode.  My  own  experiments  upon 
this  point  confirm  this  view,  although  from  a  numerous  series  of 
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trials  on  the  basic  nitrites,  basic  nitrate,  and  basic  acetates  of 
lead,  I  always  obtained  a  smaller  quantity  of  plumbic  oxide  and 
of  metallic  lead  than  was  required  by  theory,  if  this  law  held 
good  :  probably  this  deficiency  was  due  to  the  secondary  action 
of  the  solution  upon  the  liberated  oxide.  When,  for  example,  the 
tribasic  plumbic  acetate  (Pb  a  PbO,  2  CJIgO,)  was  decomposed, 
employing  as  the  electrodes  plates  of  lead  instead  of  plates  of 
platinum,  for  every  2  of  acetion  (CgH.Og)  which  appeared  at  the 
zincode,  somewhat  less  than  i  atom  of  metallic  lead  and  2  mole- 
cules of  oxide  of  lead  appeared  at  the  platinode :  so  that  the 
salt  appeared  to  have  undergone  decomposition  into  Pb  +  2  PbO 
and  2  CgHgOj.  It  is  difficult  to  reconcile  the  idea  of  an  ion 
consisting  of  Pb  +  2  PbO*  with  the  binary  theory.  The  most 
probable  explanation  appears  to  be  this :  viz.,  that  the  plumbic 
oxide  is  attached  to  the  normal  acetate  in  a  manner  analogous  to 
water  of  crystallization,  and  that  the  normal  acetate  is  the  true 
electrolyte,  whilst  the  oxide  is  left  upon  the  electrode  in  the 
insoluble  form  as  soon  as  the  acid  which  kept  it  in  solution  is 
removed.  A  similar  explanation  may  be  applied  to  the  case  of 
other  soluble  basic  salts. 

Faraday's  principle,  '  that  if  the  same  pair  of  elements  unite 
with  each  other  to  form  more  than  one  compound,  it  is  only  the 
compound  which  contains  one  atom  of  each  element  that  admits 
of  electrolysis,'  although  generally  true,  if  we  substitute  the  ex- 
pression equivalent  for  that  of  atom,  cannot,  however,  be  laid 
down  as  a  law  of  electric  decomposition.  It  occasionally  happens 
that  two  different  electrolytes  containing  the  same  elements  exist. 
Both  cupric  chloride  (CuClg)  and  cuprous  chloride  (CugClg),  for 
example,  are  electrolytes.  When  a  currenir  of  given  strength  is 
transmitted  successively  through,  i,  a  solution  of  cupric  sulphate ; 
2,  a  solution  of  cupric  chloride  ;  and  3,  fused  cuprous  chloride, — 
decomposition  takes  place  simultaneously  in  each ;  but  for  each 
molecule  of  cupric  sulphate  resolved  into  Cu  and  SO^  one  of  cupric 
chloride  is  decomposed  into  Cu  and  CI3,  and  one  of  cuprous 
chloride  into  Cug  and  Clg ;  so  that  for  each  atom  of  copper  sepa- 
rated at  the  platinode  fi'om  the  solution  of  the  sulphate,  and  from 


*  E.  Becquerel  considered  that  he  had  obtained  a  new  suboxide  of  lead  by 
the  electrolysis  of  its  basic  salts.  But  this  appears  to  be  an  error.  It  is  a 
mere  mixture  of  metallic  lead  with  plumbic  oxide,  for  the  solution  of  the 
normal  plumbic  acetate  quickly  dissolves  the  oxide  and  leaves  the  metallic  lead ; 
and  the  proportion  of  oxide  to  the  metallic  lead  varies  according  to  the  nature  of 
the  salt  operated  upon. 
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the  cupric  (or  ordinary)  chloride,  3  atoms  of  copper  are  liberated 
fi'om  the  cuprous  chloride. 

If  cupric  sulphate  be  used  as  the  measure  of  the  voltaic  action, 
BnS (Liebig's  Annul.  1859,  ex.  257)  considers  when  fused  molybdic 
anhydride  is  electrolysed,  that  for  each  molecule  of  cupric  sul- 
phate resolved  into  Cu  and  SO^,  i  molecule  of  molybdic  anhydride 
(M0O3)  furnishes  i  atom  of  oxygen  and  i  of  MoO^,  and  in  like 
manner  i  molecule  of  fused  vanadic  anhydride  (VO3)  fur- 
nishes I  of  oxygen  and  i  of  VOg.*  Fused  potassic  dichromate 
(KgCr^Oy,  or  KgCrO^jCrOg)  is  also  an  electrolyte,  and  it  is  de- 
composed partially  into  K2  and  CrO^,  and  partially  into  Cr^O^ 
and  O3. 

The  same  current  which  liberates  3  atoms  of  metallic  copper 
from  3  of  cupric  sulphate,  will  successively  resolve  i  molecule  of 
aluminic  chloride  (AlgClg)  into  A\  and  Clg,  3  of  cuprous  chloride, 
3  CugClo,  into  Cug  and  Clg,  and  2  of  chromic  anhydride,  2  CrOg, 
into  CrgOg  and  O3.  And  it  may  be  stated  generally,  as  indicated 
by  E.  Becquerel,  that  each  equivalent  of  electricity  causes  the 
evolution  of  one  equivalent  of  the  electro-negative  element,  or 
anion,  upon  the  positive  electrode. 

When  more  than  one  salt  is  present  in  solution,  the  current, 
when  below  a  certain  strength,  decomposes  only  one  of  them,  the 
best  conductor  being  decomposed  when  the  current  is  feeble ;  but 
when  the  intensity  of  the  current  passes  a  certain  limit,  a  portion  of 
the  inferior  conductor  also  experiences  decomposition.  This  limit 
to  the  intensity  of  the  current,  according  to  Magnus  (Pogg.  Ann. 
1857,  cii.  loc.  cit.),  varies  with  the  size  of  the  electrodes,  and  with 
the  distance  between  them,  as  well  as  with  the  proportion  in  which 
the  different  electrolytes  are  mixed. f 

(287)  Unequal  Transfer  of  Ions  during  Electrolysis. — A  curious 
circumstance  in  relation  to  the  proportion  in  which  the  ions  of 
the  electrolyte  travel  towards  the  respective  electrodes,  was  re- 
marked in  the  course  of  these  investigations  on  the  decomposition 
of  saline  solutions.  It  was  perhaps  natural  to  expect  that,  if  a 
solution  undergoes  electrolytic  decomposition,  for  each  equivalent 


*  As  vanadic  anhydride  is  now  usually  represented  by  the  formula 
^•PSy  —  S'^)'  i*-  would  appear  that  the  body  produced  by  its  electrolysis  is  not 
a  simple  oxide  of  the  metal. 

t  The  results  obtained  by  Magnus  upon  the  decomposition  of  iodic  acid, 
:  stannic  chloride,  and  some  other  bodies,  appear  to  be  pnly  secondary  actions, 
1  not  produced  by  the  direct  electrolysis  of  these  compounds,  and  consequently 
I  they  do  not  admit  of  being  applied  to  the  general  theory.    This,  indeed,  has 
already  been  pointed  out  by  Bufl'. 
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of  the  compound  decomposed,  its  component  ions  should  be 
transferred  to  each  electrode  in  the  exact  proportion  of  half  an 
equivalent  of  each,  although  a  whole  equivalent  was  liberated  in 
the  manner  shown  at  No.  2  in  the  scheme  which  follows  : — 
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(2)  ' 

(3)  ' 
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In  this  scheme  it  is  supposed  that  cupric  sulphate  is  the  elec- 
trolyte, each  atom  of  copper  represented  by  the  symbol  Cu  being 
in  combination  with  the  quantity  of  sulphion  represented  by  SO, 
immediately  beneath  it.  Let  aa  indicate  the 'position  of  a  diaphragm 
of  bladder  separating  two  equal  quantities  of  the  solution  which  in 
No.  I  are  supposed  to  be  in  their  normal  state.  Let  No.  1  re- 
present the  same  solution  after  it  has  undergone  electrolysis ;  an 
equivalent  of  copper  having  been  set  free  at  the  platinode,  and  one 
of  sulphion  at  the  zincode.  It  was  not  unnatural  to  expect  that 
this  result  would  have  been  attained  by  the  transfer  of  half  the 
quantity  of  copper  into  the  division  containing  the  platinode, 
■whilst  half  the  equivalent  of  sulphion  passed  towards  the  zincode 
in  the  manner  represented.  Experiment,  however,  shows  that 
such  a  supposition  is  erroneous,  and  that  the  decomposition  more 
commonly  happens  in  the  mode  represented  in  No.  3,  in  which 
case  the  whole  amount  of  the  anion  is  transferred  to  the  zincode, 
leaving  the  corresponding  equivalent  of  cathion  uucombined,  at 
the  platinode.  Sometimes  when  the  oxide  of  a  metal  is  soluble 
in  water,  the  transfer  of  a  small  quantity  of  the  cathion  takes 
'  place  towards  the  platinode,  but  the  quantity  of  the  cathion  and 
the  anion  set  free  are  always  in  equivalent  proportions  to  each 
other  (Daniell  and  Miller,  Phil.  Trans.  1844, 19).  Acids,  whether 
they  be  soluble  in  water  or  not,  always  travel  towards  the  zincode 
in  proportions  larger  than  those  in  which  the  metals  united  with 
them  pass  towards  the  platinode. 

D' Almeida  {Ann.  Chim.  Phys.  1857  [3],  H.  263)  attributes 
these  remarkable  irregularities,  which  occasion  much  inconve- 
nience in  electro-plating,  to  the  development  of  free  acid  around 
the  zincode.  He  considers  that  the  acid,  owing  to  its  superior 
conducting  power,  conveys  a  large  proportion  of  the  current,  and 
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that  tlie  metal  is  then  reduced  upon  the  platinode  by  the  hydro- 
geuj  at  the  moment  of  its  liberation.  He  finds  that  when  the 
solutions  are  strictly  neixtral  the  inequality  of  transfer  is  scarcely 
perceived.  Strictly  neutral  solutions  of  copper  and  zinc,  when 
decomposed  between  electrodes  of  copper  or  zinc  respectively^ 
become  acid  during  the  operation,  because  the  metal  at  the  zin- 
code  is  not  dissolved  quite  so  rapidly  as  it  is  separated  at  the 
platinode,  and  consequently  a  little  free  acid  accumulates  around 
the  zincode,  and  occasions  the  irregularity  in  transfer  of  the  ions 
which  we  are  now  considering.  When  a  current  traverses  a 
saline  solution  kept  constantly  acid  in  the  zincode  cell,  whilst  the 
platinode  is  maintained  constantly  neutral,  the  salt  is  transferred 
unequally,  the  zincode  becoming  least  impoverished  ;  but  if  the 
solution  be  kept  neutral  around  the  zincode  whilst  it  is  main- 
tained alkaline  around  the  platinode,  the  result  is  reversed,  and 
the  impoverishment  of  the  platinode  is  the  least  marked. 

This  explanation  of  Almeida  is  confirmed  by  the  subsequent 
researches  of  Magnus.  Hittorf  {Pogg.  Annul.  1853,  Ixxxix.  177, 
and  1856,  xcviii.  1)  gives  a  different,  and,  as  it  seems  to  me,  an 
improbable  and  complicated  theory  for  the  explanation  of  these 
results ;  but  his  experiments  appear  to  be  consistent  with  those 
already  quoted. 

(288)  Electrovection,  or  Electrical  Endosmose. — It  was  observed 
many  years  ago  by  Porrett  [Annals  of  Philosophy,  1816,  viii.  74), 
when  water  was  placed  in  a  diaphragm  appai'atus,  one  side  of 
which  was  connected  with  the  positive,  and  the  other  side  with 
the  negative  electrode  of  the  battery,  that  a  considerable  portion 
of  the  liquid  was  transferred  from  the  positive  towards  the  nega- 
tive side  of  the  arrangement.  It  has  since  been  found  that  the 
same  result  occurs  in  a  minor  degree  when  saline  solutions  are 
electrolysed.,  and,  generally,  the  greater  the  resistance  which  the 
liquid  offers  to  electrolysis  the  greater  is  the  amount  which  is 
thus  mechanically  carried  over.  From  numerous  experiments  I 
have  found  that  in  all  these  cases  the  water  carries  with  it  a 
;  proportion  of  the  salt  which  it  holds  in  solution.  It  appears  from 
the  researches  of  Wiedemann  {Pogg.  Annul.  1852,  Ixxxvii.  321), 

•  Avhich  have  been  confirmed  by  those  of  Quincke,  that  the  amount 
( of  liquid  transferred,  caHeris  puribus,  is  proportioned  to  the  strength 
<  of  the  current ;  that  it  is  independent  of  the  thickness  of  the 

•  diaphragm  by  which  the  two  portions  of  liquid  are  separated  ; 
:and  that  when  different  solutions  are  employed,  the  amount  trans- 
iferred  in  each  caise,  by  currents  of  equal  strength,  is  directly  pro- 
iportional  to  the  specific  resistance  of  the  liquid. 
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This  transfer  has  been  minutely  studied  by  Quincke,  who 
seems  to  have  explained  the  steps  which  attend  its  produc- 
tion : — 

If  a  capillary  tube,  bent  into  the  form  of  the  letter  U,  filled 
with  an  imperfect  conductor,  such  as  alcohol  or  distilled  water,  be 
connected  by  platinum  wires  with  the  inner  and  outer  coatings 
of  a  charged  Lcyden  jar,  the  level  of  the  liquid  is  raised  in  the 
negative  limb  and  depressed  in  the  positive  limb.  The  quantity  | 
of  liquid  which  is  thus  carried  over  is  proportioned  to  the  electro- 
motive force  of  the  arrangement,  and  is  independent  of  the  length 
of  the  tube  :  he  has  also  found  that  the  quantity  of  liquid  carried, 
over  for  equal  charges  is  inversely  as  the  square  of  the  diameter 
of  the  tube.  lu  a  syphon  tube  of  one  millimetre  diameter,  con- 
nected with  the  two  electrodes  of  a  single  cell  of  Grovels  battery, 
distilled  water  rises  o'™™'ouoo6i  inHhe  negative  tube. 

If  oil  of  turpentin  or  carbonic  disulphide  be  substituted  for 
water,  and  the  two  platinum  wires  be  connected  with  the  positive 
and  negative  conductors  of  the  electrical. machine,  the  movements 
are  reversed,  the  fluid  rising  in  the  positive  bend.  The  motion  of 
oil  of  turpentin  may,  however,  be  reversed,  if  the  tube  be  lined 
with  sulphur.  If  a  diaphragm  apparatus  with  a  porous  clay 
septum  be  used,  the  essence  of  turpentin  is  transferred  towards 
the  positive  electrode,  but  if  a  diaphragm  of  flowers  of  sulphur, 
compressed  between  two  pieces  of  silk,  be  used,  the  transfer  is 
towards  the  negative  electrode.  It  is  obvious  that  this  transfer 
is  connected  with  the  particular  electrical  condition  assumed  by 
the  containing  vessel  or  diaphragm,  in  relation  to  the  liquid  which 
is  set  in  motion. 

It  has  been  observed  by  Jiirgensen,  that  light  particles  of 
various  solids  in  suspension  in  water  are  transferred  in  the  direc- 
tion opposite  to  that  in  which  the  water  is  carried  under  the 
influence  of  the  current;  and  these  motions  are  diminished  by 
the  addition  of  any  salt  or  other  substance  which  increases  the 
conducting  power  of  the  liquid. 

Into  a  straight  piece  of  capillary  tube  o-""-4  in  diameter,  let 
distilled  water  containing  a  few  granules  of  starch  in  suspension 
be  placed,  and  let  the  liquid  be  connected  with  the  positive  and  . 
negative  conductors  of  the  machine,  by  means  of  platinum  wires 
sealed  into  the  tube.  It  will  then  be  seen  that  the  granules  in 
the  centre  of  the  tube  pass  towards  the  negative  electrode,  whilst 
along  the  sides  of  the  tube  a  return  current  occurs  towards  the 
other  electrode.  By  increasing  the  rapidity  of  the  rotation  of  the 
machine,  the  central  current  becomes  increased  in  rapidity,  whilst 
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that  on  the  surface  becomes  slower,  and  at  length  the  movement 
of  the  suspended  particles  is  reversed,  so-  that  all  move  towards 
the  negative  electrode.  The  wider  the  tube,  the  more  difficult 
it  is  to  produce  this  reversal  of  the  current  of  the  particles  at  the 
sui'face.  Solid  particles  of  the  most  varied  description  exhibit 
these  phenomena,  and  always  in  the  same  order  when  water  is 
employed.  For  example,  whether  finely-divided  gold,  platinum, 
copper,  iron,  graphite,  quartz,  felspar,  oxide  of  manganese,  asbestos, 
emery,  baked  clay,  sulphur,  lac,  silk,  cotton,  lycopodium,  carmine, 
quill,  paper,  ivory,  air-bubbles,  small  drops  of  oil  of  turpentin  or 
of  carbonic  disulphide  be  used,  the  phenomena  are  in  each  case 
similar. 

If  oil  of  turpentin  be  substituted  for  water,  the  same  bodies 
all  move,  but  the  motions  are  now  towards  the  positive  electrode, 
with  the  single  exception  of  sulphur. 

Quincke  seems  to  have  found  the  key  to  these  remarkable 
■  phenomena.  By  employing  granules  of  lycopodium,  which  are 
;  sufficiently  uniform  in  size,  and  very  nearly  of  the  same  density 
:  as  water,  he  ascertained  by  watching  their  motion  under  the 
:  microscope,  that  the  velocity  of  a  particle  near  the  axis  of  the 
•  tube  is  proportional  to  the  strength  of  the  current.  The  follow- 
i  ing  is  his  explanation  : — 

The  water  near  the  sides  of  the  tube  is  transferred  towards  * 
tthe  negative  electrode,  while  all  the  suspended  particles  are 
i  impelled  towards  the  positive  electrode.  These  two  motions  are 
( effected  with  a  speed  proportioned  to  the  strength  of  the  current ; 
Ibut  the  water,  as  there  is  no  other  course  open  to  it,  returns  along 
tthe  axis  of  the  tube,  and  assists  the  motions  of  the  suspended 
[particles.  The  water  on  the  sides  of  the  tube,  on  the  contrary, 
L  carries  the  particles  in  a  direction  opposite  to  that  in  which  they 
:;are  tending.  When  the  strength  of  the  electricity  increases,  the 
rrapidity  with  which  the  particles  move  increases  more  rapidly 
tthan  the  motion  of  the  liquid,  because  of  the  increasing  influence 
cof  the  friction  of  the  sides  of  the  tube  upon  the  moving  water ; 
S80  that  at  length  a  point  is  reached  in  which  the  solid  particles 
cmove  faster  than  the  opposing  current  of  water. 

In  these  phenomena  the  water  acts  partly  as  a  conductor, 
ppartly  as  an  insulator.  As  a  conductor  traversed  by  a  current, 
tthe  cylinder  of  water  acquires  on  its  surface  a  quantity  of  free 
^electricity,  the  density  of  which  varies  from  one  section  to  another ; 
libut  inasmuch  as  the  conductivity  of  water  is  imperfect,  time  is 
rrequired  for  the  communication  of  the  electricity  of  one  particle 
tito  the  adjacent  particles.    Now  a  particle  of  water  near  the  side 
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of  the  tube  becomes  positively  electric  by  contact  with  the  glass, 
and  its  positive  electricity  tends  to  move  in  the  same  direction  as 
the  positive  electricity  of  the  cuiTent ;  but  since  the  particle  of 
water  cannot  instantaneously  part  with  its  electricity,  it  is  carried 
forward  in  the  direction  of  the  positive  current :  and  these  motions 
can  only  occur  in  imperfect  conductors^  which  retain  their  charge 
for  a  sensible  time.  If  a  foreign  substance^  such  as  a  grain  of 
starch,  be  suspended  in  the  water,  it  becomes  negatively  electric 
by  simple  contact  with  the  water,  and  independently  of  the 
current  from  the  machine, — water  having  been  shown,  by  Faraday 
and  others^  to  become  positively  electrified  by  friction  with  every 
substance  hitherto  tried  ;  and  when  two  bodies  become  electric  by 
contact,  the  electricity  which  e"ach  acquires  is  the  same  as  that 
developed  by  rubbing  them  together.  If  a  conducting  liquid  be 
added  to  the  water,  these  conditions  of  the  development  of  elec- 
tricity by  contact  are  altered,  and  the  motion  of  the  particles  is 
arrested. 

Oil  of  tnrpentin,  on  the  contrary,  becomes  negative  by  fric- 
tion and  by  contact  with  all  substances  hitherto  tried,  except 
sulphur,  and  consequently  the  direction  of  the  movements  is 
reversed.  (Quincke,  Ann.  Chim.  Phys.  1861  [3],  Ixii.  381,  and 
[3^,  Ixiii.  479.) 

(289)  Secondary  Results  of  Electrolysis. — The  explanation 
already  given  of  the  mode  in  which  the  oxysalts  are  electrolysed 
was  happily  applied  by  Daniell  to  the  elucidation  of  the  origin 
of  the  voltaic  power,  in  a  combination  contrived  by  Becquerel 
(262),  which  presents  many  interesting  peculiarities.  If  a  porous 
tube  filled  with  nitric  acid  be  plunged  into  a  vessel  containing  a 
solution  of  potash,  and  the  wires  of  a  galvanometer,  armed  with 
platinum  plates,  be  plunged  one  into  the  nitric  acid,  and  the  other 
into  the  alkaline  solution,  a  current  will  circulate ;  oxygen  will  be 
emitted  from  the  plate  immersed  in  the  potash,  and  nitrous  acid, 
owing  to  the  absorption  of  hydrogen  by  the  nitric  acid,  will  be 
formed  around  the  other  plate,  whilst  potassic  nitrate  is  slowly 
produced  by  transudation  of  the  two  liquids  through  the  pores  of 
the  diaphragm.  By  connecting  several  of  these  cells  together  in 
succession,  upon  the  principle  of  the  ordinary  battery,  the  power 
may  be  considerably  augmented.  The  decomposition  which 
appears  to  occur  is  represented  by  the  following  symbols,  in  which 
H,]N03  indicates  the  nitric  acid,  and  K,HO  the  potassic  hydrate  : 
the  position  of  the  brackets  above  the  symbols  indicates  the 
arrangement  before  the  current  is  established,  whilst  after  its 
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passage,  the  arrangement  is  supposed  to  be  that  indicated  by  the 
brackets  beneath  : — 


H,N03  H^NOg  I  K,HO  K,HO. 

It  is  particularly  to  be  observed  that  no  development  of  oxygen 
,  or  of  hydrogen  occurs  upon  the  platinum  plates  until  the  two 
■  plates  are  united  by  a  conducting  wire,  and  it  ceases  as  soon  as 
1  the  conducting  communication  between  the  plates  is  interrupted : 
i  in  the  latter  case  the  polar  arrangement  of  the  particles  is  inter- 
ifered  with,  although  the  reaction  of  the  caustic  potash  upon  the 
1  nitric  acid  continues.  The  secondary  action  of  the  nitric  acid  on 
ithe  hydrogen  which  is  set  fiee  is  necessary  to  the  development 
( of  the  current.  If  sulphuric  acid  be  substituted  for  the  nitric, 
ithe  hydrogen  is  not  absorbed,  and  no  current  is  obtained,  pro- 
Ibablv  because  it  is  neutralized  bv  the  counter-current  which  the 
I  accumulation  of  the  hydrogen  upon  the  platinum  plate  tends  to 
1  produce  (264). 

The  secondary  actions  of  the  voltaic  current  are  often  of 
great  importance;  they  require  to  be  carefully  distinguished  from, 
its  primary  effects.  Secondary  results  are,  in  some  instances, 
1^ produced  by  the  action  of  the  liberated  components  of  the  elec- 
trolyte upon  the  materials  employed  as  electrodes :  for  example, 
if  a  slip  of  copper  be  substituted  for  one  of  platinum^  as  the  zin- 
code  of  the  battery,  and  be  immersed  in  diluted  sulphuric  acid, 
cupric  sulphate  will  be  formed  by  the  combination  of  the  copper 
with  the  disengaged  sulphion.  At  other  times,  the  secondary 
rresults  are  manifested  by  the  reaction  of  the  ion  upon  the  liquid 
111  which  the  electrolyte  is  dissolved,  as  when  the  potassium  or 
«odium,  set  free  at  the  platinode  in  an  aqueous  solution  of 
ttts    salts,  liberates  hydrogen    by  its  action  upon  the  water; 

+  2  HHO=H2+2  KHO.  In  the  cases  just  cited,  the  chemical 
attractions  of  the  disengaged  ions  are  very  intense,  and  the 
secondary  action  is  exactly  proportioned  to  the  primary  ;  so  that 
tit  may  be  employed  as  a  measure  of  the  current :  but  when  the 
tendency  to  combination  is  more  feeble,  the  proportion  of  these 
osecoudary  actions  to  the  primary  one  is  greatly  influenced  by  the 
extent  of  surface  exposed  by  the  electrode  to  the  liquid,  and  by 
Ithe  energy  of  the  current,  and  consequent  quantity  of  the  ion 
Idisengaged  at  once.  G'enerally,  the  slower  the  action,  and  the 
larger  the  surface  of  the  electrode,  the  more  uniform  and  com- 
plete is  the  secondary  action.    The  results  are  well  exemplified 
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by  Bunsen's  researches  on  the  isolation  of  the  more  oxidizablc 
metals  by  the  voltaic  current.  If  a  thin  platinum  wire  be  used 
as  the  platinodc  in  a  solution  of  chromic  chloride,  to  convey  the 
current  from  4  or  5  cells  of  the  nitric-acid  battery,  metallic 
chromium  may  be  obtained  without  difficulty  :  but  if  a  plate  of 
platinum  be  employed,  chromic  oxide,  mixed  with  a  certain 
amount  of  hydrogen,  is  liberated ;  in  the  latter  case  the  metal 
has  time  to  decompose  the  water  before  fresh  particles  of  chromium 
are  deposited  upon  its  surface. 

In  consequence  of  these  secondary  actions,  the  same  element 
may  sometimes  appear  at  one  electrode,  sometimes  at  the  other, 
as  is  seen  in  the  case  of  nitrogen :  if,  for  instance,  a  solution  of 
ammonic  sulphate  be  submi^tted  to  electrolysis,  it  yields  am- 
monia and  hydrogen  at  the  platinode,  and  a  mixture  of  nitrogen 
with  oxygen  is  set  free  at  the  zincode.  The  nitrogen  in  this 
case  is  liberated  as  a  secondary  result  of  the  combination  of  a 
portion  of  the  oxygen  with  the  hydrogen  of  the  ammonia.  If 
ammonic  nitrate  be  substituted  for  the  sulphate,  nitrogen 
appears  among  the  gaseous  products  at  both  electrodes,  the  nitric 
acid  being  deprived  of  its  oxygen  by  the  hydrogen  evolved  at 
the  platinode,  and  the  ammonia  of  its  hydrogen  by  the  oxygen 
set  free  at  the  zincode. 

If  a  solution  of  plumbic  acetate  be  employed  as  the  electro- 
lyte, the  acetic  acid  undergoes  partial  decomposition  from  the 
action  of  the  oxygen  upon  it  at  the  moment  of  its  liberation  at 
the  zincode,  but  at  the  same  time  a  portion  of  the  oxygen  also 
enters  into  combination  with  some  of  the  plumbic  oxide  con- 
tained in  the  liquid,  and,  as  Warrington  proved,  a  deposit  of 
plumbic  dioxide  (PbOo)  is  produced.  Nobili,  who  first  observed 
this  phenomenon,  found  that  if  a  polished  steel  plate  be  employed 
in  such  a  solution  as  the  zincode  to  the  battery  (4  or  6  cells  of 
Grove's  may  be  employed),  the  deposit  assumes  the  form  of  a  thin 
film,  which  exhibits  the  iridescent  tints  of  Newton's  scale, — the 
tints  varying  according  to  the  thickness  of  the  film  produced. 
Other  experimentalists  have  modified  the  patterns  which  may  be 
obtained  by  these  metallochromes,  which  have  been  applied  by 
Becquerel  even  to  the  imitation  of  the  tints  of  flowers ;  and  by 
varying  the  strength  of  the  battery  and  of  the  solutions  employed, 
he  has  succeeded  in  producing  some  effects  of  great  delicacy  and 
beauty.  Salts  of  manganese  or  of  bismuth  may  be  substituted 
for  those  of  lead,  with  similar  results. 

Many  of  these  secondary  actions  are  very  interesting:  Kolbe 
has  devoted  particular  attention  to  the  effects  of  oxygen  when 
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liberated  during  electrolysis  {Mem.  Chum.  Soc.  1846,  iii.  285,  and 
Q.  J.  Chem.  Soc.  1849,  ii.  157).  Hydrochloric  acid,  especially 
when  previously  mixed  with  sulphuric  acid,  is  in  this  manner 
partially  converted  around  the  zincode  into  chloric  and  perchloric 
acids ;  and  in  an  acid  solution  of  potassic  chloride,  potassic 
chlorate  and  perchlorate  are  formed.  Potassic  cyanide  in  solu- 
tion, when  subjected  to  the  voltaic  current,  is  in  like  manner 
converted  into  the  cyanate.  A  concentrated  solution  of  sal- 
ammoniac  (H^NCl)  evolves  hydrogen  at  the  platinode,  but  the 
chlorine,  instead  of  being  liberated  at  the  zincode,  acts  upon  the 
sal-ammoniac,  and  forms  oily  drops  of  the  so-called  chloride  of 
nitrogen,  which  explode  when  touched  by  the  opposite  electrode. 
Smee  has  shown  that  by  means  of  the  voltaic  current  the  ferro- 
cyanide  may  be  converted  into  the  ferricyanide  of  potassium. 
Kolbe  has,  further,  ascertained  the  effect  of  the  liberated  oxygen 
upon  various  organic  compounds,  and  by  submitting  potassic 
valerate  (KCgHgOg)  to  electrolysis  he  decomposed  the  radicle  of 
valeric  acid  (CgHgOg)  which  it  contains,  and  succeeded  in  obtain- 
ing from  it  a  new  substance  valyl  {CJd^)^,  (or  more  properly 
tetryl) ;  a  new  ether,  (CgH^gO)  tetrylic  ether,  and  a  hydrocarbon 
(C^Hg),  apparently  identical  with  oil-gas  :  and  by  a  similar  pro- 
cess from  acetic  acid  (HCgHgOg)  he  obtained  methyl  (CHgjg,  the 
homologue  of  tetryl.  Particular  interest  is  attached  to  these 
researches,  owing  to  the  circumstance  that  in  each  case  the  com- 
pounds obtained  by  the  electrolysis  belong  to  a  series  related  to 
an  alcohol  different  from  that  which  was  submitted  to  decom- 
position. The  valerates  thus  yield  an  ether  of  the  tetrylic  series  : 
and  the  acetates,  which  are  derivatives  of  wine-alcohol,  furnish  a 
hydrocarbon  which  belongs  to  the  wood-spirit  series. 

(290)  Nascent  State  of  Bodies. — It  is  obvious,  from  the  power- 
ful effect  which  oxygen  produces  at  the  moment  of  its  liberation 
from  compounds  dnring  electrolytic  decomposition,  that  such 
oxygen  must  be  in  a  condition  very  different  from  that  in  which 
it  exists  when  once  it  has  assumed  the  gaseous  form.     Oxygen  is 
not  insoluble  in  water,  and  it  is  therefore  possible  to  bring  it  in 
small  quantities  at  a  time  into  chemical  contact  with  salts  or 
other  bodies  which  water  may  hold  in  solution.     Oxygen  gas 
may,  however,  be  passed  for   an   unlimited  time  through  a 
solution  of  potassic  chloride  without  effecting  the  conversion  of 
any  portion  of  the  chloride  into  chlorate,  or  into  perchlorate  of 
potassium  ;  and  yet,  as  has  been  mentioned  in  the  foregoing  para- 
graph, this  change  is  easily  effected  by  oxygen  as  it  escapes  during 
the  electrolysis  of  an  acidulated  solution  of  potassic  chloride. 

1  Q  Q 


594 


NASCENT   STATE  •  OV  liODIES. 


[290. 


But  it  is  not  necessary  that  oxygen  should  be  liberated  by  the 
agency  of  the  voltaic  battery  in  order  that  it  should  acquire  this 
increase  of  activity.  If  hydrated  nickelous  or  cobaltous  oxide 
be  suspended  in  a  solution  of  caustic  potash,  it  will  undergo  no 
change  when  subjected  to  a  current  of  oxygen  gas;  but  if  a 
current  of  chlorine  be  substituted  for  the  oxygen,  the  whole  of 
the  metallic  oxide  will  be  converted  into  a  brown  sesquioxide ; 
this  change  arises  from  the  action  of  the  chlorine  upon  the  potash, 
during  which,  potassic  chloride  is  formed,  whilst  oxygen  is  set  free, 
and  at  the  moment  of  its  liberation  attaches  itself  to  the  nickelous  or 
cobaltous  oxide,  2KHO  +  Cl^  +  2(NiO,H,0)  =  2KCI  +  Ni203,3  H^O. 
Other  substances  besides  oxygen  exhibit  this  peculiarity,  and 
chemists  have  long  recognized  the  fact  that  bodies,  when  in  this 
nascent  state — that  is  to  say,  when  in  the  act  of  liberation  from 
other  substances — display  more  energetic  attractions  than  they 
show  when  once  obtained  in  the  isolated  form  : — For  example, 
cyanogen  and  chlorine  do  not  enter  directly  into  combination ; 
but  if  cyanogen  at  the  instant  that  it  is  set  free  from  another 
compound,  be  presented  to  chlorine,  the  two  bodies  combine ;  so 
that  if  moist  mercuric  cyanide  be  decomposed  by  means  of  chlo- 
rine, chloride  of  cyanogen  may  be  obtaiued  :  the  chlorine  removes 
the  mercury  step  by  step,  and  the  cyanogen  at  the  moment  of 
its  liberation  enters  into  combination  with  another  portion  of 
chlorine.  In  a  similar  manner,  sulphur  when  set  free  from  an 
alkaline  persulphide  in  the  midst  of  a  solution  of  hydrochloric 
acid,  combines  with  hydrogen,  and  forms  persulphide  of  hydrogen, 
1^282+21101  =  112824-2X01,  the  chlorine  taking  the  potassium, 
whilst  the  sulphur  and  the  hydrogen,  both  in  the  nascent  state, 
unite  to  form  a  new  compound,  although  their  chemical  attraction 
is  so  slight  that  this  compound  separates  spontaneously  into  sul- 
phuretted hydi'Ogen  and  free  sulphur.  The  process  of  double  de- 
composition is  particularly  applicable  in  cases  where  the  mutual 
attraction  of  the  bodies  which  it  is  desired  to  obtain  in  combina- 
tion is  comparatively  feeble.  It  is  not  impossible  that  this 
superior  chemical  activity  of  bodies  in  the  nascent  state  may 
arise  from  the  fact  that  their  particles  are  individually  electrified 
at  the  moment  of  their  separation  from  a  previous  state  of  com- 
bination J  and  that  in  this  condition  they  may  exert  upon  the 
particles  of  dissimilar  contiguous  matter,  a  force  of  induction 
which  may  be  the  agent  that  determines  their  chemical  combina- 
tion :  if  by  a  process  of  double  decomposition  the  particles  of  both 
compounds  were  oppositely  electrified,  combination  might  be  ex- 
pected to  be  proportionately  facilitated  : — For  instance,  if  a  sola- 
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tion  of  potassic  sulphide  and  one  of  cupric  chloride  be  mixed, 
they  will  decompose  each  other ;  the  sulphur  being  negative,  will 
tend  to  combine  with  the  positive  copper,  and  the  positive  potas- 
sium to  unite  with  the  negative  chlorine.  If  the  brackets  in 
No.  I  represent  the  mode  in  which  the  molecules  are  arranged  on 
the  instant  of  mixture  previous  to  decomposition,  those  in  No.  2 
will  illustrate  the  arrangement  of  the  molecules  after  mutual 
decomposition  has  been  effected  : — 


,  ,  K„S  Cu  CI,  ,  ft  S  Cu  CI,)  ,  , 

ci:cu  sk;^^^°^Mci1cusk:k^) 

—  +   — +  —    +  —  + 


(291)  Theory  of  the  Electrical  Origin  of  Chemical  Attraction. 
— It  has  already  been  remarked  (245,  257)  that  whenever  two 
dissimilar  substances,  electrically  insulated,  are  first  brought  into 
contact,  and  arje  then  separated  from  each  other,  disturbance  of 
their  electrical  equilibrium  is  produced ;  one  of  the  bodies  becom- 
ing negatively  electrified  whilst  the  other  acquires  a  correspond- 
ing charge  of  positive  electricity.    It  is  a  well  ascertained  fact, 
that  certain  substances,  by  friction,  acquire  one  kind  of  electricity 
more  readily  than  the  other;  sulphur,  for  example,  when  rubbed 
upon  flannel  or  fur,  becomes  negatively  electric,  whilst  glass,  on 
the  other  hand,  most  readily  assumes  the  positive  state.  What 
has  been  proved  to  occur  when  masses  of  matter  are  brought 
into  contact  was  supposed  by  Davy  [Phil.  Trans.  1807,  39)  to 
happen  also  when  the  molecules  of  two  dissimilar  substances  are 
brought  within  the  sphere  of  mutual  activity  :  he  assumed  '  that 
chemical  and  electrical  attractions  depend  upon  the  same  cause, 
acting  in  one  case  on  particles,  in  the  other  on  masses  of  matter' 
[Phil.  Trans.  1826,  389);  and  all  the  phenomena  of  chemical 
attraction  have  been  referred  to  the  exertion  of  mutual  electrical 
attraction  between  the  atoms  of  each  substance  in  the  compound. 
When,  for  example,  chlorine  and  potassium  are  united,  it  is  sup- 
posed that  each  atom  of  chlorine,  by  contact  with  an  atom  of 
potassium,  becomes  negatively  electrified,  whilst  the  potassium 
becomes  positively  excited ;  a  certain  portion  of  the  positive  elec- 
tricity from  the  chlorine  uniting  with  a  corresponding  amount  of 
negative  electricity  which  is  liberated  from  the  potassium,  thus 
producing  the  light  and  heat  which  attends  the  combination  of 
these  two  bodies  (Berzelius).    Supposing  each  atom  of  both  kinds 
of  matter  to  be  associated  with  equal  quantities  of  both  electri- 
cities, and  that  the  two  different  electricities  be  represented  by 

Q  Q  ;^ 
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the  signs  +  aud  — ,  we  may  represent  the  potassium  and  chlo- 
rine by  symbols;  (-  K  +)  indicating  an  atom  of  potassium,  and 
( —  CI  + )  an  atom  of  chlorine.  As  soon  as  the  two  bodies  are 
brought  into  contact,  it  is  supposed  that  the  chlorine  loses  a  cer- 
taiii  amount  of  positive  electricity,  whilst  the  potassium  loses  au 
equal  quantity  of  negative  electricity,  the  change  being  symbo- 
lized thus  {+  KCl  — )  and  (+  -).  When  the  potassic  chloride 
is  decomposed  electrolytically,  a  quantity  of  positive  electricity 
is  transferred  from  the  positive  wire  of  the  battery  to  the  chlo- 
rine, and  compensates  for  that  which  it  lost  in  the  act  of  com- 
bining ;  and  when  this  amount  of  electricity  has  been  restored, 
the  chlorine  no  longer  has  any  tendency  to  remain  in  combination 
with  the  potassium,  and  hence  it  is  set  free  upon  the  positive 
plate,  whilst  a  simultaneous  transfer  of  negative  electricity  to  the 
potassium  occurs  from  the  negative  plate,  and  the  alkaline  metal 
is  therefore  liberated  upon  the  negative  side  of  the  arrangemeut. 
The  electricity  which  is  set  free  by  the  battery  is  supplied  by  the 
action  of  the  sulphion  upon  the  zinc,  in  the  cells  of  which  the 
battery  consists. 

The  remarkable  law  discovered  by  Faraday,  that  the  same 
current  of  electricity  when  transmitted  successively  through 
various  electrolytes,  decomposes  each  in  the  proportion  of  their 
respective  chemical  equivalents  (282,  iv.)  adds  greatly  to  the  pro- 
bability of  the  supposition  that  electrical  and  chemical  phenomena 
are  due  to  different  manifestations  of  the  same  cause.  So  strong 
was  Daniell^s  conviction  upon  this  point,  that  he  applied  the  term 
current  affinity  to  the  voltaic  current ;  since  by  means  of  the 
proper  application  of  conductors,  or  channels  for  the  force,  the 
chemical  attraction  of  a  portion  of  zinc  and  sulphuric  acid  at 
one  point  could  be  transferred  to  a  distant  spot,  and  could  ther  e 
be  made  to  effect  an  equivalent  amount  of  chemical  decomposition 
upon  a  different  compound.  Upon'  the  electro- chemical  theory, 
the  chemical  equivalent  of  any  substance  is  that  quantity  of 
each  body  which  is  associated  with  an  amount  of  electricity  equal 
to  that  associated  with  a  given  weight  of  some  substance,  such  as 
hydrogen,  which  is  selected  as  the  standard  of  comparison  ;  the 
proportion  of  electricity  which  is  associated  with  a  given  weight 
of  any  substance  being  inversely  as  its  chemical  equivalent,  not 
its  atomic  weight.  Assuming  the  specific  electricity  of  hydrogen 
to  be  represented  by  the  arbitrary  number  1000,  the  following  is 
given  by  Daniell  {Introd.  to  Chem.  Phil.  1843,  2nd  Ed.  687)  as  an 
approximate  table  of  the  specific  electricity  (or  quantity  of  elec- 
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tricity  associated  with  equal  weights)  of  a  few  of  the  more  impor- 
tant elements  and  compounds :— 


Cathions. 

Equiva- 
lent. 

Specific 
Eleutricity. 

1 

Anions. 

Eqniva- 
leiit. 

Specific 
Electricity. 

Hydrogen  ... 

I'O 

1000 

Oxygen 

8-0 

125 

Potassium  ... 

25 

Chlorine 

355 

27 

Sodium 

23"3 

43 

Iodine  

I26'0 

8 

Zinc   

325 

31 

Bromine 

78-3 

12 

Copper  

31-6 

31 

Fluorine 

187 

55 

Ammonia  ... 

i7'o 

58 

Cyanogen  ... 

26'0 

38 

Potash  

47'2 

21 

Sulphuric  Acid 

400 

25 

Soda   

313 

32 

Nitric  Acid  ... 

540 

18 

Lime   

285 

35 

Chloric  Acid 

75-5 

13 

IngeniouSj  however,  as  is  the  electrical  theory  of  chemical 
attraction,  it  must  be  admitted  that  it  is  far  from  being  free  from 
objection  and  difficulty  when,  an  attempt  is  made  to  apply  it  to  all 
oases  of  chemical  action.  It  has  been  already  stated  that  a  very 
large  number  of  bodies  exist  which  are  not  susceptible  of  elec- 
trolysis.* Indeed,  the  chief  classes  of  electrolytes  are  :  i,  binary, 
compounds  of  the  non-metallic  elements  with  the  metals,  such  as 
the  oxides,  chlorides,  iodides,  bromides,  and  fluorides;  2, compounds 
of  the  metals  with  bodies  like  cyanogen,  such  as  the  cyanides 
and  the  sulphocyanides ;  and  3,  compounds  of  the  inetals  with  the 
axiom  or  radicles  of  the  oxyacids,  such  as  the  nitrates,  sulphates, 
borates,  carbonates,  acetates,  tartrates,  &c.  Now,  as  long  as  a 
compound  consists  of  two  elements  only,  if  it  be  decomposed  at 
all,  there  is  no  difficulty  in  anticipating  the  result  of  the  voltaic 
action  : — the  electro-negative  element  will  appear  at  the  zincode, 
and  the  electro-positive  element  at  the  platinode;  yet  there  are 
compounds  consisting  of  two  elements  only  which  are  not  electro- 
lysable,  such,  for  instance,  as  pure  water,  and  sulphur  chloride 
(^2^^2)-         their  particles  be  united  by  electric  opposition,  why 


*  In  the  experiments  of  Lapsehin  and  Tichanowitsch  {Phil.  Mag.  186 1 
[4],  xxii.  308)  a  very  numerous  series  of  Grove's  battery,  amounting  to  900, 
and  in  some  in.stance8  even  to  950  pairs,  produced  no  effect  on  absolute  alcohol, 
ether,  valeric  acid,  oil  of  turpentin,  carbonic  disulphide,  or  fused  boracic  anhy- 
dride: fusel-oil  was  scarcely  acted  on.  Bleekrode  {Proc.  Roy.  Soc.  1876, 
XXV.  322)  has  experimented  with  Mr.  De  La  Eue's  battery  of  8040  cells  on 
liquefied  ammonia,  carbonic  disulphide,  benzol,  stannic  chloride,  liquefied  car- 
bonic anhydride,  liquefied  hydrochloric  acid,  cyanogen,  and  zinc-ethyl.  The 
ammonia  was  decomposed  with  the  formation  of  a  deep  blue  colour,  which 
rapidly  disappeared  when  the  current  was  stopped,  and  zinc-ethyl  also  showed 
signs  of  electrolysis.    The  other  liquids  were  unaffected. 
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should  they  not  yield  to  the  current  ?    In  the  case  of  more  com- 
plex bodies,  such,  for  example,  as  argentic  nitrate  or  plumbic 
borate,  it  is  not  possible,  a  priori,  to  say  how  the  compound 
would  yield  under  the  electric  influence.    It  is  quite  clear  in  the 
case  of  a  salt,  that  the  power  which  holds  together  the  two  ions  of 
the  salt  in  the  form  of  two  iso-electric  groups  (or  groups  of  equal 
electric  energy),  must  be  of  a  different  order  from  that  which 
holds  the  elements  of  its  component  ions  in  combination.  The  tie 
which  binds  together  argentic  nitrate  as  AgNOg,  must  be  of  an 
order  different  from  that  which  unites  the  elements  of  nitrion 
(NO3)  together.    Sodic  sulphate,  again,  as  an  electrolyte  is  sepa- 
rable into  Nag  and  SO^.     But  neither  nitrion  nor  sulphion  can 
exist  in  the  separate  form ;  >how  can  they  become  associated  under 
electric  influence  ?    Again,  sulphuric  anhydride  (SO3)  is  not  an 
electrolyte  when  fused :  the  same  thing  may  be  said  of  fused 
boracic  anhydride ;  and  examples  of  this  kind  might  be  multi- 
plied almost  without  limit.     Why,  if  chemical  attraction  be  due 
to  the  exertion  of  electric  action,  should  certain  bodies  be  readily 
decomposable  by  the  voltaic  current,  and  why  should  others  of 
less  complex  composition  resist  it  entirely  ?    At  present,  no  hint 
appears  to  have  been  given  which  offers  any  clue  to  the  solution 
of  these  questions. 

Practical  Applications  of  Electrolytic  Action. 

(292)  Electrotype,  Voltatype,  or  Galvano-Plastics. — Shortly 
after  Daniell  had  invented  his  constant  battery,  he  observed  that 
when  copper  was  deposited  upon  a  plate  of  platinum,  it  furnished 
a  coherent  sheet  in  which  the  lines  and  irregularities  on  the  surface 
of  the  platiuum  were  faithfully  reproduced  upon  the  deposited 
copper ;  but  he  made  no  practical  application  of  the  observation. 
In  the  year  1839,  Jacobi,  of  St.  Petersburg,  announced  that  he 
had  discovered  a  method  of  making  exact  copies  of  a  metallic  sur- 
face in  copper  by  means  of  the  voltaic  battery,  and  shortly  after- 
M'ards  Messrs.  Spencer  and  Jordan,  who  had  each  indepeudently 
arrived  at  a  similar  result,  published  the  methods  which  they  had 
employed  for  the  attainment  of  this  object.  The  processes  thus 
disclosed  were  so  simple  and  easy  of  execution  that  they  were  im- 
mediately repeated  with  success  ;  and  in  the  following  year  Mr. 
Elkington  in  England,  and  M.  Ruolz  in  Prance,  began  to  apply 
the  voltaic  battery  on  an  extensive  scale  to  the  arts  of  plating  and 
gilding.  Since  this  period  the  voltaic  battery  has  been  most 
extensively  employed  as  a  means  of  depositing  not  only  copper, 
gold,  and  silver  from  their  solutions,  but  zinc,  tin,  and  lead. 
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aud  occasionally  platinum  and  nickel :  many  other  metals  have  also, 
for  particular  purposes,  been  reduced  from  their  salts  by  its  means. 

For  the  deposition  of  Inetallic  copper,  a  solution  of  the 
sulphate  of  this  metal  is  employed,  but  the  mode  of  using  it 
varies  with  the  object  in  view.     Suppose  that  it  be  desired  to 
obtain  a  copy  of  an  engraved  copper  plate  ;  a  wire  or  slip  of 
copper  having  been  soldered  to  the  plate  for  the  purpose  of  faci- 
litating its  connexion  with  the  battery,  the  back  of  the  plate  is 
covered  with  a  resiuous  varnish,  by  which  means  this  surface  is 
electrically  insulated  from  the  solution,  and  it  is  thus  protected 
from  any  deposit  of  reduced  metal.    The  plate  thus  prepared  is 
connected  with  the  negative  electrode  of  a  voltaic  battery,  con- 
sisting of  three  or  four  of  Smee^s  or  Danielle's  cells,  and  immersed 
vertically  in  a  bath  consisting  of  a  solution  of  cupric  sulphate 
(sulphate  of  copper)  slightly  acidulated  and  not  quite  saturated. 
A  sheet  of  copper,  equal  in  size  to  the  one  to  be  copied,  is  sus- 
pended parallel  to  the  latter  in  the  liquid,  and  connected  with 
the  positive  electrode  of  the  battery ;  an  immediate  decomposition 
of  the  solution  ensues  :  metallic  copper  is  deposited  upon  the  entire 
surface  of  the  negative  plate,  in  the  form  of  a  coherent,  continuous 
sheet,  and  an  amount  of  copper  corresponding  closely  to  this  is 
dissolved  from  the  positive  plate,  so  that  the  liquid  remains  cou- 
stantly  charged  with  a  quantity  of  cupric  sulphate  approximately 
equal  to  that  originally  employed.    At  the  commencement  of  the 
operation,  care  must  bs  taken  to  ascertain  that  the  deposit  occurs 
uniformly  over  the  whole  surface  of  the  negative  plate,  for  if  any 
portion  of  it  be  soiled  by  grease  or  resinous  matter,  the  copper 
will  not  be  thrown  down  upon  those  parts ;  when  once  the  depo- 
sition has  commenced  uniformly,  it  goes  on  without  difficulty. 
If  the  plates  be  suspended  vertically,  the  solution  should  be  fre- 
quently agitated,  for  unless  this  precaution  be  taken,  the  liquid 
around  the  negative  plate  becomes  impoverished,  whilst  that 
around  the  positive  plate  becomes  unduly  saturated  with  the 
copper  salt  (287) ;  currents  are  then  produced  in  the  liquid, 
owiug  to  its  unequal  density,  and  they  occasion  the  formation  of 
vertical  grooves  and  striae  upon  the  back  of  the  sheet  of  depo- 
sited metal.     This  inconvenience  is  sometimes  obviated  by  sup- 
porting the  two  plates  in  the  bath  in  a  horizontal  position,  the 
negative  plate  being  undermost;  the  positive  plate  must  in  this 
case  be  enveloped  in  flannel,  in  order  to  prevent  the  small  particles 
of  metal,  which  are  constantly  being  detached  from  it,  from 
falling  upon  the  lower  plate,  and  interfering  with  the  regularity 
of  the  deposition. 


PREPARATION   OF  MOULDS  FOR  ELECTROTYPINO. 


The  deposit  varies  in  hardness  and  coherence  according  to  the 
number  of  cells  employed  in  the  battery,  the  relative  size  of  the 
plates  of  the  battery  and  those  of  the  depositing  cell,  and  the 
temperature  and  degree  of  concentration  of  the  solution.  The 
more  slowly  the  action  takes  place*  if  the  solution  be  concen- 
trated, the  Harder  and  more  crystalline  is  the  deposit.  By 
modifying  the  power  of  the  battery  and  the  strength  of  the 
solution,  in  the  manner  which  experience  soon  indicates,  copper 
may  be  obtained  of  any  desired  degree  of  toughness. 

When  the  deposit  has  attained  the  necessary  thickness,  it 
must  be  detached  at  its  edges  from  the  original  plate,  and  can 
then  be  stripped  oflF  without  difficulty.  The  thin  film  of  oxide, 
or  of  other  adhering  impurity,  derived  from  the  exposure  even  of 
a  freshly  deposited  copper  plate  to  the  air  for  a  few  hours,  is  suffi- 
cient to  prevent  too  intimate  an  adhesion  between  the  plate  and 
the  deposit.  In  the  electrotype  thus  obtained,  the  lines  which 
are  cut  away  upon  the  surfacs  of  the  original  plate  are  repre- 
sented in  relief  in  the  copy,  and  if  a  fac-simile  of  the  engraving 
be  desired,  a  new  deposit  must  be  formed  upon  the  copy  thus 
procured ;  in  this  second  transfer,  an  exact  duplicate  of  the 
original  engraving  will  be  presented.  So  faithfully  does  the 
deposit  reproduce  all  irregularities  upon  the  surface  of  the 
matrix  on  which  it  is  deposited,  that  by  its  means  copies  of 
daguerreotype  plates  have  been  obtained  in  which  the  original 
design  is  accurately  transferred  to  the  deposit  of  copper,  without 
destroying  the  original  impression.  Many  large  and  valuable 
copper  plates,  amongst  which  are  some  of  those  engraved  for  the 
Art  Union,  have  been  electrotyped  with  success.  Bas-reliefs  of 
large  size  have  also  been  executed,  as,  for  instance,  those  around 
the  base  of  the  pedestal  of  Gutenberg's  statue  at  Strasburg  ;  but 
in  such  cases  the  positive  electrode  must  be  provided  with  pro- 
longations, which  project  into  the  hollows  of  the  mould,  so  as 
to  conduct  the  electricity  into  the  portions  of  liquid  which 
they  contain  :  without  this  precaution,  the  deposit  would  either 
not  be  produced  at  all  in  the  prominent  parts,  or  it  would  be 
too  thin. 

(293)  Preparation  of  Moulds  for  Electroty ping. -In  copying 
medals  or  other  works  of  art,  it  is  frequently  necessary  to  employ 
casts  of  the  objects,  instead  of  the  original  objects  themselves, 
which  might  be  liable  to  injury  by  immersion  in  the  metallic 
solution.  These  casts  may  be  made  in  fusible  metal,  or  in 
stearin,  in  plaster,  or  gutta  percha.  A  mixture  of  2  parts  of 
wax,  3  of  stearic  acid,  and  i  of  plumbago,  is  said  to  give  very 
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good  results.  Gore  {Pharm.  Journal,  1855,  xv.  31)  recommends 
a  mixture  of  2  parts  of  gutta  percha  and  i  part  of  marine  glue ; 
the  materials  are  to  be  cut  up,  and  the  glue  melted  at  a  gentle 
heat  and  incorporated  with  the  gutta  percha.  The  paste  should 
be  applied  whilst  soft,  with  a  gradually  increasing  pressure,  to 
the  surface  of  the  medal  or  other  object  which  it  is  desired  to 
copy.  In  certain  cases  an  impression  of  the  object  to  be  copied 
is  obtained  in  sheet  lead  by  the  application  of  strong  pressure. 
Tn  every  instance,  before  proceeding  to  eflPect  the  metallic  depo- 
sition, the  back  of  the  mould,  if  made  of  metal,  or  of  a  con- 
ductor of  electricity,  must  be  coated  with  a  resinous  varnish,  or 
with  some  non-conducting  matter.  When  moulds  of  plaster  of 
Paris  are  employed,  they  must  be  rendered  impervious  to 
moisture  by  immersion  in  melted  wax  or  tallow  ;  after  which  the 
surface  to  be  copied  is  endued  with  the  power  of  conducting 
electricity,  by  applying  finely-powdered  plumbago,  of  good 
quality,  to  the  surface  by  means  of  a  brush  ;  taking  care  that 
every  portion  of  the  surface  to  be  copied  is  completely  coated 
by  it.  The  cast  is  then  connected  with  the  negative  wire  of  the 
battery  by  means  of  a  strip  of  sheet  lead,  or  a  copper  wire, 
which  is  in  electric  contact  jvith  some  portion  of  the  black-lead 
surface.  Impressions  of  seals  in  sealing-wax,  stamps  in  relief 
upon  pasteboard  or  paper,  and  the  engraved  blocks  used  for 
wood-cuts,  after  they  have  been  thus  rendered  conductors  upon 
the  surface,  may  be  electrotyped  with  facility.  Even  glass  may 
be  rendered  a  conductor  by  the  use  of  one  of  the  methods  of  de- 
positing silver  upon  its  surface.  Leaves,  flowers,  fruits,  and 
insects  have  also  been  coated  with  copper,  or  with  silver,  by  the 
electrotype  process.  A  mode  of  producing  a  conducting  surface 
upon  these  articles,  due  to  Capt.  Ibbetson,  consists  in  immersing 
them  in  a  weak  solution  of  phosphorus,  either  in  carbonic  disul- 
phide  or  in  ether,  allowing  the  solvent  to  evaporate  from  the 
surface,  and  thea  plunging  the  objects  into  a  solution  of  argentic 
nitrate ;  the  phosphorus  left  upon  the  surface  reduces  a  very  thin 
film  of  silver  upon  the  superficial  portions  of  the  objects,  suffi- 
cient to  enable  them  to  receive  the  deposit  from  the  battery,  if 
they  be  properly  connected  with  the  negative  wire,  and  sub- 
mitted in  a  metallic  bath  to  the  action  of  the  electric  current. 
Steel  plates  cannot  be  copied  by  immersing  them  in  a  bath  of 
cupric  sulphate,  because  the  steel  and  the  sulphate  act  chemically 
on  each  other,  and  thus  the  engraving  would  be  destroyed.  This 
difficulty  has  been  overcome  by  electrotyping  them  first  in  silver, 
which  can  be  deposited  upon  the  steel  without  injury,  and  upon 
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this  silver  matrix  a  copper  fac-simile  of  the  original  plate  can 
afterwards  be  obtained.  More  recently  Weil  has  shown  that  an 
alkaline  solution  of  cupric  tartrate  may  be  employed  for  de- 
positing at  once  on  cast  iron  or  steel.  No  battery  is  needed, 
but  the  articles  are  simply  suspended  by  zinc  wires  in  the  bath. 

For  the  electrotypiug  of  small  objects,  such  as  coins  or 
medals,  it  is  not  necessary  to  use  a  separate  voltaic  battery,  since 
the  depositing  cell  itself  may,  in  the  following  manner,  be  con- 
verted into  a  voltaic  couple  of  sufficient  power  to  decompose 
cupric  sulphate  :  — Let  a  glass  cylinder,  such  as  the  chimney  of 
an  argand  gas-burner,  be  closed  below  by  a  plug  of  plaster  of 
Paris,  and  be  supported  in  a  vessel  containing  a  solution  of 
cupric  sulphate,  in  which  the  mould  or  the  medal  to  be  copied 
is  supported  by  a  metallic  wire ;  let  the  inner  tube  be  filled  with 
sulphuric  acid  diluted  with  10  or  12  times  its  volume  of  water, 
and  let  an  amalgamated  zinc  rod  be  placed  at  its  axis.  If  this 
zinc  rod  be  connected  with  the  wire  proceeding  from  the  mould 
of  the  medal  to  be  electrotyped,  copper  will  be  deposited  upon 
the  surface  of  the  mould.  The  apparatus  in  fact  constitutes  a 
cell  of  DanielFs  battery,  with  a  trifling  modification  in  its  form. 
The  solution  of  copper  should  be  maijitained  uniformly  saturated 
with  cupric  sulphate,  by  suspending  crystals  of  the  salt  in  the 
upper  part  of  the  liquid. 

(294)  Electro-Tjincing. — Zinc  may  be  deposited  from  its  sul- 
phate on  the  surface  of  iron  by  processes  similar  to  those  used 
for  cupric  sulphate.  The  operation  requires  but  a  feeble  current, 
and  admits  of  being  performed  upon  a  very  large  scale  :  the  iron 
links  of  the  suspension  bridge  formei'ly  erected  at  Hungerford, 
but  now  transferred  to  Clifton,  which  were  passed  into  the  abut- 
ments on  the  side  of  the  Thames,  were  successfully  submitted  to 
this  operation ;  each  of  these  links  is  24  feet,  or  nearly  7*5  metres, 
in  length,  and  of  proportionate  width.' 

It  is  not  possible,  however,  to  obtain  coherent  plates  of  all 
the  metals  with  the  same  facility  as  is  the  case  with  copper  and 
zinc.  Many  of  the  metals  are  thrown  down  from  their  solutious 
in  a  crystalline  form,  whether  the  deposition  be  effected  rapidly  or 
slowly.  Silver  is  separated  thus  from  its  nitrate,  and  lead  ex- 
hibits a  similar  deportment  when  the  acetate  or  the  nitrate  of 
this  metal  is  electrolysed.  Gold  and  platinum  do  not  give 
coherent  plates  when  solutions  of  the  chlorides  of  these  metals 
are  submitted  to  voltaic  decomposition.  Lead  may  be  deposited 
upon  iron  from  a  solution  of  plumbic  oxide  in  potash ;  and  a 
solution  of  stannic  oxide  in  potash  may  be  used  to  obtain  coherent 


295-] 


ELECTRO-PLATING. 


603 


plates  of  tin  by  electrolysis.  In  like  manner  ammoniacal  solu- 
tions of  the  salts  of  cobalt  and  nickel  may  be  employed  to  furnish 
electrotype  plates  of  these  metals.  In  some  cases^  however, 
where  a  simple  salt  fails  to  give  a  satisfactory  resiilt,  the  effect 
may  be  obtained  by  the  employment  of  certain  double  salts  of  the 
same  metal  with  potassium  or  with  sodium ;  for  this  reason 
auropotassic  cyanide  (KAuCyg)  is  largely  employed  for  gilding, 
and  the  corresponding  salt  of  silver  is  extensively  used  in  electro- 
silvering  :  iron  may  be  deposited  from  a  solution  of  the  double 
magnesic  ferrous  sulphate.  (Jacobi,  Report  Brit.  Assoc.  1869, 
67.)  In  gilding,  silvering,  and  zincing,  one  great  desideratum 
is  to  obtain  a  firm  adherence  between  the  newly-deposited 
metal  and  the  object  to  be  gilt  or  plated;  the  surface  of  the 
metallic  object  is  therefore  first  rendered  chemically  clean,  a 
result  which  is  carefully  avoided  in  the  process  of  electrotyping. 
In  the  latter  case  it  is  usual  to  expose  the  object,  if  freshly 
polished,  to  the  atmosphere  for  24  hours  before  placing  it  in  the 
depositing  cell,  in  order  to  prevent  permanent  adhesion. 

(295)  Electro-Plating. — The  metals  upon  which  an  adherent 
coating  of  silver  is  most  readily  dej)Osited  are  brass,  copper, 
bronze,  and  German  silver ;  but  it  may  also  be  effected  on  steel. 
The  articles  to  be  plated  are  cleansed  from  adhering  greasy 
matters  either  by  boiling  them  in  a  weak  alkaline  solution,  and 
then  washing ;  or  they  are  heated  to  low  redness  in  a  muffle  ;  in 
either  case  they  are  next  dipped  into  dilute  nitric  acid  for  the 
purpose  of  removing  any  adhering  film  of  oxide.  They  are  then 
brushed  with  a  hard  brush  and  some  sand ;  and  having  been 
rinsed  from  adhering  impurities,  and  separately 
attached  to  a  clean  copper  wire,  they  are  again 
dipped  for  an  instant  into  nitric  acid,  washed, 
and  immersed  while  still  wet  in  the  silvering 
bath.  Let  fig.  237  represent  a  plan  of  this 
bath,  and  c  z  the  voltaic  battery ;  the  copper 
wires  attached  to  the  articles  to  be  plated  are 
twisted  round  the  rods  p  p  p,  which  are  con- 
nected with  the  negative  wire  of  the  battery, 
whilst  the  positive  wire  is  connected  with  a 
series  of  silver  plates,  z  z  z,  which  are  also  im- 
mersed in  the  silvering  liquid.  This  solution  is 
commonly  prepared  by  dissolving  argentic  cyanide 
in  a  solution  either  of  cyanide  or  of  ferrocyanide 
of  potassium.  Solutions  containing  argentic 
thiosulphate  (hyposulphite)  or  sulphite  are  occasionally  employed. 


Fig.  237. 
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In  order  to  prepare  the  silvering  bath,  a  solution  of  argentic 
nitrate  may  be  precipitated  by  the  addition  of  potassic  cyanide 
as  long  as  it  produces  a  precipitate  :  this  precipitate,  after  having 
been  washed  by  decantation,  is  dissolved  in  a  solution  of  potassic 
cyanide.  An  excess  of  potassic  cyanide  is  requisite;  at  least 
3  parts  of  potassic  cyanide  being  employed  for  i  part  of  argentic 
cyanide."'^  A  solution  which  contains  of  its  weight  in  silver 
is  found  to  be  of  a  convenient  strength  for  ordinary  operations. 
When  potassic  cyanide  is  used  in  the  bath  as  a  solvent,  the  solu- 
tion gradually  becomes  alkaline  from  the  formation  of  potassic 
carbonate,  which  accumulates  in  the  liquid  and  interferes  with 
the  regularity  of  the  decomposition  :  but  if  calcic  cyanide  be  sub- 
stituted for  the  potassic  cyanide,  this  inconvenience  is  obviated, 
since  calcic  carbonate  is  formed,  and  owing  to  its  insolubility,  it 
sinks  to  the  bottom  of  the  bath  as  fast  as  it  is  produced.  The 
articles  when  plated  have  a  dead  white  or  chalky  surface,  but 
they  may  be  burnished  by  pressure  if  desired,  and  they  then 
assume  the  brilliant  lustre  of  polished  silver.  It  is  remarkable 
that  the  addition  of  a  very  small  proportion  of  carbonic  disul- 
phide  to  the  bath  causes  the  deposited  silver  to  assume  the  lustre 
of  the  polished  metal. f  The  amount  of  silver  which  is  deposited 
can  be  regulated  very  accurately  by  weighing  the  articles  before 
immersion,  and  weighing  them  again  afterwards.  A  deposit  of 
from  ]^  ounce  to  ounce  of  silver  to  a  square  foot  of  the  plated 
surface  (from  4*2  to  5*0  grms.  per  square  decimetre)  answers  well 
in  practice ;  the  sheet  of  silver  under  these  circumstances  being 
of  about  the  thickness  of  ordinary  writing  paper.  The  solution 
must  be  frequently  stirred,  in  order  to  preserve  the  liquid  of 
uniform  density  and  composition  throughout. 

The  batteries  used  at  Birmingham  for  gilding  and  silvering 
are  in  general  simply  plates  of  amalgamated  zinc  opposed  to  plates 
of  copper  in  dilute  sulphuric  acid  :  the  "plates  are  ao  arranged  that 
they  can  be  readily  raised  or  lowered  in  order  to  expose  a  smaller 


*  If  potassic  ferrocyanide  be  used  as  a  solvent  of  the  argentic  cyanide,  i  o 
parts  of  this  salt  are  required  for  the  solution  of  i  part  of  cyanide  of  silver. 

t  In  order  to  effect  this  object,  6  ounces  of  carbonic  disulphide  are  directed 
to  be  agitated  with  l  gallon  of  the  plating  liquid,  and  set  aside  for  24  hours. 
Two  ounces  of  the  liquid  thus  obtained,  are  to  be  added  over  night  to  20  gallons 
of  the  ordinary  plating  liquid ;  the  bath  is  ready  for  use  next  morning.  This 
addition  of  the  solution  of  the  disulphide  requires  to  be  renewed  daily,  to  make 
up  for  the  loss  of  the  carbonic  disulphide  by  evaporation.  Much  care  is  required 
in  the  use  of  such  a  solution,  for  it  is  liable  to  changes  which  are  produced  by 
very  slight  modifications  in  the  mode  of  working. 
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or  larger  surface  to  the  action  of  the  acid.  The  superficial  area^  and 
number  of  the  plates  used,  are  made  to  vary  according  to  the  size 
and  nature  of  the  objects  to  be  operated  upon.  The  workman 
judges  from  experience  as  to  the  number  of  pairs  to  be  employed ; 
it  seldom  happens  that  more  than  two  or  three  pairs  of  plates 
are  needed.  In  Paris,  Bunsen's  carbon  and  zinc  batteries  are  also 
employed  with  success  in  these  operations.  Magneto-electric 
machines  (315)  are  now  frequently  used  instead  of  batteries. 

(296)  Electro- Gilding  and  Platinizing. — It  is  possible  to  gild 
most  of  the  ordinary  metals  by  voltaic  action.  Articles  which 
consist  of  brass,  bronze,  copper,  or  German  silver  are  first  annealed, 
then  pickled,  as  the  operation  of  immersing  them  into  the  mixture 
of  diluted  nitric  and  sulphuric  acids  is  termed,  after  which  they 
are  scrubbed  and  '  dipped'  in  strong  nitric  acid,  and  then  rinsed 
in  water,  as  is  practised  in  preparing  them  for  plating.  Silver 
articles  are  cleansed  in  a  similar  manner,  but  they  do  not  require 
to  be  '  dipped.''  Iron  and  steel  may  be  gilt  by  cleansing  them  from 
grease,  first  with  potash,  and  then  by  dipping  in  nitric  acid,  and 
scouring  the  surface  with  burnt  clay  finely  sifted,  in  order  to 
remove  the  black  stains  produced  by  the  liberation  of  carbon.  A 
more  powerful  current  is  required  for  gilding  upon  iron  than  upon 
the  metals  previously  mentioned. 

The  gilding  bath  most  usually  employed  consists  of  aurous 
cyanide  dissolved  in  potassic  cyanide.  It  may  be  prepared  by 
dissolving  gold  in  aqua  regia,  and  adding  potassic  cyanide  to  the 
diluted  liquid  so  long  as  it  produces  a  precipitate ;  a  brisk  effer- 
vescence accompanies  the  action,  and  a  yellow  deposit  of  aurous 
cyanide  (AuCy)  is  formed :  the  clear  liquid  is  decanted,  and  the 
precipitate  is  redissolved  in  a  solution  containing  between  7  and 
8  parts  of  potassic  cyanide  to  i  part  of  gold  :  the  solution  is  then 
diluted  until  100  parts  of  the  liquid  contain  i  part  of  gold. 

M.  Ruolz  has  shown  that  various  other  gilding  baths  may  be 
used  instead  of  the  auro-potassic  cyanide  :  for  example,  he  finds 
that  aurous  cyanide  may  be  employed  when  brought  into  solution 
by  the  ferrocyanide  or  by  the  ferricyauide  of  potassium;  he  has 
also  used  with  success  the  aurous  sodic  sulphite,  the  solution  of  the 
sodic-auric  chloride  (NaCl,  AuClg)  or  iodide  with  an  excess  of 
soda,  and  even  the  sulphide  of  gold  dissolved  in  a  solution  of 
protosulphide  of  potassium. 

As  yet  the  deposition  of  platinum  by  voltaic  action  has  not  been, 
practised  to  any  considerable  extent,  but  it  is  said  that  a  solution 
of  the  potassic-platinic  chloride  (2  KCl,  PtClJ  in  caustic  potash 
may  be  applied  to  this  purpose  with  tolerable  success. 
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(297)  Besemblances  between  the  Electricity  of  the  Machine  and 
that  of  the  Voltaic  Battery. — Notwithstanding  the  extremely  brief 
duration  of  the  discharge  from  the  electrical  machine,  it  produces, 
whilst  it  lasts,  phenomena  similar  to  those  of  the  voltaic  current, 
which,  indeed,  may  be  regarded  as  a  succession  of  discharges 
renewed  so  frequently  as  to  become  continuous.  By  repeating 
the  discharge  from  the  electrical  machine  many  times  through  the 
same  liquid  conductor,  Faraday  was  enabled  to  obtain  true  elec- 
trolytic decomposition.  The  following  simple  experiment  may  be 
adduced  as  an  illustration  of  this  fact : — Upon  a  plate  of  glass 
place  a  small  piece  of  turmeric  paper,  moistened  with  a  solution 
of  potassic  iodide  which  has  been  mixed  with  a  little  starch ; 
upon  one  end  of  this  piece  of  paper  allow  the  point  of  a  fine  pla- 
tinum wire  to  rest,  the  other  end  of  the  wire  being  in  communi- 
cation with  the  prime  conductor  of  the  machine  ;  on  the  other 
extremity  of  the  paper  place  a  similar  wire  in  communication 
with  the  earth  :  it  will  be  found  on  setting  the  machine  in  action 
that,  after  the  lapse  of  one  or  two  minutes,  a  small  blue  spot  will 
appear  round  the  point  of  the  wire  connected  with  the  prime 
conductor,  owing  to  the  liberation  of  iodine ;  while  round  the 
wire  which  communicates  with  the  earth  a  brown  spot  will  be 
formed,  from  the  action  of  the  alkali  which  is  set  free.  If  the 
wires,  instead  of  being  connected  through  the  medium  of  a  solu- 
tion of  potassic  iodide,  be  made  to  dip  into  a  drop  of  a  solution 
of  cupric  sulphate,  metallic  copper  will  be  deposited  on  the  wire 
connected  with  the  earth,  and  oxygen  and  sulphuric  acid  will 
appear  on  the  other  wire.  If  a  piece  of  litmus  or  turmeric  paper, 
moistened  with  a  solution  of  sodic  sulphate,  be  supported  on  a 
thread  of  glass  between  two  wires,  one  of  which  proceeds  from 
the  prime  conductor,  whilst  the  other  is  in  communication  with 
the  earth,  the  saline  solution  in  the  paper  will  be  decomposed  by 
the  electricity,  even  if  the  paper-  does  not  touch  either  of 
the  wires  :  the  litmus  paper  on  the  side  towards  the  prime  con- 
ductor will  gradually  be  reddened,  whilst  the  turmeric  paper  will 
be  turned  brown  at  the  extremity  which  is  furthest  from  the 
prime  conductor. 

The  quantity  of  electricity  which  is  required  to  produce 
chemical  decomposition  is  very  great.  This  fact  is  strikingly 
illustrated  by  a  comparison  which  was  made  by  Faraday  between 
the  amount  of  electricity  developed  from  the  machine  by  friction 
and  that  which  is  furnished  by  the  chemical  action  of  the  battery. 
The  experiment  was  performed  in  the  following  manner : — A  wire 
of  platinum  and  another  wire  of  zinc,  each  Vt  of  an  inch  in 
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diameter,  were  immersed  -fV  of  an  incli  apart,  to  a  depth  of  f  of 
au  iuch  iu  au  extremely  dilute  acid  liquid,  prepared  by  adding  a 
single  drop  of  oil  of  vitriol  to  four  ounces  of  water.  The  current 
obtained  from  this  combination,  at  a  temperature  of  15°  C,  was 
passed  through  the  coil  of  a  galvanometer  consisting  of  18 
feet  of  copper  wire  of  an  inch  thick.  It  produced  in  about 
three  seconds  as  great  a  deviation  of  the  needle  as  was  obtained 
by  the  electricity  furnished  by  thirty  turns  of  a  powerful  plate- 
machine  in  excellent  action.  This  quantity,  if  concentrated  within 
a  space  of  time  constituting  only  a  minute  fraction  of  a  second, 
by  discharging  it  in  a  single  flash  from  a  Leyden  battery,  exposing 
3500  square  inches  of  coated  surface,  would  have  been  sufficient 
to  kill  a  small  animal,  such  as  a  cat  or  a  rat ;  but  the  chemical 
action  upon  the  zinc  by  which  it  was  produced  was  so  trifling  as 
to  be  quite  inappreciable  ;  and  it  is  estimated  by  Faraday  that 
not  less  than  800,000  discharges,  each  equal  iu  quantity  to  this, 
would  be  required  for  the  decomposition  of  a  single  grain  of 
water  !  Extraordinary  as  this  estimate  appears,  it  has  been  amply 
confirmed  by  later  experiments  of  Becquerel  upon  this  subject : 
and  from  the  experiments  of  Weber,  it  may  be  calculated  that, 
if  the  whole  of  the  positive  electricity  required  to  decompose  a 
grain  of  water  were  accumulated  upon  a  cloud  1000  metres  (3281 
feet)  above  the  surface  of  the  earth,  the  attractive  force  exerted 
between  the  cloud  and  the  portion  of  the  earth  beneath  it  would 
be  equal  to  1497  tons  ! 

A  recent  experiment  made  by  Messrs.  Warren  De  La  Rue  and 
Hugo  W.  Miiller,  of  which  they  kindly  permit  a  description  to 
appear  here  in  anticipation  of  a  paper  to  be  communicated  to  the 
Royal  Society,  illustrates  very  strikingly  the  powerful  heating 
effects  obtainable  from  a  quantity  of  electi'icity  sufficient  to  decom- 
pose only  a  very  small  quantity  of  water.  A  condenser  of  44*8 
microfarad  capacity  was  charged  by  3000  cells  of  their  battery,  the 
current  flowing  through  a  voltameter  in  which  only  -5-0W  of  a 
grain  of  water  was  decomposed  by  the  electricity  which  accumu- 
lated in  the  condenser ;  this  charge  was,  however,  capal)le  of 
deflagrating  a  piece  of  platinum  wire  8  inches  long  and  -gV  of  an 
inch  in  thickness. 

(298)  Delac's  Dry  Pile. — The  relation  between  the  electricity 
of  the  voltaic  battery  and  that  of  the  ordinary  electrical  machine 
admits  of  being  traced  in  an  interesting  manner  by  intermediate 
steps.  Deluc,  soon  after  the  discovery  of  the  voltaic  pile,  con- 
trived what  he  termed  the  dry  pile.  It  may  be  constructed  in 
the  following  manner : — Take  a  number  of  sheets  of  paper,  one 
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surface  of  which  has  been  coated  with  gold  or  silver  leaf,  and 
paste  upon  the  uncoated  surface  a  sheet  of  zinc  foil ;  when  suffi- 
ciently dry,  place  several  of  these  sheets  of  paper  one  over  another, 
the  zinc  faces  all  being  arranged  in  one  direction  ;  then  cut  out, 
with  a  punch,  a  number  of  circular  disks,  and  ai-range  them,  to 
the  number  of  2000  or  upwards,  in  a  glass  tube,  the  diameter  of 
which  is  rather  greater  than  that  of  the  circular  disks  of  paper, 
taking  care  that  all  the  zinc  surfaces  are  in  one  direction,  and 
all  the  silvered  or  gilt  surfaces  in  the  opposite  direction.  A  pile 
analogous  to  Volta's  will  thus  be  obtained  ;  and  if  these  disks  be 
pressed  together  and  connected  at  each  end  with  a  metallic  wire, 
such  a  pile  will  cause  divergence  of  the  leaves  of  the  gold-leaf 
electroscope  when  one  extremity  of  it  is  made  to  touch  the  cap 
of  the  instrument,  whilst  the  other  end  is  connected  with  the 
earth,  either  through  the  human  body  or  by  means  of  any  other 
conductor.  If  the  pile  be  reversed,  and  then  presented  to  the 
still  diverging  electroscope,  the  leaves  will  first  collapse,  and  will 
then  immediately  open  with  the  opposite  kind  of  electricity. 
Indeed,  if  the  wires  attached  to  the  two  extremities  of  the  pile 
be  bent  round  and  made  each  to  terminate  in  a  small  metallic 
disk,  the  two  disks  being  placed  at  a  distance  of  about  an  inch 
and  a  half  (3  or  4  centimetres)  from  each  other,  care  being 
taken  to  maintain  their  insulation,  an  insulated  slip  of  gold-leaf, 
suspended  midway  between  the  two  disks  will  oscillate  backvrards 
and  forwards  between  them,  if  an  impulse  be  first  given  to  it 
towards  either  side  : — suppose  it  to  approach  the  positive  plate,  it 
acquires  a  positive  charge ;  it  is  then  repelled  from  the  positive 
plate,  but  is  attracted  by  the  negative  plate,  when  it  gives  up  its 
positive  charge  and  becomes  negatively  electrified,  in  which  state 
it  is  again  atractted  by  the  positive  plate  ;  this  alternate  move- 
ment of  the  gold  leaf  will  continue  uninterruptedly  for  months 
or  even  years. ^  With  a  dry  pile,  which  contained  20,000  pairs, 
or  disks,  of  zinc  and  silver  paper,  sparks  have  been  obtained,  and 
a  Leyden  battery  has  been  charged  sufficiently  to  produce  shocks. 
It  is  worthy  of  remark  that  these  actions  are  produced  in  Deluc's 
column  only  when  the  paper  contains  that  amount  of  moisture 


*  ■Rohnenberger '  has  contrived  an  extremely  sensitive  electroscope,  which 
depends  upon  a  modification  of  this  experiment.  Midway  between  the  two  insu- 
lated terminating  disks  of  Deluc's  pile,  he  suspends  a  single  strip  of  gold-leaf 
by  a  metallic  wire  from  an  insulated  plate  of  metal  ;  this  gold-leaf,  however,  is 
not  near  enough  to  either  disk  to  touch  it.  It'  a  body  with  the  feeblest  electrical 
charge  be  made  to  touch  the  insulated  plate,  tlie  gold-leaf  becomes  electric,  and 
is  attracted  towards  the  oppositely  electrified  pole  of  the  pile. 
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■which  is  found  in  it  under  ordinary  circumstances,  and  which  is 
considerable,  although  it  usually  passes  unnoticed.  If  the  paper 
be  artificially  dned,  the  pile  loses  its  activity,  but  again  recovers 
its  energy  as  the  paper  reabsorbs  moisture  from  the  air.  Pro- 
vided that  the  two  extremities  of  the  pile  be  insulated  from 
each  other,  it  will  retain  its  activity  unimpaired  for  years  ;  but 
if  the  ends  be  permanently  connected  by  means  of  a  good  con- 
ductor, the  zinc  becomes  gradually  oxidized,  and  the  electrical 
effects  disappear. 

Zamboni  obtains  a  more  effective  instrument  by  substituting 
finely-powdered  black  oxide  of  manganese  for  the  gold  or  silver 
leaf.  One  surface  of  the  paper  is  coated  with  zinc  or  tin-foil, 
and  the  coating  of  peroxide  may  be  give  a  to  the  other  surface 
either  by  rubbing  it  on  in  a  dry  state,  or  by  applying  it  in  admix- 
ture with  water  to  which  a  little  honey  has  been  added.  The 
paper  disks  are  arranged  ia  a  column,  and  are  terminated  at 
either  extremity  by  a  metallic  plate.  These  metallic  plates  are 
made  to  compress  the  paper  disks  by  means  of  ligatures  of  silk 
which  pass  from  end  to  end  of  the  pile  and  bind  the  disks  firmly 
together  :  whilst  effectual  insulation  is  provided  for  by  giving  the 
pile  a  non-conducting  coat  of  sulphur,  which  is  easily  applied  by 
a  momentary  immersion  of  the  whole  instrument  in  a  bath  of 
melted  sulphur. 

(299)  Water  Battery. — Tt  has  been  already  stated  (259)  that 
even  with  a  single  pair  of  zinc  and  copper  plates  excited  by  dilute 
.  acid,  polarization  and  electric  tension  may  be  proved  to  precede 
the  voltaic  current,  although  the  experiment  is  one  of  considerable 
'  delicacy.    These  effects  of  tension  are  strikingly  exhibited  in  the 
case  of  Deluc's  pile  ;  but  they  may  be  shown  iu  a  manner  still 
more  decided  by  employing  a  numerous  series  of  alternations  of 
:  zinc  and  copper,  each  of  which  need  expose  only  a  very  small  sur- 
Iface,  and  may  be  excited  simply  with  distilled  water.     Such  an 
;  arrangement  or  v)ater  battery,  consisting  of  a  thousand  couples, 
produces,  if  insulated,  and  connected  at  each  of  its  extremities 
with  a  gold-leaf  electroscope,  considerable  divergence  of  the  leaves 
I  of  each  instrument.     Such  a  combination  will  communicate  a 
(charge  to  a  Leyden  battery  :  this  charge,  although  it  rises  only  to 
:a  small  extent,  may  be  renewed  and  discharged  for  an  indefinite 
mumber  of  times  in  very  rapid  succession.    The  wire  which  is 
(Connected  with  the  last  zinc  plate  of  this  battery  is  negative, 
1  whilst  that  which  is  attached  to  the  copper  is  positive. 

Gassiot  (Phil.  Trans.  1844,  39)  given  an  account  of  a 
wery  powerful  and  carefully  constructed  water  battery,  from  which 
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he  obtained  results  of  great  interest.  This  battery  was  composed 
of  3520  pairs  of  copper  and  zinc  plates,  arranged  iu  separate  glass 
vessels,  covered  with  a  coating  of  lac  varnish  ;  the  glass  cells  were 
supported  on  slips  of  glass  thickly  coated  on  both  sides  with  shell- 
lac,  and  these  glass  plates  were  insulated  on  varnished  oaken 
boards,  each  board  being  further  insulated  by  resting  on  thick 
plates  of  glass  similarly  varnished.  All  these  precautions  were 
found  by  experience  to  be  necessary  in  order  to  preserve  the  insu- 
lation. When  the  conducting  wires  of  this  battery  were  brought 
within  of  an  inch  (o'"'™"5)  of  each  other,  sparks  were  obtained, 
and  when  the  wires  were  made  to  terminate  in  brass  disks  which 
were  brought  very  near  each  other,  a  rapid  succession  of  sparks 
was  maintained,  which  on  one  occasion  continued  without  inter- 
ruption for  five  weeks.  A  permanent  deflection  of  the  galvano- 
meter was  obtained  when  this  instrument  was  included  in  the  cir- 
cuit whilst  the  sparks  were  passing ;  under  similar  circumstances, 
paper  moistened  with  potassic  iodide  and  included  in  the  circuit, 
speedily  gave  indications  of  the  chemical  decomposition  of  the 
iodide.  The  chemical  effects  produced  by  the  water  battery  are, 
however,  always  feeble,  but  they  are  similar  in  kind  and  in  direc- 
tion to  those  which  are  obtained  when  acids  are  employed  as  the 
exciting  liquid  in  the  cells ;  and  the  principal  effect  that  would  be 
obtained  if  dilute  acid  were  substituted  for  water  in  such  a  com- 
bination would  be  an  increase  in  the  quantity  of  electricity,  by 
increasing  the  consumption  of  zinc  and  the  chemical  action  in 
each  cell  in  a  given  time.  The  tension  of  the  charge  would  be 
increased  by  the  change  of  the  exciting  liqixid,  in  proportion  as 
the  electro-motive  force  of  each  cell  was  augmented  when  com- 
pared with  the  resistance  offered  by  the  liquid  employed  in 
charging  the  battery.  Neither  in  the  water  battery  nor  in  any 
other  form  of  battery  is  the  tension,  as  measured  by  its  power  of 
overcoming  resistance  to  conduction,  increased  by  increasing  the 
size  of  the  plates. 

Messrs.  Warren,  De  La  Rue,  and  Hugo  Miiller  {Journ.  Chem. 
Soc.  1868  [2],  vi.  488)  have  constructed  a  battery  in  which  the 
elements  consist  of  rods  of  zinc  and  chloride  of  silver  in  a  solu- 
tion of  sodic  chloride  placed  in  test  tubes  closed  by  stoppers  of 
paraffin,  and  carefully  insulated.    Experiments  with  2000  of  these  f 
cells  were  made  in  1875  (Proc.  Roy.  Soc.  1875,  xxiii.  356),  with 
5640  in  1876  {Proc.  Roy.  Soc.  1876,  xxiv.  167),  and  the  number  ^ 
is  now  increased  to  8040  (Proc.  Roy.  Soc.  1876,  xxv.  322).    This  , 
enormous  battery  has  sufficient  tension  to  produce  sparks  8-5"'™- 
(■348  inch)  long  in  air  at  the  ordinary  pressure  when  the  positive  ^ 


ELECTRO-MAGNETISM. 


611 


electrode  is  a  copper  point,  and  the  negative  a  copper  disk.  The 
authors  find  {Proc.  Roy.  Soc.  1876,  xxiv.  167)  that  the  length  of 
the  spark  is  proportional  to  the  square  of  the  number  of  cells, 
600  cells  haviug  a  striking  distance  of  •OC33  inch ;  1200  of 
•0130  inch;  i8oo  of  '0345  inch ;  and  2400  of  "0535  inch.  Cal- 
culating from  the  effect  produced  by  600  cells  the  theoretical 
lengths  for  1200,  1800,  and  2400  would  be  "0132,  •0297,  and 
'0528  inch  respectively,  which  very  closely  approximate  to  the 
experimental  results.  The  8040  cells  should  give  theoretically 
sparks  '5925  inch  long ;  but  the  difference  between  this  and  the 
experimental  number  is  due  to  the  fact  that  the  cells  are  not 
quite  uniform  in  construction,  and  some  have  been  longer  in  use 
than  others.  100,000  of  these  cells  would  give  a  spark  91 '66  inches 
long,  and  a  million,  9166  inches  or  764  feet. 

It  thus  appears,  i.  That  by  voltaic  arrangements  electricity 
may  be  obtained,  exactly  similar  to  that  developed  by  the  common 
machine,  in  its  effects  of  tension  and  in  induction  towards  sur- 
rounding objects,  in  the  polar  character  of  its  action,  and  ,in  the 
opposite  nature  of  the  electricities  accumulated  at  the  extremities 
of  the  apparatus.  2.  That  the  quantity  of  electricity  obtained  by 
voltaic  action  is  almost  immeasurably  greater  than  that  procured 
by  friction  ;  but  that  unless  its  tension  be  exalted  by  using  a 
very  numerous  series,  it  does  not  pass  so  readily  through  non- 
conductors in  the  form  of  sparks  as  the  electricity  of  the  common 
machine.  3.  That,  on  the  other  hand,  by  allowing  the  electricity 
of  the  machine  to  discharge  itself  gradually  through  very  small 
masses  of  imperfect  liquid  conductors  which  are  susceptible  of 
electrolysis,  true  electrolytic  action  may  be  produced. 

The  identity  of  the  two  forces  under  these  different  degrees 
of  tension  no  longer  admits  of  question  ;  in  the  voltaic  action  the 
quantity  is  great,  but  the  tension  is  feeble ;  whilst  in  the  elec- 
tricity of  the  machine  the  reverse  is  the  case,  the  tension  is  very 
high,  whilst  the  quantity  is  extremely  small. 

§  IV.  Electro-Magnetism. 

(300)  Law  of  Electro-Magnetic  Action. — The  influence  of  an 
electric  current  upon  a  fi'ecly  suspended  magnetic  needle  has 
been  already  pointed  out,  but  it  will  be  needful  to  examine  the 
nature  of  the  connexion  between  magnetism  and  electricity  some- 
what more  closely.  Electricity  in  a  state  of  rest  has  no  influence 
upon  a  magnetized  bar.  It  is  only  when  the  electricity  is  in 
motion  that  this  magnetic  action  is  excited.    It  has  already  been 
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explained  {253)  tliat  the  direction  in  which  the  magnetic  needle 
is  deflected  depends  upon  the  direction  of  the  current ;  and  it  has 
been  stated  that  when  the  needle  points  north  and  souih,  and  a 
wire  is  placed  parallel  to  the  needle,  if  the  current  flow  from 
south  to  north  above  the  needle,  the  north  end  of  the  needle  will 
move  westward.  The  power  which  the  wire  exerts  upon  the 
needle  varies  directly  as  the  quantity  of  electricity  which  tra- 
verses the  wire :  and  when  the  current  passes  through  a  straight 
wire  of  considerable  length  (so  that  it  may  be  regarded  as  in- 
finite in  relation  to  the  needle)  the  efl"ect  upon  the  needle  varies 
inversely  as  the  distance  of  the  wire  from  such  needle. 

(301)  Tangent  Galvanometer. — For  measuring  the  strength  of 
the  current,  galvanometers  of  various  forms  have  been  employed. 
When  the  strength  is  extremely  feeble,  the  astatic  galvanometer 
(fig.  207),  is  well  adapted  to  the  purpose,  but  in  this  form  the 
value  of  the  angular  deviation  requires  to  be  experimentally 
determined  for  each  instrument.  When  the  current  has  a  greater 
strength  than  can  be  conveniently  estimated  by  the  astatic  com- 
bination, the  tangent  galvanometer  is  frequently  employed.  This 

instrument  is  simple,  both 
Fig.  238.  construction  and  in  prin- 

ciple. The  conductor,  w, 
fig.  238,  which  is  used  for 
conveying  the  current  round 
the  needle,  consists  of  a 
single  coil  of  thick  copper 
wire,  bent  into  a  circle  of 
about  30  centimetres,  or  one 
foot  in  diameter.  It  is  sup- 
ported vertically  in  a  small 
table  t ;  the  extremities  of 
the  wire  being  connected 
by  means  of  binding-screws 
with  the  wires  from  the  bat- 
tery. Within  the  circle,  w, 
a  magnetic  needle  about  an  incli,  or  25"^"-  long,  is  suspended  by 
fibres  of  unspun  silk,  c,  horizontally  over  a  copper  plate  graduated 
to  degrees.  In  order  to  enable  the  movements  of  the  needle  to 
admit  of  more  accurate  measurement,  its  apparent  length  is  in- 
creased by  fastening  a  piece  of  fine  copper  wire  to  each  end. 
This  arrangement  is  protected  from  currents  of  air  by  means  of  a 
glass  shade.  The  point  of  suspension  of  the  needle  is  made  to 
coincide  accurately  with  the  centre  of  the  circle  formed  by  the 
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conducting  wire :  at  a  is  a  screw  for  raising  or  lowering  the 
needle.  When  the  coil  of  the  instrument  is  placed  with  its  plane 
exactly  in  that  of  the  magnetic  meridian,  the  needle,  under  the 
influence  of  the  directive  action  of  the  earth's  magnetism,  assumes 
a  position  parallel  to  the  plane  of  the  circle.  On  transmitting 
tlie  current  through  the  wire,  the  needle  receives  an  impulse 
which,  if  it  were  free  from  the  inductive  action  of  the  earth, 
would  place  it  exactly  at  right  angles  to  the  coil :  owing,  however, 
to  the  influence  of  the  earth,  the  needle  is  unable  ever  really  to 
assume  this  position ;  but  it  takes  one  which  represents  the  re- 
sultant of  the  two  forces,  and  as  the  action  of  the  earth  may  be 
assumed  to  be  uniform,  the  measurement  of  the  angle  enables  the 
strength  of  the  current  which  produces  the  deviation  to  be  cal- 
culated. It  may  be  demonstrated  that  the  strength  of  the  cur- 
rent is  proportioned  to  the  tangent  of  the  angle  of  deviation. 
The  instrument  cannot  be  relied  on  for  angular  deviations  which 
much  exceed  70°,  owing  to  the  rapidly  diminishing  angular  de- 
viation produced  by  equal  increments  in  the  strength  of  the 
current  when  the  deflection  has  reached  this  extent ;  but  for 
all  currents  which  produce  a  deviation  of  smaller  amount,  it 
afi^ords  a  convenient  measure.  Other  forms  of  galvanometer 
have  been  contrived,  which  it  will  not  be  necessary  to  describe 
in  this  work. 

(303)  Influence  of  a  Conducting  Wire  in  exciting  Magnetism. — 
The  action  of  the  conducting  wire  upon  the  magnetic  needle  is 
not  interfered  with  by  interposing  a  sheet  of  glass  or  other  insu- 
lator of  electricity  ;  and  the  magnetic  influence  is  equally  trans- 
mitted, although  a  sheet  of  copper,  of  lead,  or  of  any  other  non- 
magnetic metallic  conductor  of  electricity  be  introduced  between 
the  needle  and  the  wire.  The  electric  current,  however,  produces 
no  divergence  of  the  leaves  of  an  electroscope  which  is  brought 
into  its  vicinity.  Not  only  does  a  wire  which  is  conveying  elec- 
tricity affect  a  needle  which  has  been  already  magnetized,  but 
the  conducting  wire  itself,  so  long  as  it  is  transmitting  the  electric 
current,  displays  magnetic  properties.  If  a  thin  wire  of  copper,  or 
of  any  other  non-magnetic  metal,  be  employed  to  complete  the  vol- 
taic circuit,  such  a  wire  will,  for  the  time,  attract  iron  filings  :  and 
the  filings  will  be  arranged  in  a  layer  of  uniform  thickness  around 
the  whole  circumference  of  the  wire,  and  along  its  whole  length. 
The  moment  that  the  connexion  of  the  battery  is  broken,  the 
magnetism  ceases,  and  the  filings  fall  off;  but  the  attraction 
may  be  again  instantly  renewed  on  completing  the  circuit.  The 
iron  filings  in  this  case  become  magnets,  the  poles  of  which  are 
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arranged  alternately  north  and  south  around  the  wire.  This 
arrangement  may  be  better  understood  by  reference  to  fig.  239, 
in  which  if  w  be  supposed  to  represent  a  sec- 
tion of  the  wire  which  is  transmitting  a  current 
from  -H  to  — ,  the  north  end  of  each  fragment 
of  iron  would  be  arranged  as  represented  by 
the  points,  n,  n,  of  the  arrows.  If  short  wires 
of  soft  iron  be  placed  in  the  direction  of  the 
arrows  around  the  wire,  they  become  temporary 
magnets,  the  north  and  south  ends  of  which 
are  indicated  by  the  letters  n  and  s.  If 
pieces  of  steel  be  substituted  for  soft  iron,  they  become  per- 
manently magnetic ;  all  those  which  are  above  the  wire,  if  the 
current  be  passing  in  the  direction  shown  in  the  figure,  will  have 
their  north  ends  to  the  left,  whilst  in  all  those  below,  the  north 
ends  will  be  to  the  right. 

(303)  Formation  of  Electro-Magnets. — We  see,  then,  that 
every  part  of  the  wire  along  which  a  current  is  passing  is  mag- 
netic. By  coiling  the  conducting  wire  into  a  ring,  a  larger 
number  of  particles  is  brought  to  act  upon  a  piece  of  soft  iron, 
which  is  passed  through  the  axis  of  the  ring  at  right  angles  to 
the  plane  in  which  it  lies ;  and  by  coiling  up  the  wire  into  a 
helical  form,  without  allowing  the  contiguous  turns  to  touch 

each  other,  and  supporting 
Fig.  240.  '  ,1 

them  upon  a  glass  tube, 

the  action  of  a  very  con- 
siderable length  of  wire 
may  be  concentrated  in  a 
very  effective  manner  upon 
the  same  piece  of  soft  iron, 
placed  as  at  c,  d,  fig.  240.  Very  powerful  temporary  magnets  may 
thus  be  obtained.  If  the  wire  be  Covered  with  cotton,  or,  still 
better  with  silk,  to  insulate  the  coils  from  each  other,  the  efl"ects 
may  be  greatly  augmented  by  winding  a  second  series  of  coils  upon 
the  first,  and  a  third  upon  the  second,  and  so  on,  till  six  or  seven 
layers  of  wire  are  coiled  around  the  bar  which  is  to  be  magne- 
tized. A  row  of  coils  which  follows  the  direction  of  a  left-handed 
screw  would  neutralize  the  effect  produced  by  the  right-handed 
helix,  unless  the  current  were  reversed  in  its  direction  as  it  passes 
through  such  a  coil,  as  a  glance  at  fig.  241  will  show,  where  a 
represents  a  right-handed  helix,  b  a  left-handed  helix  :  in  the 
straight  portions  of  the  wire,  the  current,  as  indicated  by  the 
arrows,  flows  in  the  same  direction  in  both  :  but  it  is  reversed  iu 
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the  helices.  In  preparing  an  electro-magnetic  coil  it  is  not  neces- 
sarjj  however,  that  the  wire  be  coiled  in  one  direction  only,  if  the 
wire  be  continuous  ;  for 

instance,  if  the  coils  fol-  ^^i- 
low  the  direction  of  the 
thread  of  a  I'ight-handed 
screw  in  the  first  layer, 
as  in  A  B,  fig.  340,  the 
wire  in  winding  it  back- 
wards from  B  to  A  will 
be  formed  into  a  left- 
handed  helix,  but  this  is 
of  no  consequence,  be- 
cause  the   direction  of 

the  current  is  also  reversed  in  this  layer,  being  now  from  b  to  a, 
so  that  the  effect  of  the  reverse  twist  of  the  wire  is  neutralized : 
in  fact,  if  the  currents  in  the  turns  of  wire  are  parallel,  the  kind 
of  helix  is  a  matter  of  indifference. 

A  helix  through  which  an  electric  current  is  passing  is  power- 
fully magnetic  :  the  two  magnetisms  accumulating  at  its  opposite 
extremities.  If  the  helix  be  supported  with  its  axis  in  a  vertical 
position,  and  a  bar  of  soft  iron  be  partially  introduced  within  it, 
as  soon  as  an  electric  current  of  sufficient  strength  is  passed 
through  the  coils,  the  bar  will  start  up,  and  will  raise  itself  in 
mid-air  nearly  equidistant  between  the  two  extremities  of  the 
coil ;  the  iron,  by  induction,  becoming  for  the  time  a  powerful 
magnet.  The  poles  of  the  iron  bar  are  the  same  as  those  of  the 
helix  by  which  its  magnetism  is  produced. 

The  most  powerful  electro -magnets,  however,  are  those  in 
■which  the  iron  is  bent  into  the  form  of  a  horse-shoe,  and  around 
which  an  insulating  conducting  wire  is  coiled  in  several  layers, 
with  due  attention  to  the  direction  in  which  the  coils  are 
arranged.  In  this  way  magnets  have  been  constructed  which 
are  able  to  sustain  a  weight  exceeding  that  of  a  ton  (joi6 
kilogr.).  The  magnetism  developed  in  the  soft  iron,  under  the 
influence  of  the  voltaic  current,  attains  its  maximum  in  a  few 
moments.  It  ceases  as  quickly,  when  the  contact  of  the  wires 
with  the  battery  is  broken ;  and,  by  reversing  the  direction 
of  the  current,  the  magnetic  polarity  of  the  bar  is  instantly 
reversed. 

(304)  Molecular  Movements  during  the  Magnetization  of  Bars. 
— The  production  of  magnetism  in  a  bar  of  iron,  and  the  cessa- 
tion of  magnetism,  are  both  attended  with  molecular  motion, 
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Avhieh  pervades  the  whole  mass  of  iron.    Joule  [Phil.  May.  1847, 
XXX.  76  and  225)  has  shown  that  the  bar,  on  becoming  magnetic, 
acquires  a  slight  increase  in  length,  and  suddenly  contracts  to 
its  former  dimensions  when  the  magnetism  ceases,  the  elongation  of 
the  bar  being  proportional  to  the  square  of  the  intensity  of  the 
magnetism  developed  within  it.   It  has  been  observed  by  Guillemin 
that  if  an  iron  bar  be  supported  at  one  end  so  as  to  bend  by 
its  own  weight,  it  becomes  straightened  to  a  greater  or  less 
extent  when  magnetised.     Wertheim  has  also  observed  that  the 
CO- efficient  of  the  elasticity  of  both  iron  and  steel  is  diminished 
by  magnetization.    Each  time  that  the  bar  either  becomes  mag- 
netic or  loses  its  magnetism,  a  distinct  sound  is  emitted,  the  note 
being  similar  to  that  elicited  by  striking  one  end  of  the  bar  so  as 
to  produce  vibrations  in  a  longitudinal  direction.    The  molecular 
movements,  if  repeated  in  quick  succession  by  rapidly  making  and 
breaking  contact  between  the  ends  of  the  helix  and  the  wires  of 
the  battery,  so  as  repeatedly  and  quickly  to  magnetize  and  de- 
magnetize the  bar,  produce  an  elevation  of  temperature,  which, 
as  Grove  has  shown,  is  quite  independent  of  the  heat  produced 
in  the  conducting  wire  by  the  current.     In  connexion  with  these 
molecular  movements,  it  may  be  noted  that  Wiedemann  finds 
when  a  current  is  transmitted  along  the  axis  of  a  magnet,  the 
magnet  suffers  a  slight  degree  of  twisting.    Gore  [PJdl.  Tram. 
1874,  529)  has  investigated  the  eflFect  of  passing  a  current  through 
a  piece  of  iron  wire  about  2^  metres  long,  hanging  vertically, 
and  magnetized  by  a  helix  of  copper  wire  surrounding  it.  When 
the  current  passes  along  the  wire  from  the  south-seeking  to  the 
north-seeking  end,  a  right-handed  torsion  results ;   and  when 
either  the  current  or  the  magnetization  is  reversed,  the  torsion  is 
left-handed.     A  similar  effect  was  observed  with  a  bar  of  nickel, 
but  no  motion  was  observed  with  platinuni,  silver,  copper,  lead, 
tin,  cadmium,  zinc,  magnesium,  aluminium,  brass,  or  German 
silver.     A  stretched  cord  of  gutta-percha   showed  no  signs  of 
torsion  when  placed  within  the  helix. 

(305)  Laws  of  Electro-Magnetism. — According  to  the  re- 
searches of  Lenz  and  Jacobi  [Pogg.  Ann.  1839,  xlvii.  225,  and 
1844,  Ixi.  254)  it  appears  that  if  the  battery  current  be  maintained 
of  a  uniform  strength — i.  That  the  magnetism  which  is  induced 
in  any  given  bar  of  soft  iron  is  directly  proportioned  to  the 
number  of  coils  which  act  upon  the  bar  :  it  is  a  matter  of  in- 
difference whether  the  coils  be  uniformly  distributed  over  the 
whole  length  of  the  bar,  or  whether  they  be  accumulated  towards  its 
two  extremities.     2.  That  the  diameter  of  the  coils  which  surround 
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the  bar  of  small  diameter  scarcely  influences  the  result^  provided 
that  the  current  be  in  all  cases  of  uniform  strength ;  for  although 
the  inductive  influence  decreases  as  the  distance  of  the  magnet 
from  the  wire^  the  induction  produced  by  the  increased  length  of 
the  wire  in  the  circumference  of  the  coil  is  augmented  in  precisely 
the  same  ratio.  3.  That  the  thickness  of  the  wire  composing 
the  coil  does  not  influence  its  effect  upon  the  bar.  4.  That  the 
intensity  of  the  magnetism  is,  cceteris  paribus,  proportioned  to 
the  strength  of  the  current,  being  directly  as  the  electro-motive 
force  and  inversely  as  the  resistance  of  the  circuit.*  5.  That  the 
retentive  power  of  the  magnet,  like  the  attractive  power  in  electri- 
city, increases  as  the  square  of  the  intensity  of  the  magnetism. 
6.  That  the  intensity  of  the  magnetism  induced  upon  a  solid  bar 
by  a  given  current  is  proportioned  to  the  surface  which  the  bar 
exposes ;  or  in  cylindrical  bars  it  is  as  the  square  root  of  the 
weight. t  Bundles  of  isolated  wires  expose  a  larger  surface  than 
a  solid' bar,  and  hence  they  are  susceptible  of  a  higher  amount 
of  magnetism  than  a  solid  bar  of  equal  weight.  7.  That  the 
employment  of  long  bars  has  no  other  advantage  over  the  use  of 
short  bars  than  that  of  removing  to  a  greater  distance  the 
counteracting  influence  of  the  two  magnetic  poles  upon  each 
other. 

According  to  Du  Moncel  the  larger  the  armature,  until 
it  equals  the  electro-magnet  in  size,  the  more  powerfully  is  it 
attracted. 

The  practical  question  in  preparing  an  electro- magnet  resolves 
itself  into  the  determination  of  the  thickness  and  length  of  the 
wires  which  are  required  to  produce  the  maximum  eff'ect.  It  is 
obvious,  that  for  a  battery  of  a  given  power,  the  longer  the  wire 
which  is  employed,  the  greater  is  the  resistance  introduced,  so 
that  practically  the  number  of  convolutions  has  a  limit  beyond 
which  nothing  is  gained  by  increasing  them,  and  this  limit  is  at- 
tained when  the  increased  resistance  introduced  by  the  increasing 
length  of  the  wire  balances  the  gain  produced  by  the  influence  of 

*  This  increase,  it  must  be  observed,  only  occurs  up  to  a  certain  point,  as 
there  is  a  limit  to  the  amount  of  magnetism  which  can  be  developed  in  iron, 
although  the  electricity  may  be  indefinitely  increased. 

t  Dub  {Pogg.  Ann.  1858,  civ.  234),  however,  confirms  the  observation 
of  Miiller,  which  gives  a  different  result — viz.,  that  the  intensity  of  the  magnetism 
m  cylindrical  bars  is,  for  equal  currents  in  coils  of  equal  number,  proportioned 
to  the  square  root  of  the  diameter  of  the  bar ;  the  magnetism  developed  in  a 
bar  10  centimetres  thick  being  twice  as  intense  as  that  produced  in  a  barof2-°™-5 
in  thickness  ;  so  that  the  retentive  power  is  directly  proportioned  to  the  diameter 
of  the  bars. 
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the  additional  coils  upon  the  bar;  the  greater  the  diameter  of  the 
coil  the  longer,  of  course,  will  be  the  wire  required  to  form  it, 
and  the  greater  will  be  the  resistance  of  such  a  coil  in  proportion 
to  its  magnetizing  power.  Experience  shows,  that  in  order  to 
attain  the  most  economical  combination  in  the  battery  in  propor- 
tion to  the  quantity  of  materials  consumed,  when  magnetic  power 
is  required,  the  same  rule  must  be  followed  as  when  chemical 
resistance  has  to  be  overcome — viz.,  that  that  combination  is  the 
most  effective  in  which  the  resistance  of  the  wires  and  of  the 
coils  which  are  exterior  to  the  battery  is  equal  to  the  resistance  of 
the  liquids  and  other  materials  used  in  the  construction  of  the 
battery  itself,  or  when  in  Ohm's  Formula  (^^^=  A)  the  value  of 
A  most  nearly  approaches  0*5;  in  which  case  r  =  nR. 

(306)  Ampere's  Theory  of  Electro-Magnetism. —  It  will  be 
necessary  to  examine  somewhat  further  the  properties  of  a  helical 
wire  which  is  conveying  a  current,  in  order  that  the  reader  may 
be  enabled  to  understand  the  theory  of  Ampere,  by  which  he  ac- 
counted for  the  mutual  action  of  magnets  and  electric  currents. 
If  a  simple  helix,  which  for  lightness  may  be  made  of  thin  wire, 
be  freely  suspended,  it  will,  whilst  conveying  the  current,  place 
itself  in  the  magnetic  meridian  ;  that  is  to  say,  it  will  point  north 
and  south,  and  will  be  attracted  and  repelled  by  a  magnet  which  is 

presented  to  it,  just  as  an  or- 
dinary  bar-magnet  would  be. 
Fig.  242  shows  a  method  of 
suspending  the  helix,  or  elec- 
tro-dynamic cylinder,  n  s,  so 
as  to  exhibit  these  effects ; 
the  wire,  a,  terminates  in  a 
small  hook,  which  dips  into 
a  cup  containing  mercury, 
and  this  is  connected  with 
one  of  the  wires  from  a  small 
voltaic  battery;  the  other 
end,  b,  of  the  coil  dips  into  a  second  mercury  cup,  which  is 
in  communication  with  the  other  wire  of  the  battery :  the  mag- 
netism corresponding  with  that  of  the  north  end  of  the  needle 
accumulates  at  one  extremity  of  the  coil,  whilst  the  opposite 
magnetism  accumulates  at  the  other  extremity :  this  eflPect 
necessarily  follows  from  the  influence  of  each  coil  upon  its 
neighbours,  since  the  north  side  of  every  coil  is  in  one  direction, 
whilst  the  south  side  is  in  the  opposite.  Ampere,  who  first 
pointed  out  the  remarkable  analogy  between  an  ordinary  magnet 
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and  the  helix  when  conveying  an  electric  current,,  deduced  from 
it  a  theory  of  the  connexion  between  magnetism  and  electricity 
which  has  satisfied,  hitherto,  the  rigorous  requirements  of  mathe- 
matical analysis,  and  has  also  explained  all  the  phenomena  of 
electi'o-magnetisra  that  have  as  yet  been  discovered.  Ampere 
assumes  that  all  bodies  which  exhibit  magnetic  polarity,  derive  this 
polarity  from  currents  of  electricity  which  are  perpetually  cir- 
culating around  the  particles  of  which  the  magnetic  bodies  are 
composed.  Around  each  particle  an  electric  current  is  supposed 
continually  to  circulate ;  the  direction  of  these  currents  is  con- 
ceived to  be  uniform,  each  current  circulating  in  a  plane  at  right 
angles  to  the  magnetic  axis  of  the  particle.  In  fig.-  243,  the  cur- 
rents are  shown  as  at  a,  b,  c,  circulating  in  a  uniform  direction 
around  the  particles  of  a  bar  magnet,  of  ^ 
which  the  south  pole,  s,  is  nearest  the 
observer.  The  resultant  elFect  of  these 
united  and  concordant  small  currents 
would  be  equivalent  to  that  pi'oduced  by 
a  single  current  winding  in  a  helical  di- 
rection uniformly  around  the  bar  which 
would  occupy  the  axis  of  such  a  helix. 
In  an  ordinary  magnetic  needle  which 
is  pointing  north  and  south,  currents 
would  ascend  on  the  wdstern  side  and  descend  on  the  eastern. 
So  that  if  the  south  pole  is  towards  the  observer,  the  direction 
of  the  current  required  to  produce  the  magnetism  will  be  the 
same  as  that  of  the  hands  of  a  watch  with  its  face  upwards. 
No  definite  proof  of  the  existence  of  these  currents  can  be  given, 
nor  can  a  reason  for  the  persistence  of  such  currents  in  permanent 
magnets  be  assigned ;  but  granting  that  such  currents  do  exist, 
all  the  mutual  actions,  between  wires  which  convey  currents,  and 
permanent  magnets,  follow  as  a  matter  of  necessity. 

(307)  Mutual  Influence  of  Wires  which  are  conveying  Currents. 
— We  proceed  to  point  out  one  or  two  of  these  consequences. 
"When  two  wires  are  freely  suspended  near  each  other,  and 
electrical  currents  are  passed  through  them,  the  wires  will  be 
mutually  repulsive  if  the  currents  pass  in  opposite  directions,  but 
they  will  attract  each  other  if  the  currents  be  in  the  same  direction. 
Fig.  244  will  explain  the  reason.  When  the  currents  are  in  oppo- 
site directions  (No.  i),  the  magnetism  on  the  inner  side  of  the 
first  wire  is  exactly  similar  to  that  on  the  contiguous  side  of  the 
second  wire,  as  indicated  by  the  arrows  arranged  round  p  and  n. 
The  two  north  poles  and  the  two  south  poles  consequently 
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repel  each  other ;  whereas  when  the  current  is  passing  through 
the  two  wires  in  the  same  direction,  as  shown  in  No.  2,  the 
effects  are  exactly  reversed ;  attraction  follows,  and  if  the  wires 


I'lG-  244-  Fig.  245. 


he  freely  suspended,  as  in  Snow  Harrises  arrangement,  repre- 
sented in  fig.  245,  they  will  place  themselves  parallel  to  each 
other.  Three  concentric  troughs  containing  mercury  are 
arranged  on  a  small  stand  j  the  current  passes  from  one  of  the 
wires  of  the  battery  to  the  central  trough,  returns  by  the  inner 
loop  of  wire  to  the  second  trough,  and  by  the  outer  loop  is  trans- 
mitted to  the  exterior  trough,  which  is  in  communication  with 
the  other  wire  from  the  battery.  This  attraction  between 
currents  Avhich  are  passing  in  the  same  direction  may  be  ren- 
dered evident  in  the  contiguous  coils  of  a  helix:  from  this  cause, 
a  helix  formed  of  a  slender  harpsichord  wire  shortens  itself  when 
the  current  is  transmitted,  but  recovers  its  former  dimensions 
when  the  current  is  intermitted ;  by  suspending  such  a  helix 
with  its  lower  end  dipping  in  a  mercury  cup,  and  passing  a 
current  through  it,  the  shortening  of  the  wire  will  raise  the 
point,  thus  breaking  the  circuit,  whereupon  the  attraction 
between  the  turns  of  wire  ceases,  and  contact  is  again  made. 
In  this  way  alternate  shortening  and  lengthening  of  the  helix 
will  take  place  as  long  as  contact  with  the  battery  is  continued. 
Now  if  it  be  granted  that  in  every  bar-magnet  electi'ical  currents 
are  perpetually  circulating  around  the  particles  of  which  it  is 
composed,  in  a  direction  at  right  angles  to  a  line  joining  the 
magnetic  poles,  we  have  in  the  foregoing  experiments  an  expla- 
nation of  the  tendency  of  a  magnet  to  place  itself  across  a  wire 
which  is  conveying  an  electric  current,  since,  by  such  a  move- 
ment, the  currents  in  the  magnet  and  in  the  wire  assume  a  di- 
rection parallel  to  each  other.    Let  p  q  (fig.  246),  represent  a 
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wire  conveying  an  electric  current  in  Fig.  246. 

the  direction  of  the  arrows ;  n  will  indi- 
cate the  north  end  of  a  magnet  in  which 
the  current  supposed  to  circulate  around 
its  particles  would  be  parallel  to  the 
current  in  the  wire  p  q. 

If  the  magnet  be  stationary  whilst 
the  wire  is  moveable,  the  wire  will  place 
itself  at  right  angles  to  the  magnet.  In 
fig,  247,  a  plate  of  zinc,  z,  is  represented  as  connected  by  a  loop 
of  wire  with  the  copper  plate  c ;  both  are  suspended  in  a  tube 


i 

 1 

■  ^ 

ll 

1 

Fig.  247. 


containing  diluted  acid,  and 
the  little  battery  is  made  to 
float  in  a  vessel  of  water  by 
the  aid  of  a  piece  of  cork,  d. 
If  the  north  end  of  a  magnet, 
n,  be  presented  towards  the 
loop  in  the  direction  shown  in 
the  cut,  the  wire  will  be  at- 
tracted, and  will  place  itself 
midway  between  the  two  ex- 
tremities of  the  magnet ;  but 
if  the  south  end  be  presented, 
the  wire  will  be  repelled ;  the 

little  floating  combination  will  turn  half  round  so  as  to  reverse 
its  direction,  and  then  will  be  attracted. 

Motion  is  also  produced  in  a  wire  which  conveys  a  current,  if 
it  be  suspended  perpendicularly  between  the  two  poles  of  a  horse- 
shoe magnet  placed  upon  its  side,  the  lower  extremity  of  the  wire 
dipping  into  a  trough  of  mercury  connected  with  one  electrode 
of  the  battery,  whilst  it  rests  by  a  hook  at  its  upper  end  upon  a 
metallic  arm  which  is  in  communication  with  the  other  electrode ; 
according  to  the  direction  in  which  the  current  is  passing,  the 
suspended  wire  will  be  either  attracted  or  repelled  by  the  simul- 
taneous action  of  the  two  poles  of  the  magnet  on  the  opposite 
magnetism  of  the  two  sides  of  the  wire ;  the  lower  end  will  be 
thrown  out  of  the  trough  of  mercury ;  this  movement  will  break 
the  connexion  with  the  battery,  and  the  wire  will  then  cease  to  be 
acted  upon  by  the  magnet  until  it  falls  back  again  into  the  mer- 
cury; the  battery  contact  is  by  this  means  renewed,  and  the  same 
series  of  motions  is  repeated.  A  spur  wheel  or  star,  if  substituted 
for  the  wire,  may  in  this  manner  be  kept  in  continuous  revolution; 
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for  as  one  radius  is  thrown  out,  another  enters  the  mercury,  and 
thus  renews  the  connexion  with  the  battery,  till  it  in  its  turn 
makes  way  for  another. 

(308)  Electro-Maynetic  Rotations. — The  movements  just  de- 
scribed are  not  the  only  ones  which  the  magnet  and  the  wire 
produce  on  each  other.  If  the  action  of  the  electric  current  be 
limited  to  a  single  pole  of  the  magnet,  a  continuous  rotation  of 
the  pole  round  the  conducting  wire  may  be  obtained ;  or  if  the 
magnet  be  fixed  whilst  the  wire  is  moveable,  the  wire  will  revolve 
around  the  magnet. 

Faraday,  by  whom  these  rotations  were  first  investigated,  w^as 
led  to  their  discovery  by  observing  the  manner  in  which  a  voltaic 
current  acts  upon  a  magnetic  needle  which  is  moved  in  its  vicinity. 
If  the  conducting  wire  be  placed  perpendicularly,  and  a  needle 
poised  horizontally  at  its  centre  be  made  gradually  to  approach  the 
wire  on  one  side,  each  pole  of  the  needle  is  first  attracted,  and 
on  continuing  the  movement  across  the  wire,  is  then  repelled  by 
the  wire;  on  the  other  side  of  the  wire  the  needle  is  repelled 
M'here  it  was  previously  attracted.    The  poiuts  indicated  in 

fig.  248  by  the  letters  a  a,  repre- 
sent the  positions  of  the  wire  when 
it  produced  attraction ;  r  r,  those 
in  which  it  occasioned  repulsion  : 
at  the  points  s  and  N  midway 
between  a  and  r,  the  needle  is 
From  these  results  Faraday  con- 
cluded that  each  pole  has  a  tendency  to  revolve  round  the  wire, 

and   therefore  that  the 


Fig.  248. 
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neither  attracted  nor  repelled. 


Fig.  249. 


wire  has  a  similar  ten- 
dency to  revolve  round 
the  poles  ;  the  revolution 
of  the  north  end  of  the 
needle,  it  was  expected, 
would  be  in  a  direction  the 
reverse  of  that  assumed  by 
the  south  end.  Experi- 
ment completely  verified 
these  expectations.  The 
facts  admitof  being  shown 
in  a  variety  of  forms. 

No.  I,  fig.  249,  shows 
an  arrangement  by  which 
the  magnet  may  be  made 
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to  revolve  around  the  fixed  wire^  a  b ;  ff  are  the  north  ends 
of  two  bar  magnets,  which  are  united  below,  and  terminate  in 
a  pivot,  g;  this  pivot  works  upon  a  hard  steel  plate  in  the 
board,  a  b  ;  c     is  a  wooden  ring  which  contains  mercury,  and 
is  in  metallic  communication  with  the  cup,  e.    At  the  centre 
of  each  of  the  magnets  is  a  small  brass  hook  which  dips  into  the 
mercmy  of  the  trough,  c  d,  for  conveying  the  current  transmitted 
through  the  wire,  a  b,  which  is  supported  by  the  arm,  c.   As  soon 
as  the  connexion  of  the  cups  a  and  e  is  made  with  the  battery, 
the  magnet  begins  to  rotate  round  the  wire,  a  b,  and  continues 
to  do  so  as  long  as  the  current  passes ;  if  the  direction  of  the 
current  be  reversed,  the  direction  of  the  rotation  is  reversed  like- 
wise.   No.  2  is  a  similar  arrangement  for  showing  the  rotation  of 
the  wire,  g  h,  around  the  north  end  of  the  magnet,  a  b;  the  cur- 
rent enters  at  the  cup,  /,  divides  itself,  and  passes  down  g  and  h 
into  the  ring,  c  d,  which  contains  mercury,  and  is  supported  above 
the  board,  c  d,  by  the  stand,  a  b  :  the  circuit  is  completed  by 
means  of  the  cup,  e  :  reversal  of  the  current  reverses  the  direction 
of  the  rotation.    If  the  current  descend  in  the  wire  around  the 
north  end  of  the  magnet,  the  direction  of  the  rotation  is  the  same 
as  that  of  the  hands  of  a  watch  lying  with  the  face  upwards.  The 
current  may  be  passed  through  the  upper  half  of  the  magnet 
itself,  and  if  delicately  poised,  the  bar  may  thus  be  made  to  rotate 
rapidly  upon  its  own  axis.    These  rotations  may  also  be  exhibited 
by  liquid  and  by  gaseous  conductors;  if  the  wires  from  a  powerful 
voltaic  battery  be  made  to  dip  into  mei'cury,  the  mercury  over 
the  point  where  the  wires  terminate  will  rotate  rapidly  if  a  magnet 
be  held  above  or  below  the  spot.    The  flame  of  the  voltaic  arc 
revolves  with  equal  regularity  and  distinctness  under  magnetic 
influence ;  for  instance,  by  making  a  powerful  horse-shoe  magnet 
a  part  of  the  circuit,  and  passing  the  current  through  the 
magnet  itself,  the  voltaic  arc  of  flame  which  may  be  drawn  from 
one  of  its  poles  will  rotate  in  the  opposite  direction  to  the  flame 
which  may  be  drawn  from  the  other  pole.    This  magnetic  rota- 
tion of  the  electric  discharge  is  also  well  exhibited  when  the 
induced  current  of  Ruhmkorff''s  coil  is  passed  through  an  ex- 
hausted globe  immediately  over  the  pole  of  an  electro-magnet, 
the  direction  of  the  rotation  being  reversed  with  each  reversal  of 
the  magnetism.     (De  La  Rive,  Electricity,  1856,  ii.  248.) 

A  beautiful  proof  of  the  magnetic  condition  of  the  liquid  part 
of  the  circuit  so  long  as  the  current  is  passing,  is  exhibited  by  the 
rotation  of  the  battery  itself,  in  obedience  to  the  action  of  a 
magnet.    The  experiment  may  be  made  as  follows : — Let  a  double 
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cylinder  of  copper,  shown  in  section  at  c,  fig.  250,  of  about  two 
inches  (5  centimetres)  in  diameter  and  three  inches  (7-5  centi- 
metres)  high,  be  formed  into  a  cell  capable  of  con- 
la.  250.     taining  liquid,  and  be  supported  by  a  point  attached 
A    to  a  connecting  strip  of  copper,  over  one  end  of  a 
bar  magnet ;  let  a  cylinder  of  zinc,  z,  be  supported 
on  a  second  point  in  metallic  communication  with 
the  copper :  as  soon  as  a  little  dilute  acid  is  poured 
into  the  cell,  the  zinc  will  begin  to  revolve  around 
the  magnet  in  one  direction,  whilst  the  copper  ro- 
tates  in  the  opposite  ;  the  current  is  ascending  in 
the  copper,  whilst  in  the  zinc  it  is  descending 
around  the  same  magnetic  pole  :  round,  the  north 
end  of  the  magnet,  the  cylinder  of  zinc  will  move 
in  the  same  direction  as  the  hands  of  a  watch 
^     which  is  lying  with  its  face  upwards. 


of  the  theory  to  which  allusion  has  already  been 
made;  but  it  will  not  be  needful  to  pursue  this  part  of  the 
subject  further. 

(309)  Electric  Telegraph. — The  most  important  and  remark- 
able of  the  uses  which  have  been  made  of  electricity,  consists  iu 
its  application  to  telegraphic  purposes ;  an  application  which  has 
not  only  brought  distant  towns  upon  the  same  island  or  continent 
within  the  means  of  instantaneous  communication  with  each  other, 
but  which  has  spanned  the  seas,  and  placed  an  insular  metropolis 
like  London  within  momentary  reach  of  the  distant  capitals  of  the 
Continent,  of  America,  of  India,  and  of  Australia. 

It  would  be  impossible  in  a  work  like  the  present,  to  give 
even  a  sketch  of  the  numberless  modifications  and  improvements 
in  the  apparatus  which  have  been  suggested  or  practised  for  car- 
rying ovX  telegraphic  communications  by  means  of  electricity, 
since  the  year  1837,  which  is  memorable  as  the  period  at  which 
Cooke  and  Wheatstone  took  out  their  first  patent  for  electric 
telegraphing,  and  proved  to  the  world  the  possibility  of  trans- 
mitting and  receiving  signals  produced  by  electricity,  with  facility 
and  with  certainty,  through  insulated  wires  of  great  length.  On 
the  present  occasion,  an  outline  of  the  essential  parts  of  the 
telegraphic  system  which  is  generally  adopted  in  this  country  is 
all  that  can  be  attempted 

The  electric  telegraph  may  be  regarded  as  consisting  of 
three  parts — viz.  :  i.  The  hatter y,  or  source  of  electric 
power.     2.  The  line,  or  the  means  of  transmitting  the  signals. 
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3.  The  telegraphic  indicator,  or  instrument  for  exhibiting  the 
signals. 

1.  The  Battery. — The  apparatus  for  producing  the  signals  is 
simply  a  voltaic  battery,  any  form  of  which  may  be  used  ;  the 
one  formerly  in  general  use  consists  of  a  series  of  alternate  pairs 
of  copper  and  amalgamated  zinc  plates  arranged  in  wooden 
troughs,  subdivided  into  compartments,  similar  to  those  used  with 
Smee^s  battery  (fig.  221).  These  compartments,  after  the  plates 
have  been  introduced,  are  filled  with  sand,  which  is  then  moistened 
with  dilute  sulphuric  acid.  In  this  form  of  instrument  the  risk 
of  leakage  is  diminished  and  the  amount  of  evaporation  is  lessened  : 
the  charge  requires  renewing  once  in  ten  days  or  a  fortnight, 
according  to  the  frequency  with  which  the  telegraph  is  used. 
Another  form  of  battery  which  has  been  found  to  be  effective  for 
a  long  period  consists  of  plates  of  amalgamated  zinc,  and  gas 
coke,  excited  by  solid  mercuric  sulphate  moistened  with  water  ; 
the  plates  are  arranged  in  compartments,  similar  to  those  used 
for  the  moistened  sand.  But  modifications  of  DanielFs  and  Le- 
clanche's  batteries  are  now  generally  preferred  to  any  other  form. 

2.  The  Line. — The  conducting  wire  was  formerly  made  of 
copper,  but  is  now  generally  made  of  iron  wire  about  8™™'  or  one- 
third  of  an  inch  thick,  coated  with  zinc  to  protect  it  from  oxida- 
tion. For  the  purpose  of  insulation,  this  wire  is  supported  upon 
wooden  posts,  which  are  firmly  sunk  into  the  earth,  and  which 
are  kept  dry  at  the  upper  extremity  by  means  of  a  cap  or  case  of 
wood  fourteen  or  sixteen  inches  (35  or  40  centimetres)  long, 
between  the  sides  of  which  and  the  post  is  an  interval  of  air.  To 
the  sides  of  this  cap  short  tubes  of  porcelain,  or  supports  of  glass, 
are  attached,  and  through  these  insulating  tubes  the  wire  passes. 
Suppose  that  a  message  is  to  be  transmitted  from  London  to 
Manchester  ;  a  continuous  insulated  conducting  wire  must  extend 
between  the  instrument  or  battery  in  London  and  the  instrument 
at  Manchester  which  is  to  receive  the  signals,  and  there  must 
also  be  a  continuous  conducting  communication  to  complete  the 
circuit  between  Manchester  and  London.  This  return  conductor 
may  consist  of  a  second  metallic  wire  which  must  be  insulated 
from  the  earth  and  from  the  first  wire,  although  it  may  be  sus- 
pended upon  the  same  posts  side  by  side  with  the  first.  The 
earlier  telegraph  lines  were  all  made  in  this  way. 

It  was,  however,  discovered  by  Steinheil  that  the  second 
metallic  wire  may  be  dispensed  with,  and  that  the  earth  itself  may 
be  employed  as  the  conductor  for  completing  the  return  commu- 
nication between  the  two  distant  stations.     The  possibility  of 
1  s  s 
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doing  this  arises  from  the  law  of  conduction  in  solids— viz.,  that 
the  conductivity  increases  in  proportion  to  the  area  of  the 
section  of  the  conductor.  As  a  conductor  of  eiectricity,  the  earth 
is  many  thousand  times  inferior  in  power  to  any  of  the  metals,  if 
columns  of  each  metal  and  of  the  earth  of  equal  diameter  be  com- 
pared. But  it  is  possible  to  multiply  indefinitely  the  area  of  the 
conducting  portion  of  the  earth  between  the  two  stations,  and 
thus  a  line  of  communication  may  be  obtained  which  actually 
offers  a  far  smaller  amount  of  resistance  than  the  metallic  part 
of  the  circuit.  In  practice  all  that  is  found  necessary,  in  order 
to  take  advantage  of  this  conducting  power  of  the  earth,  and  to 
substitute  it  for  the  return  wire  of  the  telegraph,  consists  in  lead- 
ing a  wire  from  the  telegraphic  apparatus  at  one  end,  into  the 
earth,  the  wire  being  attached  to  a  plate  of  copper  which  exposes 
a  square  metre  or  more  of  surface,  this  copper  plate  being  buried 
in  the  ground,  as  represented  at  p  (figs.  251,  252,  253).  By 
increasing  the  size  of  this  plate,  any  extent  of  surface  of  contact 
with  the  earth  may  be  obtained,  and  thus,  notwithstanding  the 
intrinsic  inferiority  of  the  earth  to  the  metals  as  regards  its  con- 
ductivity, the  resistance  which  it  offers,  according  to  Breguet^'s 
experiments,  is  insignificant  when  compared  with  that  of  the 
telegraph  wire  itself.  Another  way  of  making  an  earth-plate  is 
by  soldering  the  return  wire  to  the  gas-  or  water-pipes  of  the 
telegraph  oflSce. 

The  general  plan  of  this  arrangement  will  be  understood  from 
fig.  25 T,  in  which  M  and  i  represent  two  telegraphic  instruments. 


Fig.  251. 


one  stationed,  we  will  suppose,  in  Manchester,  the  other  in 
London,  l  is  the  metallic  line  or  wire  of  communication  which 
connects  the  stations ;  e  is  the  earth ;  and  p,  q,  copper  plates 
attached  to  wires,  one  of  which  proceeds  from  each  instrument. 
Suppose,  for  example,  a  message  to  be  in  the  act  of  transmission 
from  I,  the  instrument  in  London,  to  m,  the  instrument  in  Man- 
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Chester,  If  c  z  represent  the  battery  at  the  London  station,  the 
current  will  take  the  course  indicated  by  the  arrows :  it  will  pass 
from  c  to  a  wire  connected  with  the  earth-plate,  thence  it  will 
pass  through  the  200  miles  of  earth  between  the  two  cities ;  at  Q 
it  will  be  taken  up  again,  and  be  transmitted  by  the  wire  to  the 
instrument,  m,  thence  it  will  be  conveyed  along  the  metallic  wire, 
L,  and  back  again  to  London,  where  it  will  pass  through  the 
instrument,  i,  and  so  return  to  the  end,  z,  of  the  battery. 

When  it  is  impossible  to  insulate  the  conducting  wire  by  sup- 
porting it  in  the  air  on  posts,  the  whole  length  of  the  wire  requires 
to  be  covered  with  an  insulating  material."^  Caoutchouc  and 
gutta-percha  are  found  to  be  well  adapted  to  this  purpose.  In 
this  case,  it  is  usual  to  substitute  copper  wires  for  the  iron 
ones,  as  owing  to  the  superior  conductivity  of  copper,  a  wire  of 
much  smaller  diameter  can  be  employed  without  adding  to  the 
resistance,  and  a  saving  of  space  and  of  insulating  material  is 
thus  effected,  as  well  as  a  reduction  in  the  inductive  action,  to 
which  allusion  will  be  made  almost  immediately.  The  wires, 
after  having  been  covered  with  a  coating  of  gutta-percha  about 
3™™"  or  ^  of  an  inch  thick,  may  be  enclosed  either  singly,  or 
several  of  them  side  by  side,  in  iron  tubing,  to  protect  them 
from  mechanical  injury ;  they  are  then  placed  under  ground,  in 
the  same  manner  as  pipes  for  the  conveyance  of  gas  or  water.  In 
the  submarine  telegraphs,  copper  wires  coated  with  gutta-percha 
are  carefully  enveloped  in  tarred  hemp,  so  as  to  form  a  compound 
rope,  which  contains  several  strands  of  conducting  wire;  the 
whole  is  protected  by  enclosing  it  in  a  flexible  metallic  covering, 
formed  by  carefully  twisting  several  iron  wires  around  the  com- 
pound conducting  rope  already  described  :  the  exterior  is  often 
further  protected  by  an  outer  covering  of  tarred  hemp  or  other 
analogous  material.  The  cable  having  been  previously  coiled  np 
in  the  hold  of  a  vessel,  and  one  of  its  extremities  having  been 
properly  secured  upon  the  shore,  is  carefully  lowered  into  the 
:  sea ;  from  its  weight,  the  electric  rope  at  once  sinks  to  the  bottom 
;as  it  is  gradually  paid  out  over  the  ship's  side.    When  the 


*  The  insulating  power  of  different  materials  is  very  differently  affected  by 
temperature.    It  is  always  highest  when  the  temperature  is  lowest.    The  insu- 
1  lating  power  of  caoutchouc  is  diminished  but  slightly  by  a  rise  of  temperature 
:  from  32°  to  92°  (33°'3  C),  whilst  in  gutta-percha  the  insulation  is  reduced  more 
1  than  half  between  the  same  points  of  temperature.    It  must  be  remembered  that 
the  effect  of  heat  upon  metallic  conductors  is  exactly  the  reverse,  a  rise  in  tem- 
perature of  copper  from  32°  to  92°,  being  attended  with  a  diminution  in  its  con- 
( ductivity  of  nearly  10  per  cent. 
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opposite  shore  is  safely  gained,  the  extremities  of  the  conducting 
wire  are  connected  on  either  side  with  other  wires  which  are  in 
communication  with  the  telegraphic  apparatus,  and  the  signals 
can  be  at  once  transmitted.  The  increased  pressure  upon  the 
gutta-percha,  produced  by  submersion  at  great  depths,  is  found 
to  improve  the  insulating  power  of  the  material,  the  pressure 
upon  each  square  inch  being  increased  nearly  i  ton  for  each 
mile  below  the  surface.* 

In  cases  in  which  the  wires  are  insulated  M'ith  gutta-percha, 
and  are  then  encased  in  iron  tubes,  or  sunk  beneath  a  body  of 
water,  it  has  been  observed  that  if  the  wire  be  connected  with  the 
battery,  the  signal  is  not  instantaneously  transmitted  to  the 
opposite  extremity;  and  that  if  the  battery-contact  be  broken, 
there  is  not  an  instantaneous  cessation  of  electi-ic  action  at  the 
distant  point. 

Faraday  (Phil.  Mag.  1854  [4],  vii.  197)  has  shown  that  this 
retardation  is  produced  by  the  inductive  action  of  the  current 
upon  the  gutta-percha  insulator.  The  insulated  wire,  in  fact, 
forms  a  Ley  den  jar ;  the  gutta-percha  is  the  dielectric  ;  the  wire 
within  forms  the  inner  coating,  and  the  iron  tube,  or  water  of 
the  ocean  which  surrounds  it,  forms  the  exterior  coating.  The 
time  lost  at  first  is  that  which  is  expended  in  giving  to  the  gutta- 
percha its  charge ;  and  the  current  which  is  observed  to  continue 
for  a  short  time  after  the  wire  has  been  disconnected  with  the 
battery,  is  produced  by  the  gradual  discharge  of  the  electricity 
which  had  been  communicated  by  lateral  induction  to  the  gutta- 


*  The  most  gigantic  submarine  cables  which  have  yet  been  laid,  are  those 
which  connect  the  coast  of  Valentia  in  Ireland,  with  Heart's  Content,  New- 
foundland, a  distance  of  1670  nautical  miles.    There  are  three  of  these  cables 
connecting  the  two  hemispheres ;  one  which,  after  the  unsuccessful  attempt  in 
1865,  was  successfully  completed  in   1866;    the  second,  laid  at  one  opera- 
tion in  1866;   and  the  third  from  the  coast  of  France,  laid  in  1869.  The 
cable  of  1866  is  1858  knots  in  length,  and  is  formed  of  a  single  copper 
conductor,  consisting  of  seven  strands  of  copper  wire,  of  a  diameter  of  0-114 
inch  (2*™™-9) ;  this  is  enclosed  in  alternate  layers  of  gutta-percha  and  "  Chat-  \' 
terton's  compound"  (a  mixture  of  gutta-percha  with    wood-tar,  and  resin), 
making  a  core  of  o"464  inch  (ii'^^^'yS)  in  diameter;  this  is  covered  with  a  1 
serving  of  jute,  soaked  in  infusion  of  catechu,  and  enclosed  in  ten  bright  steel  I 
wires,  each  protected  with  a  covering  of  hemp ;  the  whole  forms  a  cable  the  I 
entire  diameter  of  which  is  1-125  inch  {28-"""-6);  its  weight  per  knot  in 
air  is  3sf  cwt.  and  in  water  14  cwt.  (a  knot  =  6087  feet,  or  2029  yards). 
Tiie  cable  of  1866  loses  half  its  charge  in  from  60  to  70  minutes.    The  total 
resistance  of  the  1858  knots  of  copper  wire  contained  in  this  cable  is  equal 
to  7209  "British  Association  units"  (note,  p.  c^e^o).—  {No7'ik  Bi-it.  Review, 
Dec.  1866.) 
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percha  :  the  gutta-percha  in  this  case  becomes  polarized,  just  in 
the  same  manner  as  the  glass  of  an  ordinary  Leyden  jar.  If  the 
conducting  wire  employed  have  a  diameter  of  -pV  inch,  a  mile  of 
such  wire  would  expose  a  surface  of  square  feet ;  so  that  it 

is  obvious  that  a  cable,  even  of  moderate  length  only,  must  be 
capable  of  acquiring  an  extremely  powerful  charge,  as  the  amount 
of  charge  from  a  battery  of  uniform  power  is  directly  propor- 
tioned to  the  length  of  the  wire.  Variation  in  the  degree  of 
conductivity  in  the  wire  does  not  affect  the  amount  of  the  charge 
by  induction,  but  the  amount  of  charge  is  very  greatly  influenced 
by  the  nature  of  the  insulating  material  used. '  In  the  coui"se  of 
the  experiments  made  by  Wheatstone  for  the  Government  Com- 
mission on  Electric  Telegraphy,  published  in  a  report  to  the 
House  of  Commons,  in  i860,  it  was  found  that  the  induction 
produced  in  gutta-percha  was  very  much  greater  than  that  in 
caoutchouc  ;  whichever  material  is  employed,  the  amount  of  in- 
duction varies  inversely  as  the  square  root  of  the  thickness  of  the 
insulating  envelope :  so  that  the  induction  of  a  coating  -^^  inch 
thick  is  only  twice  that  of  a  coating  -fg-  inch  thick. 

Further,  by  increasing  the  diameter  of  the  wire  and  the 
thickness  of  the  covering  in  the  same  proportion,  the  amount  of 
induction  remains  uu altered.  A  wire  -,V  i^ch  thick,  covered  with 
gutta-percha  -fV  thick,  experiences  the  same  induction  as  a  wire 
of  1^  inch  coated  with  gutta-percha  -j-f  thick.  The  rate  of 
transmission  of  the  current  in  such  coated  conductors,  when  of 

■  uniform  dimensions,  is  inversely  as  the  square  of  their  length  (Sir 
W.  Thomson). 

These  observations  do  not  affect  the  fundamental  conclusions 
deduced  from  Ohm's  law  ;  in  consequence  of  which  it  is  found 
that  the  quantity  of  electricity  transmitted  is  directly  as  the  dif- 
ference in  its  potential  at  the  two  ends  of  the  wire ;  and  from  a 
source  of  uniform  power,  it  is  inversely  as  the  length  of  the 

■  wire,  but  directly  as  the  square  of  its  diameter.  When  the  wires 
:  are  suspended  in  air,  no  retardation  of  this  kind  is  observed ;  and 

no  after- current  is  perceived.  The  gutta-percha  in  such  a  case 
•  cannot  assume   the  polarized  condition,  owing  to  the  absence 

■  of  any  conducting  communication  between  its  external  surface 
and  the  earth  by  which  the  induced  electricity  could  be  car- 

:  ried  off. 

Supposing  that  the  line  of  communication  has  been  esta- 
'  blished,  we  have  now  to  consider  : — 

3.  The  Instrument  for  Exhibiting  the  Signals. — The  ordinary 
ndicator,  or  instrument  by  which  the  signals  are  exhibited,  is 
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Fig.  252. 


essentially  a  galvanometer,  in  which  the  astatic  needles  are 
suspended  vertically,  instead  of  beiug  placed  in  a  horizontal 
position.     A  side  view  of  the  coil  is  shown  at  g,  fig.  252. 

One  of  the  needles  is  shown  vertically 
suspended  within  it ;  the  other  needle, 
n  s,  is  represented  in  front  of  the  dial- 
plate,  F,  F,  of  the  instrument.  The  needles 
are  slightly  heavier  at  their  loM-er  extre- 
mities than  at  their  upper  ones,  in  order 
that  when  disturbed  from  the  vertical  line, 
they  may  again  resume  it  when  the  dis- 
turbing force  ceases  to  act.  The  motions 
of  the  needle  to  the  right  or  to  the  left 
\jj  are  limited  by  a  little  ivory  stud,  which 
projects  on  either  side  from  the  face  of  the 
dial ;  loss  of  time,  which  would  otherwise 
be  occasioned  by  the  unnecessary  length  of 
the  oscillations  of  the  needle,  is  thus  pre- 
vented. L  and  p  are  the  wires  which  com- 
municate with  the  distant  station ;  c  z  is 
the  battery ;  h  is  the  handle  by  which  the  instrument  is  worked. 
Fig.  253  is  intended  to  illustrate  the  principle  upon  which  such 


Fig.  253. 


an  instrument  is  made  to  exhibit  the  signals ;  the  details  of  its 
construction  have  been  slightly  modified  in  the  diagrams,  in  order 
that  the  course  of  the  electric  current  may  be  more  clearly  ti-aced. 


ELECTRIC  TELEGRAPH  THE  INDICATOR. 


631 


No.  I  represents-  a  back  view  of  tlie  essential  parts  of  the 
instrument,  when  at  rest  and  in  a  position  to  receive  a  message 
from  the  distant  extremity.  In  this  position,  supposing  the  cur- 
rent to  originate  from  the  distant  battery,  and  to  enter  the  gal- 
vanometer G  by  the  wire  l,  it  will  pass  through  the  coil,  will 
make  its  exit  by  the  wire  upon  the  right  hand,  which  is  attached 
to  the  metallic  spring  t ;  thence  it  will  pass  along  the  brass  cross- 
piece,  d,  into  the  metallic  spring,  v,  and  complete  the  circuit 
through  the  wire  attached  to  the  plate,  p,  and  the  earth,  e,  by 
which  it  is  returned  to  the  distant  station.  The  battery  shown 
at  c  z  is  inactive  during  the  whole  of  this  stage  ;  the  wires  which 
proceed  from  its  two  extremities  are  attached  to  insulated  pieces 
of  brass  at  either  end  of  the  vertical  piece  which  is  connected 
with  d.  No  current  therefore  can,  in  this  position,  be  trans- 
mitted from  this  battery,  since  the  wire  proceeding  from  c  is 
completely  insulated.  But  suppose  it  be  desired  to  transmit  a 
signal  from  this  instrument  to  the  distant  station  : — by  means  of 
the  handle,  h  (fig.  352),  the  piece  to  which  d  is  attached  can  be 
pressed  against  one  of  the  springs  at  t  (fig.  253,  2),  whilst  its 
lower  extremity,  by  the  same  movement,  is  pressed  against  the 
other  spring,  v;  the  current  now  passes  from  the  battery  in  the 
direction  shown  by  the  arrows.  From  c  it  proceeds  to  v,  thence, 
through  the  wire  attached  to  p,  into  the  earth ;  then  through  the 
distant  station,  where  the  instrument  is  arranged  for  receiving 
the  signal,  as  in  No.  i,  and  it  then  produces  a  deflection  of  its 
needle.  Thence  the  current  returns  by  l  to  the  galvanometer 
coil,  G,  and  then  deflects  the  needle,  returns  through  the  wire 
attached  to  the  spring,  t,  and  by  the  metallic  piece,  d,  completes 
the  circuit  through  the  wire  attached  to  z. 

It  is  obvious  that  by  reversing  the  movement  given  to  the 
handle,  h,  the  direction  of  the  current  and  the  motion  of  the 
needles  in  the  coil  will  be  reversed  both  in  the  near  and  in  the 
distant  instrument,  as  shown  at  No.  3.  As  soon  as  the  operator 
has  finished  making  his  signals,  the  springs,  v  and  /,  restore  the 
crosspiece,  d,  to  the  position  shown  in  No.  i,  and  thus  the  instru- 
ment at  once  adjusts  itself  for  receiving  the  signals  from  the  dis- 
tant station;  the  battery  at  c  z  being  thrown  out  of  action,  and 
the  conducting  communication  with  the  line  being  restored 
through  the  crosspiece,  d,  by  the  self-acting  power  of  the  instru- 
ment itself. 

By  this  arrangement  a  corresponding  motion  of  the  needle 
is  always  produced  at  the  same  instant  at  both  stations,  so  that 
both  the  giver  and  the  receiver  of  the  message  perceive  the  signal. 
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Since  the  needle  admits  of  being  moved  either  to  the  right  or  to 
the  left,  it  is  clear  that  by  combining  together  on  a  definite  plan 
a  certain  number  of  these  movements,  any  letter  or  word  may 
be  transmitted  :  for  instance,  two  movements  of  the  upper  end  of 
the  needle  to  the  right  may  show  the  letter  A  ;  three  movements 
in  the  same  direction  the  letter  B ;  four  might  indicate  C ;  one  to 
the  right  and  one  to  the  left  D  :  and  so  on. 

By  employing  two  or  more  needles  in  each  instrument,  a 
greater  number  and  variety  of  signals  can  be  transmitted  in  the 
same  time,  but  each  needle  requires  a  separate  conducting  wire, 
although  the  number  of  batteries  need  not  be  increased. 

§  V.  Magneto-Electricity. 

(310)  Volta-Electric  Induction. — The  term  volta-electric  in- 
duction was  given  by  Faraday  to  the  production  of  secondary 
currents,  or  currents  in  closed  wires  obtained  by  inductive  action 
from  wires  conveying  currents  in  the  vicinity  of  such  closed  cir- 
cuits. The  circumstances  under  which  these  currents  are  formed 
will  be  best  understood  by  a  description  of  an  experiment.  If  a 
wire  through  which  a  voltaic  current  is  passing  be  placed  parallel 
to  a  second  wire,  the  two  extremities  of  which  are  connected  with 
the  ends  of  a  sensitive  galvanometer,  no  perceptible  eflFect  is  pro- 
duced in  the  second  wire,  so  long  as  the  current  passes  without 
interruption  through  the  first  wire ;  but  if  the  current  through 
the  f  rst  wire  (or  primary  current,  as  it  may  for  the  sake  of  dis- 
tinction be  termed)  be  suddenly,  stopped  by  interrupting  the 
connexion  with  the  battery,  a  secondary  current  of  momentary 
duration  is  produced  in  the  second  wire,  and  this  current  is 
direct,  that  is  to  say,  it  is  in  the  same  direction  as  that  in  the 
battery  wire.  On  again  completing  the  communication  between 
the  first  wire  and  the  battery,  a  momentary  current  or  wave 
of  electricity  again  passes  through  the  second  wire,  but  it 
is  now  inverse,  or  in  the  opposite  direction  to  the  primary 
current. 

These  effects  may  be  much  increased,  if  instead  of  employing 
simple  wires,  the  wdres  be  coiled  into  the  form  of  two  concentric 
helices :  the  wire  which  is  to  convey  the  primary  current,  or 
primary  coil,  being  placed  in  the  axis  of  the  coil  for  the  secondary 
current,  and  the  ends  of  the  secondary  coil  being  connected  as 
before  with  the  extremities  of  the  galvanometer.  Under  these 
circumstances  the  needle  will  receive  a  powerful  impulse  at  the 
moment  the  primary  coil  is  connected  with  the  battery,  but  after 
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a  few  oscillations  the  needle  will  return  to  its  original  position, 
notwithstanding  that  the  current  through  the  primary  coil  is  main- 
tained; the  instant,  however,  that  the  primary  coil  is  separated 
from  its  contact  with  the  battery,  a  powerful  momentary  impulse, 
occasioned  by  a  current  through  the  secondary  coil  in  a  direction 
the  reverse  of  the  former,  will  be  produced  upon  the  galvano- 
meter needle. 

Similar  effects  are  exhibited  by  causing  the  primary  coil,  whilst 
it  is  transmitting  the  battery  current,  suddenly  to  approach  to- 
wards, or  to  recede  from,  the  secondary  coil  which  is  in  connexion 
with  the  galvanometer.  During  the  approach  of  the  coil,  the 
secondary  current  is  in  the  opposite  direction  to  the  primary  one  : 
but  during  the  withdrawal  of  the  coil,  the  secondary  current  is  in 
the  same  direction  as  the  primary  current.  If  a  small  helix  be 
substituted  for  the  galvanometer  in  the  secondary  coil,  a  steel 
needle  may  be  magnetized  by  the  induction  of  these  instantaneous 
currents,  and  the  intensity  of  the  magnetism  thus  induced  is  pro- 
portional to  the  intensity  of  the  secondary  current.  By  discharging 
a  Leyden  jar  through  a  primary  coil  properly  insulated,  a  secondary 
current  may  be  obtained  in  the  other  helix,  but  in  this  case  it  is 
always  in  the  same  direction  as  the  current  produced  on  breaking 
contact  with  the  battery. 

(311)  Magneto-Electric  Induction. — Since  electricity  may  be 
made  to  elicit  magnetism,  it  seemed  reasonable  to  expect  that 
the  converse  operation  of  obtaining  electricity  by  means  of  mag- 
netism should  likewise  be  practicable.  After  several  fruitless 
attempts  to  solve  this  problem,  Faraday  succeeded  in  discovering 
the  conditions  necessary  to  ensure  this  result  {Phil.  Trans.  1833, 
125).  The  following  experiment  will  serve  to  illustrate  these 
conditions.  Let  the  exti'emities  of  a  helix  of  copper  wire  be  con- 
nected by  means  of  wires  several  metres  in  length  with  the  two 
ends  of  a  galvanometer,  so  that  the  needles  shall  be  beyond  the 
direct  influence  of  the  magnetic  bars  to  be  employed.  ,  Motion  of 
a  permanent  magnet  across  the  coils  of  the  helix  instantly  pro- 
duces a  current  in  the  wire;  if,  for  example,  a  bar. magnet  be 
introduced  into  the  axis  of  the  helix,  an  immediate  deflection  of 
the  galvanometer  needle  is  produced ;  but  if  the  magnet  be  allowed 
to  remain  motionless  within  the  helix,  the  needle  after  a  few 
oscillations  returns  to  its  zero ;  the  instant,  however,  that  the 
magnet  is  withdrawn,  the  galvanometer  needle  is  deflected  to  the 
same  extent  as  before,  but  in  the  opposite  direction.  When  the 
marked  end  of  a  magnetic  bar  is  introduced  into  a  right-handed 
helix,  the  current  which  is  produced  so  passes  through  the  coils 
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as  to  enter  the  helix,  at  that  extremity  at  which  the  magnet  enters  ; 
so  that  the  current  under  these  circumstances  moves  in  the  oppo- 
site direction  to  that  of  the  hands  of  a  watch  which  is  lying  with 
its  face  upwards. 

If  a  bar  of  soft  iron  be  placed  in  the  axis  of  the  helix,  no 
current  is  produced  so  long  as  it  remains  unmagnetized ;  but  if  the 
opposite  poles  of  two  bar  magnets  be  presented  one  to  each 
extremity  of  the  soft  iron,  so  as  to  render  it  temporarily  magnetic 
by  induction,  a  momentary  current  is  produced  whilst  it  is  acquiring 
magnetism,  and  this  current  corresponds  in  direction  with  that 
which  would  be  occasioned  by  introducing  a  bar  magnet  the 
poles  of  which  correspond  in  direction  with  those  of  the  tem- 
porary magnet. 

In  like  manner  when  two  concentric  helices  are  arranged  as 
in  the  experiment  on  volta-electric  induction  (310),  and  a  bar  of 
soft  iron  is  placed  in  the  axis  of  the  primary  coil,  a  much  more 
powerful  secondary  current  is  obtained  than  when  the  two  coils 
only  are  used ;  since  the  soft  iron  in  acquiring  and  in  losing  mag- 
netism produces  a  secondary  current,  which  in  each  case  coincides 
in  direction  with  that  induced  by  the  primary  coil  alone.  If  a 
bar  of  copper  be  substituted  for  the  ii'on  bar  or  core  in  the 
primary  coil,  the  current  is  not  stronger  than  when  the  two  coils 
alone  are  employed. 

If,  as  Ampere  supposes,  a  series  of  electric  currents  are  per- 
petually circulating  around  the  component  particles  of  a  bar 
magnet,  in  planes  at  right  angles  to  the  magnetic  axis, — the 
motion  of  a  magnet  in  the  axis  of  a  helix,  the  opposite  extremities 
of  which  are  in  metallic  communication  with  each  other  so  as  to 
form  a  closed  circuit,  must  necessarily  produce  a  current  in  such 
a  helix ;  for  the  magnet  corresponds  to  a  helix  through  which  an 
electric  current  is  passing :  experiment  shows  that  the  direction 
of  the  currents  induced  by  the  magnet  is  precisely  such  as  would 
be  required  by  Ampere's  theory. 

On  making  and  breaking  a  circuit  thi'ough  a  helix,  an  induced 
current  is  produced  by  the  action  of  the  contiguous  portions  of 
the  coil  on  one  another.  This  is  called  the  extra  current,  and  its 
production  is  readily  detected  by  a  simple  experiment.  The  ends 
of  the  wires  from  a  battery  of  4  or  5  Grove's  cells  are  placed  in 
a  vessel  of  mercury,  and  when  the  circuit  is  broken  by  raising  one 
of  the  wires,  a  slight  spark  is  observed  at  the  surface  of  the 
mercury.  If  now  a  helix  is  introduced  into  the  circuit,  the 
spark  produced  on  breaking  the  contact  with  the  mercury  will 
be  much  longer  and  brighter  than  in  the  previous  case :  the  in- 
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dueed  current  caused  by  the  breaking  of  the  current  being  in  the 
same  direction  as  the  primary  current^  and  of  higher  tension,  is 
capable  of  passing  across  a  longer  interval  of  air  than  the 
primary  current. 

(313)  Ruhmkorff's  Induction  Coil. — The  secondary  currents 
which  are  obtained  by  magnetic  induction  possess  a  high  degree 
of  intensity;  if  the  circuit  be  broken  at  the  moment  that  the 
current  is  passing,  a  brilliant  spark  will  be  observed  at  the  point 
at  which  the  interruption  is  occasioned. 

An  effective  apparatus  for  exhibiting  these  secondary  currents  has  been  m 
use  for  several  years,  hut  it  has  recently  been  rendered  still  more  efficient  by 
Ruhmkorff.    One  of  its  forms  is  represented  in  fig.  254,  in  which  No.  i  shows 

Fig.  254. 


a  vertical  section  of  the  coil  through  its 
long  axis,  the  other  parts  being  shown 
in  perspective.  It  consists  mainly  of  two 
concentric  helices  of  copper  wire ;  the 
primary  or  inner  coil,  A  A,  consisting  of 
a  stouter  and  shorter  wire  than  the 
secondary  coil,  B  B,  which  is  made  of  a 
very  long  thin  wire,  insulated  by  silk, 
and  each  layer  of  coils  is  carefully  insu- 
lated from  the  adjacent  layers  :*  M  is  a 
bundle  of  soft  iron  wire  placed  in  the  axis 
of  the  coils.  At  +  and  —  are  binding- 
screws  for  connecting  the  primary  coil  with  a  voltaic  battery  of  three  or  four 
elements.  This  primai-y  coil  is  not  continuous  throughout  its  length,  but  admits  of 
being  broken  at  c  and  d;  d  \s  &  small  armature  of  soft  iron,  to  the  under  surface 
of  which  a  plate  of  platinum  is  riveted,  and  the  upper  surface  of  c  is  also  faced 
with  platinum.  So  long  as  c  and  d  touch  each  other,  the  current  circulates 
uninterruptedly  through  a  a  :  but  as  soon  as  the  current  passes  through  a  a, 
the  iron  core,  M,  becomes  magnetic  and  attracts  d,  consequently  the  contact 
between  c  and  d  is  interrupted ;  the  current  immediately  ceases  to  flow  through 
A  A,  the  magnetism  in  m  disappears  instantly,  the  hammer,  d,  falls,  contact  with 


*  In  Ruhmkorff's  25  centimetre  or  lO-inch  coil  the  inner  or  primary  wire 
is  2'  '5  thick  and  40  metres  long,  300  turns  of  wire  being  formed  upon  the 
instrument.  The  outer  or  secondary  coil  is  o"™™'333  thick,  and  8000  metres 
(about  5  miles)  in  length,  distributed  in  25,000  coils. 
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c  and  with  the  battery  is  immediately  renewed,  d  is  attracted  again,  and  it 
immediately  falls  back  upon  c*  Thus  the  battery  itself  acts  as  a  means  of 
making  and  breaking  the  contact  several  hundred  times  in  a  minute.  A  powerful 
current  is  induced  in  the  secondary  coil,  b  b,  by  each  of  these  momentary 
currents  in  a  a.  In  this  instrument  the  secondary  current  is  always  trans- 
mitted in  one  direction  only,  the  induced  current  on  breaking  contact  being  the 
only  one  which  has  sufficient  intensity  to  traverse  the  coil.  No.  2  shows  an 
end  view  of  the  coil,  and  exhibits  more  distinctly  the  parts  by  which  the  contact 
is  made  and  broken.  The  same  letters  apply  in  both  cases.  The  shocks  are  of 
such  intensity  as  to  be  very  painful  and  often  dangerous,  even  though  experienced 
only  for  an  instant.  A  continuous  stream  of  sparks  will  pass  between  the  insu- 
lated ends  of  the  secondary  wire,  ef. 

When  a  Leyden  jar  is  connected  with  the  terminals  of  the 
secondary  coil,  the  outer  end  of  the  coil  being  attached  to  the 
inner  coating  of  the  jar,  the  noise  and  brilliancy  of  the  spark  is 
much  increased.  If  the  coil  be  excited  by  an  increased  number 
of  cells,  an  advantage  is  obtained  until  a  certain  limit  is  reached ; 
if  this  be  exceeded,  a  powerful  spark  appears  at  the  point  of  in- 
terruption of  the  primary  coil,  and  the  platinum  surfaces  are 
rapidly  destroyed;  but  by  now  introducing  a  second  Leyden  jar 
into  the  secondary  circuit,  the  brilliancy  of  the  secondary  spark  is 
increased,  and  the  spark  at  the  contact-breaker  nearly  disappears. 
On  again  introducing  an  additional  number  of  cells  of  the  battery 
into  the  primary  circuit,  the  brilliant  spark  at  the  contact-breaker 
reappears ;  but  by  the  addition  of  a  third  Leyden  jar  the  secon- 
dary discharge  may  be  further  increased  in  length  and  in  bril- 
•liaucy,  whilst  the  excessive  action  at  the  contact-breaker  is  again 
diverted. 

Taraday  has  contrasted  the  character  of  the  spark,  as  it  occurs  before  the 
introduction  of  the  Leyden  jar,  with  the  appearance  which  it  exhibits  after  the 
jar  has  been  included  in  the  circuit,  by  the  following  experiment: — 

A  platinum  wire  is  supported  across  the  knob  of  a  Leyden  jar,  and  its  ends 
are  brought  near  the  platinum  terminals  of  the  secondary  coil ;  two  similar  short 
interruptions  in  the  secondary  circuit  are  thus  occasioned,  and  a  noiseless  spark 
of  low  luminosity  passes  across  each  interruptioni  If  now  the  outer  coating  of 
the  jar  be  connected  by  a  wire  with  one  terminal  of  the  secondary  coil,  the 
spark  on  this  side  suddenly  becomes  brilliant  and  noisy,  so  that  it  is  difficult  to 
believe  that  in  a  given  interval  of  time  equal  quantities  of  electricity  traverse 
the  interval  between  the  two  wires. 

The  noiseless  spark  kindles  paper  or  other  readily  combustible 
objects,  whilst  the  flash  from  the  Leyden  jar  fails  to  kindle  them. 
The  difference  between  the  two  sparks  is  not  in  the  quantity  but 
in  the  duration  of  the  spark ;  when  the  jar  is  used,  a  certain  in- 
terval of  time  is  expended  in  charging  it  by  the  current  which 
moves  comparatively  slowly  through  the  long  secondary  coil, 


*  Other  improved  forms  of  contact-breaker  are  now  in  use. 
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whilst  the  discharge  occurs  in  a  dense  spark,  the  duration  of 
which  is  imperceptible. 

The  power  of  the  instrument  may  be  much  further  increased 
by  connecting  the  primary  wire  with  a  modification  of  the  Leyden 
jar,  which  is  commonly  called  a  condenser :  it  consists  of  a  band 
of  brown  paper,  or,  better,  of  oiled  silk,  or  paper  soaked  in  melted 
paraffin,  on  either  side  of  which  a  sheet  of  tinfoil  is  pasted,  4  or 
5  square  metres  (40  or  50  square  feet)  of  coated  surface  are  thus 
prepared  and  folded  between  two  other  bands  of  brown  paper  or 
of  silk,  and  packed  in  a  flat  wooden  case.  The  two  coatings 
are  connected  with  the  binding-screws  attached  to  c  and  d  in  the 
primary  current. 

The  use  of  the  condenser  is  to  suppress  the  extra-current  (311) 
which  materially  interferes  with  the  action  of  the  induction  coil. 
From  what  has  been  already  said,  it  is  evident  that  the  secondary 
current  will  be  more  powerful  when  the  primary  current  is  sud- 
denly produced  and  suddenly  interrupted ;  but  since  the  extra- 
current  is  in  the  same  direction  as  the  primary,  it  will  tend  to 
maintain  a  flow  through  the  primary  wire  after  the  contact  has 
been  broken  by  the  electro-magnet  j  thus  the  strength  of  the 
current  in  the  primary  wire  will  fall  gradually,  and  not  suddenly, 
to  zero.  The  condenser  being  connected  with  the  primary  wire 
on  each  side  of  the  contact-breaker,  cannot  contain  any  charge 
while  the  contact  is  closed,  the  two  sides  of  the  condenser  being 
connected  by  a  metallic  conductor  of  very  little  resistance ;  when, 
however,  the  contact  is  broken  by  the  raising  of  the  hammer, 
the  extra-current  which  is  formed,  instead  of  leaping  across  the 
interval  between  the  platinum  studs,  passes  into  the  condenser : 
as  the  tension  of  the  extra-current  is  higher  than  that  of  the 
battery,  the  condenser  may  be  charged  with  a  larger  quantity  of 
electricity  than  it  would  be  capable  of  receiving  from  the  battery 
alone.  It  then  discharges  itself  through  the  only  available  pas- 
sage— namely,  the  primary  wire.  This  return  current  completely 
neutralizes  any  remainder  of  extra-current,  and  also  deprives  the 
soft  iron  core  of  its  residual  magnetism,  much  intensifying  the 
current  induced  in  the  secondary  wire. 

The  effect  of  the  condenser  is  very  remarkable  in  those  in- 
struments which  are  so  arranged  that  the  condenser  may  be 
connected  or  disconnected  at  pleasure.  Without  the  condenser, 
the  secondary  current  gives  short  and  rapid  sparks,  whilst  there 
is  a  succession  of  brilliant  sparks  produced  by  the  extra-current 
between  the  platinum  surfaces  of  the  contact-breaker ;  when  the 
condenser  is  connected,  the  secondary  sparks  are  much  longer. 
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and  those  at  the  contact-breaker  almost  entirely  disappear.  It 
does  not  increase  the  quantity  of  electricity  in  the  secondary 
current,  but  it  adds  greatly  to  its  intensity,  and  augments  the 
striking  distance,  so  that  by  its  employment,  and  by  increasing 
the  dimensions  of  the  coil,  paying  scrupulous  attention  to  the 
insulation  of  the  conducting  wires,  sparks  of  450  or  500  milli- 
metres (18  or  20  inches)  in  length,  and  of  great  intensity  have 
been  obtained.  The  intensity  of  this  spark  is  also  greatly  in- 
creased by  increasing  the  suddenness  with  which  the  continuity 
of  the  primary  wire  is  broken.  It  is  obvious  that  by  this  machine 
electricity  of  low  tension  may  be  rendered  as  intense  as  that 
from  an  ordinary  plate-machine,  whilst  its  quantity  is  much 
greater.  An  induction  coil  may  indeed  be  substituted  for  an 
ordinary  electrical  machine  in  most  cases,  with  great  advantage, 
where  a  continuous  discharge  of  sparks  is  required. 

Dr.  Robinson  {Proc.  Boy.  Soc.  1866,  xv.  171),  states  that  the 
quantity  of  electricity  obtainable  with  an  induction  coil  increases 
with  the  diameter  of  the  secondary  wire  up  to  ^-^  inch  (o™™"38). 
Several  coils  may  be  combined  so  as  to  increase  the  quantity  of 
electricity  which  they  will  furnish  by  connecting  all  their  positive 
terminals  together  into  one  electrode,  and  all  their  negative  ter- 
minals together,  so  as  to  form  the  other  electrode ;  but  no  increase 
in  the  tension  of  the  current  will  be  thus  obtained.  When  an 
increase  in  tension  is  desii'ed,  each  secondary  circuit  must  be  con- 
nected in  series  so  as  to  form  one  continuous  circuit,  each  primary 
coil  being  excited  by  a  separate  battery. 

In  all  cases  where  the  terminals  of  the  secondary  coU  are 
connected  by  a  wire  or  other  good  conductor,  there  are  two  cur- 
rents passing  alternately  in  opposite  directions  through  it :  one 
produced  each  time  that  the  contact  of  the  primary  coil  is  broken, 
and  this  is  by  far  the  most  intense ;  whilst  the  other,  produced  at 
the  moment  of  making  contact,  although  equal  in  amount,  is  far 
less  intense.  Whenever  the  contact  is  broken,  this  latter  current 
is  intercepted,  so  that  the  discharges  from  the  Leyden  jar  always 
occur  in  one  direction  only:  and  hence  a  Leyden  jar  or  battery 
may  be  charged  with  the  induction  coil  up  to  a  certain  degree  far 
more  rapidly  than  by  an  ordinary  electrical  machine. 

If  the  shadow  of  the  spark  obtained  between  the  secondary 
wires  of  a  Ruhmkorff's  coil  be  thrown  upon  a  screen  by  the  in- 
tense light  of  the  electric  lamp,  a  cone  of  vapour  will  appear  to 
issue  from  the  point  of  each  wire,  due  to  the  unequal  refraction 
produced  by  the  current  of  heated  air;  but  the  cone  from  the 
negative  wire  being  more  powerful,  apparently  beats  back  the 
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heated  stream  from  the  positive  wire.  These  effects  are  the 
reverse  of  those  produced  in  the  ordinaiy  voltaic  arc^  in  which 
the  greatest  dispersion  of  matter  and  the  highest  temperature  is 
observed  to  occur  at  the  positive  electrode  (280).  If  the  dischiirge 
of  the  secondary  coil  be  allowed  to  occur  in  an  exhausted  receiver, 
the  phenomenon  of  the  auroral  light  is  exhibited  in  a  most  beau- 
tiful manner  through  an  interval  of  one  or  two  metres.  Gassiot 
has  contrived  a  very  striking  modification  of  this  experiment,  by 
placing  within  the  receiver  of  the  air-pump  a  small  tumbler  or 
beaker  lined  with  tinfoil  about  half  way  up  the  inside.  The  re- 
ceiver should  be  open  at  the  top  for  the  admission  of  a  sliding  rod, 
which  passes  air-tight  through  a  brass  plate,  ground  to  fit  the  top 
of  the  jar ;  the  sliding  rod  is  enclosed  in  a  glass  tube,  open  at 
bottom,  and  passes  down  to  the  inside  of  the  tumbler  and  touches 
the  metallic  lining.  On  exhausting  the  receiver  whilst  the  plate 
of  the  pump  is  connected  with  one  terminal  of  the  secondary  coil, 
and  the  sliding  rod  with  the  other  terminal,  a  beautiful  and  con- 
tinuous cascade  of  electric  light  pours  over  the  edge  of  the  tumbler 
upon  the  metallic  plate  of  the  pump.  The  effect  is  heightened  if 
the  tumbler  be  made  of  a  fluorescent  material,  such  as  uranium 
glass,  and  rests  upon  a  glass  dish  washed  over  with  quinine 
sulphate,  the  blue  fluorescence  of  which  contrasts  well  with  the 
yellow  of  the  ui-anium.  If,  instead  of  using  the  sort  of  Leyden 
jar  employed  in  the  foregoing  experiment,  this  discharge  be  taken 
in  an  exhausted  glass  globe  between  two  brass  balls,  it  exhibits  a 
very  interesting  appearance ;  the  negative  ball  becomes  covered 
with  a  quiet  glow  of  light,  whilst  a  pear-shaped  luminous  discharge 
takes  place  from  the  positive  ball ;  between  the  two  balls  is  a  small 
interval  nearer  to  the  negative  than  to  the  positive  ball,  which  is 
not  luminous  :  when  the  exhaustion  of  the  receiver  is  very  perfect, 
the  luminous  portion  is  observed  to  be  traversed  by  a  series  of 
dark  bands  or  arches  concentric  with  the  positive  ball;  the  pre- 
sence of  a  little  vapour  of  phosphorus  renders  these  dark  bands 
much  more  distinct.  (Grove.) 

The  occurrence  of  these  bands  is  as  yet  unexplained ;  but  the 
attempts  to  trace  them  to  their  cause  have  led  to  numerous 
interesting  investigations  by  Grove,  who  first  observed  them,  by 
Robinson,  and  by  others,  but  particularly  by  Gassiot,  who  has 
varied  the  experiment  in  numberless  ways  {Phil.  Trans.  1858,  i, 
and  1859,  137).  Gassiot's  principal  method  of  procedure  has 
been  to  seal  wires  of  platinum,  and  of  other  materials  of  various 
sizes  and  forms,  into  glass  vessels  or  tubes.  These  tubes  and 
vessels  were  subsequently  exhausted  more  or  less  completely. 
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Various  gaseous  bodies  were  then  introduced,  and  were  after- 
wards more  or  less  completely  removed  by  the  air-pump  :  effects 
of  great  variety  and  beauty  were  thus  obtained.  The  general 
appearances  may  be  thus  described : — If  a  long  wide  glass  tube 
255)  containing  sticks  of  caustic  potash,  at  p,  be  filled  with 

Fig.  255. 


well-dried  gaseous  carbonic  anhydride,  and  afterwards  exhausted 
by  the  air-pump,  the  residual  carbonic  anhydride  will  be  gra- 
dually absorbed  by  the  caustic  potash  at  p.  The  effects  observed 
on  connecting  the  wires  4-^  — ,  with  the  secondary  wires  of  the 
Ruhmkorff^s  coil,  vary  with  the  perfection  of  the  vacuum.  If  the 
vacuum  be  merely  that  which  can  be  obtained  by  an  ordinary 
air-pump,^  no  stratification  is  perceptible  ;  a  diffuse  lambent  light 
fills  the  tube  :  if  the  rarefaction  be  carried  a  step  further,  nan-ow 
striae,  like  ruled  lines,  about  i'™™'3  in  thickness,  traverse  the 
tube  transversely  to  the  line  of  the  discharge,  as  shown  in  fig.  256, 
No.  I.  A  step  further  in  the  rarefaction  increases  the  breadth 
of  the  bands,  as  seen  in  fig.  255;  next  the  segments  of  light 
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assume  a  cup-shaped  or  conical  form,  fig.  256,  No.  2 ;  and  by 
carrying  the  rarefaction  still  further,  a  scries  of  luminous  cylm- 
ders,  of  25'"™-  or  so  in  depth,  with  narrow  dark  lines  between 
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them,  are  seen,  fig.  2^6,  No.  3.  Finally,  when  the  vacuum 
approaches  perfection,  there  is  neither  discharge,  light,  nor  con- 
duction. Hence  it  would  appear  that  the  presence  of  material 
particles  is  absolutely  necessary  to  the  transfer  of  the  electric 
current. 

When  the  stratification  is  most  distinctly  visible,  a  dark  space 
will  always  be  observed  near  the  negative  pole,  which,  if  of  pla- 
tinum, is  seen  to  be  covered  with  a  bluish  glow  of  light,  within 
which,  the  wire,  by  an  optical  illusion,  has  the  appearance  of  being 
red  hot.  Portions  of  the  negative  electrode  are  gradually  thrown 
off"  in  the  form  of  fine  metallic  particles  as  the  experiment  is 
continued,  and  the  wire  rises  considerably  in  temperature.  The 
appearance  of  the  stratification  varies  greatly  with  the  modi- 
fications in  form  given  to  the  wires.  If  the  negative  wire  be 
enclosed  within  a  capillary  glass  tube  which  is  open,  and  projects 
beyond  the  wire  for  an  eighth  of  an  inch  (3""')>  a  little 
more,  all  the  stratification  disappears,  and  a  jet  of  light  escapes 
from  the  open  end  of  the  capillary  tube,  passing  down  the 
exhausted  vessel. 

These  stratified  bands  and  luminous  discharges  are  powerfully 
alFected  by  the  magnet ;  if  the  negative  wire  be  undermost  in  one 
of  these  exhausted  tubes  suspended  vertically,  and  it  be  com- 
pletely covered  with  a  stratum  of  mercury,  it  will  be  found  on 
causing  one  end  of  a  magnet  to  approach  the  termination  of  the 
luminous  bands  in  the  direction  of  the  axis  of  the  tube,  that  the 
stratification  will  become  modified,  and  will  present  an  appearance 
resembling  that  which  might  be  occasioned  by  stretching  a  spiral 
spring,  supposing  it  were  luminous  ;  indeed,  by  suitable  means, 
the  discharge  may,  as  De  La  Rive  has  shown,  be  made  to  rotate 
around  the  magnetic  pole.  Pliicker  has  shown  that  the  light 
from  the  negative  pole  is  also  especially  afi'ected  by  magnetism, 
the  lines  of  light  becoming  parallel  to  the  magnetic  curves  ;  and 
Gassiot  has  found  that,  by  arranging  a  tube  so  as  to*  cross  the 
lines  of  magnetic  force  which  emanate  from  the  poles  of  a  powerful 
electro-magnet,  he  can  instantly  arrest  the  luminous  discharge  by 
magnetizing  the  electro-magnet ;  but  on  breaking  the  connexion 
of  the  magnet  with  the  battery,  the  discharge  is  immediately 
renewed.  De  La  Rive  and  Sarasin  have  found  that  when  a  dis- 
charge in  a  rarefied  gas  is  submitted  to  the  action  of  a  powerful 
magnet,  the  pressure  of  the  gas  is  increased  in  the  portion  of  the 
tube  nearest  to  the  magnet.  {Ann.C/iim.Phys.i^j  i  [4],  xxii.  181.) 
Mr.  jVarley  introduced  into  one  end  of  an  exhausted  tube  a  small 
piece  of  talc  supported  on  a  fibre  of  silk.    The  tube  contained 
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two  loops  of  aluminium  wire  which  were  connected  with  a  battery 
of  about  350  cells  :  on  passing  the  current  the  whole  tube  was 
filled  with  a  luminous  cloud,  but  when  the  tube  was  placed  be- 
tween the  poles  of  a  powerful  magnet  a  luminous  arch  was  formed, 
passing  through  the  rings  and  ending  near  the  walls  of  the  tube. 
When  the  tube  was  placed  in  such  a  position  that  the  lumiuous 
arch  impinged  on  the  piece  of  talc,  the  latter  was  repelled,  no 
matter  which  way  the  current  was  passing  {Proc.  Roy.  Soc.  1870, 
xix.  236).  This  is  in  accordance  with  the  phenomena  observed 
by  De  La  Rive  and  Sarasin. 

The  phenomena  above  described  have  recently  attracted  a  large 
share  of  the  attention  of  electricians,  from  their  intimate  connexion 
with  the  mode  in  which  electricty  is  propagated  and  transmitted 
from  point  to  point. 

The  stratified  light  produced  by  Ruhmkorfi'^s  coil  is,  from  the 
nature  of  the  apparatus,  intermittent,  as  may  be  very  simply  and 
beautifully  shown  by  attaching  one  of  the  vacuum  tubes  to  an 
axle  which  can  be  thrown  into  rapid  rotation,  the  two  arms  of  the 
tube  moving  like  spokes  of  a  wheel  upon  the  extremity  of  the 
axle.  In  this  arrangement,  one  extremity  of  the  tube  is  main- 
tained in  unbroken  contact  with  one  extremity  of  the  induction 
coil,  whilst  the  other  extremity  is  in  like  manner  connected  with 
the  other  end  of  the  induction  coil.  As  the  rotation  proceeds,  if 
the  experiment  be  made  in  a  darkened  room,  the  tube  will  be 
visible  momentarily,  several  times  during  each  rotation,  and  will 
produce  the  appearance  of  a  star  of  light,  each  arm  of  the  star 
exhibiting  distinct  stratified  bands,  and  appearing  to  be  stationary, 
owing  to  the  briefness  of  the  time  for  which  it  is  visible. 

It  was  supposed  that  these  phenomena  of  stratification  were 
connected  with  undulations  produced  by  the  rapidly  succeeding 
currents  of  the  induction  coil.  Gassjot,  however,  has  shown  that 
this  is  not  the  cause,  by  producing  the  stratified  appearance  from 
the  discharge  of  a  Leyden  jar  when  somewhat  prolonged  by  trans- 
mitting it  through  a  portion  of  wet  string ;  Quet  and  Seguin,  by 
charging  the  jar  feebly,  have  obtained  similar  effects  without  the 
use  of  the  wet  string.  Gassiot  also  obtained  them  directly  fi-om 
the  water  battery  of  3500  cells  (299),  as  well  as  from  a  series  of 
400  carefully  insulated  small  pairs  of  Grove's  construction,  on 
connecting  each  terminal  of  the  battery  with  one  of  the  insvdatcd 
wires  of  the  exhausted  tube.  A  beautifully  distinct  stratified 
discharge  was  produced,  which  was  not  arrested  by  the  introduc- 
tion of  a  voltameter  into  the  circuit.  The  quantity  of  electricity 
thus  transmitted  is  so  small  that  the  amount  of  water  decomposed 
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is  barely  perceptible.  This  is,  therefore,  not  the  true  voltaic 
arc.  On  causing'  the  terminals  of  the  Grove's  battery  in  the 
exhausted  tube  gradually  to  approach  each  other  until  within  about 
37™™',  the  true  voltaic  arc  was  suddenly  established,  and  an  im- 
mense rise  of  temperature  instantly  occurred ;  but  the  interesting 
point  of  the  experiment  was,  that  the  arc  itself  was  seen  to  be 
distinctly  stratified. 

The  passage  of  the  electric  spark  through  compound  gases  or 
vapours  is  attended  with  a  partial  separation  of  their  components 
in  the  line  of  the  discharge.  But  the  experiments  of  Perrot  {Ann. 
Chim.  Phys.  1861  [3],  Ixi.  161)  appear  to  have  proved  that  the 
spark  from  Uuhmkorff's  coil  produces  in  addition  a  true  electrolydc 
decomposition  of  the  compound  vapour.  In  the  case  of  steam,  for 
example,  oxygen  appears  in  larger  quantity  at  the  positive  wire,  and 
hydrogen  in  excess  is  collected  at  the  negative  ;  but  a  mach  larger 
quantity  of  the  two  gases  is  evolved  than  is  due  to  true  electrolysis. 
Long  sparks,  if  transmitting  equal  amounts  of  electricity  in  equal 
times,  were  found  to  be  more  effectual  in  producing  decomposition 
than  small  ones.  In  synthetic  experiments  on  the  combination  of 
oxygen  and  nitrogen  to  produce  nitric  acid,  it  was  found  that  long 
sparks  also  furnish  a  larger  quantity  of  acid  than  shorter  ones.  If 
the  length  of  the  spark  be  increased  in  any  given  circuit,  the  gain 
increases  only  up  to  a  certain  point ;  the  resistance  offered  by  the 
length  of  the  interposed  stratum  of  air  beyond  this  point 
diminishes  the  amount  of  electricity  which  circulates,  to  an  extent 
which  more  than  counterbalances  the  gain  obtained  by  increasing 
the  length  of  the  spark. 

The  energy  of  the  secondary  induced  current  in  effecting  the 
combination  or  the  decomposition  of  gases  and  vapours,  is  much 
greater  than  that  of  the  ordinary  cylinder  or  plate  electrical 
machine.  The  interposition  of  a  condenser  in  the  induced  circuit 
augments  the  intensity  of  the  chemical  action  of  the  spark  ;  but  it 
decreases  the  number  of  sparks  in  a  given  time,  so  that  if  the 
spark  possess  sufficient  intensity  to  pass,  no  gain  in  the  amount  of 
the  body  decomposed  is  effected  by  the  use  of  the  condenser.* 

(313)  Inductive  Action  of  Currents — Henry's  Coils. — When 
the  connexion  between  the  plates  of  a  battery  is  made  by  means  of 
a  single,  long,  straight  wire,  a  brilliant  spark  is  seen  at  the  moment 
that  the  contact  with  the  battery  is  broken  ;  but  when  the  con- 


*  Full  details  of  the  numerous  researches  made  by  Quet  and  others  with 
lluhmkorff's  coil  will  be  found  in  Du  Moncel's  Notice  sur  VAppareil  d'Induc- 
fion  ElecLrigue  de  RuhmJcorJf,  4th  edit. 
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nexion  is  made  by  means  of  a  short  wire,  and  contact  is  broken, 
only  a  very  small  spark  is  produced.  When  a  loug  wire  is 
employed,  the  same  length  of  wire,  if  coiled  into  a  helix,  gives  a 
much  brighter  spark  than  when  it  is  used  merely  as  a  straight 
conductor.  The  brilliant  spark  which  is  observed  when  the  long 
wire  is  used,  is  produced  by  the  inductive  action  of  the  battery 
upon  the  electricity  of  the  wire  itself.  The  bright  spark  obtained 
from  the  battery  wire  on  breaking  contact  arises  from  a  current 
which  is  transmitted  through  the  wire  in  the  same  direction  as  that 
from  the  battery  itself.  This  inductive  action  may  be  entirely 
diverted,  if  a  second  helix,  the  ends  of  which  are  in  metallic  com- 
munication with  each  other,  be  placed  either  within  the  primary 
coil  or  exterior  to  it. 

If  the  conducting  wire  be  coiled  into  a  helix  within  which  an 
iron  core  is  placed,  the  current  on  breaking  contact  acquires 
sufficient  intensity  to  communicate  a  powerful  shock,  when  the 
ends  of  the  wire  are  grasped  by  the  hand  at  the  moment  that  the 
wire  is  disconnected  with  the  battery,  although  the  battery  itself 
may  be  quite  inadequate  to  produce  any  shock  when  its  extremities 
are  connected  by  a  short  wire.  A  striking  experiment  of  this 
kind  is  related  by  Prof.  Jos.  Henry  {Phil.  Mag.  1840  [3],  xvi. 
200).  A  very  small  compound  battery  was  formed  of  six  pieces  of 
copper  bell-wire,  each  about  an  inch  and  a  half  (4  centimetres) 
long,  and  six  pieces  of  zinc  of  the  same  size ;  the  current  which 
this  arrangement  produced  was  transmitted  through  a  spool  of 
copper  wire  covered  with  cotton  :  this  wire  was  5  miles  (8046 
metres)  in  length,  and  -rV  of  an  inch  (i™™*5)  in  diameter,  and  it 
was  wound  upon  a  small  axis  of  iron.  The  shock,  on  breaking 
the  connexion  with  the  little  battery,  was  distinctly  felt  simul- 
taneoiisly  by  twenty-six  persons  who  had  formed  a  circle  by 
joined  hands,  and  who  completed  the  circuit  between  the  two 
ends  of  the  wire.  The  shock  which  was  felt  on  making  contact 
with  the  battery  was  barely  perceptible.  A  current  is  produced 
on  making  contact,  but  it  is  feeble,  and  in  a  direction  the  reverse 
of  that  emanating  from  the  battery.  Even  a  thermo-electric 
battery  (317),  if  the  current  which  it  yields  be  passed  through 
the  coil,  will  furnish  sparks  on  breaking  contact. 

Henry,  in  the  paper  above  referred  to,  has  made  some  interest- 
ing observations  upon  the  action  of  the  battery  current  in  inducing 
secondary  currents.  He  employed  for  transmitting  the  primary 
current  a  flat  coil  or  ribbon  of  sheet  copper  about  93  feet 
(28-3  metres)  long  and  inch  (38™"-)  wide.  This  ribbon  was 
sometimes  coiled  in  the  manner  shown  at  a,  fig.  257,  sometimes 
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iu  the  form  of  a  ring  as  shown  at  h.  This  coil  was  combined 
under  various  circumstances  with  other  similar  coils,  each  about 
60  feet  (18  metres)  long,  or  with  helices  of  fine  copper  wire  of 
various  lengths.  The  form  of  ribbon  is  a  very  advantageous  one, 
as  it  offers  a  large  sectional  area  in  the  conductor,  and  thus 
diminishes  the  resistance,  whilst  the  different  layers  of  the  coil 
are  approximated  to  each  other  with  the  smallest  possible 
intervals  between  them.  When  it  was  coiled  as  at  h,  and  a  helix 
placed  within  the  ring  so  formed,  each  time  that  the  current 
from  the  battery  through  the  ribbon  was  interrupted,  a  secondary 
current  of  considerable  intensity  was  obtained  in  tlie  helix :  the 
helix  could  be  supported  upon  a  plate  of  glass  which  rested  upon 
the  flat  coil,  and  still  the  inductive  action  was  obtained ;  but  if 
a  metallic  plate  were  interposed  between  the  coil  and  the  helix, 
no  secondary  current  was  obtained  in  the  helix,  because  it  was 
transferred  to  the  interposed  conducting  plate. 

By  arranging  a  series  of  coils  in  the  manner  represented  in 
fig.  257,  Henry  succeeded  in  obtaining  a  succession  of  induced 

Fig.  257. 


currents  by  their  mutual  action.  If  a  represent  the  coil  in  con- 
nexion with  the  battery,  b  and  c  are  arranged  to  form  a  con- 
tinuous coil,  through  which,  by  induction,  a  momentary  current 
is  produced  each  time  that  the  connexion  of  the  coil  a  with  the 
battery  is  broken;  the  current  in  6  c  then  being  direct,  or  in  the 
same  direction  as  in  a.  Now  if  two  wire  helices  be  connected 
together  and  placed  as  at  d  and  e,  the  induced  current  in  c  will 
produce  a  second  induced  current,  or  current  of  the  third  order, 
in  d  e  ;  but  this  current  will  be  in  the  opposite  direction  to  that 
in  b  c.  If  /  be  a  ribbon  coil  placed  above  e,  with  its  ends  united 
by  a  small  helix  at  g,  a  third  current,  or  current  of  the  fourth 
order,  will  be  obtained,  but  it  will  be  in  the  opposite  direction  to 
that  in  d  e.  If  these  different  currents  be  compared  together, 
they  will  be  in  the  direction  following  : — 

a  primary  current  (on  breaking) 

b,  c,  secondary  current    .    .    .  direct 

d,  e,  current  of  the  third  order  .  inverse 

/,  g,  current  of  the  fourth  order  .  direct. 
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By  acting  upon  the  principle  just  explained,  and  carefully 
insulating  the  coils,  currents  even  of  the  seventh  order  have 
been  obtained,  the  successive  currents  being  alternately  direct 
and  inverse. 

Similar  currents  of  equal  amount,  but  of  lower  tension,  are 
obtained  each  time  that  the  primary  circuit  is  completed,  but  the 
direction  of  the  currents  in  this  case  is  reversed :  so  that  on 
completing  the  primary  circuit,  the  currents  would  be  as 
follows : — 

a  primary  current  (on  making)  direct 

h,  c,      secondary  inverse 

d,  e,      tertiary  direct 

/,  g,      quaternary  inverse ;  and  so  on. 

These  effects  are  produced  by  a  series  of  complicated  actions 
which  may  be  summed  up  as  follows  : — The  primary  current  has 
the  power  of  producing  two  induced  secondary  currents  in 
opposite  directions,  one  on  making  the  other  on  breaking  contact ; 
these  currents  admit  of  being  separated  from  each  other.  They 
are  equal  in  amount,  but  the  current  on  breaking  contact  has  the 
highest  tension,  and  will  traverse  the  greater  distance  in  the  form 
of  a  spark.  Each  secondary  current  in  i  c  may  give  rise  to  two 
opposite  tertiary  currents  in  d  e,  but  these  currents  are  separated 
by  an  interval  of  time  too  small  to  be  appreciated,  because  the 
secondary  current  itself  is  instantaneous.  These  two  tertiary 
currents  are  equal  in  quantity,  but  differ  in  tension ;  the  tertiary 
current  produced  by  the  cessation  of  the  secondary  being  the 
stronger.  Again,  each  of  these  momentary  tertiary  currents  is 
iu  its  turn  capable  of  developing  in  f  g  two  opposite  quaternary 
currents,  equal  iu  amount  but  diff'ering  in  tension.  At  each  in- 
terruption of  the  primary  current,  therefore,  we  have  one  in- 
stantaneous secondary  current  in  b  c,  two  tertiary  in  d  e,  and 
four  quaternary  in  /  g.  If  all  these  currents  were  equal  in 
tension  as  well  as  equal  in  quantity,  they  would  neutralize  each 
other ;  but  since  their  tension  is  not  equal,  a  series  of  phenomena 
is  produced,  owing  to  the  alternate  predominance  of  the  tension 
of  the  currents  moving  in  one  direction  iu  one  circuit,  and  in  the 
opposite  direction  in  the  succeeding  circuit. 

Henry  has  shown  that  induced  currents  of  several  successive 
orders  may  also  be  obtained  by  the  momentary  passage  of  electri- 
city occasioned  by  the  discharge  of  the  Leyden  jar. 

These  induced  currents  not  only  give  powerful  shocks,  but 
they  magnetize  steel  bars  and  produce  chemical  decomposition. 
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The  latter  may  be  shown  by  interposing  acidulated  -water  or  a 
solution  of  potassic  iodide  between  platinum  wires  which  are  in 
connexion  with  the  ends  of  the  coil.  It  is  easy  to  obtain  either 
currents  of  high  intensity  such  as  those  required  to  produce 
shocks,  or  currents  of  large  quantity  such  as  would  be  required  * 
for  magnetizing  steel,  or  for  igniting  platinum  wire,  by  varying 
the  diameter  and  length  of  the  conductor.  When  a  long  thin 
wire  was  employed,  as  by  uniting  the  two  helices  as  at  d  and  e, 
a  current  of  great  intensity,  producing  powerful  shocks,  was 
obtained ;  but  this  same  current  could  be  made  to  induce  in  the 
flat  coil  /  a  current  of  greater  quantity,  but  of  less  intensity. 

Owing  to  these  variations  in  quantity  and  intensity,  the  in- 
vestigation of  the  laws  of  such  induced  currents  is  complicated 
and  difficult.  Abria  [Ann.  Chim.  Phys.  1841  [3],  i.  385,  and 
iii.  5)  has  published  some  careful  researches  upon  them,  but 
additional  experiments  are  still  needed. 

(314)  Arago's  Rotations. — A  remarkable  exemplification  of 
the  facility  with  which  secondary  currents  are  induced  by 
magnetic  influence,  and  of  the  mutual  action  of  such  induced 
currents,  is  exhibited  by  the  following  experiments  of  Arago.  If 
a  magnet  be  suspended  freely  by  its  centre  in  a  horizontal  direc- 
tion, parallel  to  a  circular  disk  of  copper  which  can  be  made  to 
rotate  horizontally  beneath  the  magnet,  it  will  be  found,  if  the 
centre  of  suspension  for  the  magnet  be  directly  over  the  axis  of 
the  rotating  disk,  that  when  the  disk  is  made  to  revolve  with  a 
certain  degree  of  velocity  the  magnet  begins  to  rotate  also  in  the 
same  direction  as  the  disk;  and  the  more  closely  the  disk  and 
the  magnet  are  approximated,  the  more  rapid  is  the  rotation, 
whilst  at  the  same  time  a  repulsive  action  is  exerted  upon  the 
magnet  in  a  direction  perpendicular  to  the  plane  of  the  disk. 
This  rotation  occurs  as  freely  when  a  sheet  of  paper  or  of  glass 
is  interposed  between  the  magnet  and  the  metallic  disk,  as  when 
air  only  intervenes.  Disks  of  other  metals  also  produce  this 
eflFect  upon  the  magnet  by  their  rotation,  but  none  of  them  show 
it  so  readily  as  copper ;  the  facility  with  which  the  efl'ect  is  pro- 
duced being  directly  as  the  power  of  the  rotating  disk  to  conduct 
electric  currents.  If  a  narrow  strip  be  cut  out  of  the  metallic 
disk,  extending  from  its  circumference  to  the  centre,  no  motion 
will  be  produced  in  the  magnet  when  the  disk  is  made  to  revolve ; 
but  if  the  cut  edges  of  the  divided  disk  be  connected  by  soldering 
a  piece  of  wire  across  the  division,  the  rotation  will  be  effected 
as  readily  as  when  the  disk  was  entire.  From  causes  similar  to 
those  which  produce  the  foregoing  results,  it  is  found  that  if  a 


648 


ARAGo's  ROTATIONS. 


magnetic  needle  or  a  bar  magnet  be  set  vibrating  parallel  to  the 
surface  of  a  disk  of  copper,  it  will  come  to  rest  mucb  more 
speedily  than  if  vibrating  over  paper  or  glass. 

These  effects  were  first  satisfactorily  explained  by  Faraday  ;  he 
found  that  whenever  a  piece  of  conducting  matter  is  made  to  pass 
either  before  a  single  pole  or  between  the  opposite  poles  of  a 
magnet  so  as  to  cut  the  magnetic  curves  at  right  angles,  electrical 
currents  are  produced  across  the  metal,  transverse  to  the  direc- 
tion of  motion. 

For  example,  let  the  copper  disk,  c,  fig.  258,  be  made  to  revolve,  in  the 
direction  of  the  arrows  on  the  circumference,  between  the  poles,  w     of  a  horse- 


FiG.  258. 


shoe  magnet,  and  let  a  wire  w,  which  is  connected  with  one  end  of  the  galva- 
nometer, ff,  be  pressed  against  the  centre  of  the  disk,  whilst  the  other  wire  w' 
from  the  galvanometer  rests  against  the  edge  of  the  disk  between  tlie  magnetic 
poles.  Under  these  circumstances,  a  current  will  be  found  to  flow  from  the 
centre  towards  the  circumfei-ence  of  the  disk,  c,  and  then  through  the  wires,  as 
shown  by  the  an-ows.  If  the  disk  be  made  to  revolve  in  the  opposite  direction, 
the  current  will  flow  from  the  circumference  towards  the  centre  of  the  disk. 
Currents  may  also  be  obtained  from  any  of  the  forms  of  the  apparatus  which 
exhibit  the  rotation  of  magnets  round  a  conducting  wire,  or  of  the  wire  round  the 
magnet,  if  a  galvanometer  be  substituted  for  the  battery,  and  if  the  magnet  or 

the  wire  be  made  to  revolve  by  hand. 
Fig.  259.  Now  let  us  suppose  that  in  Arago's  experiment 

we  are  looking  down  upon  the  revolving  disk,  e, 
fig.  259 ;  when  the  disk  revolves  beneath  the  mag- 
net, it  cuts  the  magnetic  curves  at  right  angles ; 
currents  are  produced  underneath  the  north  pole, 
from  the  centre  of  the  plate  towards  the  circum- 
ference, a,  beyond  the  pole.  These  currents  occur 
in  the  opposite  direction — viz.,  from  the  circum- 
ference to  the  centre,  underneath  the  south  pole,  and 
thus  traverse  the  diameter  of  the  plate  parallel  to 
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the  magnet,  returning  by  the  more  distant  parts  of  the  plate,  as  shown  by  the 
dotted  arrows.  Such  currents  necessarily  exert  a  repulsive  action  upon  the  magnet 
in  a  direction  which  coincides  with  that  in  which  motion  is  observed,  and  no 
currents  are  obtained  until  either  the  magnet  or  the  plate  is  set  in  motion. 

(315)  Magneto-Electric  Machines. — Various  machines  have  been  contrived 
for  the  production  of  magneto-electric  currents ;  one  of  the  most  convenient  of  which 
is  Saxton's  magneto-electric  machine.    It  is  represented  in  fig.  260,  in  perspec- 

FiG.  260. 


tive;  fig.  261  shows  a  section  of  the  coils  and  armature  on  a  larger  scale.  It 
consists  of  a  powerful  horse-shoe  magnet,  M,  placed  horizontally  upon  one  of  its 
sides  :  in  front  of  its  ends  or  poles,  and  as  close  to  them  as  is  possible  without 


Fig.  261. 


producing  actual  contact,  an  armature  of  soft  iron,  a  b,  is  made  to  revolve  upon 
a  horizontal  axis,  a,  which  admits  of  being  turned  by  means  of  a  strap  passing 
over  a  multiplying  wheel,  w.  This  armature  consists  of  two  straight  pieces  of 
iron,  about  two  inches  (5  centimetres)  in  length,  which,  by  means  of  a  cross- 
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piece  of  iron,  x,  are  connected  together  parallel  to  each  other,  at  such  a  distance 
that  they  shall  be  opposite  the  middle  of  each  pole  of  the  horse-shoe  magnet. 
Around  each  liinb,  c  d,  of  the  armature,  a  long  fine  copper  wire,  covered  with 
silk  to  insulate  the  coils  from  each  other,  is  wound  in  several  successive  layers. 
The  corresponding  ends  of  each  of  these  helices  are  connected  together;  one  pair, 
ef,  is  soldered  to  the  spindle,  s,  on  which  the  armature  rotates,  and  through  it 
is  connected  with  a  circular  copper  disk,  i,  the  edge  of  which  dips  into  a  cup  of 
mercury,  m,  whilst  the  other  pair  of  wires,  cf  h,  is  connected  with  a  stout  piece 
of  copper  which  passes  through  the  axis  of  the  spindle,  s,  from  which  it  is  elec- 
trically insulated^  and  terminates  in  a  slip  of  copper  k,  placed  nearly  at  right 
angles  to  the  crosspiece,  x,  which  connects  the  two  limbs  of  the  soft  iron  arma- 
ture. Beneath  the  slip  of  copper,  k,  is  a  second  mercury  cup,  I,  which  can  be 
made  to  communicate  with  the  cup,  m,  either  by  a  wire,  or  by  some  other  con- 
ductor of  the  current.  The  arms  of  the  slip,  k,  alternately  dip  into  the  mer- 
cury, and  rise  above  it,  and  the  points  of  contact  are  so  arranged  that  the  circuit 
(which,  when  I  and  m  are  properly  connected,  is  complete  so  long  as  k  is  beneath 
the  mercury)  shall  be  broken  at  the  time  that  the  armature  loses  its  magnetism. 
Under  these  circumstances  a  bright  spark  is  obtained  each  time  that  the  slip  k 
quits  the  mercury.  Four  currents  are  therefore  produced  in  the  wire  surround- 
ing the  armature  during  each  complete  revolution,  two  successive  currents  being 
in  one  direction,  and  the  two  others  being  in  the  opposite  direction.  Suppose, 
for  example,  that  the  limb,  c,  of  the  armature  is  opposite  the  marked  pole  of  the 
steel  magnet :  if  now  it  be  made  to  recede  from  this  pole,  a  curi-ent  will  be  pro- 
duced in  a  given  direction  through  the  coil  which  surrounds  this  limb,  and  on 
the  approach  of  the  same  limb  towards  the  unmarked  end  of  the  magnet,  a 
second  current  will  be  produced  in  the  same  direction  through  the  coil ;  a  third 
current  will  be  produced,  but  in  a  rever.sed  direction,  as  the  limb  c  leaves  the  un- 
marked end  of  the  magnet,  whilst  a  fourth  current  will  be  produced  on  the 
approach  of  the  limb  c  to  the  marked  pole  of  the  magnet,  and  will  coincide 
in  direction  with  the  third  current.  If  the  connexion  between  the  mercury 
cups,  I  and  m,  be  effected  by  grasping  with  the  hands  two  copper  cylinders, 
H,  H,  each  of  which  by  means  of  a  wire  is  in  connexion  separately  with  one 
of  the  cups,  a  succession  of  powerful  shocks  will  be  experienced.  Acidulated 
water  and  many  saline  solutions  may  be  decomposed  if  these  currents  be  ti-ans- 
initted  through  them  ;  but  in  order  to  produce  polar  decomposition,  it  is  neces- 
sary to  suppress  or  turn  up  one  of  the  points  of  the  slip  k,  and  thus  to  lose  half 
the  power  of  the  machine :  otherwise  the  currents  at  each  half  revolution  are  in 
opposite  directions. 

In  tlie  construction  of  these  magneto- electric  machines,  great 
care  must  be  taken  that  the  insulation  of  the  coil  is  very  perfect. 
Different  eflFects  are  obtained  from  such  a  machine  by  varying  the 
length  and  the  diameter  of  the  wire  which  is  wound  around  the 
armature.  When  currents  of  high  tension  are  required,  such  as 
those  needed  for  giving  shocks,  or  for  the  decomposition  of  elec- 
trolytes, a  great  length  of  thin  wire  is  preferable  ;  but  a  much 
smaller  length  of  thicker  wire  will  give  the  largest  sparks,  and 
will  ignite  the  greatest  length  of  fine  platinum  wire.  A  machine 
upon  this  principle  has  been  contrived  by  Wheatstone  for  exploding 
charges  of  gunpowder,  when  provided  with  Abel's  magnet  fuse, 
which  seems  to  leave  little  to  be  desired  in  simplicity,  certainty. 
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and  facility  of  application.  [Report  to  Secretary  for  War,  Wheat- 
stone  and  Abel,  Nov.  t86o.) 

Wheatstone  and  others  have  contrived  magneto-electric 
machines,  by  which  a  continuous  electric  current  in  a  uniform 
direction  may  be  kept  up  for  any  length  of  time.  These  batteries 
are,  in  fact,  combinations  of  several  simple  machines,  similar  in 
principle  to  Saxtou^s  ;  the  coils  are  connected  together  so  as  to 
form  a  continuous  circuit.  The  armatures  are  so  arranged  that 
each  shall  in  turn  become  magaetic,  just  before  the  preceding 
armature  has  entirely  lost  its  magnetism.  By  this  contrivance, 
the  current  is  made  to  commence  in  one  coil  before  it  has  ceased 
in  the  coil  which  immediately  precedes  it. 

Magneto-electric  machines  are  now  used  in  Birmingham  on  a 
large  scale,  as  a  substitute  for  the  voltaic  battery,  in  processes  of 
electro-silvering  and  electro-gilding.  A  single  Saxton^s  machine 
will,  if  kept  in  continuous  revolution,  precipitate  from  90  to  140 
ounces  [t^  to  4  kilogrammes)  of  silver  per  week  from  its  solu- 
tions ;  and  machines  have  been  constructed  by  which  1 7  ounces 
or  0*48  kilogr.  of  silver  per  hour  have  been  deposited  upon 
articles  pr'operly  prepared  for  this  mode  of  plating. 

Mr.  Holmes  has  succeeded,  by  the  use  of  a  powerful  magneto- 
electric  machine,  in  producing  a  light  of  great  steadiness  and 
intensity  between  two  points  of  gas  coke  :  this  light  can  be  main- 
tained without  interruption  so  long  as  the  magents  are  kept  in 
rotation,  and  the  charcoal  continues  unconsumed. 

The  machine  consists  of  48  pairs  of  permanent  compound  bar  magnets, 
arranged  in  6  parallel  planes,  so  as  to  form  a  large  compound  wheel,  between 
which  the  armatures,  160  in  number,  are  arranged  in  5  sets,  the  total  amount 
of  wire  being  about  half  a  mile  in  length.  The  wires  are  insulated  by  cotton, 
and  the  contacts  are  so  arranged  as  to  maintain  a  continuous  current  in  the  same 
direction. 

This  is  accomplished  thus:  One  half  of  the  helices  are  arranged  so  as  to  arrive 
on  the  poles  of  the  magnet  at  the  instant  that  the  other  half  are  exactly  midway 
between  the  poles.  Thus  there  are  two  distinct  currents ;  and  what  may  be 
called  the  dead  point,  that  is,  the  point  when  the  current  becomes  inverted  in 
one  series,  occurs  exactly  at  the  time  when  the  other  current  is  at  its  maximum, 
so  that  if  now  the  inverted  currents  can  be  again  inverted  in  both  of  these  dis- 
tinct currents,  and  that  the  two  now  flowing  in  one  direction  can  be  united  as 
one  compound  current,  it  is  evident  that  the  result  will  be  a  current  nearly  as 
constant  as  that  from  a  galvanic  battery,  with  the  advantage  of  equable  continuity. 
This  is  done  by  the  two  commutators,  which  consist  eacb  of  two  insulated  rings 
of  metal,  of  such  a  form  at  the  periphery  that  two  rollers  or  rubbers  change 
sides  from  one  disk  to  the  other  at  the  same  instant  that  the  current  is  reversed. 
Then,  by  combining  the  two  commutators,  a  compound  current  is  obtained 
that  will  produce  a  constant  white  light  or  any  of  the  ordinary  effects  of  the 
•galvanic  current.  The  quantity  and  the  intensity  of  the  induced  current  depend 
■first,  on  the  amount  of  magnetism  induced  in  the  soft  iron ;  secondly,  on  the 
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facility  with  which  the  poles  of  the  magnetized  soft  iron  can  be  reversed; 
thirdly,  on  the  velocity  with  which  the  change  of  polaiity  takes  place;  fourthly, 
on  the  length  and  diameter  of  the  wire  forming  the  helices. 

The  amount  of  magnetism  induced  in  the  soft  iron  depends  on  the  size  and 
strencjth  of  the  steel  magnets  employed,  and  on  the  weight  and  softness  of  the  iron 
in  the  helices;  but  in  practice,  the  weight  of  the  soft  iron  is  limited  by  the 
weight  of  the  steel  magnets,  for,  if  too  heavy,  the  steel  magnets  will  be  slowly 
deprived  of  their  magnetism. 

The  most  advantageous  proportion  of  iron  in  the  armatures  has  been  found 
by  experiment  to  amount  to  of  the  weight  of  the  steel  magnets  employed. 
^  To  facilitate  the  change  of  the  poles,  the  soft  iron  cores  of  the  helices  are  not 
solid  pieces  of  iron,  but  are  tubes,  single,  double,  or  treble,  as  it  is  found  by 
experiment  that  the  same  weight  of  iron,  when  divided  in  this  manner,  loses  or 
takes  magnetism  in  much  less  time  than  when  in  a  solid  form. 

There  is  a  limit  to  the  velocity  to  be  employed  when  the  maximum  of  elec- 
tricity is  required,  for  this  reason.  It  has  been  already  remarked  that  the 
amount  of  electricity  depends  on  the  amount  of  magnetism  taken  up,  and  that 
the  soft  iron  takes  time  to  become  saturated,  as  it  may  be  termed,  with 
magnetism :  hence,  if  the  velocity  with  which  the  cores  move  from  one  pole  of 
a  magnet  to  another  be  too  great,  there  will  not  be  sufficient  time  for  the 
cores  to  become  saturated.  But  as  again  the  quantit}-^  of  electricity  increases 
as  the  velocity  increases,  it  is  necessary  to  ascertain  this  maximum  point 
exactl-C,  which  is  easily  done,  either  by  experiment  or  calculation,  based  on 
certain  data. 

The  steel  bars  weigh  about  i  ton,  and  the  wheel  is  made,  by  the  aid  of  a 
small  steam  engine,  to  revolve  with  a  rapidity  varying  from  150  to  250  times 
per  minute.  This  light  was  for  several  months  in  successful  operation  at  the 
youth  Foreland  Lighthouse,  and  subsequently  at  Duugeness,  the  actual  expense 
of  fuel  in  working  the  engine  being  about  equal  to  that  of  the  oil  formerly 
used,  while  the  light  is  far  more  brilliant. 

It  was  stated  by  Mr.  Holmes,  in  a  lecture  given  before  the  Society  of  Arts 
in  December,  1863,  from  which  the  foregoing  details  are  taken,  that  the  light 
at  Dungeness  had  tlien  been  in  continuous  use  since  the  6th  June,  1862,  and  is 
equal  photometrically  to  14  of  Fresnel's  first-class  lighthouse  lamps.  It  is  now 
again  employed  at  the  South  Foreland. 

Mr.  Wilde  {Proc.  Roy.  Soc.  1866,  xv.  307  and  Phil.  Trans. 
1867,  89)  has  lately  contrived  an  apparatus  by  means  of  -wliicli, 
with  very  moderate  magnetic  power,  he  can,  by  employing  suffi- 
cient mechanical  power  to  produce  rotation  of  his  apparatus, 
obtain  an  extremely  intense  current  of  electricity. 

The  foundation  of  ti  e  arrangement  is  a  magneto-electric  machine  of  a  peculiar 
form  : — A  compound  hollow  magnet  cylinder,  composed  of  two  bars  of  soft  iron 
connected  by  pieces  of  brass,  was  constructed  with  an  internal  diameter  of  i  '625 
inches  (4  centimetres).  Upon  this  cylinder  could  be  placed  at  pleasure  I  or 
more  horse-shoe  magnets,  each  weighing  i  lb.,  and  capable  of  supporting  a 
weight  of  about  i  o  lbs.  These  magnets  were  so  arranged  that  all  the  poles  of 
the  same  name  rested  upon  the  same  soft  iron  bar  of  the  magnet  cylinder.  In 
the  interior  of  this  cylinder  a  soft  iron  armature  was  made  to  revolve  in  close 
proximity  to  the  internal  surface,  but  without  actually  touching  it.  The  cross 
section  of  this  armature  was  somewhat  like  that  of  an  ordinary  railway  rail,  or 
like  a  capital  H.  Along  the  length  of  the  armature,  in  the  hollows  thus  formed, 
about  183  feet  (56  metres)  of  insulated  copper  wire  was  coiled  0-03  inch 


^T^.]  wilde's  magneto-electric  machine.  boo 

{o"''"-j6)  in  diameter,  and  the  free  ends  of  the  wire  were  connected  with  a 
commutator  fixed  npon  the  axis  of  the  armature,  so  to  receive  the  alternate 
currents  in  one  direction  only.* 

A  second  machine,  similar  iu  construction  to  the  first,  but  of  larger  dimen- 
sions, was  then  prepared,  the  magnet  cylinder  being  25  inches  in  lengtli,  and 
having  a  bore  of  5  inches  in  diameter.  In  this  second  machine,  instead  of  the 
permanent  magnets,  an  electro-magnet,  formed  of  two  rectangular  pieces  of 
boiler  plate,  enveloped  with  colls  of  insulated  copper  wire,  is  employed.  This 
electro- magnet  is  excited  by  the  direct  current  of  the  magneto- electric  machine, 
and  the  current  excited  in  the  armature  of  the  electro-magnet  is  then  transmitted 
through  the  coils  which  surround  a  second  electro-magnet,  and  which  is  in  this 
case  of  gigantic  dimensions.  The  bore  of  the  magnet  cylinder  of  this  machine 
is  10  inches  in  diameter,  the  electro-magnet  weighs  nearly  3  tons,  and  the  weight 
of  the  entire  machine  is  about  4-|-  tons. 

It  is  furnished  with  two  different  armatures,  one  for  the  production  of  cur- 
rents of  high  tension,  the  other  for  producing  large  quantities  of  electricity. 
The  armature  for  high  tension  is  coiled  with  a  bundle  of  13  insulated  copper 
wires,  No.  11  gauge,  or  |  inch  (o°"°-32)  in  diameter,  the  coil  is  376  feet 
(114  metres)  in  length,  and  weighs  232  lb.  (105  kilogrammes).  The  armature 
for  quantity  is  surrounded  by  layers  of  an  insulated  band  of  sheet  copper,  67 
feet  long,  weighing  344  lb.,  or  nearly  half  as  much  more  as  the  wire.  The 
armature  of  each  machine  was  driven  with  a  uniform  velocity  of  1500  revolu- 
tions per  minute.  The  stream  of  electricity  obtained  by  means  of  this  arma- 
ture last  described,  when  excited  by  sending  the  current  from  the  small 
magneto-electiic  machine  through  the  5-incli  electro-magnetic  machine,  by  the 
current  from  which  the  large  machine  was  constantly  excited,  surpassed  the 
effects  of  any  current  ever  before  witnessed;  a  length  of  15  inches  of  iron  rod 
a  quarter  of  an  inch  in  thickness  was  melted  by  it,  and  a  light  between  electrodes 
of  gas  coke  half  an  inch  square,  was  produced,  "  sufficient  to  cast  the  shadows 
of  the  flames  of  the  street  lamps  a  quarter  of  a  mile  distant  upon  the  neigh- 
bouring walls." 

Sir  Charles  Wheatstone  and  Mr.  Ladd  have  constructed  machines  by  which 
the  small  amount  of  residual  magnetism  exhibited  by  soft  iron  may  be  caused 
to  produce  powerful  magneto-electric  currents.  If  an  armature  covered  with 
wire  be  caused  to  rotate  at  the  end  of  a  horse-shoe  of  soit  iron,  a  feeble  current 
of  electricity  is  produced,  and  by  causing  a  portion  of  this  current  to  traverse  a 
copper  wire  surrounding  the  soft  iron,  the  magnetism  of  the  latter  is  increased, 
and  this  again  acts  on  the  armature,  producing  more  powerful  curi'ents,  until 
the  soft  iron  becomes  a  powerful  electro-mjignet,  and  the  electric  current  very 
powerful.  B}'  this  means  it  is  seen  that  mechanical  power  is  converted  into 
electricity  by  the  aid  of  the  small  amount  of  magnetism  remaining  in  a  piece  of 
soft  iron,  or  which  is  communicated  to  it  by  terrestrial  induction. 

Another  machine  of  great  power  has  recently  been  constructed  by  Gramme  ; 
since  it  differs  considerably  in  construction  from  the  instruments  previously 
mentioned,  it  will  require  a  more  detailed  description.  If  a  ring  of  soft  iron  be 
placed  between  two  opposite  magnetic  poles,  it  will  become  magnetized  by  induc- 
tion, the  part  of  the  ring  nearest  to  the  north  pole  of  the  magnet  will  become 
I  south  polar,  and  that  opposite  the  south  pole  will  be  north  polar.    If  the  ring 


*  If  the  direct  current  of  electricity  thus  obtained  were  transmitted  through 
I  a  galvanometer,  it  was  found  that  the  current  produced,  when  the  speed  of 
1  rotation  continusd  uniform,  was  very  nearly  in  direct  proportion  to  the  number 
( of  magnets  employed. 
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be  supported  on  an  axis  at  right  angles  to  its  plane,  it  may  be  caused  to  rotate 
between  the  poles  by  the  application  of  a  very  moderate  power,  for  during  one 
complete  revolution  the  edges  of  the  ring  will  remain  at  a  constant  distance  from 
the  poles  of  the  magnet;  no  energy  is  therefore  required  to  overcome  the  magnetic 
attraction.  During  the  rotation  of  the  ring,  the  position  of  its  poles  will  neces- 
sarily remain  fixed  with  regard  to  the  inducing  magnet.  A  magnetized  ring  of 
this  kind  may  be  regarded  as  two  semicircular  magnets  with  their  like  poles  in 
contact,  and  each  with  its  neutral  line  half  way  between  the  extremities.  If  the 
neutral  line  of  one  side  of  the  ring  be  surrounded  by  a  loose  loop  of  insulated 
wire,  which  can  be  moved  round  the  ring  from  the  neutral  line,  pjuit  one  of  the 
poles,  to  the  other  neutral  line  past  the  other  pole,  and  back  to  its  original  posi- 
tion, electric  currents  will  be  induced  in  the  wire,  and  it  will  be  found  on  exami- 
nation by  a  galvanometer,  that  in  one  complete  rotation  of  the  wii-e,  two  opposite 
currents  will  be  induced,  and  that  the  reversal  of  the  currents  will  take  place 
during  the  passage  of  the  loop  across  the  neutral  line.  This  follows  necessarily 
from  Faraday's  original  discovery  of  magneto-electric  induction  (311).  Suppose 
a  bar  magnet  placed  with  its  north  end  upwards,  the  Amperian  currents  in  this 
bar  rotate  in  a  direction  opposite  to  the  hands  of  a  watch  ;  if  now  a  loop  of  wire 
be  placed  round  the  neutral  line  of  the  magnet,  and  then  raised  so  as  to  slide  it 
off  the  north  end;  a  current  will  be  induced  in  the  wire  in  a  direction  contrary 
to  watch-hands.  If  the  loop  be  again  placed  on  the  magnet,  the  induced  current 
will  be  in  the  same  direction  as  the  hands  of  a  watch,  so  that  on  moving  the 
loop  from  the  neutral  line  off  the  pole  the  current  is  in  one  direction,  and  on 
returning  it  to  its  first  position  the  current  is  in  the  opposite  direction. 
Now,  modify  the  experiment  by  removing  the  loop,  turning  it  over  and  placing 
it  on  the  pole  so  that  the  side  of  the  wire  that  was  at  first  upwards  is  now  down- 
wards, the  current  now  induced,  although  reversed  with  regard  to  the  magnet, 
flows  in  the  same  direction  through  the  wire.  Next  take  two  bar  magnets, 
place  their  north  ends  together,  and  move  a  loop  of  wire,  connected  as  before 
with  a  galvanometer,  from  the  neutral  line  of  one  magnet  to  the  neutral  line  of 
the  other :  the  action  on  the  galvanometer  in  this  case  will  be  the  same  as  in 
the  previous  one,  the  loop  moving  with  the  same  side  forwards  off  the  first 
magnet  and  on  to  the  second.  Imagine  each  of  the  bar-magnets  to  be  bent 
into  a  semicircle,  and  their  similar  poles  placed  in  contact,  we  then  have  a  mag- 
netized ring,  and  when  a  loop  of  wire  is  cai-ried  from  the  neutral  line  on  one  side 
past  the  north  poles  to  the  neutral  line  on  the  other,  a  current  will  be  induced 
in  the  wire  in  one  direction,  and  when  carried  round  the  south  poles  to  the 
other  neutral  line  the  current  will  be  in  the  opposite  direction.  In  Gramme's 
macliine  the  ring  is  covered  with  a  continuous  insulated  wire,  and  this  annular 
bobbin  and  the  soft-iron  ring  are  attached  to  an  axis,  so  that  the  whole  can  be 
rotated  between  the  magnetic  poles.  It  is  evident  that  each  turn  of  the  coil 
will  correspond  to  the  loop  in  the  experiment  above  described,  so  that  in  the 
half  of  the  coil  between  the  two  neutral  points  on  one  side  of  the  bobbin,  the 
current  will  be  tlowing  continuously  in  one  direction,  and  in  the  other  half  it 
will  be  flowing  in  the  opposite,  the  two  positive  currents  meeting  at  one  of  the 
neutral  lines,  and  the  two  negative  currents  at  the  other.  In  order  to  make 
use  of  these  currents,  a  number  of  copper  rods  are  connected  at  intervals  with 
the  continuous  wire  of  tlie  bobbin  ;  these  are  kept  insulated  from  one  another, 
and  project  parallel  to  the  axis  of  rotation  of  the  bobbin.  Against  these  rods 
two  brushes  of  metallic  wires  are  pressed,  so  that  contact  is  made  with  two  or 
three  of  the  rods,  whilst  the  corresponding  portions  of  the  bobbin  are  pa.ssing 
the  neutral  lines.  In  this  machine  no  commutator  is  required,  as  the  current  is 
always  in  the  same  direction ;  it  is  also  quite  uniform  in  strength  whatever  may 
be  the  position  of  the  coil.    In  the  larger  machines  electro- magnets  are  used 
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for  magnetizing  the  ring,  a  portion  of  the  current,  or  an  independent  current 
from  a  separate  coil,  being  employed. 

(315  a)  Absolute  Measures  of  Mectro-Mafftietic^  Quantities. — Weber,  in 
his  "  Electrical  Measurements"  {Leipzig  Transactions),' ha.a  introduced  a  method 
for  the  determination  of  all  electrical  quantities  founded  on  purely  mechanical 
considerations,  and  based  on  the  metrical  system  ;  the  metre,  the  gramme,  and 
the  second  being  the  fundamental  units. 

The  principal  quantities  to  be  measured  are — • 

t.  The  quantity  of  electricity   Q 

2.  The  strength  of  an  electric  current   C 

3.  The  electro-motive  force  which  acts  on  the  current   .    .  S 

4.  The  resistance  of  a  conductor   It 

If  t  is  the  time  in  seconds,  then  whatever  be  the  system  of  measurement, 
Q=Ct  (i) 

i:=CE  (2) 

Helmholtz  and  Thomson  have  shown,  by  the  principle  of  conservation  of 
energy,  that  if  Wis  the  work  spent  in  causing  the  transfer  of  a  quantity,  Q,  of 
electricity,  by  means  of  an  electro-motive  force, 

W^QE  (3) 

This  equation  is  analogous  to  the  proposition  in  hydrostatics  that  the  work 
done  in  forcing  a  vohime  V,  of  fluid,  into  a  vessel  under  the  pressure  P,  is 
equal  to  VP. 

Weber  defines  a  unit  current  of  electricity  as  that  which,  if  caused  to 
traverse  two  circuits  of  unit  area  placed  at  a  great  distance  from  each  other, 
would  cause  them  to  act  on  each  other  with  the  same  force  as  two  magnets  of 
unit  strength. 

This  gives  a  fourth  datum,  which,  combined  with  equations  (l)  (2)  (3),  gives 
a  complete  system  of  electro-magnetic  measures. 

The  most  convenient  practical  method  of  measuring  resistance  is  by  com- 
parison with  a  wire,  the  resistance  of  which  has  been  determined  by  Weber's 
method.  Weber  obtained  his  unit  of  resistance  by  suddenly  turning  a  coil 
of  wire  about  a  vertical  axis,  and  measuring  the  quantity  of  electricity 
which  was  caused  to  traverse  the  coU  by  the  inductive  action  of  the  earth's 
magnetism. 

Thomson  improved  upon  this  method ;  and  Jenkin,  Clerk-Maxwell,  and 
Balfour  Stewart  determined  the  resistance  of  a  coil  of  wire  revolving  with  known 
velocity,  by  means  of  its  effect  in  altering  the  position  of  a  small  magnet  sus- 
pended in  the  centre  of  the  coil.  For  an  account  of  these  experiments,  on  which 
the  British  Association  Unit  of  Eesistance  is  founded  {note,  p.  550),  see  the 
Eeports  of  the  British  Association  for  1863,  part  I.  iii,  where  an  explanation  of 
all  the  methods  of  electrical  measurement  is  also  given  in  an  elementary  form. 

Weber  has  also  employed  a  system  founded  on  the  phenomena  of  the  stress 
between  electrified  bodies.    We  have  then 


Repulsion  -  — 


where  Q  Q'  are  the  quantities  of  electricity,  and  Z)  the  distance  between  them. 

This  system  of  measurement,  which  is  called  the  Electro-static  System, 
differs  from  the  electro-dynamic  system,  and,  according  to  Weber,  the  unit  of 
electricity  in  the  latter  system  (the  metre,  gramme,  and  second  being  the  funda- 
mental units),  is  310,740,000  times  that  in  the  former. 

From  the  known  laws  of  electro-magnetic  phenomena,  combined  with  the 
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results  of  Weber,  Clerk-Maxwell  has  calculated  the  rate  at  which  an  electro- 
magnetic disturbance  of  short  duration  would  be  propagated  through  air  or 
vacuum.  The  result  of  this  calculation  shows  that  if  light  consists  of  a  series 
of  such  electro-magnetic  disturbances,  it  will  be  propagated  with  a  velocitj 
expressed  by  the  same  number  as  that  which  expresses  the  ratio  of  the  two  units 
of  electricity.  The  actual  velocity  of  light,  as  determined  by  various  observers, 
has  been  stated  at  from  314  to  298  millions  of  metres  per  second.  The  number 
deduced  from  Weber's  experiments  is  310  millions. 

§  VI.  Thermo-Electricity. 

(316)  The  phenomena  due  to  the  development  of  electricity 
by  heat  are  arranged  under  the  head  of  thermo-electricity, — a 
term  which  serves  to  recal  to  mind  the  manner  in  which  the  current 
originates  in  these  cases.  The  present  section  contains  a  summary 
of  the  more  important  facts  which  have  been  ascertained  on  this 
subject. 

As  any  obstruction  to  the  passage  of  the  electric  current  in  a 
conductor  occasions  the  development  of  heat,  so  any  obstruction 
to  the  equal  propagation  of  heat  in  a  conducting  circuit  produces 
a  current  of  electricity.  This  important  result  was  first  obtained 
by  Seebeck,  in  the  year  1822. 

If  the  extremities  of  the  wire  of  a  sensitive  galvanometer  be 
united  by  means  of  a  straight  piece  of  platinum  wire,  this  wire 
may  be  heated  at  any  point  at  a  distance  from  its  connexions  with 
the  galvanometer  wire,  without  producing  a  current  through  the 
circuit ;  but  if  the  platinum  wire  be  twisted  into  a  loop,  its  mole- 
cular state  at  this  point  is  slightly  altered,  and  if  heat  be  applied 
to  the  wire  close  to  the  loop  and  to  the  right  of  it,  a  current  will 
flow  through  the  apparatus  from  right  to  left,  owing  to  the  in- 
equality of  the  conductivity,  and  the  disturbance  of  regularity 
in  the  transmission  of  the  current  from  the  hotter  to  the  colder 
portions.  These  effects  are  still  more  readily  produced  by  dividing 
the  wire  into  two  portions,  and  coiling  each  extremity  into  a  fiat 
spiral.  If  one  of  these  spirals  be  heated  to  redness,  and  be 
brought  into  contact  with  the  cold  spiral,  deflection  of  the  needle 
immediately  follows,  in  a  direction  which  indicates  the  flow  of  a 
current  from  the  hotter  to  the  colder  portion.  Metals  such  as 
bismuth  or  antimony,  in  which  a  crystalline  structure  is  strongly 
developed,  but  which  possess  an  inferior  power  of  conducting 
electricity,  display  these  thermo-electric  phenomena  in  a  more 
perfect  degree.  If  one  half  of  a  ring  or  rectangular  frame  composed 
of  either  of  these  metals  be  heated,  and  the  other  half  be  kept 
cool,  a  current  suflicient  to  deflect  a  magnetic  needle  suspended 
within  the  frame  or  ring,  will  be  produced.    Metals  which  are 
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better  conductors,  such  as  copper  or  silver,  although  they  also 
show  the  phenomena,  exhibit  it  much  less  distinctly. 

Sir  W.  Thomson  has  found  that  if  portions  of  a  metallic  wire 
be  stretched  by  weights,  and  be  connected  with  other  portions  of 
the  same  wire  not  so  stretched,  on  applying  heat  to  their  junc- 
tions, a  current  is  produced  from  the  stretched  to  the  unstretched 
wire  through  the  heated  point. 

If  the  rectangle  be  composed  of  two  dis-  PiG.  262. 
similar  metals,  as  when  a  bar  of  antimony,  ^  

A,  A,  fig.  262,  is  soldered  to  a  bar  of  bismuth, 

B,  B,  the  application  of  heat,  such  as  the  1 
flame  of  a  spirit  lamp,  to  one  of  the  junctions  ^ . 
will  cause  deflection  of  the  suspended  needle, 
n  s.    A  bar  of  bismuth  when  soldered  to 
a  copper  wire,  will  readily  deflect  the  needle 
of  a  galvanometer  of  moderate  sensibility, 
if  even  the  warmth  of  the  hand"  only  be  ^j,- 
applied  to  one  of  the  junctions.  '*m^' 

The  earlier  researches  upon  this  subject  appeared  to  show  that 
so  long  as  the  resistances  in  the  circuit  continue  unchanged,  the 
current  in  circulation  is  exactly  proportioned  to  the  difference 
in  temperature  of  the  two  junctions.  Becquerel,  relying  upon 
the  accuracy  of  this  datum,  has  applied  a  thermo-electric  pair 
of  metals  to  the  measurement  of  temperature.  Amongst  other 
experiments,  he  endeavoured  to  ascertain  the  temperature  of 
flames.  The  metals  which  he  employed  were  thin  wires  of 
platinum  and  palladium ;  the  junction  of  the  wires  was  intro- 
duced into  different  parts  of  the  flame  which,  as  might  be  sup- 
posed, were  found  to  vary  considerably  in  temperature.  The  pro- 
portionality of  the  current  to  the  temperature,  however,  only 
holds  good  with  those  non-crystalline  metals  which  do  not  oxidize 
when  powerfully  heated  :  and  even  these  are  liable  to  irregularity, 
so  that  the  determination  of  temperatures  by  this  means  must  not 
be  relied  on  without  special  verifications,  which,  at  high  tempera- 
tures, can  scarcely  be  effected  with  accuracy.  For  small  diffe- 
rences of  temperature,  however,  the  thermo-electric  pair  or  pile 
{317)  surpasses  in  sensitiveness  all  other  thermometric  means  at 
present  in  use. 

If  one  of  the  junctions  of  a  thermo-electric  pair  be  maintained 
steadily  at  a  low  temperature,  such  as  0°  C,  whilst  the  temperature 
of  the  other  junction  is  gradually  raised,  it  happens  with  some 
combinations  that  the  current  increases  in  intensity  up  to  a  certain 
point,  then  declines,  and  is  reversed  ;  in  the  case  of  zinc  and  silver, 
the  rise  continues  up  to  248°  (120°  C.)  :  then  the  current  declines, 
becomes  null,  and  ultimately  is  reversed,  as  the  temperature  con- 

1  U  TT 
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tiaues  to  rise.  Most  probably  this  is  due  to  the  peculiar  effect 
which  heat  has  upon  the  crystalline  structure  of  zinc.  Iron  and 
antimony  exhibit  the  same  eff'ect,  but  to  a  less  marked  extent ; 
and  Thomson  has  extended  the  observation  to  a  number  of  other 
metals.  If  gold,  silver,  copper,  or  brass  be  heated  with  iron,  the 
direction  of  the  current  was  observed  by  Gumming  to  be  reversed 
at  a  red  heat.  So  important  is  the  influence  of  crystalline  struc- 
ture upon  these  results,  that  the  thermo-electric  power  of  bismuth 
is  very  materially  reduced  by  the  addition  of  a  small  percentage 
of- tin,  which  impairs  its  tendency  to  crystallize. 

An  important  connexion  between  the  direction  of  the  planes 
of  cleavage  and  the  direction  of  the  thermo-electric  cui-rent  in 
crystalline  metals  was  shown  to  exist  by  Svanberg.  In  bismuth 
and  in  antimony,  for  example,  there  is  one  particular  plane  of 
cleavage  endowed  with  greater  brilliancy  than  the  rest.  Bars  of 
these  metals,  when  placed  with  this  plane  of  cleavage  perpen- 
dicular to  the  direction  of  the  current,  are  more  highly  negative 
than  when  placed  in  any  other  position  ;  whilst,  if  a  second  plane 
of  cleavage,  somewhat  less  brilliant  than  the  former,  be  placed 
across  the  line  of  current,  the  bar  is  more  highly  positive,  thermo- 
electrically,  than  in  any  other  position. 

It  may  be  stated  that  when  two  dissimilar  metals  are  con- 
nected in  any  way  so  as  to  produce  a  closed  circuit,  an  electric 
current  is  established  each  time  that  any  difference  in  temperature 
is  produced  between  the  two  points  of  contact ;  and  the  current  is 
maintained  so  long  as  the  diff'erence  of  temperature  continues. 

The  metals  may  be  arranged  in  the  following  thermo-electric 
order : — 


Bismuth 
Mercury 
Lead 
Tin 

Platinum 


Copper  and  Silver 

Zinc 

Iron 

Antimony 
Tellurium . 


"When  heated  together,  the  current  proceeds  from  those  which 
stand  first  on  the  list  .towards  those  which  follow  them.  It  is  to 
be  remarked  that  the  thermo-electric  order  of  the  metals  is  entirely 
different  from  the  voltaic  order.  Matthiessen  [Phil.  Trans.  1858, 
369)  gives  the  following  as  the  results  of  a  careful  series  of  ex- 
periments upon  the  thermo-electric  order  and  energy  of  various 
bodies,  for  temperatures  usually  ranging  between  about  40°  and 
100°  (4°  and  38°  C).  If  the  electro-motive  force  of  the  thermo- 
electric current  excited  between  silver  and  copper  be  taken  as 
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equal  to  i  (the  current  passing  from  the  copper  to  the  silver  at 
the  heated  junction),  the  strength  of  the  current  between  silver 
and  each  metal  in  succession  heated  to  the  same  point,  will  be 
represented  by  the  numbers  given  in  the  following  table.  Where 
the  negative  sign  is  prefixed,  the  current  is  from  the  silver  to  the 
other  metal  at  the  heated  junction;  where  the  positive  sign  is 
prefixed,  the  current  is  from  the  other  metal  at  the  heated  point 
towards  the  silver.  The  substances  marked  with  an  asterisk  are 
supposed  to  have  been  chemically  pure. 


Thermo-Electric  Order  of  Metals, 


Bismuth,  commercial,  press- 

+ 

— 

ed  wire  

35  °^ 

Gas  coke,  hard  

0-057 

*Bismuth,  pressed  wire 

3291 

*Zinc,  pressed  wire   

o-2o8 

*Bismuth,  cast   

24-96 

*Copper,  voltaic  

0244 

Crystallized  bismuth,  axial 

2459 

*Cadmium  

0-332 

Crystal  of  bismuth,  equa- 

Antimony, pressed  wire  ... 

1-897 

torial   

17-17 

Strontium  

2-028 

Cobalt   

8-977 

Lithium   

3-768 

Potassium  

5'492 

*  Arsenic   

3-828 

Nickel   

5-02 

Calcium   

4-260 

Palladium  

356 

Iron,  piano  wire   

5-218 

Sodium   

3'094 

Antimony,  axial   

6965 

*Mercury   

2-524 

Antimony,  equatorial 

9'435 

Aluminium   

1283 

,*Red  phosphorus   

9  600 

Magnesium   

i'i75 

*Antimony,  cast  

y-871 

*Lead,  pressed  wire   

1-029 

Alio}',  12  bismuth,  i  tin,  cast 

13-67 

*Tin,  pressed  wire   

I'OOO 

Alloy,  2  antimony,  i  zinc. 

Copper  wire   

i-ooo 

cast   

22-70 

Platinum  

0-723 

*Tellurium  

179-8 

Iridium   

0-163 

*Selenium  

290-0 

♦Antimony,  pressed  wire  ... 

0-036 

*Silver  

O' 

According  to  the  experiments  of  Wheatstone  and  of  Pouillet, 
iwho  have  arrived  at  the  same  result  by  very  diff'erent  methods, 
Ithe  electro-motive  force  of  a  pair  of  bismuth  and  copper,  when 
(one  junction  is  maintained  at  100°  C.  and  the  other  at  0°  C,  is 
i-pV  of  that  exerted  between  a  pair  of  copper  and  zinc  plates 
larranged  in  voltaic  relation,  as  in  Danieirs  battery. 

Thermo-electric  circuits  may  also  be  formed  with  inferior 
ceonductors.  Nobili  brought  the  point  of  a  heated  cone  of 
jporcelain  clay  into  contact  with  a  cold  cylinder  of  the  same 
nnaterial,  each  connected  with  the  galvanometer  by  cotton  soaked 
iin  a  conducting  liquid  :  the  current  passed  from  the  cone  to  the 
ccylinder. 

(317)  Thermo- Multiplier. — By  connecting  together  successive 
lairs  of  two  different  metals,  and  heating  the  alternate  joints,, 
^whilst  the  other  junctions  are  kept  cool,  a  thermo-electric  battery 
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may  be  constructed.  The  size  of  the  elements  which  are  employed 
contributes  nothing  to  the  effect,  except  in  so  far  as  by  increasing 
the  area  of  the  conducting  section,  the  conducting  power  of  the 
circuit  is  increased.  Such  a  battery  will  decompose  a  solution  of 
potassic  iodide,  and  Botto  states  that  with  a  pile  consisting  of 
loo  pairs  of  platinum  and  iron  wire,  each  25"""'  long  and  o-"""-35 
in  diameter,  he  succeeded  in  decomposing  even  dilute  sulphuric 
acid.  A  thermo-electric  current  from  a  single  pair  is  sufficient 
to  convulse  the  limbs  of  a  frog.  The  principle  of  the  arrange- 
ment by  which  a  thermo -multiplier  or  thermo-electric  battery  mav 

be  constructed  is  shown  in  fig.  263 ;  to  one 
series  of  junctions,  a  high  temperature,  to 
the  other  a  low  temperature  may  be  applied  ; 
the  shaded  bars,  a,  represent  bars  of  anti- 
mony, those  in  outline,  b,  indicate  bars  of 
bismuth.  The  intensity  of  such  a  current, 
however,  is  comparatively  feeble,  and  the 
resistance  which  it  experiences  in  traversing 
even  metallic  conductors  of  considerable 
diameter,  such  as  the  metallic  bars  them- 
selves which  ai'e  used  in  the  construction  of 
the  battery,  seriously  reduces  its  power.  A 
very  cheap  and  effective  thermo-electric  pile 
may  be  made  of  wires  of  iron  and  German  silver.  Nobili  and 
Melloni  [Ann.  Chim.  Phys.  183 1  [2],  198)  applied  a  thermo- 
electric battery,  consisting  of  36  pairs  of  small  bars  of  bismuth 
and  antimony,  to  thermometric  purposes.  Such  a  battery  was 
employed  by  Melloni,  in  his  investigations  on  radiant  heat,  to  the 
exclusion  of  almost  every  other  thermoscopic  means.  When  the 
alternate  junctions  of  the  bars  at  each  end  of  the  pile  were  covered 
with  lamp-black,  a  coating  was  obtained  which  absorbed  the 
radiations  proceeding  from  a  surface  the  temperatui-e  of  which 
was  much  below  that  of  the  human  body ;  even  the  amount 
of  radiant  heat  emitted  by  insects  could  be  estimated  by  con- 
necting this  battery  with  a  galvanometer  of  extreme  sensi- 
tiveness.* 

The  conductivity  of  red  phosphorus  and  of  selenium  is  so 
slight  that  neither  of  them  can  be  used  for  the  construction  of 

*  Melloni  used  a  galvranometer  formecl  of  copper  wire  o  '"'"*5  in  diameter, 
about  8  metres  long,  and  arranged  around  tiie  astatic  needles  in  40  convolutions. 
Much  of  the  sensitiveness  of  the  instrument  depends  upon  the  exact  equiility  of 
the  magn(.'tization  of  the  two  needles  :  the  compound  needle  should  require  from 
55  to  60  seconds  in  order  to  complete  an  oscillation. 


Fig.  263. 
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thermo-electric  piles  :  that  of  tellurium  is  also  small,  but  it  is 
sufficient  to  admit  of  its  use,  and  its  electro- motive  power,  when 
opposed  thermo-electrically  to  bismuth,  is  so  great  that  a  pile 
consisting  of  8  pairs  of  these  elements,  where  the  alternate  junc- 
tions are  heated  to  ioo°  C,  whilst  the  others  are  cooled  to  o  C, 
will  decompose  a  solution  of  cupric  sulphate ;  and  Matthiessen 
estimates  the  electro-motive  force  of  lOO  pairs  of  such  a  pile  as 
equal  to  that  of  4  cells  of  Dauiell's  arrangement.  Bunseu  has 
employed  piles  consisting  of  pyrolusite  mixed  with  copper  or  pla- 
tinum, or  with  copper  pyrites  combined  with  metallic  copper,  and 
with  10  pairs  of  such  a  thermopile  he  estimates  that  he  has  by  a 
proper  regulation  of  temperature  an  electro-motive  force  equal  to 
1  of  Daniell's  cells. 

An  effective  form  of  thermopile  was  contrived  by  Marcus,  who 
used  for  the  positive  element  an  alloy  consisting  of  10  parts  of 
copper,  6  of  zinc,  and  6  of  nickel ;  and  for  the  negative  element 
an  alloy  composed  of  1 2  parts  of  antimony,  5  of  zinc,  and  1  of 
bismuth.  If  these  alloys  be  cast  into  bars  7  inches  long,  half  an 
inch  broad,  and  an  eighth  of  an  inch  thick,  they  may  be  screwed 
together  in  pairs,  the  alternate  junctions  being  heated  by  a  row 
of  gas  jets,  whilst  the  other  junctions  are  kept  cool  by  immersion 
in  a  current  of  cold  water  :  60  pairs  of  such  a  battery  were  found 
by  Wheatstone  to  have  an  electro- motive  force  equal  to  2  of 
Daniell's  cells  ;  but  Marcus  states  that  with.  6  pairs  he  has  suc- 
ceeded in  decomposing  water. 

(318)   In   connexion  with  these  thermo-electric  effects,  a 
curious  observation  was  made  by  Peltier  (Ann.  Chim.  Phys.  1834 
[2],  Ivi.  379,  and  1839,  Ixxi.  301)  : — When  a  weak  current  of 
electricity  was  transmitted  through  a 
compound  bar  of  bismuth  and  antimony,  ^^4- 
from  the  antimony  to  the  bismuth,  as  in      ,      -»  ^........d......^^^^^ 

No,  I,  fig.  264,  a  thermometer,  placed  ^  ■<   ^ 

at  the  point  of  junction,  was  observed  to  \.  3^  J 

rise  several  degrees,  but  when  the  current 
was  reversed,  as  in  No.  2,  the  tempera- 
ture fell  4°  C.    In  some  later  experi-     -1     ^  'fa^^ss;^^^ 
ments,  Peltier  succeeded  even  in  freezing  (  cold  ) 

water  placed  in  a  cavity  drilled  at  the    \^  ^ 

point  of  junction  of  the  two  metals,  ^-^ 
when  the  bar  was  cooled  to  0°  C.  by  im- 
mersion in  snow  (De  La  Rive,  Traite  d'Eleclricite,  1856,  ii.  245). 
When  feeble  currents  of  equal  intensity  are  transmitted  through 
a  compound  metallic  bar,  whatever  metals  be  employed,  there  is 
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a  difference  in  the  temperature  at  the  points  of  junction,  accord- 
ing to  the  direction  in  which  the  current  is  passing;  the  diflerence 
of  temperature  varying  with  the  metals  which  are  used.  The  fall 
of  temperature  occurs  almost  uniformly  when  the  current  passes 
through  the  two  metals  in  the  same  direction  as  that  in  which 
the  thermo-electric  current  would  be  produced  by  elevation  of 
temperature  *  For  example,  there,  is  a  rise  of  temperature  when 
the  current  passes  from  iron  to  zinc,  from  iron  to  platinum, 
from  iron  to  copper,  from  zinc  to  copper,  from  copper  to  bis- 
muth, and  from  antimony  to  copper ;  but  when  the  current  is 
reversed  between  the  same  pairs,  there  is  either  a  much  smaller 
elevation,  or  in  some  cases  even  an  actual  depression  of  tempera- 
ture. This  subject  has  been  discussed  at  great  length  by  Clausius 
and  by  Thomson,  in  their  researches  on  the  mechanical  theory 
of  heat. 

§  VII.  Animal  Electricity. 

(319)  Some  fish,  particularly  the  torpedo,  the  electrical  eel 
{Gymnotus  electricus),  and  the  Malapterurus  eledricus,  have  the 
remarkable  power  of  giving  electrical  shocks  at  pleasure,  by  means 
of  an  apparatus  specially  adapted  to  the  purpose. 

The  torpedo,  which  is  a  species  of  ray,  is  a  flat  fish,  tolerably 
abundant  in  the  Mediterranean  ;  it  is  provided  with  two  elec- 
trical organs  situated  one  on  each  side  of  the  spine,  near  the  head, 
occupying  the  whole  thickness  of  the  fish  ;  these  organs  are  sup- 
plied with  large  thick  nerves,  and  it  has  been  found  that  on  cut- 
ting these  nerves  all  voluntai-y  electric  power  ceases :  but  accord- 
ing to  Matteucci,  the  irritation  of  that  end  of  the  cut  nerve  which 
is  attached  to  the  organ  in  a  lively  torpedo,  occasions  the  electric 
discharge,  and  even  irritation  of  detached  portions  of  the  organ 
produces  contraction  in  the  limb  of  a  frog  recently  killed,  if  the 
crural  nerve  of  the  frog  be  allowed  to.  rest  upon  the  organ  of  the 
torpedo.  The  structure  of  the  electrical  organs  is  gelatinous,  and 
the  material  is  divided  by  membranous  septa  into  400  or  500 
columns,  which  have  some  resemblance  to  grains  of  rice  in 
appearance ;  these  columns  run  from  the  dorsal  to  the  ventral 
surface  of  the  fish,  and  are  about  the  thickness  of  a  goose-quill ; 
the  dorsal  surface  is  positive,  the  ventral  negative.  The  electri- 
city is  most  strongly  developed  just  at  the  points  where  the 
nerves  enter  the  organ ;  a  powerful  shock  is  received  on  simul- 
taneously touching  the  back  and  the  belly  of  the  fish  at  any  part. 


*  An  exception  is  presented  in  the  case  of  lead  and  copper,  and  of  tin  and 
copper,  in  which  the  current  is  towards  the  copper  from  the  heated  metal. 


ANIMAL   ELECTRICITY  THE  GYMNOTUS. 


663 


but  the  shock  obtained  is  strongest  immediately  over  tie  two 
organs,  A  weaker  shock  is  experienced  on  touching  different 
parts  even  of  the  same  surface,  since  the  electric  charge  differs  in 
intensity  at  different  points  of  the  same  surface.  Frequent  dis- 
charges exhaust  the  animal  quickly  :  the  frequency  of  this  dis- 
charge is  under  the  control  of  the  animal,  but  not  its  direction. 
The  electric  discharges  of  the  torpedo  are  partly  dissipated  when 
the  fish  is  immersed  in  water  by  the  conducting  power  of  this 
liquid,  and  Matteucci  estimated  that  in  air  the  shock  given  by 
the  animal  is  four  times  as  powerful  as  when  it  is  in  water. 

(320)  In  the  gymnotus,  which  is  a  fresh-water  fish,  tolerably 
abundant  in  the  marshes  of  Surinam,  and  in  the  tributaries  to  the 
Orinoco,  there  are  four  electrical  organs,  a  large  and  a  small  one 
on  each  side,  running  from  the  head  to  the  tail  of  the  animal. 
These  organs,  like  those  of  the  torpedo,  are  supplied  with  lar^e 
nerves,  and  have  a  membranous  structure,  the  septa  running  in  a 
more  or  less  longitudinal  direction  from  the  head  towards  the  tail. 
The  longer  the  column  that  produces  the  shock,  the  greater  is  the 
force  of  the  electric  discharge  :  the  anterior  portions  of  this  animal 
are  positive  to  the  posterior,  so  that  the  strongest  shocks  are  ob- 
tained by  touching  the  fish  simultaneously  near  the  head  and  near 
the  tail ;  but  shocks  more  or  less  intense  may  be  obtained  from 
any  part  of  the  body,  if  the  hands  be  separated  for  a  short  distance 
in  the  direction  of  the  head  and  tail  of  the  animal ;  scarcely  any 
shock  is  felt  if  the  hands  be  placed  one  on  each  side  of  the  fish  at 
the  same  distances  from  the  head  or  the  tail.  So  great  is  the 
electric  energy  of  the  animal,  that  the  specimen  which  was  exhi- 
bited in  the  Adelaide  Gallery,  40  inches  (about  i  metre)  in  length, 
was  calculated  by  Faraday,  at  each  medium  discharge,  to  emit  as 
great  a  force  as  the  highest  discharge  of  a  Leyden  battery  of 
fifteen  jars,  exposing  3500  square  inches  (upwards  of  2  square 
metres)  of  coated  surface.  Shocks  differing  in  intensity  with  the 
position  of  the  observer  and  his  distance  from  the  fish,  were  felt  in 
all  parts  of  the  tub  which  contained  it ;  this  tub  was  46  inches  (i'i6 
metre)  in  diameter.  The  shocks  from  the  gymnotus  have  power 
sufficient  to  kill  or  to  stun  fish ;  the  same  discharge  produces  a 
more  powerful  effect  upon  a  large  fish  than  it  does  upon  a  small 
one,  since  the  larger  animal  exposes  a  larger  conducting  surface 
to  the  water  through  the  mass  of  which  the  electricity  is  passing, 
and  consequently  it  receives  a  more  violent  shock.  On  one  occa- 
sion when  a  live  fish  was  put  into  the  tub,  the  animal  was  seen  by 
Faraday  to  coil  itself  into  the  form  of  a  semicircle,  the  fish  lying 
across  the  diameter  :  this  position  was  the  one  most  favourable  to 
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the  full  cflFect  of  the  electrical  discharge ;  an  instant  afterwards 
the  fish  floated  motionless  upon  its  side,  deprived  of  life  by  the 
shock  which  it  had  received,  and  was  then  speedily  devoured  by 
the  gymnotus. 

The  shock  of  both  the  torpedo  and  the  gymnotus  gives  rise  to 
momentary  currents  sufficient  to  deflect  the  galvanometer,  to  mag- 
netize a  needle,  and  to  decompose  potassic  iodide  :  from  both 
species,  sparks  have  also  been  obtained  between  two  insulated  gold 
leaves  properly  connected  with  the  fish. 

(321)  The  Muscular  Current  in  Living  Animals. — The  re- 
searches of  Matteueci  have  shown,  that  in  the  living  animal  an 
electrical  current  is  perpetually  circulating  between  the  internal 
portion  of  a  muscle  and  its  external  surface ;  this  current  is  due 
probably  to  the  chemical  actions  which  are  produced  by  the  vital 
changes  which  are  continually  occurring  in  the  organic  tissue. 
The  muscular  current,  as  it  has  been  termed,  ceases  to  manifest 
itself  in  warm-blooded  animals  in  a  very  few  minutes  after  the 
life  of  the  entire  animal  has  terminated ;  but  in  cold-blooded 
animals,  and  especially  in  the  frog,  it  continues  for  a  much  longer 
period.  Vital  contractility  also  continues  in  these  animals  for  a 
longer  period  than  in  the  higher  orders  of  the  vertebrata,  and 
hence  the  frog  has  been  extensively  employed  in  researches  of 
this  description. 

The  following  is  one  of  the  forms  of  experiment,  devised  by 
Matteueci,  to  show  the  existence  of  the  muscular  current : — Five 
or  six  frogs  are  killed  by  dividing  the  spinal  column  just  below 
the  head ;  the  lower  limbs  are  removed,  and  the  integuments 
stripped  off  them ;  the  thighs  are  next  separated  from  the  legs  at 
the  knee-joint,  and  are  cut  across  transversely.  The  lower  halves 
of  these  prepared  thighs  are  then  placed  upon  a  varnished  board, 
and  so  arranged  that  the  knee-joint  of  one  limb  shall  be  in  con- 
tact with  the  transverse  section  of  the  next,  and  thus  a  muscular 
pile  is  formed  consisting  of  ten  or  twelve  elements ;  the  terminal 
pieces  of  this  pile  are  each  made  to  dip  into  a  separate  small  cavity 
in  the  board,  in  which  a  little  distilled  water  is  placed.  If  the  wires 
of  a  sensitive  galvanometer  be  attached  to  a  pair  of  platinum  plates, 
and  these  plates  be  plunged  simultaneously,  one  into  each  cavity 
in  connexion  with  the  muscular  pile,  a  deviation  of  the  galvano- 
meter needle  will  be  observed  in  a  direction  which  indicates  the 
existence  of  a  current  passing  from  the  centre  or  cut  transverse 
surface  of  the  muscle  towards  its  exterior. 

Dubois  Reymond,  by  the  use  of  still  more  sensitive  instru- 
ments, has  shown  that  even  the  smallest  shreds  of  muscular  tissue 
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exhibit  proof  of  the  existence  of  such  a  current,  and  the  conclu- 
sion which  he  draws  from  his  experiments  is  the  following  : — Any 
point  of  the  natural  or  artificial  longitudinal  section  of  a  muscle 
is  positive  in  relation  to  any  point  of  the  natural  or  artificial 
transverse  section. 

Interesting  as  this  subject  is  in  a  chemical  point  of  view,  in 
connexion  with  the  changes  which  take  place  in  the  circulating 
fluids,  it  would  be  irrelevant  to  our  present  purpose  to  pursue  it 
further.  The  question  belongs  more  properly  to  the  physiologist 
than  to  the  chemist ;  and  the  reader  who  desires  fuller  informa- 
tion upon  this  branch  of  inquiry  is  referred  to  the  various  papers 
of  Matteucci,  in  the  Annates  de  Chimie,  and  the  Philosophical 
Transactions,  and  to  the  work  of  Dubois  Reymond,  or  to  the 
more  recent  systematic  treatises  on  physiology. 

§  VIII.  Magnetic  Polarization  or  Light — Diamagnetism. 

(322)  Influence  of  Magnetism  on  Polarized  Light  transmitted 
through  Uncrystallized  Transparent  Bodies. — Allusion  has  been 
already  made  (127)  to  a  peculiar  kind  of  polarization  to  which 
light  is  subject,  when  transmitted  through  certain  transparent 
media,  which  are  under  the  infliience  of  magnets  of  high  power. 
Some  transparent  bodies  are  better  fitted  than  others  to  exhibit 
this  phenomenon.  Some  years  ago  Faraday  [Phil.  Trans.  1830,  i) 
prepared  a  peculiar  kind  of  glass  for  optical  purposes ;  it  con- 
sisted of  a  mixture  of  silicate  and  borate  of  lead,  and  was  much 
denser  than  ordinary  flint  glass  :  this  glass  is  particularly  well 
adapted  to  display  the  effects  of  magnetic  polarization  {Phil.  Trans. 
1846,  i).  Let  a  piece  of  this  glass  which  has  been  properly 
annealed  be  cut  into  the  form  of  a  rectangular  bar  or  prism, 
terminated  by  flat  parallel  faces,  and  let  it  be  placed  between  the 
poles  of  a  powerful  electro-magnet  not  in  action,  the  axis  of  the 
prism  being  parallel  to  a  line  which  joins  the  two  poles — in  fact 
in  the  direction  of  the  keeper  of  a  horse-shoe  magnet.  A  ray  of 
polarized  light  may  be  transmitted  along  the  axis  of  the  glass 
bar,  and  if  examined  by  an  analysing  plate  in  the  usual  manner 
(120)  the  light  will  disappear  when  the  plane  of  reflection  from 
the  analysing  plate  is  at  right  angles  to  the  plane  of  polarization. 
If,  now,  whilst  the  polarized  ray  is  at  the  point  of  maximum  obscu- 
ration, the  soft  iron  be  magnetized  by  the  action  of  the  battery, 
the  light  will  instantly  reappear,  and  if  white  light  be  used,  the 
reflected  ray  will  be  coloured.  The  moment  that  the  connexion 
with  the  battery  is  broken,  the  light  will  disappear ;  but  it  will 
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again  become  visible  each  time  that  the  iron  is  rendered  magnetic. 
If  the  north  end  of  the  magnet  be  towards  the  observer,  the  rota- 
tion of  the  plane  of  polarization  is  to  the  right,  as  represented  in 
fig.  265,  No.  i;  but  if  the  direction  of  the  magnetism  be  reversed, 
^  so  that  the  south  end  is  nearest  the  observer, 

la.  265.  ^j^g  rotation  is  to  the  left,  as  in  No.  2. 

Diflerent  bodies,  when  placed  between  the 
poles  of  an  electro-magnet,  possess  the  pro- 
perty of  causing  the  ray  to  rotate  in  diffe- 
rent degrees,  but  all  singly  refracting  solids 
and  liqnids  manifest  it :  in  magnetized  gases, 
and  in  vacuo,  no  such  effects  have  been  dis- 
covered. The  extent  of  the  rotation  is,  cceteris  paribus,  directly 
as  the  intensity  of  the  magnetism,  and  as  the  length  of  the 
medium  traversed  by  the  ray.  By  placing  the  transparent  bodies 
in  the  axis  of  a  coil  of  wire  conveying  an  electric  current,  the 
same  effects  are  produced,  but  in  a  lower  degree  :  the  more  nume- 
rous the  coils  of  the  helix,  and  the  longer  the  column  of  the 
transparent  body  which  is  traversed  by  the  ray,  the  greater  is 
the  extent  of  the  rotation.  If  while  a  ray  of  polarized  light  is 
traversing  a  diamagnetic  medium  (324)  an  electric  current  be 
passed  round  the  ray,  in  a  plane  perpendicular  to  the  direction 
of  the!  ray,  the  rotation  occurs  in  the  same  direction  as  that  in 
which  the  current  is  passing.  The  interposition  of  bodies  which 
are  not  susceptible  of  magnetism,  between  the  coils  of  the  helix 
and  the  transparent  body  placed  in  its  axis,  does  not  sensibly 
affect  the  polarizing  action,  but  the  interposition  of  a  hollow  iron 
core  between  the  helix  and  the  transparent  body  in  its  axis,  in 
some  cases  greatly  heightens  the  effect,  in  others  it  neutralizes 
it,  the  rotatory  influence  varying  with  the  thickness  of  the 
core. 

Matteucci  found  that  by  elevating  the  temperature  of  a  bar 
of  heavy  glass  to  about  600°  (316°  C),  the  rotatory  power  is  in- 
creased by  about  one-third,  when  compared  with  the  effect  of  the 
same  bar  at  ordinary  temperatures.  According  to  Matthiessen, 
fused  phosphoric  acid,  agate,  fluor  spar,  and  flint,  exhibit  no  sus- 
ceptibility to  magnetic  polarization.  Bertin  [Ann.  Chim,  Phys. 
1848  [3],  xxiii.  31)  gives  the  following  rotatory  power  for  columns 
of  equal  length  of  various  bodies  at  ordinary  temperatures,  assum- 
ing that  of  heavy  glass  as  equal  to  i  : — 

Heavy  glass  I'oo 

Stannic  chloride  077 

Carbonic  disulphide  074 
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Common  flint  glass  ^'53 

Phosphorous  chloride  (PClg)  .     .     .  O'^i 

Water  0-35 

Alcohol  (density  o'85o)     .     .    .    .  o*i8 

Ether  0-15 

The  salts  of  calcium,  of  zinc,  and  of  magnesium^  as  well  as  many 
other  saline  substances,  increase  the  rotatory  power  of  water, 
when  added  to  it,  the  effect  being  proportioned  to  the  strength 
of  the  solution.  Verdet  has  determined  by  careful  measurement 
(Ann.  Chim.  Phys.  1853  [3]'  ^^9)  extent  to  which  this 
rotatory  power  is  possessed  by  various  bodies  in  solution  ;  and  the 
same  observer  has  shown  that  many  magnetic  bodies  experience 
a  rotation  in  a  direction  the  reverse  of  that  produced  in  diamag- 
netic  bodies ;  for  example,  the  addition  of  a  salt  of  iron  to  water 
diminishes  the  rotatory  power  of  the  liquid ;  an  aqueous  solution 
of  ferric  chloride,  containing  40  per  cent,  of  the  salt,  gives  a 
negative  rotation,  which  is  five  or  six  times  as  powerful  as  the 
positive  rotation  possessed  by  water.  Salts  of  chi'omium,  titanium, 
cerium,  uranium,  and  lanthanum  produce  a  similar  eflfect ;  whilst 
the  salts  of  nickel  and  cobalt,  which  are  also  magnetic,  produce  a 
positive  effect,  and  increase  the  ordinary  rotatory  power.  Potassic 
ferrocyanide,  although  it  contains  ii'on,  exerts  a  positive  rotatory 
effect. 

Bodies,  such  as  oil  of  turpentin,  which  naturally  produce 
coloured  rotatory  polarization  (136)  have  the  power  exalted,  anni- 
hilated, or  reversed,  according  to  the  direction  and  intensity  of 
the  electric  current  which  is  transmitted  through  the  coil.  The 
polarization  produced  by  magnetism  differs  from  the  ordinary 
coloured  rotatory  polarization  shown  by  oil  of  turpentin,  in  this 
remarkable  particular — viz.,  that  the  magnetic  rotation  is  always 
in  the  same  direction  as  that  of  the  current  which  circulates 
around  the  coil. 

Let  c  d,  fig.  366,  represent  a  vessel  filled  with  oil  of  turpen- 
tin endowed  with  right-handed  rotation,  and 
let  a  6  be  a  polarized  ray.  If  the  ray  pro-  Fig.  266. 
ceed  from  a  to  the  observer  at  b,  the  rotation 
will  of  course  appear  to  be  right-handed  to 
him,  as  shown  by  the  circle,  c ;  and  if  from 
b  to  a,  the  rotation  will  still  appear  to  be 
right-handed  to  the  observer  at  a,  as  shown 
by  the  circle,  d.  If  now  a  current  be  passed 
round  c  d,  in  the  direction  of  the  circular 
arrow  at  c,  the  rotation  to  the  observer  at  b 
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will  appear  to  be  increased  ;  while  to  an  observer  at  a,  it  will 
appear  to  be  neutralized  or  reversed. 

These  effects  upon  the  polarized  ray  are  due  to  the  temporary 
strain  of  the  molecules  of  the  transparent  bodies  while  under 
the  influence  of  the  magnet.  Matteucci  found  that  by  submitting 
the  glass  or  other  transparent  body  to  compression,  he  could 
modify  or  diminish  the  extent  of  the  rotation  which  the  same 
substance  would  produce  when  submitted  to  equal  electro- 
magnetic force,  in  circumstances  in  other  respects  similar. 

(323)-  Magnetism  of  Bodies  in  general. — It  was  formerly 
imagined  since  iron  was  susceptible  of  magnetism  in  a  high  degree, 
nickel  in  an  inferior  degree,  and  cobalt  in  a  degree  still  less,  that 
all  other  substances  might  also  be  magnetic,  although  to  an  extent 
so  minute  as  to  elude  the  ordinary  means  of  observation.  More- 
over, as  experiment  has  proved  that  a  reduction  of  temperature 
exalts  the  magnetic  power  of  iron  and  of  nickel,  it  seemed  not  un- 
reasonable to  anticipate  that  by  extreme  depression  of  temperature 
a  point  might  be  attained  at  which  every  species  of  matter  would 
show  itself  obedient  to  the  magnet.  Experiments  made  upon  this 
subject  at  very  low  temperatures  have  not,  however,  justified  these 
expectations.  The  employment  of  magnets  of  unusual  power  has, 
on  the  other  hand,  revealed  the  existence  of  a  susceptibility  to 
magnetism  in  cases  where  under  ordinary  circumstances  it  had 
not  been  observed,     (Faraday,  Phil.  Trans.  1846,  21.) 

Before  adverting  to  these  experiments,  it  will  be  advisable  to 
define  clearly  the  different  parts  of  the  space  between  the  two  poles 

where  the  magnetic  action  is  manifested.  Let 
Fig.  267.  suppose  that  we  are  looking  down  upon 

the  poles  n  s  (fig.  267),  of  a  powerful  horse- 
shoe magnet ;  the  space  between  them  has 
been  termed  by  Faraday  the  magnetic  field ; 
the  line  a,  x,  will  give  the  direction  of  its 
axis;  the  line  e,  q,  which  is  in  the  same 
horizontal  plane,  but  at  right  angles  to  a,  x, 
will  form  the  equator  of  the  magnetic  field. 
A  bar  of  iron  suspended  by  its  centre  above  such  a  magnet, 
will  take  a  horizontal  direction  parallel  to  the  axis.  A,  x,  and  is 
said  to  point  axially.  By  using  electro-magnets  of  enormous 
power  (303)  many  bodies  not  usually  reputed  to  be  magnetic  will 
take  the  axial  position  like  a  bar  of  iron.  For  example,  if  au 
elongated  fragment  of  haematite,  or  native  ferric  oxide,  which  is 
indifferent  to  a  common  magnet,  be  suspended  horizontally  at  its 
centre  by  a  few  fibres  of  silk  between  the  poles  of  such  au  electro- 
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magnet,  it  will  point  axially ;  even  a  sheet  of  writing-paper  rolled 
up  so  as  to  form  a  short  cylinder  will,  usually,  owing  to  the  small 
quantity  of  iron  or  of  cobalt  that  it  contains,  assume  a  similar 
direction. 

Faraday  has  found  as  a  general  rule  that  the  salts  of  the 
magnetic  metals  are  themselves  magnetic,  provided  that  these 
metals  enter  into  the  basyl  of  the  salts.  For  instance,  crystals  of 
ferrous  sulphate  placed  in  a  thin  glass  tube,  which  is  not  mag- 
netic, will  cause  the  tube  to  point  axially.  Such  salts  pre- 
serve their  magnetic  properties  even  when  dissolved  in  water  : 
if  the  solution  be  placed  in  a  glass  tube  of  the 
form  shown  in  fig.  268,  the  tube,  when  sus- 
pended by  a  loop  of  copper  wire  and  a  few 
fibres  of  raw  silk,  will  take  an  axial  position 
between  the  poles  of  the  magnet.  Solutions 
of  nickelous  and  cobaltous  sulphate  act  in  a 
manner  similar  to  the  solutions  of  the  salts  of  iron.  The  pure 
salts  of  chromium  and  of  manganese  have  in  like  manner  proved 
to  be  magnetic,  and  hence  these  metals  themselves  are  inferred 
to  be  so,  although,  from  the  high  temperature  required  to  reduce 
them  to  the  metallic  condition,  it  is  difficult  to  obtain  the  metals 
in  mass  in  such  a  state  of  chemical  purity  as  would  enable  the  fact 
to  be  verified  by  experiments  upon  the  metals  themselves. 

(324)  Diamagnetism. — All  the  magnetic  bodies  mentioned 
above  are  attracted  indifferently  by  either  magnetic  pole ;  and,  if 
of  elongated  form,  they  place  themselves  with  their  longest  dia- 
meter in  the  axial  direction  when  suspended  by 
their  centre  between  two  contrary  magnetic  poles. 
It  is,  however,  far  from  being  true  that  all  substances 
are  magnetic.  Bodies  exist  which,  when  brought 
near  to  a  magnetic  pole,  are  repelled  instead  of 
being  attracted  :  such  substances  have  been  termed 
diamagnetic.  If  a  straw  (s,  fig.  269)  be  suspended 
horizontally  by  a  silk  fibre,  and  from  one  extremity 
of  the  straw  a  small  piece  of  phosphorus,  p,  be  sup- 
ported in  a  ring  of  fine  copper  wire,  repulsion 
of  the  phosphorus  will  be  produced  indifferently  by 
either  pole.  In  such  an  experiment  it  will  be  found 
convenient  to  place  a  soft  iron  armature,  bevelled  off 
to  a  blunt  point,  upon  the  pole  of  the  magnet,  in 
order  to  concentrate  the  power,  because  the  re- 
pulsion is  very  feeble  when  compared  with  the  attraction  de- 
veloped in  iron.    If  a  stick  of  phosphorus  be  suspended  between 
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Fig.  270. 


the  two  poles  of  the  electro-magnet,  it  takes  the  equatorial 
position,  assuming  a  direction  at  right  angles  to  that  of  a 
bar  of  iron,  the  phosphorus  being  repelled  by  each  pole  to  the 
greatest  distance  possible.  Phosphorus,  it  will  be  observed,  is  a 
uon-conductor  of  electricity  ;  but  some  of  the  metals,  of  which 
bismuth  and  antimony  are  the  most  remarkable,  exhibit  this 
repulsion  in  a  still  higher  degree.  Substances  of  an  organic 
nature,  such  as  slices  of  wood,  apple,  potato,  or  flesh,  likewise 
show  this  diamagnetic  power,  though  not  strongly.  In  fact,  all 
bodies  which  are  not  magnetic,  exhibit  diamagnetic  properties. 

Owing  to  the  feeble  amount  of  these 
repulsions,  it  is  necessary  to  screen 
the  objects  under  experiment  from 
the  influence  of  currents  of  air,  by 
surrounding  them  with  a  glass-case, 
as  represented  in  fig.  270,  in  which 
b  represents  a  bar  of  bismuth,  or 
other  diamagnetic  body,  delicately 
suspended  by  a  few  fibres  of  uuspun 
silk,  c.  The  bismuth  bar  is  shown 
in  the  eguatorial  position  between 
the  two  poles  of  the  electro-magnet 
which  project  through  apertures  made 
for  their  reception  in  the  table, 

(325)  Diamagnetism  of  Gases. — 
The  earlier  experiments  upon  the 
gases,  owing  to  the  very  small  amount 
of  ponderable  matter  to  be  acted  upon,  gave  results  which  seemed 
to  prove  that  they  were  indifferent  to  the  influence  of  the  magnet ; 
but  subsequent  researches  have  shown  that  even  the  different 
gases  and  vapours  are  susceptible  of  the  diamagnetic  influence  in 
a  degree  which  varies  with  the  nature  of  the  gas. — (Faraday,  Phil. 

Mag.  1847  [sl^x^^i-  40i-) 

The  gases  upon  which  experiments  were  made  by  Faraday 
appear  to  stand  in  the  following  order,  beginning  with  those 
which  are  least  diamagnetic : — atmospheric  air,  nitric  oxide, 
nitrogen,  carbonic  anhydride,  nitrous  oxide,  carbonic  oxide, 
hydrogen,  coal  gas,  olefiant  gas,  hydrochloric  acid,  ammonia  and 
chlorine. 

Elevation  of  temperature  exalts  the  diamagnetism, — a  stream 
of  hot  oxygen  appearing  to  be  diamagnetic  in  an  atmosphere  of 
cold  oxygen.  A  similar  result  was  obtained  with  all  such  gases 
as  were  compared  with  each  other  at  high  and  at  low  tern- 
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peratures.  On  the  other  hand,  depression  of  temperature  lowers 
the  diamagnetism,  so  that  a  current  of  cooled  gas  when  allowed 
to  flow  into  a  warmer  atmosphere  of  the  same  kind,  takes  an 
axial  position  in  the  magnetic  field.  If  a  stream  of  one  gas  be 
allowed  to  escape  into  an  atmosphere  of  a  second  gas  more 
diamagnetic  than  itself,  the  less  diamagnetic  gas  takes  the  axial 
position  ;  when  atmospheric  air,  for  instance,  is  made  to  flow  into 
coal  gas,  the  air  takes  the  axial  or  magnetic  position  between  the 
poles :  though  air  itself  would  take  the  equatorial  position  in 
oxygen  gas.  The  diamagnetism  of  gases  was  first  indicated  in  an 
experiment  by  Bancalari :  he  found  that  the  flame  of  burning 
bodies  was  influenced  by  the  action  of  a  powerful  electro-magnet. 
This  efiect  is  beautifully  exhibited  by  simply  placing  the  flame  of 
a  taper,  or  of  any  combustible  substance,  between  the  poles  of  the 
magnet,  when  in  action ;  the  flame  appears  to  be  repelled  towards 
either  side  by  the  poles,  and  if  the  magnet  be  sufficiently  powerful, 
the  flame  divides  into  two  streams,  which  pass  ofi"  horizontally,  one 
on  either  side,  in  the  equatorial  direction.  If  the  taper  be  extin- 
guished, whilst  the  wick  still  continues  to  glow,  the  ascending 
column  of  smoke  when  placed  between  the  poles  of  the  magnet 
exhibits  these  motions  equally  well. 

The  following  simple  contrivance  was  employed  by  Faraday 
to  show  the  position  assumed  by  the  different  gases.  A  bent 
tube  conveyed  the  gas  for  experiment  in  a  very  slow  but  conti- 
nuous stream  into  the  centre  of  the  magnetic  field ;  generally  a 
piece  of  paper,  moistened  with  a  solution  of  ammonia,  was  placed 
in  the  bent  tube.  Supposing  the  gas  to  be  lighter  than  air,  three 
wide  glass  tubes,  open  at  each  end,  and  three  or  four  inches 
(8  or  lo  centimetres)  long,  were  sus- 
pended with  their  lower  apertures  in  the  ^7^' 
equatorial  line,  as  represented  in  fig.  271, 
with  the  middle  tube  just  above  the  bent 
tube  for  the  delivery  of  the  gas.  In  each 
tube  a  piece  of  paper  moistened  with 
hydrochloric  acid-  was  suspended.  The 
whole  was  screened  from  currents  of  air 
by  plates  of  glass.  So  long  as  the  iron 
was  not  magnetized,  the  gas  flowed  readily  up  the  axis  of  the 
middle  tube ;  but  on  bringing  the  electro-magnet  into  action,  the 
gas,  instead  of  passing  directly  up  the  central  tube,  was,  when 
more  diamagnetic  than  air,  diverted  into  each  of  the  side  tubes  j 
and  the  currents  were  rendered  visible  by  the  white  fumes  pro- 
duced when  the  ammonia  carried  by  the  gas  came  into  contact 
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witL  the  vapours  of  the  acid  contained  in  the  tube.  If  the 
gas  under  experiment  were  heavier  than  atmospheric  air,  the 
position  of  all  the  tubes  was  inverted,  and  in  place  of  ascending 
currents,  descending  currents  were  obtained.  The  action  of 
the  magnet  upon  the  different  gases  was  also  shown  by 
blowing  soap  bubbles,  filled  with  each  gas  for  trial,  upon  the 
end  of  a  capillary  tube,  and  bringing  the  suspended  bubble  near 
to  the  pole  of  the  magnet ;  on  completing  the  circuit  the  bubble 
was  attracted  or  repelled  according  as  the  gas  was  magnetic  or 
diamagnetic. 

By  suspending  a  feebly  magnetic  glass  tube,  attached  to  the 
thread  of  a  delicate  torsion  balance,  between  the  magnetic  poles 
successively  in  oxygen  and  in  vacuo,  E.  Becquerel  {Ann.  Chim. 
Phys.  1850  [3],  xxviii.  324)  found  that  the  tube  was  less  strongly 
attracted  in  oxygen  than  in  the  exhausted  receiver,  and  by  varying 
the  experiment  in  different  ways  he  succeeded  in  proving  that 
oxygen  is  a  decidedly  magnetic  body ;  he  has  calculated  that  a 
cubic  metre  of  oxygen,  which  at  0°  C.  and  760"^™"  Bar,  weighs 
1*4298  kilo.,  if  it  were  condensed  till  it  had  a  specific  gravity 
equal  to  that  of  iron,  would  act  upon  a  magnetic  needle  with  a 
force  equal  to  that  of  a  little  cube  of  iron  weighing  540™^"""^- :  or 
that  the  magnetism  of  oxygen  is  to  that  of  metallic  iron  as 
I  :  2647,  He  computes  that  the  magnetic  eflfect  of  the 
oxygen  in  the  air  is  equal  to  that  of  a  shell  of  metallic  iron 
-2-1-0-  of  an  inch  (o'*""'!)  in  thickness  surrounding  the  globe  of 
the  earth. 

The  fact  of  the  magnetism  of  oxygen  was  first  suggested  by 
Faraday  [Phil.  Mag.  1847  [3],  xxxi.  412)  and  was  amply  proved 
by  him  {Phil.  Trans.  1851,  23),  independently  of  Becquerel. 
He  has  further  ascertained  that,  like  iron,  it  loses  its  magnetism 
when  strongly  heated,  but  recovers  it  when  the  temperature  falls. 
In  this  diminution  in  magnetic  intensity  as  the  temperature  rises, 
he  considers,  probably  lies  the  explanation  of  the  diurnal  varia- 
tions of  the  needle,  the  cause  of  which  has  so  much  perplexed 
magnetic  observers  :  the  explanation  is,  however,  not  regarded  as 
adequate  by  some  eminent  magneticians. 

(326)  The  following  table  contains  a  list  of  various  substances 
arranged  in  the  order  of  their  magnetic*  and  diamagnetic  powers, 
as  approximately  determined  by  Faraday  : — 


*  Faraday  regards  all  substances  as  magnetic,  and  designates  those  substances 
generally  termed  magnetic,  as  _paramagnetic,  in  contradistinction  to  those  which 
are  diamagnetic. 
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Magnetic. 

Iron 

Nickel 

Cobalt 

Manganese 

Chromium 

Cerium 

Titanium 

Palladium 

Crown  glass 

Platinum 

Osmium 

Oxygen 


Diamagnetic. 

Bismuth 
Phosphorus 
Autimony 
Zinc 

Silico-borate  of  lead 
Tin 

Cadmium 

Sodium 

Flint  glass 

Mercury 

Lead 

Silver 

Copper 

Water 

Gold 

Alcohol 

Ether 

Arsenic 

Uranium 

Rhodium 

Iridium 

Tungsten 


Nitrogen. 


It  is  worthy  of  particular  remark  that  the  same  substance 
may  appear  to  be  either  magnetic  or  diamagnetic  according  to 
the  nature  of  the  medium  in  which  it  is  placed.  If  a  glass  rod 
be  suspended  horizontally  in  a  vessel  of  water,  which  is  a  strongly 
diamagnetic  body,  it  will  point  axially,  like  a  rod  of  iron:  whereas 
the  same  rod,  if  suspended  in  a  solution  of  ferrous  sulphate, 
which  is  magnetic,  will  point  in  the  equatorial  direction.  In  like 
manner  a  tube  containing  a  solution  of  ferrous  sulphate  will  in 
pure  water  seem  to  be  magnetic,  while  in  a  still  stronger  solution 
of  the  sulphate  it  will  act  as  a  diamagnetic  substance ;  just  as  a 
soap  bubble  filled  with  carbonic  anhydride,  which  is  heavier  than 
air,  will  fall  to  the  ground,  while  if  filled  with  hydrogen,  which 
is  much  lighter  than  the  atmosphere,  it  will  ascend. 

Air,  in  consequence  of  its  containing  oxygen  in  an  uncom- 
bined  condition,  is  a  magnetic  substance. 

(327)  The  same  Elements  in  combination  may  be  Magnetic  or 
Diamagnetic  according  to  the  nature  of  the  Compound. — One  of 
the  most  interesting  peculiarities  of  diamagnetism  is  exhibited  in 
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the  circumstance  that  the  same  body  may  assume  the  magnetic 
or  the  diamagnetic  state  according  to  the  nature  of  the  compound 
which  it  forms.  A  metal  may,  for  example,  occur  as  the  basic  or  j 
electro-positive  constituent  of  a  compound,  or  it  may  enter  into  ' 
the  composition  of  those  substances  which  form  the  acid  or  electro- 
negative constituent  of  the  compound.  A  good  illustration  of  the  1 
difference  thus  produced  occurs  in  the  case  of  iron.    Iron  acts  as  , 
a  basyl  in  the  crystals  of  green  vitriol  (FcSO^,  7  HgO),  of  which  i 
the  metal  forms  about  a  fifth  by  weight,  and  it  gives  them  a  de-  ; 
cidedly  magnetic  power ;  but  in  potassic  ferrocyanide  (K^FeCyg,  '. 
3  HgO),  which  also  contains  iron,  to  the  extent  of  more  than  J 
an  eighth  of  its  weight,  the  crystals  are  diamagnetic.    The  iron 
in  this  case  occurs  in  the  electro-negative  constituent  of  the  salt, 
and  not  as  a  basyl.*    In  the  same  way,  potassic  dichromate 
(KgCrO^,  CrOg),  -where  the  chromium  forms  part  of  the  acid 
radicle,  is  diamagnetic,  whilst  chromic  sulphate  (Cr,  3  SOJ,  where  i 
the  metal  acts  as  a  basyl,  is  decidedly  magnetic.     Some  of  the  , 
compounds  of  cobalt  exhibit  analogous  differences.  ; 

(328)  Influence  of  Structure  on  Diamngnttism. — In  prosecu-  i 
ting  this  sxibject,  Tyndall  and  Knoblauch  [Phil.  Mag.  1850  [3], 
xxxvi.  178,  and  xxxvii.  i)  have  been  led  to  the  conclusion  that  \ 
a  substance  may  appear  to  be  either  magnetic  or  diamagnetic  ; 
according *to  the  arrangement  of  its  component  particles.  It 
must  not,  however,  be  supposed  that  there  is  not  a  real  distinction 
between  the  two  classes  of  substances  ;  but  that,  under  certain  cir- 
cumstances, a  truly  magnetic  body  may  appear  to  be  diamagnetic,  j 
and  a  body  truly  diamagnetic  may  appear  to  be  magnetic.    The  ' 
following  experiment  may  be  cited  in  order  to  explain  this  point. 
A  small  flat  circular  disk  was  prepared  with  a  paste  of  -wheaten  j 
flour;  and  in  this  disk  a  nuuiber  of  short  pieces  of  iron  wire  were  I 
placed,  all  parallel  to  each  other  and  all  passing  from  one  surface  1 
of  the  disk  to  the  other,  perpendicularly  to  its  two  faces.    This  ■ 
disk  was  suspended  from  a  fibre  of  silk,  by  its  edge,  in  a  vertical  ; 
direction,  between  the  poles  of  an  electro-magnet ;  but  although 
it  was  undoubtedly  magnetic,  the  plate  placed  itself  with  its  faces 
parallel  to  the  equator  of  the  magnetic  field.    Each  of  the  short 
pieces  of  wire,  however,  had  assumed  the  axial  position,  although 
the  disk  as  a  whole  arranged  itself  in  a  diamagnetic  position. 

When  a  similar  disk  was  prepared  in  which  threads  of  bismuth 


*  It  is,  liowever,  remarkable  that  the  red  prussiate,  or  potassic  ferricyanide 
(K,Fej(;y,j,  is,  according  to  PlucUer's  observation,  distinctly,  though  feebly  mag- 
netic,   Faraday  enumerates  it  among  the  diamaguetic  class. 

I 
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were  substituted  for  the  iron  wire,  the  disk  placed  itself  in  the 
magnetic  direction,  with  its  faces  parallel  to  the  axis  of  the  mag- 
netic field.  The  bismuth,  however,  is  unquestionably  diamagnetic, 
and  each  of  the  pieces  of  this  metal  which  the  plate  contained 
assumed  the  diamagnetic  direction. 

The  conclusion  which  Tyudall  and  Knoblauch  draw  from  these 
experiments  is,  that  if,  in  a  magnetic  or  in  a  diamagnetic  mass, 
there  be  one  particular  direction  in  which  the  particles  which  com- 
pose it  are  more  closely  approximated  to  each  other  than  in  any 
other  direction,  the  line  which  corresponds  to  this  direction  of 
greatest  density  will  be  the  one  in  which  the  magnetic  or  dia- 
magnetic action  is  most  strongly  marked.  One  of  the  experiments 
made  in  support  of  this  view  is  the  following : — Powdered  bis- 
muth was  formed  by  means  of  gum-water  into  a  mass  sufficiently 
coherent  to  be  worked  into  a  small  cylindrical  bar  about  an  inch. 
.(35"""-)  long  and  a  quarter  of  an  inch  (6°'°'-)  thick.     When  this 
cylinder  was  suspended  by  its  centre,  in  a  horizontal  direction 
between  the  poles  of  the  electro-magnet,  it  pointed  equatorially  as 
an  ordinary  bar  of  bismuth  would  have  done ;  but  when  the  same 
cylinder  was  compressed  laterally,  so  as  to  form  a  Hat  plate,  it 
assumed  a  direction  with  its  faces  parallel  to  the  axial  position, 
although  its  length  in  some  cases  was  ten  times  as  great  as  its 
thickness. 

Again,  ferrous  carbonate  is  a  magnetic  body:  if  reduced  to 
fine  powder,  and  formed  into  a  cylinder  similar  to  that  made  with 
the  bismuth,  it  will  point  axially,  or  like  a  magnet,  between  the 
poles ;  but  if  compressed  into  a  plate,  this  plate  will  set  with  its 
faces  parallel  to  the  equatorial  direction.     Here,  in  each  case, 
those  parts  in  which  the  particles  of  the  bismuth,  or  the  salt  of 
iron,  are  by  compression  brought  the  nearest  to  each  other,  are 
those  in  which  the  diamagnetic  or  the  magnetic  action  predomi- 
nates.   It  is  by  an  application  of  this  principle  that  Tyndall  and 
Knoblauch  account  for  the  fact  discovered  by  Plucker  {Pogg.  Ann. 
1847,  Ixxii.  315),  that  in  all  crystalline  bodies  belonging  to  those 
:  systems  which  exercise  a  doubly  refractive  influence  on  light,  the 
'  optic  axis  assumes  a  definite  direction  under  the  influence  of  the 
I  electro-magnet.    Assuming  that  the  optic  axis  of  a  crystal  is 
ithe  direction  in  which  the  particles  of  the  crystal  have  expe- 
irienced  the  greatest  degree  of  condensation,  the  effects  obtained 
Iby  experiment  admit  of  explanation.    The  position  assumed  by 
Ithe  optic  axis  is  not  uniformly  the  same  in  different  specimens 
(of  the  same  substance,  although  in  the  same  specimen  it  is  always 
Ithe  same.    For  example:  Iceland  spar,  when  pure,  is  a  diamag- 

X  X  2 


676  LAW   OF   DIAMAGNK'IIC  REPULSION.  [32B. 

netic  substance,  Imt,  if  it  contains  ferrous  carbonate,  it  exhibits 
magnetic  properties.  In  the  course  of  their  researches  Tyndall 
and  Knoblauch  took  pieces  from  several  specimens  of  Iceland 
spar,  some  of  which  were  magnetic,  others  diamagnetic.  These 
difl'erent  samples  were  cut  into  the  form  of  disks,  or  fiat  circular 
plates,  the  surfaces  of  which  were  parallel  to  the  optic  axis  of 
the  crystals.  "When  the  dibks  were  suspended  horizontally  at 
their  centres  between  the  poles  of  an  electro-magnet,  so  that  the 
optic  axis  of  the  crystal  was  in  a  horizontal  plane,  each  disk 
always  assumed  a  determinate  direction.  When  the  disk  was 
taken  from  a  magnetic  crystal,  the  optic  axis  placed  itself  axially 
between  the  poles;  when  from  a  diamagnetic  crystal,  the  optic 
axis  assumed  the  equatorial  direction.  Thus  it  appears,  that 
whether  the  crystal  be  magnetic  or  diamagnetic,  the  action  is  ex- 
hibited in  each  case  most  powerfully  in  the  direction  of  the  optic 
axis,  which  is  assumed  to  be  the  line  in  which  the  particles  are 
most  closely  approximated  to  each  other.  Faraday  has  shown 
that  the  directive  force  of  the  crystal,  whether  magnetic  or  dia- 
magnetic, diminishes  as  the  temperature  rises. 

(329)  Law  of  Diumagnelic  liepulsion. — It  has  been  ascertained 
by  E.  Becquerel  and  by  Tyndall  that  the  diamagnetic  repulsion, 
as  measured  by  means  of  the  torsion  balance,  is  as  the  square  of 
the  intensity  of  the  current.  The  phenomena  of  diamagnetism 
may  be  accounted  for,  as  was  remarked  by  Faraday,  on  the  sup- 
position that  electric  currents  are  circulating  around  the  particles 
of  the  diamagnetic  body  in  a  direction  the  reverse  of  those  which 
are  supposed  to  exist  in  magnetic  bodies,  though  he  was  unable 
to  satisfy  himself,  by  experiment,  of  the  existence  of  such  pola- 
rity; but  the  experiments  of  Reich,  of  Weber,  and  of  Tyndall 
{Fhii.  Travis.  1855,  i,  and  1^556,  237),  appear  to  have  proved  eon- 
clusivelv  that  bodies  which  are  under  diamagnetic  influence, 
exhibit  polar  characters.  The  polarity  of  these  bodies  is  such 
that  a  diamagnetic  substance  possesses  a  feeble  magnetic  polarity, 
the  magnetism  of  each  pole  being  similar  to  that  of  the  pole  of 
the  inducing  magnet  in  its  vicinity;  whereas  in  an  ordinary 
magnetic  substance  the  inducing  magnetism  is  oppoMe  to  that  of 
the  magnetic  pole  by  which  the  magnetism  is  elicited. 

The  principle  of  Weber's  beautiful  apparatus,  with  which  Tyndall's  decisive 
experiments  were  made,  will  be  understood  without  difficulty.  Let  H,  h' 
(fig.  272)  represent  two  similar  vertical  iielices  of  copper  wiie ;  a  b,  c  d,  two  bars 
of  bismuth  or  other  diamagnetic  body  attached  to  cords,  which  pass  over  the 
wheels,  w,  w',  so  that  they  can,  by  moving  one  of  the  wheels,  be  placed,  at 
pleasure,  in  either  of  the  positions  shown  in  fig.  274,  I  and  2.  n  s  represents 
one  of  a  pair  of  bar  magnets,  arranged  astatically,  aud  delicately  suspended  side 
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by  side  by  a  few  fibres  of  unspun  silk,  T.  M  is  a  mirror  attached  to  the  centre 
oC  the  magnet,  and  by  viewing  a  scale  reflected  in  this  mirror  through  a  telescope 
at  a  distance  of  3  or  4  metres,  the  smallest  deflection  of  the  magnets  may  be 
estimated  and  measured.  On  transmitting  a  voltaic  current  from  on^  or  two  of 
Grove's  cells  through  the  coils  in  opposite  directions,  the  bismuth  bars  withm 
the  helices  will  become  diamagnetized  ;  and  by  carefully  raising  or  lowering  the 
*statio  bars,  ns,sn,  shown  in  section  with  the  coils  H,  h'  in  fig.  273,  until  they 

Fig.  273. 
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Fig.  274, 


arc  opposite  the  middle  of  the  coils,  a  position  may  be  found  in  which  the 
magnets  become  indifferent  to  the  action  of  the  current.  If,  whilst  the 
apparatus  is  thus  arranged,  the  wheel  w  be  turned  to  the  right,  the  bismuth 
bars  will  be  brought  into  the  position  fig.  274,  i,  and  a  deflection  of  the  astatic 
magnets  will  be  effected.  The  lower  end,  h,  of  one  bismuth  bar,  if  polar,  would 
be  (from  the  reversed  direction  of  the  currents  in  the  helices)  in  the  same  con- 
dition as  the  upper  end,  c,  of  the  other  bismuth  bar,  and  each  Avill  therefore 
attract  one  particular  end,  say  the  north,  of  each  magnet  composing  the  astatic 
combination,  and  would  repel  the  south  end;  each  conspiring  to  produce  a 
deflection  of  both  magnets  in  the  same  direction  :  but  on  turning  the  wheel 
to  the  left,  so  as  to  bring  the  bismuth  bars  into  the  position  shown  in  274,  2,  the 
astatic  combination  will  be  deflect,  d  to  an  equal  extent  in  the  opposite  direction. 
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These  effects  are  most  marked  with  bodies  like  bismuth  and  antimony 
which  have  the  greatest  diamagnetic  energy  ;  but  they  are  also  distinctly  shown 
even  in  non-conducting  bodies,  sucii  as  heavy  gl„s8,  phosphorus,  and  sulphur. 

If  solid  bismuth  give  a  deviation  which  is  represented  by  75  divisions  of  the 
scale  employed,  the  following  table  will  represent  the  action,  found  by  Tyndall, 
or  the  other  bodies  enumerated  in  it : — 


Powdered  bismuth 


Carbonic  disulphide 
White  marble 


75 

Heavy  glass 

•    .  4 

37 

Phosphorus 

•    •  4 

13-5 

Distilled  water 

•    •  4 

5*5 

5 

Nitre  .... 

.    .  17 

(330)  Energy  ;  Conservation  of  Energy  ;  Mutual  Relations  of 
Different  Kinds  of  Energy.— T^he  progress  of  scientific  inquiries  for 
many  years  past  has  been  of  such  a  nature  as  to  produce  a  growing 
conviction  in  the  minds  of  the  active  cultivators  of  science,  that 
energy  is  equally  indestructible  with  matter;  and  that,  con- 
sequently, the  amount  of  energy  which  is  in  operation  in  the 
earth  (probably  in  the  solar  system),  is  as  definite  as  that  of 
the  material  elements  through  which  its  existence  is  made  knoM  n 
to  us. 

That  the  quantity  of  energy  associated  with  matter  is 
definite,  may  be  illustrated  in  various  ways ;  one  or  two  examples 
must  suffice.  The  first  which  we  will  select  will  show  the  fixitv 
in  the  proportion  of  heat  which  is  associated  with  a  given 
quantity  of  matter.  A  kilogramme  of  charcoal  when  burned 
with  a  free  supply  of  air,  combines  with  2f  kilos,  of  oxygen,  and 
produces  3!  kilos,  of  carbonic  anhydride.  The  chemical  action 
produced  by  this  combustion  is  attended  with  the  evolution  of 
a  definite  quantity  of  heat :  and  this  amount  of  heat,  if  it  be 
applied  without  loss,  is  sufficient  to  convert  i3'oi  kilos,  of  water 
at  1^°  C,  into  steam  at  100°  C. :  associated  with  each  kilogramme 
of  charcoal  there  must  therei'ore  be  a  definite  amount  of  energy 
which  is  brought  into  action  when  that  charcoal  is  burned.  A 
diflferent  but  equally  definite  amount  of  heat  is  emitted  when  a 
kilo,  of  phosphorus,  of  sulphur,  of  hydrogen,  or  of  any  other 
combustible  is  burned  with  free  access  of  air  (199  seq.).  The 
quantity  of  electricity  associated  with  a  given  quantity  of  matter 
is  equally  definite  (282).  When  a  piece  of  amalgamated  zinc  is 
placed  in  voltaic  relation  with  a  plate  of  platinum  in  dilute  sul- 
phuric acid,  for  each  kilo,  of  zinc  which  is  dissolved,  a  quantity 
of  electricity  is  liberated,  by  means  of  which  a  kilo,  of  metallic 
copper  may  be  separated  from  the  solution  of  a  sufficient  quantity 
of  eupric  sulphate,  or  3!^  kilos,  of  silver  may  be  reduced  from  a 
solution  of  argentic  nitrate. 
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But  it  appears  further,  that  there  is  no  such  thing  as  a 
destruction  of  energy.  The  cases  in  which  a  superficial  exami- 
nation would  lead  to  the  conclusion  that  energy  is  annihilated, 
show  on  closer  investigation  that  such  a  supposition  is  erroneous.* 

It  will  be  found  that  in  all  cases  in  which  energy  disappears, 
it  has  expended  itself  either  in  eliciting  or  setting  into  action  an 
eqiiivalent  amount  of  some  other  kind  of  energy,  or  else  it  has 
temporarily  disappeared  in  producing  a  definite  amount  of 
motion.  In  this  case  it  is  especially  to  be  remarked  that  the 
amount  of  motion  which  it  has  thus  brought  into  action,  when 
that  motion  is  destroyed,  will  again  give  rise  either  to  an  equal 
amount  of  the  energy  which  originally  produced  it,  or  to  an 
equivalent  quantity  of  some  other  manifestation  of  energy. 

For  example,  the  chemical  action  between  charcoal  and  oxy- 
gen terminates  as  soon  as  the  charcoal  is  wholly  converted  into 
carbonic  anhydride ;  and  a  quantity  of  heat,  which  is  equivalent 
to  that  amount  of  chemical  action,  remains  as  the  representative 
of  the  force  thus  expended.  The  heat  which  has  thus  been  de- 
veloped is  ready  to  do  other  work ;  it  may  be  employed  in  con- 
verting a  certain  quantity  of  water  into  steam,  and  the  steam  so 
obtained  can  be  applied  to  the  production  of  motion,  the  amount 
of  which  may  be  measured  by  determining  the  number  of  kilos, 
which  can  be  lifted  through  a  given  height  by  the  steam  thus 
produced.  Motion  may  again  be  made  to  produce  heat,  and,  as 
Joule's  experiments  show,  the  quantity  of  heat  thus  rendered 
manifest  is  strictly  determined  by  the  amount  of  motion  which  is 
applied  to  its  development. 

It  appears,  however,  not  only  that  energy  is  definite  in 
its  amount,  and  indestructible,  but  that  many  of  the  more 
important  varieties  of  energy  are  intimately  related,  and  are 
capable  in  turn  of  eliciting  each  other.  The  actions  amongst 
which  such  mutual  relations  have  been  experimentally  proved  to 
exist  in  the  closest  manner,  are  those  of  light,  heat,  electricity, 
magnetism,  and  chemical  attraction.  The  transfer  of  any  one  of 
these  manifestations  from  one  point  to  another,  or,  in  other 
words,  the  exertion  of  anyone  of  these  actions  is  always  attended 
with  a  collateral  manifestation  of  one  or  more  of  the  other  forms. 
In  the  action  of  a  voltaic  circuit,  consisting  of  a  single  pair  of 
plates  of  zinc  and  platinum,  the  solution  of  a  certain  quantity 


*  Even  in  the  case  of  light,  for  which,  when  it  has  disappeared  by  absorption, 
no  quantitative  measurement  I'ree  from  doubt  has  yet  been  given,  it  is  probable 
that  conversion  into  heat  takes  place. 
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Of  zinCj  chemical  action  between  the  zinc  and  the  acid,  may  be 
made  to  develope  several  actions — viz. :  i.  Electricity,  but  there 
is  no  direct  manifestation  of  this  action  so  long  as  the  circuit  is 
closed.  2.  Chemical  action :  if  a  voltameter,  charged  with  a 
solution  of  cupric  sulphate,  be  interposed  in  the  circuit  between 
two  electrodes  of  copper,  a  certain  quantity  of  copper,  corre- 
sponding to  the  zinc  which  is  being  dissolved  in  the  battery,  will 
be  deposited  on  one  electrode,  whilst  a  corresponding  amount  of 
copper  will  be  dissolved  from  the  other  electrode.  Here  is  a  che- 
mical action,  which  corresponds  in  amount  to  that  which  is  taking 
place  between  the  zinc  and  sulphuric  acid  in  the  active  cell  of  the 
battery.  3.  Magnetism  :  if  the  connecting  wire  be  coiled  round 
a  piece  of  soft  iron,  the  iron  will  become  powerfully  magnetic  for 
the  time  during  which  the  current  is  traversing  the  conducting 
wire.  4.  Heat :  if,  whilst  the  voltameter,  the  electro-magnet, 
and  the  galvanometer  are  still  included  in  the  circuit,  part  of  the 
circuit  be  composed  of  a  thin  wire  which  traverses  the  bulb  of 
Harris\s  air  thermometer,  an  elevation  of  temperature  in  the  wire 
proportioned  to  the  amount  of  electricity  in  circulation  will  be 
obtained,  but  in  ptpportion  to  the  quantity  of  heat  evolved,  the 
chemical  action  is  lessened,  and  the  strength  of  the  magnet  is 
reduced ;  and  5.  Light  :  on  interrupting  the  connexion  of  any 
part  of  the  circuit  a  bright  spark  is  obtained.  Chemical  attraction, 
then,  whilst  in  operation,  can  throw  a  current  of  electricity  into 
circulation,  and  a  current  of  electricity  will  devtlope  an  equivalent 
amount  of  magnetism  in  a  direction  at  right  angles  to  such  current. 
It  also  produces  in  conductors,  heat  proportioned  to  the  resistance 
which  it  experiences,  and  if  the  heat  be  sufficiently  intense,  it  is 
attended  with  the  emission  of  light. 

The  observations  of  Favre  already  quoted  (280)  showing  the 
dependence  of  the  quantity  of  heat  evolved  in  any  given  circuit 
upon  the  amount  of  magnetic  or  mechanical  work  which  it  is  pro- 
ducing, afford  interesting  additional  proofs  of  the  important  pro- 
position that  energy  is  never  really  either  generated  or  destroyed ; 
it  may,  however,  be  dissipated,  so  as  to  become  unavailable.  Man 
has  but  the  power  to  elicit  it  when  latent,  to  transfer  the  energy 
to  new  points,  or  to  change  the  form  of  its  manifestation  so  as  to 
obtain  an  equivalent  amount  of  work  under  new  conditions,  but 
when  mechanical  action  takes  place  heat  is  always  produced  by 
"friction,  and  in  all  cases  where  heat  is  generated  some  of  it  will 
be  lost  by  conduction,  radiation  and  convection,  tending  to 
equalize  the  temperature  of  surrounding  bodies.  It  is  evident 
that  heat  so  carried  away  is  unavailable  for  fuither  use,  so 
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that  in  all  manifestations  of  energy  there  is  some  lost  or 
dissipated. 

The  more  closely  the  investigation  is  followed  in  this  direction, 
the  more  completely  is  the  truth  of  this  principle  rendered  mani- 
fest. Thus  Soret  {Comptes  Rendus,  xlv.  301)  transmitted  a  con- 
tinuous electric  current  through  portions  of  conductors  which,  like 
Ampere's  wires  (fig.  245),  are  free  to  obey  their  mutual  impulse  of 
attraction  and  repulsion ;  and  he  found  that  if  the  moveable  con- 
ductors were  allowed  to  approach  each  other  in  accordance  with 
the  direction  of  the  attraction,  a  diminution  of  the  intensity  of 
the  current  is  observed  during  the  occurrence  of  this  motion, — a 
portion  of  the  intensity  of  the  current  being  expended  in  the  pro- 
duction of  motion.  If,  on  the  other  hand,  a  compulsory  movement 
in  opposition  to  the  attraction  is  effected,  the  intensity  of  the 
current  is  increased  during  the  act  of  movement. 

Again  the  same  observer  found,  as  might  indeed  have  been 
anticipated  from  Faraday's  magneto-electric  researches  (3 1 1),  that 
if  a  battery  in  connexion  with  a  helix  be  in  conducting  commu- 
nication with  a  galvanometer,  the  current  through  the  galvano- 
meter is  reduced  during  the  introduction  of  a  soft  iron  core  into 
the  axis  of  the  helix  ;  but  it  is  increased  at  the  moment  of  with- 
drawing the  iron  core.  The  introduction  of  a  non-magnetic  sub- 
stance, such  as  a  core  of  copper,  produces  no  sensible  effect. 

We  have  already  traced  briefly  the  evolution  of  electi'icity  from 
chemical  action ;  and  Faraday  has  further  shown  that  the  elec- 
tricity developed  by  friction  in  the  ordinary  electrical  machine  pro- 
duces either  a  corresponding  amount  of  magnetic  action  on  the 
needle  of  the  galvanometer,  or  an  equivalent  amount  of  chemical 
decomposition  in  electrolytes  through  which  it  is  transmitted 
(297)  ;  whilst  in  the  fusion  of  metallic  wires  we  have  evidence  of 
its  heating  power,  and  in  the  electric  spark  we  see  its  agency  in 
producing  light. 

The  experiments  of  Faraday,  followed  by  those  of  other  philoso- 
phers, have  proved  that  the  motion  of  a  magnet  of  a  given  strength, 
under  certain  conditions,  produces,  in  a  closed  metallic  conductor, 
a  definite  current  of  electricity,  and  through  the  electricity  thus 
set  in  motion,  light,  heat,  and  chemical  action  may  be  deve- 
loped, as  is  beautifully  shown  in  the  magneto-electric  machine 
(315). 

On  the  other  hand,  heat  may  be  made  to  devclope  electricity  ; 
and  the  therrno-multiplier  (317)  of  Nobili  and  Melloni  shows  that 
the  current  of  electricity  which  is  produced  is  exactly  proportioned, 
ceteris  paribus,  to  the  amount  of  heat  by  which  it  is  excited. 
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The  ignition  of  solid  matter  shows  that  heat  may  elicit  light  under 
favourable  circumstances.  It  further  appears  that  heat  may  excite 
chemical  action  ;  and  as  it  may  also  give  rise  to  a  current  of 
electricity,  through  that  current  of  electricity  it  may  produce  the 
development  of  magnetism. 

Light  may  produce  important  chemical  actions,  but  these 
actions  have  only  in  a  few  cases  been  reduced  to  a  form  in  which 
they  can  develope  electricity,  magnetism,  or  heat.  The  quanti- 
tative valuation  of  light,  and  its  relation  with  the  other  forces, 
still  remains  to  be  wrought  out.  Indeed,  the  subject  appears  to 
otfer  a  field  for  research,  difficult,  because  as  yet  scarcely  trodden, 
though  full  of  interest  and  promise. 

The  reader  who  desires  to  pursue  the  subject  of  the  mutual 
relations  of  different  kinds  of  energy,  is  referred  to  an  interesting 
essay  on  the  subject  by  Grove,  entitled  On  the  Correlation  of  the 
Physical  Forces.  For  further  information  on  the  other  subjects 
which  have  been  treated  of  in  this  chapter,  in  addition  to  the 
papers  already  quoted,  the  student  is  referred  to  the  important 
series  of  memoirs  by  Faraday,  published  in  the  Philosophical 
Transactions,  which  have  also  been  reprinted  in  a  separate  form; 
or  to  the  Treatises  of  Becquerel  and  De  La  Rive  on  Electricity 
and  Magnetism,  and  to  Tyndall's  work  on  Heat  considered  as  a 
Mode  of  Motion. 
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Densities  corresponding  to  Degrees  of  Baume's  Hydrometer  for 
Liquids  heavier  than  Water  (Poggiale). 


Degrees. 

Density. 

Degrees. 

Density. 

Degrees. 

Density. 

Degrees. 

Density. 

O 

I  'OOO 

20 

T  '  T  A  T 
1     1  U  1 

40 

I  3°3 

fin 

T        T  T 

I  711 

I 

I  "007 

21 

I-I7I 

41 

I '397 

61 

1-732 

2 

1-014 

22 

I-I8O 

42 

1-410 

62 

1-753 

3 

I '022 

23 

I-  190 

43 

1-424 

63 

1-774 

4 

I"029 

24 

I-I99 

44 

1-438 

64 

1-796 

5 

1-036 

25 

I-2IO 

45 

I  "45  3 

65 

1-819 

6 

1-044 

26 

I-22I 

46 

1-468 

66 

1-846 

7 

1-052 

27 

I-23I 

47 

1-483 

67 

1-872 

8 

I  "060 

28 

1-242 

48 

1-498 

68 

1-897 

9 

1-067 

29 

i"253 

49 

1-514 

69 

I -92 1 

lO 

1-075 

30 

1-264 

50 

i"53o 

70 

1-946 

II 

1-083 

31 

1-275 

51 

1-546 

71 

1*974 

12 

I -09 1 

32 

1-286 

52 

1-563 

72 

2 -OOO 

13 

I -100 

33 

1-297 

53 

1-580 

73 

2-031 

14 

1-108 

34 

1-309 

54 

1-597 

74 

2-059 

15 

I-II6 

35 

1-320 

55 

1-615 

i6 

1-125 

36 

i"332 

56 

1-634 

17 

ri34 

37 

I  "345 

57 

1-652 

i8 

I '143 

38 

i'357 

58 

I -67 1 

19 

1-152 

39 

1-370 

59 

I -691 

Densities  on  Baume's  Scale  for  Liquids  lighter  than 
Water  [Francoeur). 


Degrees. 

Density. 

Degrees. 

Density. 

Degrees. 

Density. 

Degrees. 

Density. 

ID 

rooo 

23 

0-9x8 

36 

0-849 

49 

0-789 

II 

0-993 

24 

0-913 

37 

0-844 

50 

0-785 

12 

0-986 

25 

0-907 

38 

0-839 

51 

0-781 

13 

0-980 

26 

9-901 

39 

0-834 

52 

0-777 

14 

0-973 

27 

0-896 

40 

0-830 

53 

0-773 

15 

0-967 

28 

0-890 

41 

0-825 

54 

0-768 

16 

0-960 

29 

0-885 

42 

0-820 

55 

0-764 

17 

0-954 

30 

0-880 

43 

0-816 

56 

0-760 

18 

0-948 

31 

0-874 

44 

0-81 1 

57 

0-757 

19 

0-942 

32 

0-869 

45 

0-807 

58 

0-753 

20 

0-936 

33 

0-864 

46 

o-8o2 

59 

0-749 

21 

0-530 

34 

0-859 

47 

0-798 

60 

0-745 

22 

0-924 

35 

0-854 

48 

0-794 
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The  degrees  of  TwaddelFs  hydrometer  are  readily  converted 
into  their  corresponding  specific  gravities  by  multiplying  them  by 
5,  and  adding  looo.    The  following  is  a  short  table  of 


Degrees  on  Twaddell's  Hydrometer,  and  the  corresponding 

Densities. 


Defjrees. 

Density. 

Degrees. 

Density. 

Degrees 

Density. 

Degrees 

Density. 

I 

I  005 

8 

ro40 

15 

I  "075 

22 

fllO 

2 

rolo 

9 

ro45 

16 

I  "080 

23 

I'l  15 

3 

1-015 

10 

I  '050 

17 

I  085 

24 

)I20 

4 

I '020 

II 

I '055 

18 

I '090 

25 

1125 

5 

1025 

12 

1060 

19 

1-095 

26 

1-130 

6 

I  030 

13 

x'o65 

20 

I'roo 

27 

7 

I '035 

14 

I  070 

21 

1-105 

28 

1-140 

English  Weights  and  Measures. — Avoirdvpois. 


Grains. 

Drachms. 

Ounces. 

lb. 

Qrs. 

Owt. 

Tons. 

Grain  . 
Drachm  . 
Ounce  .  . 
Pound  .  . 
Quarter  . 
Owt.    .  . 
Ton     .  . 

I 

27'34 

437  5 
7000 

T 96000 
784000 
15680000 

I 

16 
256 
7168 
28672 
573440 

I 

16 
448 

1792 

35«40 

I 

28 
112 
2240 

I 

4 

80 

I 

20 

I 

Troy  Weight. 


Grains. 

Dwts. 

Ounces. 

lb. 

Grain  .... 

I 

Pennyweight  .  . 

24 

I 

Ounce  .... 

480 

20 

I 

Pound  .... 

5760 

240 

12 

I 

I  cubic  inch  of  distilled  water  in  air  at  62°  F.  =  252-336  grains, 
r  cubic  inch  of  distilled  water  in  vacuo  at  62°  F.  =  252-645  grains. 

Cubic  inches. 

I  Gallon  =  277-276 

I  Pint  ^        34  659 

I  Fluid  ounce  =  i"732  9 

I  Litre  =  61-02705 

I  Cubic  centimetre      =  0-06102705 

I  Cubic  inch=  16  386 176  cubic  centimetres, 
i-ooooo  parts  of  gas  at  32°  F.,  29-922  Bar.  (also  at  32°),  become  at  60°  F., 
Bar.  30  inches  (also  at  6o°j  =  1-057007  parts. 
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Comparison  of  French  and  English  Weights, 

Grains.  Oz.  Av.  lb.  Av. 

1  Milligramme  =  0-015432 
I  Centigramme  =  0-154323 
I  Decigramme      =  i '543234 

I  Gramme*  =  I5'432348  , 

I  Kilogramme      =     15432-3488        =     35'2739     =  2-2046213 


Comparison  of  French  and  English  Measures  of  Length. 

English  Inches.  Feet.  Yards. 

I  Millimetre     =  0-03937079 
I  Centimetre     =  0-3937079 
1  Decimetre     =  3'937o79 

I  Metref  =  39'37o79  =  3-2808992  =  10936331 
I  Kilometre      =  39370-79        =  328o-8992        =  1093-6331 

The  length  of  the  platinum  metre  is  estimated  at  the  temperature  of  32°  F., 
the  English  standard  yard  at  62'°  P. 

I  English  inch  is  equal  to  25-39954  millimetres. 


To  Reduce  Grammes  to  Grains. 
Log.  grammes  +  -1884320  +  i  =  log.  grains. 
To  Reduce  Cubic  Centimetres  to  Cubic  Inches. 
Log.  cubic  centimetres  +  ('7855224—  2)  =  log.  cubic  inches. 
To  Reduce  Millimetres  to  Inches. 
Log.  millimetres  +  ('595174'^  ~  2)  =log.  inches. 

To  Convert  Grains  into  Grammes. 
Log.  grains  +  (  81 15680  —  2)  =  log.  grammes. 
To  Convert  Cubic  Inches  into  Cubic  Centimetres. 
Log.  cubic  inches  +  -2144776  +  i  =log.  cubic  centimetres. 
To  Convert  Inches  into  Millimetres. 
Log.  inches  +  -4048259  +  i  =  log.  millimetres. 


*  This  determination  of  the  gramme  was  made  from  the  kilogramme  dos 
Archives  by  Professor  W.  H.  Miller,  in  fixing  the  national  standards  (Phil. 
Trans.  1856,  893). 

t  The  metre,  at  the  time  that  its  length  was  fixed  by  the  French  Goveni- 
ment,  was  supposed  to  be  a  ten-millionth  part  of  a  quadrant  of  a  meridian  circle 
of  the  earth  passing  through  Dunkirk  and  Barcelona.  Subsequent  more  ex- 
tended geodetic  measurements  have  shown  that  it  differs  from  this  by  about 
?T5TnT  length.  The  standard  platinum  metre  of  Borda  at  0°  C.  is  equal  to 
■i^ip^  of  the  English  bronze  standard  yard  at  62°  F. 
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For  Conversion  of  Metrical  into  English  Measures. 
A.  Length. 


Metrical  to  English. 


English  to  Metrical. 


I. 

Millimptres  to 
IdcIii'b. 

2.  Metres  to  Feet. 

3.  Inches  to 
Slillimeires. 

4 

.  Feet  to  Metres. 

I  — 

003937079 

I  = 

3-2808992 

1=  i5'39954 

1 

=  030479449 

2  = 

0-07874158 

2  = 

6-5617984 

2=  50-79908 

2 

=  060958898 

3  = 

01 1811237 

3  = 

9  8426976 

3=  76J9862 

3 

=  0-91438347 

4  = 

015748316 

4  = 

13  •1235968 

4  =  101-59816 

4 

=  I-21917796 

5  = 

0-19685395 

5- 

16*4044.960 

5  -  126-99770 

5 

=  i'52397245 

6  = 

0-23622474 

6  = 

19  6853952 

6  =  '5239724 

6 

=  1-82876694 

7  = 

o'27559553 

7  = 

22-9t)62944 

7  =  17779678 

7 

=  213356143 

8  = 

0-31 496632 

8  = 

26-247  1936 

8  =  20319632 

8 

=  2-43835592 

9  = 

0-354337  " 

9- 

29-5280928 

9  =  228  59586 

9 

=  2-74315041 

25™'"-4  =  ratlier 

4  inches  =  rather 

more  than  I  inch. 

more  thaa  lo*^"^* 

I.  Cubic  Centimetres 
to  Cubic  Inulies. 


1  =  o  06102705 

2  =  O-122054IO 

3  =  0-183081  15 

4  =  024410820 

5  =  0-30513525 

6  =  0-36616230 

7  =  0-42718935 

8  =  0-4882 1640 

9  =  0-54924345 


B.  Capacity. 
Metrical  to  English. 

3.  Litres  to  Pints. 


2.  Litres  to  Fluid 
dunces. 


I  = 

7  = 

3  = 

4  = 

5  = 

6  = 

7  = 

8  = 

9  = 


35-215468 

70-430936 
105-646404 
140  86  1 87  2 
176-077340 
211-292808 
246508276 
281-723744 
316-939212 


=  1-7607734 
=  3  52  1 5468 
=  5 2823202 

=  7  0430936 
=  8  8038670 
=  10  5646404 
=  12  3254138 
=  14  0861872 
=  i5-84696o6 


4.  Litres  to  Gallons. 


The  capacity  of  a  litre  is  that  of  a  cube  each  side  of  which 


=  0-22009668 
=  0-44019336 

—  066029004 
=  0  88038672 
=  1-10048340 
=  I  32058008 
=  1-54067676 

-  I  76077344 
=  1-98087012 

is  a  decimetre. 


English  to  Metrical. 


I.  Cubic  Inches  to 
Cubic  Centimetres. 

2.  Fluid  Ounces  to 
Cubic  Centimetres. 

3- 

Pints  to  Litres. 

4- 

Oallons  to  Litres. 

I  = 

16-386176 

I  = 

28  396612 

I 

=  0567932 

I 

=  4*543458 

2  = 

32-772352 

2  = 

56793224 

2 

=  I-  1  35864 

2 

=  9086916 

3- 

49-15S528 

3  = 

85  1898,  6 

3 

=  -1-703796 

3 

=  13  630374 

4  = 

65  544704 

4  = 

113  5864:8 

4 

=  2  27  I  728 

4 

=  18-173832 

5  = 

81-930880 

5  = 

I  4T  983060 

5 

=  2-839660 

5 

=  22-717290 

6  = 

98-317056 

6  - 

T70-379672 

6 

=  3407592 

6 

—  27  270748 

7  = 

114-703232 

7  = 

198  776284 

/ 

=  3975524 

7 

=  31 -804206 

8  = 

131  089408 

8  = 

227-172S96 

8 

=  4-543456 

8 

=  36-347664 

9  = 

147475584 

9  = 

255  569508 

9 

=  5  1x1388 

9 

=  40  891122 
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C.  Weight. 


Metrical  to  English. 


] 

.  Grammes  to 
Grains. 

2. 

Kilogrammes 
tu  Ounces. 

3 

Kilos;  rammes 
to  Founds. 

I  ' 

T5  4323400 

I 

35  27394 

T 
I 

—     2  20402 

2  = 

30-8646976 

2  = 

70-54788 

2 

=  4-40924 

3  = 

46-2970464 

3  = 

105-82182 

3 

=  6-61386 

4  = 

61-7293952 

4  = 

141-09576 

4 

=  8-81848 

5  = 

77-1617440 

5^ 

176-36970 

5 

=  11-023X0 

6  = 

92-5940928 

6  = 

211-64364 

6 

=  13-22772 

7  = 

I0802644I6 

7  = 

246-91758 

7 

=  i5'43234 

8  = 

123-4587904 

8  = 

282-19152 

8 

=  17-63696 

9  = 

138-8911392 

9  = 

317-46546 

9 

=  19-84158 

A  milligramme  is  about  ^-^  grain. 


The  weight  of  a  gramme  is  that  of  a  cubic  centimetre  of  distilled  water 

at4°C.  (39°-2F.) 


English  to  Metrical. 


I.  Grains 
to  Grammes. 

2.  Ounces 
to  Grammes. 

3.  Pounds  to 
Kilogrammes. 

4- 

HuTidred  -Weight* 
to  Kilogrammes. 

I 

—  0*0647989 

I 

=  28-34954 

1 

=  0-45359265 

I 

=  50-8023768 

2 

=  0-1295978 

2 

=  5669908 

2 

=  0-90718530 

2 

=  101-6047536 

3 

=  0-1943967 

3 

=  85-04862 

3 

=  1-36077795 

3 

=  152-4071304 

4 

=  0-2591956 

4 

= ii3'398i6 

4 

=  1-81437060 

4 

=  203-2095072 

5 

=  0-3239945 

5 

=  14174770 

5 

=  2-26796325 

5 

=  25401 18840 

6 

=  03887934 

6 

=  170-09724 

6 

=  2-72155590 

6 

=  304-8142608 

7 

=  0-4535923 

7 

=  19844678 

7 

=  3'i75i4855 

7 

=  355"6i66376 

8 

=  0-5183912 

8 

=  226-79632 

8 

=  3-62874120 

8 

=  406-4190144 

9 

=  0-5831901 

9 

=  255-14586 

9 

=  4-08233385 

9 

=  457'22i39i2 
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Value  of  Millimetres  in  English  Inches. 


Milli 
JUllll* 

Enclish 

Milli- 

metres. 

inches. 

nieires. 

I  . 

•  0-03937079 

45 

2  . 

.  0-07874158 

50 

3  • 

.  O-I1811237 

55 

4  • 

.  0-15748316 

60 

5  • 

•  0-19685395 

65 

6  . 

.  0-23622474 

70 

7  • 

•  0-27559553 

75 

8  . 

.  0-31496632 

80 

9  • 

•     0-3543371 1 

85 

lO  . 

•  0-39370790 

90 

15  • 

.  0-5906 

95 

20  . 

.  0-7874 

100 

25  . 

.  0-9842 

105 

30  • 

.  riSii 

no 

35  • 

•    I  "3779 

115 

40  . 

•  i'5748 

120 

English 
iuclies. 

Milli- 
metrcs. 

English 
inches. 

1-7716 

125     .  . 

.  4-921 

1-968 

130    .  . 

.  5-118 

2'i65 

135     •  . 

•  5*315 

2-362 

140    .  . 

•  5'5i2 

2-559 

145     .  . 

•  5709 

2-756 

150    .  . 

.  5906 

J  J 

6-io'^ 

3'i49 

160    .  . 

.  6299 

3  "346 

165     .  . 

.  6-496 

3"543 

170  . 

•  6-693 

3740 

175     •  • 

.  6-890 

3  "937 

180    .  , 

•  7-087 

4"  1 34 

185     .  . 

•  7-284 

4-331 

190  . 

.  7-480 

4-528 

195     .  . 

•  7-677 

4-724 

200    .  . 

.  7-874 

Table  of  the  corresponding  Heights  of  the  Barometer  in  Millimetres 

and  English  Inches. 


Milli- 
metres. 

Enplish 
inches. 

Milli- 
metres. 

English 
incites. 

Milli- 
meti  es. 

English 
inches. 

720 

28-347 

739 

29-095 

758 

29-843 

721 

28-386 

740 

29-134 

759 

29882 

722 

28-425 

741 

29-174 

760 

29-922 

723 

28-465 

742 

29-213 

761 

29-961 

724 

28-504 

743 

29  2-52 

762 

30-001 

725 

28-544 

744 

29-292 

763 

30-040 

726 

28-583 

745 

29-331 

764 

30079 

727 

28-622 

746 

29-371 

765 

30-119 

728 

28-662 

747 

29-410 

766 

30-158 

729 

28-701 

748 

29449 

767 

30-197 

730 

28-741 

749 

29-489 

768 

30-237 

731 

28-780 

750 

29  528 

769 

30-276 

732 

28-819 

751 

29  567 

770 

30-316 

733 

28859 

752 

29607 

771 

30-355 

734 

28-898 

753 

29646 

772 

30-394 

735 

28-938 

754 

29  686 

773 

30-434 

736 

28-977 

755 

29  725 

774 

30-473 

737 

29-016 

756 

29-764 

775 

30-512 

738 

29-056 

757 

29  804 
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Table  for  the  Conversion  of  Degrees  on  the  Centigrade  Thermometer 
into  those  of  Fahrenheit's  Scale. 


°  Cent. 

0 

Fah. 

°  Cent. 

°Fah. 

°  Cent. 

°Fah. 

°  Cent. 

°FaU. 

 lOO 

— 

148-0 

—  49 

—  56-2 

2 

35 '6 

53 

127-4 

—  99 

— 

146  2 

-48 

—  54'4 

3 

37'4 

54 

129-2 

—  98 

— 

144-4 

—  47 

—  52-6 

4 

39'2 

55 

131-0 

—  97 

— 

142-6 

-46 

—  508 

5 

41  0 

56 

132-8 

-  96 

— 

140-8 

—  45 

—  49-0 

6 

42-8 

57 

I34'6 

—  95 

— 

139-0 

—  44 

—  47 -2 

7 

44-6 

58 

136-4 

—  94 

— 

137-2 

—  43 

—  45 '4 

8 

464 

59 

138-2 

—  93 

— 

i35'4 

—  42 

—  43'6 

9 

48-2 

60 

140-0 

—  92 

— 

i33'6 

—  41 

—  41-8 

10 

50-0 

6r 

141-8 

—  91 

— 

131-8 

—  40 

—  40-0 

II 

51-8 

62 

I43"6 

—  90 

— 

130-0 

—  39 

-382 

12 

53  6 

63 

U5'4 

-  89 

— 

128-2 

—  38 

—  36"4 

13 

55'4 

64 

147-2 

—  88 

— 

1 26*4 

—  37 

—  346 

14 

57-2 

65 

149-0 

-  87 

— 

124-6 

-36 

—  32-8 

15 

59-0 

66 

150-8 

—  86 

— 

122-8 

—  35 

—  31-0 

16 

60-8 

67 

1526 

-  85 

— 

1210 

—  34 

—  29-2 

17 

62-6 

68 

i54"4 

-  84 

— 

1 19-2 

—  33 

—  27-4 

18 

64-4 

69 

156-2 

-  83 

— 

1 17-4 

—  32 

—  25-6 

19 

66-2 

70 

158-0 

—  82 

— 

115-6 

—  31 

—  238 

20 

680 

71 

159-8 

—  81 

— 

1138 

—  30 

—  220 

21 

698 

72 

161-6 

—  80 

— 

1120 

—  29 

  20*2 

22 

71-6 

73 

163-4 

—  79 

— 

X  IO-2 

—  28 

—  18-4 

23 

73'4 

74 

165-2 

—  78 

— 

108-4 

—  27 

—  16-6 

24 

75-2 

75 

167-0 

—  77 

— 

106-6 

—  26 

—  14-8 

25 

77-0 

76 

1688 

—  76 

— 

104-8 

—  25 

—  13-0 

26 

78-8 

77 

170-6 

—  75 

— 

1030 

—  24 

—  11-2 

27 

8o-6 

78 

172-4 

—  74 

— 

ior2 

—  23 

—  9'4 

28 

82-4 

79 

174*2 

—  73 

— 

99'4 

—  22 

-  7-6 

29 

84-2 

80 

176-0 

—  72 

— 

97-6 

 21 

-  5-8 

30 

86-0 

81 

177-8 

—  71 

— 

95-8 

 20 

—  4"o 

31 

87-8 

82 

179-6 

—  70 

— 

94-0 

—  19 

  2-2 

32 

89-6 

83 

181-4 

-  69 

— 

92-2 

—  18 

—  0-4 

33 

91-4 

84 

183-2 

—  68 

— 

90-4 

—  17 

+  1-4 

34 

93"2 

85 

185-0 

-  67 

— 

88-6 

—  16 

3'2 

35 

950 

86 

186-8 

—  66 

— 

86-8 

-  15 

5-0 

36 

968 

87 

188-6 

—  65 

— 

85-0 

—  14 

68 

37 

986 

88 

IQO'A 

-  64 

— 

832 

—  13 

8-6 

38 

100-4 

89 

IQ2'2 

-  63 

— 

81-4 

—  12 

10-4 

39 

102-2 

go 

IQ4.-0 

—  62 

— 

796 

—  II 

12*2 

40 

104-0 

01 

—  61 

— 

77-8 

—  10 

140 

41 

105-8 

92 

197-6 

—  60 

76-0 

—  9 

15-8 

107*6 

93 

1994 

—  59 

74-2 

—  8 

176 

43 

109-4 

94 

2or2 

-  58 

72-4 

—  7 

19-4 

44 

I  II-2 

95 

203-0 

—  57 

706 

—  6 

21-2 

45 

II30 

96 

204-8 

-  56 

68-8 

-  5 

23-0 

46 

114-8 

97 

2o6-6 

—  55 

67  0 

—  4 

248 

47 

1 16-6 

98 

208-4 

—  54 

65-2 

—  3 

26-6 

48 

118-4 

99 

2IO-2 

—  53 

634 

—  2 

28-4 

49 

120-2 

100 

212-0 

—  52 

616 

—  I 

30-2 

50 

I22'0 

lOI 

213-8 

—  51 

59-8 

0 

32-0 

51 

123-8 

102 

215-6 

—  so 

580 

+  I 

33-8 

52 

125-6 

103 

217-4 

1  Y  Y 


090 
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Conversion  of  Degrees  on  the  Centigrade  Thermometer  into  those 

of  Fahrenheit's  Scale. 

[^Continued.] 


°  Cent. 


104 
105 
106 
107 
108 
109 

no 
III 
112 

113 
114 

115 
116 
117 
118 
119 
120 
121 
122 
123 
124 
125 
126 
127 
128 
129 
130 

131 
132 

133 
134 
135 
136 

137 
138 

139 
140 
141 
142 

143 
144 

145 
146 

147 
148 
149 
150 

151 
152 

153 
154 


°  Fah. 

°  Cent, 

0  ■I?nU 

r  an. 

Cent. 

2 1  Q'2 

T  c  c 

J 1  1  w 

1  yJ 

1 1:6 

•5T-7-8 

zzZ  0 

-2  1/1-6 

on  A  *f\ 

1^8 

20Q 

226*4 

T  cn 
159 

310 

T  6r> 

7  I  T 

At  *^  ^ 

161 

212 

■7-JT'8 

162 

'?2'?-6 

7  T  7 

t6^ 

214 

235  4 

T  /S/I 

7  T  C 

237-2 

3^9  0 

7  T  ^ 

239  0 

t66 

5y^  ° 

7  T  7 

J,i[\J  0 

lU/ 

-2  "2  "7 '6 

218 

242*6 

1  uo 

11  A'  A 

334  4 

Z  I  w 

244*4 

T  f\C\ 

33*-' 

7  70 
zz<^ 

246*2 

170 

33"  0 

221 

248*0 

T  7  T 
1/  1 

339  ° 

777 
zz  z 

249  0 

T  7'? 

-2,1  T  "6 

77  7 
ZZ^ 

25 1  *6 

T  7 

■2/1  -2-/1 

343  4 

ZZ/f. 

253*4 

T  7  /I 
174 

345  ^ 

ZZ  ^ 

255'2 

T  7  C* 

175 

347  0 

0  A 

257-0 

1  /U 

-2/18-8 

707 
z^/ 

250  0 

T  77 

'■11 

-2  cn-6 

27R 

178 
1/0 

•2C2'A 

229 

n(-\n  •  yl 

202  4 

T  7n 

1tA"l 
JD4 

-7  "20 

264*2 

-2  c6*r> 
3d'-'  '-' 

-2  71 

181 

182 

2-2-2 

269  6 

■26 1  -A 
j^'  4 

7  -2/1 

J4 

271-4 

-26-2-7 
j'-'j  ^ 

7  3  C 

•'3d 

273-2 

105 

ifi  C  O 

7  -26 

275  0 

186 

366-8 

2-27 

187 

^68-6 

2-^8 

£.  1  0  U 

188 

-270-4 

0  XO«  A 

189 

240 

190 

■?7A  0 

241 

TQI 

375-8 

24.2 

Zo^  0 

192 

-277-6 
Oil 

ZO /  U 

ji  J  ^ 

7/1/1 

289-4 

194 

381-2 

245 

291-2 

195 

383-0 

246 

293-0 

196 

3848 

247 

2948 

197 

386-6 

248 

296-6 

198 

388-4 

249 

298-4 

199 

390-2 

250 

300-2 

200 

392-0 

251 

3020 

20  r 

393-8 

252 

303-8 

202 

395-6 

253 

305-6 

203 

397-4 

254 

307-4 

204 

399-2 

255 

3092 

205 

401-0 

256 

°  Fall. 

°  Cent. 

°  Fah. 

402-8 

257 

494-6 

404-6 

258 

496-4 

406-4 

259 

498-2 

408-2 

260 

5000 

410-0 

261 

501-8 

411-8 

262 

503-6 

413-6 

263 

505-4 

415-4 

264 

507-2 

4172 

265 

509-0 

419-0 

266 

5108 

420-8 

267 

512-6 

422-6 

268 

514-4 

4244 

269 

516-2 

426  2 

270 

5180 

428-0 

271 

519-8 

429-8 

272 

521-6 

431-6 

273 

523-4 

433"4 

274 

525-2. 

435-2 

275 

527-0 

437-0 

276 

528-8 

4388 

277 

530-6 

440-6 

278 

532-4 

442-4 

279 

534-2 

444-2 

280 

536-0 

446-0 

281 

537-8 

447-8 

282 

539-6 

449-6 

283 

541-4 

451-4 

284 

543-2 

4532 

285 

5450 

455-0 

286 

546-8 

456-8 

287 

5486 

4586 

288 

550-4 

460-4 

289 

552-2 

462-2 

290 

554-0 

464  0 

291 

555-8 

465-8 

292 

557-6 

467-6 

293 

559-4 

469-4 

294 

561-2 

471-2 

295 

5630 

473-0 

296 

564-8 

An  A  -8 
4/4  " 

707 

566-6 

4766 

298 

568-4 

478-4 

299 

570-2 

480-2 

300 

572-0 

482-0 

301 

5738 

4838 

302 

575-6 

485-6 

303 

577  4 

487-4 

304 

579-2 

489-2 

305 

581-0 

491-0 

306 

582-8 

492-8 

307 

584.6 

APPENDIX. 


691 


Conversion  of  Degrees  on  the  Centigrade  Thermometer  into  those 

of  Fahrenheit's  Scale. 


[Continued.'] 


°  Cent. 

°  Fah. 

°  Cent. 

°  Fah. 

°  Cent. 

°  Fah. 

°  Cent. 

°  Fah. 

308 

586-4 

333 

63 1  "4 

358 

676-4 

704-4 

1300 

588-2 

334 

633"2 

359 

678-2 

760 

1400 

310 

590-0 

335 

635-0 

360 

680  0 

800 

1472 

311 

591-8 

336 

636-8 

370 

698 

815-6 

1 500 

312 

593'6 

337 

638-6 

371-1 

700 

871-I 

1600 

313 

595  "4 

338 

640-4 

380 

716 

900 

1652 

314 

5972 

339 

642  2 

390 

734 

926-7 

1700 

315 

599-0 

340 

644-0 

400 

752 

982-2 

1800 

316 

6oo-8 

341 

6458 

410 

770 

1000 

1832 

317 

602-6 

342 

647-6 

420 

788 

10378 

1900 

318 

604-4 

343 

649-4 

426-7 

800 

1093-3 

2000 

319 

6o6-2 

344 

651-2 

430 

806 

1 100 

2012 

320 

6o8-o 

345 

653-0 

440 

824 

1 148  8 

2100 

321 

609-8 

346 

654-8 

450 

842 

1200 

2192 

322 

6ir6 

347 

6566 

460 

860 

1300 

2372 

323 

613-4 

348 

658-4 

470 

878 

1400 

2552 

324 

615-2 

349 

660-2 

480 

896 

1500 

2732 

325 

617-0 

350 

662-0 

482-2 

900 

1600 

2912 

326 

6i8-8 

351 

663-8 

490 

914 

1700 

3092 

327 

6206 

352 

665-6 

500 

932 

1800 

3272 

328 

622-4 

353 

667-4 

537-8 

1000 

1900 

3452 

329 

624-2 

354 

669-2 

593'3 

1 100 

2000 

3632 

330 

626-0 

355 

67 10 

600 

1112 

2100 

3812 

331 

6278 

356 

672-8 

648-9 

1200 

2200 

3992 

332 

629-6 

357 

674-6 

700 

1292 

2300 

4172 

Without  Correction  for  o'' 


°  C.  Contain  °  P. 


1-8 

2  = 

3-6 

3  = 

5-4 

4  = 

7-2 

5  = 

9-0 

6  = 

IO-8 

7  = 

I2'6 

8  = 

14-4 

9  = 

16-2 

°  F.  Contain  °  C. 


I 

0-55 

2 

rii 

3 

1-66 

4 

2-22 

5 

2-77 

6 

3'33 

7 

3-88 

8 

4-44 

9 

5'oo 

Y  Y  2 
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Table  of  the  Pressure  of  Aqueous  Vapour  expressed  in  Inches  of 
Mercury,  at  32°  F.,  for  each  degree  F.  between  0°  and  100°. 
From  Dixon's  '  Treatise  on  Heat'  (p.  257).  Regnault. 


Temp. 
°P. 

Inches  of 
Mercury. 

Temp. 

0  p 

Inches  of 
Mercury. 

Temp 
0  J,- 

Inches  of 
Mercury, 

Temp. 
°  F. 

Inches  of 
Mercury. 

0 

0-0439 

26 

0-1395 

51 

0-3742 

76 

08964 

I 

0-0459 

27 

0-1457 

52 

0-3882 

77 

09266 

2 

0-048 1 

28 

0-1522 

53 

0-4026 

78 

09577 

3 

0-0503 

29 

0-1589 

54 

0-4175 

79 

0-9898 

4 

0-0526 

30 

0-1660 

55 

0-4329 

80 

I  0227 

5 

0-0551 

31 

0-1733 

56 

0-4488 

81 

1-0566 

6 

0-0576 

32 

0*1810 

57 

0-4653 

82 

10915 

7 

0-0603 

33 

0 1883 

58 

0-4822 

83 

1-1274 

8 

0-0630 

34 

0-1959 

59 

0-4997 

84 

1*1643 

9 

00659 

35 

0-2038 

60 

0-5178 

85 

1*2023 

10 

0-0689 

36 

0  2119 

61 

05364 

86 

1-2413 

II 

0*0721 

37 

0  2204 

62 

0-5556 

87 

1*2815 

12 

^8 

0'229I 

63 

o'5755 

88 
89 

1-3228 

13 

00788 

39 

0  2381 

64 

0-5959 

13652 

14 

0  0823 

40 

0-2475 

65 

0-6170 

90 

1-4088 

15 

o'o86i 

41 

0*2571 

66 

0-6388 

91 

1-4537 

16 

0-0899 

42 

02672 

67 

0-6612 

92 

1*4998 

17 

0-0940 

43 

0-2775 

68 

0-6843 

93 

1-5471 

18 

0-0982 

44 

02882 

69 

0-7081 

94 

1*5958 

19 

0-1027 

45 

0-2993 

70 

0-7327 

95 

1-6457 

20 

0-1073 

46 

0-3108 

71 

0*7580 

96 

1-6971 

21 

0-  II 2 1 

47 

0-3226 

72 

0-7841 

97 

1-7498 

22 

0-1171 

48 

0-3349 

73 

0*8109 

98 

1-8039 

23 

0-1223 

49 

0-3476 

74 

0-8386 

99 

1-8595 

24 

0-1278 

50 

0-3607 

75 

0-8671 

100 

1-9170 

25 

01 335 

Pressure  of  Aqueous  Vapour  in  Millimetres  of  Mercury  for  each 
degree  C.  between  0°  and  35°  [Regnault). 


0 

Mm. 

0 

0 

4-600 

12 

I 

4-940 

13 

2 

5-302 

14 

3 

5-687 

15 

4 

6097 

16 

5 

6-534 

17 

6 

6-998 

18 

7 

7-492 

19 

8 

8017 

20 

9 

8-574 

21 

10 

9-165 

22 

II 

9-792 

23 

Mm. 


10-  457 

1 1-  162 
1 1  908 
12*699 

13-536 
14  421 

15-  357 

16-  346 

17-  391 

18-  495 

19-  659 

20-  J 


0 

Mm. 

24 

22*184 

25 

23-550 

26 

24*988 

27 

26-505 

28 

28101 

29 

29  782 

30 

31-548 

31 

33406 

32 

35-359 

33 

37  41 1 

34 

39565 

35 

41827 

INDEX. 


Absolote  measures  of  electro-magnetic 

quantities,  655 
Absorption  bands  of  the  spectrum,  187 
, ,        of  heat,  affected  by  surface,  327 
,,  proportional     to  ra- 

diating powers,  328 
, ,        of  light,  connexion  with  chemi- 
cal composition,  178 
Achromatic  lenses,  180 
Acids,  general  characters  of,  6,  8,  note 
Action,  adhesive,  73 
„      capillary,  75 
,,      cohesive,  69 

,,      of  water,  aided  by  heat  and  pres- 
sure, on  crystallization,  130 
,,      some  varieties  of  molecular,  47 
Adhesion,  73 

between  liquids,  85 
,,       of  gases  to  liquids,  J04 
of  gases  to  solids,  106 
influence  of  surface  on,  80 
„      of,  on  boiling  point, 

*j-  ^     .  379 

A  diathermic,  or  athermanous  bodies,  334 

>?Esculin,  fluorescence  of,  213 
Affinity  (chemical  attraction),  5,  i  x 
Air,  compiessibility  of,  Regnault's  experi- 
ments, 51,  note 
„   compression  of,  evolves  heat,  350 
,,    dialysis  of,  119 
,,    expansion  of,  by  heat,  293 
„    gauges,  412 
,,    pressure  of,  62 
,,    pump,  52,  53 
,,       „     Sprengel's,  53,  119 

specific  heat  of,  354 
,,  thermometer,  294  . 
,,    water  and  mercury,  relative  weights 

of,'57,  note 
„   weight  of,  Prout's  and  Eegnault's 
results,  57 
Albumen,  use  of,  in  photography,  263 
Alcohol,  compressibility  of^  49 

,,       latent  heat  of  vapour  of,  389 
,,       vapour  density  of,  313 
Alkalies,  general  characters  of,  6,  7 
Alkaline  earths,  9 
Allotropy,  154  ^ 

Alloys,  conductivity  of,  for  electricity,  560 

M  of,  for  heat,  317 

Alteration  of  length  of  waves  of  light  by 
motion,  222 
,,       of  pitch  of  note  by  motion,  223 
Amalgam  for  electrical  machine,  462 
Amalgamated  zinc,  voltaic  use  of,  506, 521 


Amber,  its  electric  powers,  456 
Ammonium  bimalate,  crystals  of,  how 

modified,  132 
Ampere's  theory  of  electro- magnetism, 

618 

Analysing  plate  for  polarized  light,  238 

prism,  Jellett's,  253 
Analysis,  chemical,  6 
Andrews,  experiments  on  liquefaction  of 
gases,  415 

Angle  of  incidence  for  light  equal  to  angle 
of  reflection,  167 
,,     of  minimum  deviation,  r82 
Angstrom,  (iiffraction  spectrum,  228 
Anhydrides,  8,  note  • 
Animal  charcoal,  decolorizing  power  of,  80 
Anode,  zincode,  or  positive  pole,  573 
Anorthic  system  of  crystals,  147 
Antimony,  diamagnetism  of,  670 

its  thermo-electric  properties, 
656,  659 

Apjohn's  formula  for  wet-bulb  hygro- 
meter, 407 
Aragonite,  rings  in  polarized  light,  244 
Arago's  rotations,  647 
Are  (sq.  decametre),  40 
Areometer  (hydrometer),  46 
Armstrong's  hydro-electric  machine,  498 
Arnott's  ventilating  valve,  323 
Astatic  needles,  509 

Athermanous,  or  adiathermic  bodies,  334 
Atlantic  cable,  628,  note 
Atmolyser,  Graham's,  113 
Atmosphere,  decrease   of  density  with 
altitude,  67 
definite  limits  of,  69 
,,  pressure  of,  55,  62 

Atmospheric  electricity,  499,  503 

,,  lines  of  the  spectium,  185 

Atomic  classification  of  elements,  34,  35 
,,      heat,  358 
,,      theory,  22 

weights  distinguished  from  equi- 
valents, 23 
„      weights  of  elements,  table  of,  24 
,)      relation   of,   to  specific 
heat,  357 
Atomicity  of  elements,  35 
Atoms,  5,  22,  29 

Attraction,  characters  of  chemical,  S,  9, 15 

,,         electrical,  456 

,,        magnetic,  446 

,,         order  of  chemical,  12 

„         varieties  of,  5 
Audibility,  limits  of,  343,  note 
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Aurora  borealis,  504 

Auroral  electric  discharge,  639 

Autotype,  264 

Axial  magnetic  position,  668 

Axie  of  a  crystal,  1 40 

BaIvANOE,  essential  parts  of,  41 
Baldwin's  phosphorus,  217 
B.inds  of  interlereiice,  227 
Barium,  spectrum  of,  196 
Barometer,  60 

,,        correction  of,  for  capillary  de- 
pression, 77 
,,        measurements  of  heights  by, 
69 

,,        water,  59 
Bases,  8,  note,  9 
Basyl,  9,  note 

Basylous  (electro-positive)  elements,  11 
Battery,  electrical,  478,  488 

,,       rotation  of,  round  magnet,  623 
,,       voltaic,  different  forms  of,  529 
Baum^'s  hydmmeter,  46,  note 
Beats  in  sound,  225 
Becquerel's  simple  voltaic  circuits,  528 
Biaxal  qrystals,  coloured  rings  of,  244 
,,     doubly  refracting  crystals,  232 
Bimalate  of  ammonium,  experiments  on 

crystals,  132 
Bismuth,  diaraagnetism  of,  670 

,,        thermo-electric  value,  656,  659 
Bohnenberger's  electroscope,  608,  note 
Boilers,  explosion  of,  spheroidal  state,  420 
Boiling  point,  effect  of  pressure  on,  381 
measurement  of  heights  by, 
382 

mode  of  observing,  378 
raised  by  adhesion,  379 
,,  raised  by  salts  in  solution, 

380 

Boiling  points,  table  of,  377 
Boiling,  process  of,  378 
Bologna  stone,  217 
Boracic  acid,  spectrum  of,  T87,  190 
Boyle's  law  of  elasticity  of  gases,  49 
,,       ,,   failure  of,  at  great  pressures, 
50,  note,  413 
Brass,  specific  heat  of,  349 
Breguet's  pyrometer,  301 
Brittleness,  71 

Bromine,  absorption  bands  in  spectrum 
of,  186 

Budde,  action  of  light  on  chlorine,  255 
Bunseu's  ice  calorimeter,  435 

Cables,  electric,  627 
Caesium,  discovery  of,  by  spectroscope, 
194 

,,        spectrum  of,  196 
Cagniard  de  La  Tour,  experiments  on  va- 
pours, 413 
Calcium,  carbonate  of,  dimorphous,  153 
,,       salts  of,  solubility  diminished  by 

heat,  83 
,,       spectrum  of,  196 
Calc  spar,  expansion  of,  by  heat,  289 


Calc  s)jar,  rings  of  polarized  light  in,  243 
Calorific  equivalents  of  elements,  426,  439 
,,  ,,         indirect  calculation 

of,  432 
Calorimeter,  Bunsen's,  435 

,,         mercurial,  434 

,,         water,  423,  427 
Calotype  process,  21;  9 
Canton's  phosphorus,  216 
Caoutchouc,  its  adhesive  power,  74 

,,         its  absorption  of  gases,  1 19 

,,         passage  of  gases  through,  119 
Capacity  for  heat,  347 
Capillarity,  75 

Capillary  action,  force  exerted  by,  78 
,,       depression  of  mercury,  77 

Carbon,  dimorphism  of,  152 

Carbonate  of  calcium,  dimorphism  of,  153 

Carbonic  anhydride,  liquefaction  of,  409 
,,  ,,         solidification  of,  410 

,,       disulphide,  use  in  plating,  604 

Cassia,  oil  of,  dispersive  action  on  spec- 
trum. 1 80 

Cast-iron,  melted,  handled  with  impunity, 
421 

Cathetometer,  60,  note 

Cathode,  platinode,  or  negative  pole,  573 

Cements,  74 

Centigrade  thermometer,  295 
Centimetre,  39 

Charcoal,  absorbent  action  of,  on  gases, 
107 

,,       surface  action  of,  80 
Chemical  actions  suspended  by  voltaic, 
576 

,,        action  of  light,  254 

,,        affinity,  5,  i  r,  note 

,,        analysis,  6 

,,        attraction,  characters  of,  9 

,,        electrical  theory  of, 
595 

,,  ,,        order  of,  12 

,,        combinatioi.,  laws  of,  16 

compoundsP  irmed  by  substitu- 
tion, 14 
,,        equivalent,  18,  22 
,,        formulae,  26 

precedes  voltaic  action,  517 
,,        properties  of  a   body  distin- 
guished from  physical,  3 
,,        rays,  extinction  of,  278 
Chemistry,  its  object,  i 
Chimuey,  draught  of,  322 
Chloi-ate  of  potassium  formed  by  electro- 
lysis, 593 
sodium,  polarizing  power  of, 
246 

,,  „      artificially  hemihe- 

dral,  132 

Chlorine,  action  of  light  on,  255 
Chloroform,  compressibility  of,  49 
Chlorophane,  phosphorescence  of,  159 
Chlorophyll,  fluorescence  of,  213 
Chlorous  (electro-negative)  elements,  11 
Chromium,  salts  of,  dichromic,  1 79 
magnetic,  669 
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Chromospliere,  the,  206 
Chrysotype,  265 
Circuit,  voltaic,  507 

Circuits  with  one  metal  and  two  liquids, 
527 

Circulation  of  water  by  heat,  321 
Cleavage  of  crystals,  136 
Cobalt,  magnetism  of,  450 
Coffey's  still,  394 
Cohesion  figures,  86 

general  nature  of,  5)  69 
,,       influem  e  of  heat  on,  72 
,,       mode  of  measuring,  69 
,,       of  liquids,  79 
,,       of  solids,  70 
Cold,  apparent  reflection  of,  330 
,,     intense,  production  of,  368,  412 

produced  by  electric  currents,  661 
,,  ,,  eva|ioration,  385 

Collodion,  preparation  of,  261 

,,        used  in  photography,  261 
Colloids,  96 

Coloured  flames,  spectra  of,  i8i,  189 
,,       rings  "of  polarized  light,  242 
,,      rotatoiy  (circular)  polarization, 
246 

,,       solutions,  spectra  of,  179 
,,       tests  for  acids,  6 
Colours,  complementary,  r78 

Newton's  theory  of,  177 
,,      of  polarized  light,  237 
,,      of  thin  plates,  228 
Comazants,  503 

Combination  distinguished  from  mixture, 
10 

,,■         by  volume,  28 

Combining  proportions  or  ratios,  and 
equivalents,  19,  20 

Compass,  mariner's,  445 

Complementary  colours,  178 

Compound  bodies  distinguished  from  ele- 
ments, I 

Compounds  formed  by  substitution,  I4 
Compressibility  of  gases,  50 

,,  of  liquids,  49 

Concave  mirror,  principle  of,  169 

,,  ,,     reflection  of  heat  by,  327 

Condensation,  extempore  arrangements 

for,  393 
Condenser,  electric,  477 
„       Lifcbig's,  392 
,,       of  Ruhnikoi-ff's  coil,  637 
Condensing  syringe,  56 
Conducting  wire  of  voltaic  circuits  acts 
on  the  magnet,  507 
,,  ,,     voltaic,  magnetism  of, 

613 

,,         wires,  mutual  actions  of,  619 
Conduction  of  heat,  influence  of  structure 
on,  319 
,,  ,,    in  crystals,  320 

Conductivity  of  crystals,  320 

,,  of  bodies  for  heat,  317 
„  voltaic,  of  liquids,  562 
,,  ,,       of  metals,  557,  559 

Contact  of  metals,  electric  excitement,  515 


Contact  of  metals,  not  necessary  to  voltaic 

action,  526 
Convection  of  electricity,  494,  571 
of  heat,  32 1 
„        voltaic,  571 
Convex  lens,  i  73 

Cooling,  law  of,  by  radiation,  332 

,,      power  of  gases,  561 
Copper,    chloride,    spectrum    of,  187, 
190 

,,      electrolytic,  deposit  of,  524 
,,      sheathing,  voltaic  protection  of, 
525 

Cornish  boiler,  319 

Correction  of  gases  for  pressure,  65 

,,  ,,         temperature,  305 

„       for  weighings  in  air,  47 

Coulomb's  electrometer,  459 

Counter-currents,  voltaic,  530 

Crith,  the,  28 

Critical  point,  415 

Crown  of  cups,  Volta's,  515 

Cryohydrates,  126 

Cryophorus,  386 

Crystalline  form  developed  by  solution, 
135 

,,         structure,  developed  by  heat- 
ing and  cooling,  1 35 
Crystallization,  127 

„  change  of  volume  during, 

133 

light  emitted  during,  160 
purification  of  salts  by, 
130 

,,  sudden,  131 

,,  supposed     influence  of 

light  on,  254 

Crystalloids,  96 
Crystals,  axes  of,  140 
,,        biaxal,  232,  244 
,,       broken,  re;iaration  of,  133 
,,       classification  of,  141 
,,       cleavage  of,  136 
,,        doubly  refracting,  expansion  of, 
by  heat,  289 
how  modified  during  formation, 
132 

,,       how  procured,  128 
,,       modification  of,  Pasteur's  expe- 
riments  on,  132 
primary  and  secondarv  forms  of, 
<36 

,,       principal  section  of,  232,  note 

,,       structure  of,  1 36 

„       symmetry  of,  139 

,,       uniaxal,  232,  242 
Cupping-glass,  action  of,  63 
Current  affinity,  596 

,,     voltaic,  519 
Curves  of  pressure  of  condensed  gases, 
417 

Cylinder  electrical  machine,  470 

Daouerreottpk,  266 
Dalton's  atomic  theory,  22 

„      law  of  pressure  of  vapours,  398 
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Daniell's  hygrometer,  406 
,,       pyrometer,  301 
,,       voltaic  battery,  53  c! 
Declination  or  variation  of  a  magnet,  452 
Deep  sea  sounding,  68,  note 

M  _  >,       thermometer  for,  298 

Definite  proportion,  law  of,  16 
De  La  Rue  and  Miiller's  chloride  of  silver 

battery,  610 
Deluc's  pile,  607 
Density,  41 

,,      of  atmosphere,  decrease  of,  with 

altitude,  67 
,,      of  gases,  determined  by  effusion, 

114 

>»  «  M  weighing, 

306 

of  liquids,  43 
of  powders,  45 
,,      of  solids,  44 

lighter  than  water,  45 
of  soluble  solids,  45 
,,      of  vapours,  310 
,,      of  vapour  of  potassium,  315 
Desiccation  of  gases,  109 
Deville  and  Troost,  process  for  density  of 

vapours,  314 
Dew,  theory  of,  330 

,,    point,  405 
Diactinic  bodies,  271 
Dialysis,  96 

,,      of  gases,  119 
Diamagnetism,  669 

a  polar  force,  676 
effect  of  structure  on,  674 
„  influenced    by  chemical 

function,  674 
Diaphragms,  use  of,  in  voltaic  battery,  533 
Diathermancy,  influence  of  structure  on, 
340 

of  gases  and  vapours,  338 
,,  of  solids  and  liquids,  337 

Diathei-mic  bodies  bad  radiators,  34 1 

or  diathermanous  bodies,  334 
Dichromic  media,  spectra  of  solutions,  179 
Dido  struck  by  lightniug,  500 
Didymium,  spectr  um  of  solutions  of,  179 
Dielectrics,  459,  467 
Differential  galvanometer,  555 
thermoscope,  295 
,,  ,,       radiant  heat  mea- 

sured by,  330 
Diffusion,  Dalton's  theory  of,  J24 

,,       decomposition  of  double  salts 
by,  92 
of  gases,  109 

accelerated  by  heat, 

113 

of  liquids,  laws  of,  87,  89 
separation  of  gases  by,  1 1 2 
„       of  B.ilts  by,  91 
,,       volume  of  a  gas,  1 1 1 
Dilatation,  increasing  ratio  of,  with  rise 

of  temperature,  299 
Dimetric  (pyramidal)  system,  144 
Dimorphism,  152 


Dimorphism,  influence  of,  on  heat  of  com- 
bination, 429 
,,         influence  of  temperature  on, 
152 

Dipping-needle,  452 
Dischargiug-rod,  478 
Disguised  electricity,  466 
Dispersion  of  light  in  lipectrum,  180 
pisplaceable  hydrogen,  8,  note 
Displacement  by  chemical  action,  12 
Disruptive  electric  discharge,  488 
Dissected  battery,  539 
Dissection  of  crystals  by  solvents,  135 
Dissipation  of  energj%  680 
Dissociation,  112,  note 
Distillation,  391 
Divisibility  of  matter,  4 
Dodecahedron,  reialioD  to  the  cube,  142 
Double  diaphragm  voltameter,  579 

,,     decompositio  n,  33 

,,     refraction,  230 

,,     weighing,  41 
Doubly  oblique  system  of  crystals,  147 
Dry  piles,  607 
Ductility,  71 

Dumas'  method  of  taking  density  of 

vapours,  312 
Dyad  elements,  34 

Earth,  conducting  power  of,  for  currents, 
625 

,,     magnetism  of,  451 
Earth's  orbit,  diameter  of,  220 
Ebullition,  377 

Effusion  of  gases  and  liquids,  114 
Elasticity,  law  of,  48 
,,       of  gases,  50 
,,       of  liquids  and  solids,  48,  49 
Electric  arc,  565 

,,      attraction  and  repulsion,  457 

,,      balance,  482 

,,     battery,  478,  488 

„      brush,  493 

,,     cable,  627 

,,        ,,    delay  of  signals  in,  628 
,,     .charge,  dissipation  of,  493 
,,         ,,      distribution  of,  467 
,,      condenser,  477 
,,      conduction,  485 

in  gases,  564 
in  liquids,  562 
in  solids,  554,  564 
conductors,  458 
convection,  494 

currents,  direct  and  inverse,  632, 
645 

mutual  actions  of,  619 
primary  and  secondary, 

632,  64S 
„      discharge,  485 

,,         in  rarefied  gases,  mag- 
netic actions  on,  641 
distribution  of  charge,  467 
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„     eel,  663 
,,     induction,  464 


spread  of,  475 
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Electric  insulators,  458 

,,      kite,  Frunklin's,  499 

lamp,  567,  note 
,,      machines,  470,  471 

machine,  Holtz's,  474 
„      repulsion  traced  to  induction,  472 
,,      resistance,  Brit.  Assoc.  Standard, 

550,  note 
,,      shock,  478 

spark,  spectra  of,  187,  ■276 
,,         „     various  forms  of,  493 
,,      telegraph,  624  et  seq. 

theories,  462 
, ,      theory  of  chemical  attraction,  595 
Electricity,  animal,  662 

,,        atmospheric,  499 

„  Palmieri's  ob- 

servations on, 
501 

disguised,  466 

from   chemical   action,  497, 
517 

,,         from  contact  of  metals,  515 

from  friction,  461 

from  heat,  496 

from  pressure,  495 

measures  of,  481 

of  vapour,  497 
,,        quantity  required  for  chemical 
decomp(JSitioD,  606 

resinous  or  negative,  457 
,,         sources  of,  495 

specific,  ,596 
,,         static  and  voltaic  compared, 
606 

tension  of,  469 
,,         two  kinds  of,  456 
,,         vitreous  or  positive,  457 
,,         voltaic,  506 
Electrics,  461 

Electro-chemical  order  of  elements,  523 
Electrode,  572 

Electro-dynamic  cylinder,  618 
Electrolysis,  572 

by  ordinary  machine,  606 
definite  amount  of,  575 
,,     direction  of,  573 
„         laws  of,  572 

of  basic  salts,  583 
,,         of  monobasic  salts,  582 

of  polybasic  salts,  582 
„         of  salts,  578 
,,         secondary  results  of,  590 
,,        supposed  generation  of  acid 
by,  581 
variation  in  facility  of,  576 
Electrolyte,  572 

Electrolytes,  table  of  classes  of,  582 
Electrolytic  decomposition  of  gases,  643 
Electro-magnetic  action,  law  of,  6n 
,,       rofations,  622 
magnetism,  laws  of,  616 
»>  „       Ampere's   theory  of. 

618 

magnets,  how  formed,  614 
Electrometer,  balance,  482 


Electrometer,  Coulomb's,  459 

Lane's  discharging,  482 
Peltier's,  460 
quadrant,  477 
Thomson's  quadrant,  461 
Electro-motive  force,  521 

,,  „    how  measured,  552 

Electrophorus,  473 
Electro-gilding,  605 
„     plating,  603 
,,     platinizing,  605 

positive  and  electro-negative  ele- 
ments, ir,  523 
Electroscope,  457 

IJohnenberger's,  608,  note 
„         gold-leaf,  459 
,,        single  gold-leaf,  520 
Electrotype  moulds,  600 

,,      or  voltatype,  598 
Electrotyping  of  non-conductors,  601 
Electrovection,  587 
Electro-zincing,  602 
Elements,  atomicity  of,  35 

electro  positive    and  electro- 
negative, ir,  523 
,,       non-tiietallic,  list  of,  2,  note 
,,       popular  and  chemical,  i 
,,       table  of  equivalency  of,  35 
Elephant,  strucU  by  lightning,  499 
Endosmose,  electrical,  587 
Endosmosis  of  gases,  118 
,,         of  liquids,  93 
Energy,  dissipation  of,  680 
,,      indestructible,  f^jg 

quantity  of,  dtfinite,  678 
,,      transformations  of,  679 
Engraving,  pi)otographic,  263 
Equatorial  magnetic  position,  668 
Equi-diiTusive  salts,  90 
Equilibrium  of  temperature,  315 
Equivalency  or  atomicity  of  elements,  34, 
35 

Equivalent,  chemical,  18,  20,  23 

,,        proportions,  law  of,  18 
Ether,  compressibility  of,  49 
,,      latent  heat  of,  389 
,,      pressur  e  of  vapour,  398,  414 
Etiolation  of  plants,  257 
Evaporation  from  saline  solutions,  403 
,,         from  solids,  400 

influence  of  pressure  on,  402 
,,  ,,       of  surface  on,  401 

,,         limit  of,  400 
,,         of  mixed  liquids,  403 
,,         spontaneous,  404 
Exhausting  syringe,  52 
Exosmosis  of  liquids,  93 
Expansion  by  heat,  formula  for  calculat- 
ing, 300,  vote 
„  „        of  gases,  293 

,,  ,,        of  liquids,  290 

,,  ,,       of  solids,  289 

,,  ,,       practical  uiiplications 

"f,  303 

„  pressure  exerted  by, 
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Expansion  of  bodies  in  soliclifying,  133 
Extraordinary  ray  of  light,  231 

Factors,  Greenwich,  for  wet-bulb  hy- 
grometers, 408 
Fahrenheit's  thermometer,  295 
Faraday's  theory  of  electric  induction, 
466 

,,         heavy  glass,  magnetic  polariza- 
tion by,  665 
Ferricyanide  of  potassium,  electrolytic 

production  of,  593 
Fire-ballf)on,  322 
Fire-fly,  159 

Fixed  lines  in  spectrum,  182 

, ,     points  of  thermometers,  295 
Flame,  diamat,'netic,  671 

its  action  in  dispersing  electricity, 
493 

,,     measurement  of  its  temperature, 
657 

,,     voltaic  currents  in,  565 
Flow  of  liquids  through  capillary  tubes, 

100  et  scq. 
Fluidity,  heat  of,  367 
Fluids,  viscosity  of,  71 
Fluorescence,  212 

,,         mode  of  testing  body  for, 
214 

Fluorescent  rays,  inactive  spaces  in,  184 

spectra,  275 
Focus  of  mir  ror  or  lens,  169,  173 
Force,  unit  of,  40 
FormiiL-B,  cliemical,  26 
Franklatid  and  Lookyer,  experiments  of, 
on  spectra  of  gases  under  different 
pressures,  204 
Franklin's  liylitning  conductors,  499 

,,        electrical  theory,  462 
Fraunhofer's  lines  in  the  solar  spectrum, 
182 

„    Kirchhoffs  theory  of. 

Freezing-machine  by  ammonia,  387,  note 
by  ether,  386,  note 
by   sulphurous  anhy- 
dride, 388,  note 
mixtures,  368 

of  mercury  in  red-hot  capsule, 
421 

of  water  in  vacuo,  386 
point  of  water  lowered  by  salts, 
371 

,,       lowered  by  pressure,  370,  note 

pr  ocess  of,  372 
„       separation  of  impurities  during 
process,  125 
French  weights  and  measures,  38 
Friction,  73 

,,       development  of  heat  by,  283 
Frog,  Galvani's  experiment  on,  505 
Fusible  metal,  expands  on  solidifying, 
134 

Fusing  points,  how  affected  by  pressure, 
370,  note 

,,  of  mixtures  lower,  369 


Fusing  points,  table  of,  369 

))  ,,     why  fixed,  368 

Fusion,  change  of  volume  on,  134 

Gallon,  imperial,  defined,  38 
Galvanism,  505 
Galvanometer,  astatic,  510 

„  differential,  555 

, ,         how  grad  uated,  511,  note 

,,         principle  of,  509 

tauLjent,  612 
„         Thomson's  reflecting,  5r I 
Galvano-plastics,  598 
Gas  battery.  Grove's,  530 
„    holder,  64 
Gases,  absorption  of,  by  charcoal,  107, 108 
,,     adhesion  of,  to  I  quids,  104 
,,  to  solids,  106 

,,      coefficient  of  absorption  of,  104 
,,       condensed,  table  of,  416 
„      conductivity  of,  for  heat,  318 

convection  in,  322 
,,      cooling  effec  s  of,  318,  561 
,,      coiTection  of,  for  pressure,  65 
„  „  for  temperature,  305 

„      density  of,  determined  by  efifusion, 

114 

»  M  >,      weighing,  306 

,,      desiccation  of,  109 
,,      diamagnetism  of,  670 
,,      diatheimancy  of,  338 
,,      differ  in  electric  insulation,  492 
,,       diffusion  of,  109 
,,       effusion  of,  r  14 
,,      elasticity  of,  50 
,,      electric  induction  uniform  in,  484 
,,      expansion  of,  Uy  heat,  293 
,,      experiments  of  Andrews  on,  415 
,,      liquefaction  of,  409 
,,      occlusion  of,  l)y  metals,  122 
,,      passage  of,  through  diaphragms, 
117 

,,      passage  of,  through  caoutchouc, 
119 

,,      passage  of,  through  metallic  septa, 
1 20 

refractive  powers  on  light,  table 
of,  172 

,,      sepaT-ation  of,  by  diGfusion,  112 

,,      soliilification  of,  417 

,,      solubility  of,  104,  106 

,,      specific  heat  of,  355 

„      transpirahility  of,  116 

,,      voltaic  conductivity  of,  565 
Gassiot's  electric  cascade,  639 

,,       water  battery,  609 
Gauge  of  air  pump,  59 
Gauges  for  coin[)ressed  gases,  412 
Gay-Lussac's  method  of  taking  density 

of  vapours,  310 
Glaciers,  theory  of  their  motion,  374, 

note 

Glaisher's  factora  of  wet-bulb  hygrometer, 
408 

Glass,  absorptive  action  of,  on  radiant 
heat,  336 
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Glass,  compressed,  effects  of,  on  polarized 
light,  245 

„     conducts  electricity  at  red  heat,  564 
expansion  of,  by  heat.  290,  300, 
313,  note 
„     specific  lieat  of,  349 
,,     unannealed,  action  of,  on  polarized 
light,  24S 
Glow-worm,  159 
Gold,  divisibility  of,  4 
Goniometers,  137 

,,  VVollaston'a  reflecting,  138 

Gramme,  40 

Gramme's  magneto-electric  machine,  653 
Graphic  formulifi,  36 
Gravitation  unit,  41 

Gravity  diminishes  towards  equator,  37 
how   applied  to    standards  of 

weight,  37 
specific  (see  Density),  42,  note 

Ground  ice,  332,  note 

Grove's  voltaic  battery,  534 

Gulf  Stream,  325 

Gntta-percha  insulator  for  electric  cable, 
627 

Gymnotus,  663 

Habdness,  Mohs'  scale  of,  7  r 
Heat  absorbed  duiiiig  evaporation,  375 
,,         ,,  ,,     solution  of  salts, 

442 

,,    amount  of,  radiated  from  the  sun, 

282,  326,  366 
,,    atomic,  358 

,,    conduction  of,  in  solids,  316 

,,    conductivity  of,  varies  in  different 

directions,  319 
convection  of,  321 
,,    developed  by  voltaic  current,  507, 

561 

,,    distinguished  from  temperature,  288 
distribution  of,  in  spectrum,  216 
effects  of,  on  soluiion,  83 

,,  evolved  by  action  of  acids  on  bases, 
440 

,,  »  by  combination  with  chlo- 
rine, bromine,  and  iodine, 
428 

,,     by  combination  with  oxygen, 
426  ♦ 
„        ,,     by  friction,  283 

,,     by  metallic  precipitations, 
437 

,,         ,,     by  percussion,  285 
,,         ,,     during  combustion  of  com- 
pounds, 431 
j>  decomposition,  430 

>>  „     moistening,  286 

M         ,,         ,,     solldiHcation,  375 
»         I,  solution ol  gases,  443 

,,    in  combining  definite,  421 
,,    general  effects  of,  281 
,,    influence  of  on  cohesion,  72 
,,    latent,  365 

,,      of  gases,  387 
„       ,,      of  liquids,  367 


Heat,  latent,  of  steam,  390 
„      of  vapours,  387 
,,    loss  of,  prevented,  319 
,,    measurement  of,  293  et  seq. 
,,    mechanical  equivalent  of,  283 
,,  ,,         theory  of,  286 

,,    molecular,  of  compound  bodies,  361 
,,    of  combination,  experiments  of  An- 
drews on,  423 
,,  experiments  of  Favre, 

425 

,,    of  electrical  discharge,  486 
,,    of  interior  of  earth,  286 
,,    of  voltaic  circuit,  571 
,,    opposed  to  cohesion,  72 
,,    radiant,  absorption  of,  327 
,,       ,,       diffraction  of,  345 

,,        effect  of  screens  on,  334 
,,       ,,       polarization  of,  345 
,,       ,,       reflection  of,  326 
,,       ,,       refraction  of,  341 
,,        ,,       refrangibility,  change  of, 
344 

,,       ,,       relative   absorbability  of, 
333 

,,       ,,       repulsion  caused  by,  345 
,,       ,,       separation  of,  from  light, 
342 

,,    radiation  of,  326 

,,    sources  of,  282 

,,    specific,  346 

,,        ,,       how  modified,  349 

,,        ,,       modes  of  measuring,  347 

„        ,,       of  gases,  355 

,,  of  liquids  and  vapours  com- 

pared, 356 

,,  of  organic  liquids,  365 

»        )>  .>       solids,  364 

,,  of  solids  and  liquids  com- 

pared, 354 

,,        ,,       relation  of,  to  atomic  weight, 

.  357  _ 
,,       rise  of,  with  rise  of  tempe- 
rature, 353 
,,     transmission  through  screens,  334 
,,     unit  defined,  284,  427 
Heavy  glass,  dianiagnetism  of,  678 

,,  ,,  magnetic  polarization  by,  665 
Hectare,  40 

Heights,  measurement  of,  by  boiling  point, 
382 

Heliotype,  265 
Helix,  voltaic,  614 

Hemihedral  crystals,  artificial  production 
of,  133 

,,        forms  of  crystals,  143 
Henry's  induction  coils,  643 
Hexad  elements,  34 
Hexagonal  (rhombohedral)  system,  145 
High-pressure  steam,  383 
Holmes's  magneto-electric  machine,  651 
Holohedral  or  honiohedral  forms  of  crys- 
tals, 142 
Holtz's  electric  machine,  474 
Homogeneous  or  monochromatic  light,  1 78 
Homologous  bodies,  431,  note 
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Hot- water  oven,  376 

Huggins,  determination  of  motion  of  stars 

by  spectrum,  324 
Hydro-electric  macliine,  498 
Hydrogen,  cooling  effect  of,  on  red-hot 
wire,  561 

,,         unit  of  equivalents,  19 

,,         spectrum  of,  204 

,,         occlusion  of,  by  metals,  122 
Hvdrogeniuin,  123 
irydroiueter,  46 

Hygrometer,  iJaniell's  dew-point,  406 
,,  wet  bulb,  407 

Ice,  density  of,  134 
,,    expansion  during  formation  of,  133 
,,    formed  by  radiation  iti  India,  331 
,,    liquefaction  of,  by  pressure,  370,  note 

machines,  385,  note 
„    regelation  of,  373 

separation  of  salts  from,  in  freezing, 
125 

,,    speciBc  heat  of,  354 
Iceland  spar,  double  retraction  of,  250 
Ignited  gases,  spectra  of,  188 
Ignition,  colour  of  light  produced  by, 

Impressions  of  light  on  the  retina,  dura- 
tion of,  165 

Incandescence  not  combustion,  158 

Inclination  or  magnetic  dip,  452. 

Indestructibility  of  matter,  3 

„  of  energy,  679 

Index  of  refraction,  1 70 

Indium,  discovery  of,  by  spectrum,  195, 
196 

Induced  currents  from  Leyden  jar,  646 
Induction  coil,  635 

electric,  464 
,,       magnetic,  446 
,,        magneto  electric,  633 

photo-chemical,  255 
,,        specific,  483 
,,        volta-electric,  632 
Inductive  action  of  currents,  643 
Instrument,  telegraph,  629 
Insulating  power  of  gases  for  electricity, 

specific,  492 
Insulation,  electric,  458 
Intensity  of  earth's  magnetism,  453 
Inteiference  of  light,  226 

of  spectrum,  228 
of  undulations,  225 
Iodide  of  mercury,  dimorphism  of,  153 
Ions,  unequal  transfer  of,  585 

„     voltaic,  573 
Iron,  expansion  of,  by  heat,  300,  303 
,,   inactivity  of,  in  nitric  acid,  535 
,,   magnetic  induction  of,  446 
,,  specific  heat  of,  349,  353,  359 
,,   spectrum  of  202,  note 
,,  strui:ture  altered  by  vibration,  135 
Iiiodimorphous  bodies,  154 
Iso-electric  groups,  598 
Isomorphism,  148 
IsomorphouB  groups,  151 


Jansen,  observations  of  solar  promi- 
nences, 205 

Jellett's  analysing  prism,  2_i;3 

Joule,  experiments  of,  ou  mechanical 
equivalent  of  heat,  283 

Keeper  of  the  magnet,  450 
Kilogramme,  40 
Kilometre,  39 

Kirchhoflf,  specti-um  observations,  190 
,,       theory  of  Fraunhofer's  lines, 
199 

Ladd's  magneto-electric  machine,  653 
Lampblacl£,  absorption  of  radiant  heal  by 
334 

Land  and  sea  breezes,  325 

Latent  heat  (see  Heat,  latent),  365 

,,      phoiogr-aphic  image,  263,  266 
Lateral  electric  discharge,  486 
Law  of  electro-magnetic  action,  611 

,,    of  equivalent  proportions,  18 

,,    of  gaseous  diffusion,  1 1 1 

,,  ,,       volumes,  27 

,,    of  inverse  Squares,  166 

,,    of  multiple  proportions,  16 

,,    of  reflection  of  light,  167 

,,    of  refraction  of  light,  170 
Laws  of  chemical  combination,  16 

,,    of  diffusion  of  liquids,  89 
,,    of  electrolysis,  572 
,,    of  electro-magnetism,  616 
Lead  compounds  removed  from  solutions 
by  aniuial  charcoal,  81 

,,    peculiar  expansion  of,  by  heat,  289 
Left-handed  rotatory  polarization,  246 
Lengthening  of  bodies  while  sounding,  163 
Lens,  convex,  I  73 

Leslie's  apparatus  for  freezing  water,  386 

Leyden  jar,  477 

,,       ,,  theory  of  its  charge,  478 
,,       ,,  with  moveable  coatings,  478 

Lichtenberg's  electric  figures,  494 

Liebig's  condenser,  392 

Light,  action  of,  on  chlorine,  255 
,,  ■  anal)  sis  of,  by  absorption,  178 
,,      change  of  refrangibility,  212 
,,      chemical  effects  of,  254 
,,  ,,       relations  of,  157 

,,      diminishes  as  square  of  distance, 
166 

,,      dispersion  of,  180 

,,     double  refraction  of,  230 

,,      electric,  566 

emitted  during  crystallization,  160 
,,      frequency  of  its  undulations,  222 
,,      homogeneous,  178 
„      interference  of,  226 
,,      magnetic  polarization  of,  665 
,,      of  ignited  bodies,  colours  of,  159 
,,      polarized  (see  I'olarization),  232 
,,      pi'ismatic  anal3sis  of,  176 
,,      reflection  of,  167 
,,      refraction  of,  169 
, ,      retarded  in  more  refracting  media, 

221 
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Light,  scattering  of,  r68 

,,      sensitiveness,  dispersive,  i8o 
,,      sources  of,  158 
,,      tlieoi  ies  of,  160 

total  reflection  of,  173 
,,      velocity  of,  220 
Lightning  conductors,  499 

,,       effects  of,  exemplified,  499 
,,       identity  of,  with  electricity,  499 
Lime  and  its  compounds  less  soluble  in 

hot  than  in  cold  water,  83 
Limpidity  and  viscosity  of  liquids,  71 
Lines  of  spectrum,  influence  of  tempera- 
ture on,  203 
Liquefaction  of  gases,  409 

,  ,     experiments  of  An- 
drews On,  415 
Liquids,  adhesion  between,  85 
cohesion  of,  79 
compressibility  of,  49 
,,       conductivity  of,  for  heat,  318 

convection  in,  321 
,,      density  of,  43 
diffusion  of,  87 

efilux  of,  through  fine  tubes,  100 
expansion  of,  by  heat,  290 
,,       latent  heat  of,  367 
,,       rotatory  polarization  of,  249 
,,       transpiration,  influence  of  com- 
position on,  102 
,,      transpiration  of,  Poiseuille's  ex- 
periments on,  100 
,,       voltaic  conductivity  of,  562 
Lithium,  spectrum  of,  196 
Lithography,  photographic,  263 
Litmus  paper,  6 
Litre,  40 
Loadstone,  445 

,,        origin  of  its  magnetism,  455 
Local  action  in  vultaic  circuit,  521,  532 
Lockyer  and  Frankland,  experiments  of, 
on  spectra  of  gases  under  dif- 
ferent pressures,  204 
observations   of    solar  promi- 
nences, 205 
Lutes  and  cements,  74 

Magnet,  efiect  of  fracture  on,  447 

influence  of,  on  voltaic  arc,  623 
„       marked,  or  north  end,  445 
,,       rotation  of,  round  wire,  622 

Magnetic  attraction  and  repulsion,  446 
,,        batteries,  449 
„       curves,  445 
,,       declination  or  variation,  452 
,,       equator  of  the  earth,  453 
field,  668 

inclination  or  dip,  453 

induction,  446 
,,       intensity,  how  measured,  451 
,,       metals,  673 

, ,       needle  disturbed  by  aurora,  455, 
note,  504 
,,     effect  of  current  on,  507 
,,       polarization  of  light,  253,  665 
„       poles  of  the  earth,  452 


Mfignetic  storms,  454 
Magnetism  a  polar  force,  446 

,,         effect  of  heat  on,  450 

effect  of  friction,  &c.,  4S0 
induced  by  electric  currents, 

508,  614  _ 
not  observed  in  all  bodies,  668 
,,         of  liquid  of  voltaic  circuit,  509 
,,         of  the  earth,  451 
,,        permanent,  448 
,,        temporary,  446,  615 
Magnetization,     molecular  movements 

during,  615 
Magneto- electric  induction,  633 
,.  light,  651 

,,  ,,       machines,  649 

Magnets,  influence  of,  on  wires  conveying 
currents,  621 
,,       molecular  movements  in,  6'.  5 
,,       preparation  of,  448 
Malleability  and  ductility,  71 
Manganese,  magnetism  of  its  salts,  669 
,,         oxychloride,  absorptive  bands 
in  spectrum  of,  187 
Manometer,  60 

Map  of  portion  of  solar  spectrum,  184, 
201 

Mariner's  compass,  445 

Mariotte's  or  Boyle's  law,  49 

failure  of,  at 
great  pressures, 
50,  note,  413 

Matter  not  destroyed  by  chemical  action, 

.       .  . 

divisibility  of,  4 
,,     indestructible,  3 
Maximum  density  of  vapours,  399 
Measurement  of  heights  by  barometer,  69 
,,  „        by  boiling  point, 

382 

Measures  of  electro-magnetic  quantities, 

655 

Mechanical  theory  of  heat,  286 
Medium  for  light,  161 
Melloiii's  apparatus  for  radiant  heat,  335 
Melting-points,  constant,  368 

effect  of  pressure  on,  370, 

note 
table  of,  369 
Mercurial  calorimeter,  434 
,,       thermometer,  296 
„        trough,  65 
Mercury,  capillary  depression  of,  77 
compressibility  of,  49 
evaporation  of,  400 
„       freezing  of,  369,  41 1 

frozen  in  red- hot  capsule,  421 
iodide  of,  dimorphism  of,  153 
latent  heat  of,  367 
specific  heat  of,  349,  359 
,,       varying  expansion  of,  with  tem- 
perature, 300 
water,  and  air,  relative  weights 
of,  57,  note 
Metallic  septa,  passage  of  gases  through, 
120 
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Metallo- chromes,  592 
Metalloids,  2,  note 

Metals,  conductivity  of,  for  electricity, 

557>  559 

>>       .      >>  ,1       heat,  317 

,,      diathermancy  of,  338 

,,      expansion  of,  289 

,,      ignited,  permeable  to  gases,  120 
photographic  spectra  of,  277 

,,      spectra  of,  196 

,,      thermo-electric  order  of,  658 
Metaraeric  bodies,  431 
Metre,  39 

Miller's  protected  thermometer  for  deep- 
sea  soundings,  298 
Milligramme,  40 
Millimetre,  39 

Minerals,  artificial,  crystallization  of,  129 
Minimum  deviation,  angle  of,  182 
Mirror,  concave,  169 

,,      plane,  167 
Mixture  distinguished  from  combination, 

10 

Moiree  mitalUque,  1 35 

Moistening,  heai  evolved  by,  286 

Molecule  di.stinguislied  from  atom,  29 

Molecular  actions,  47 

heats  of  compound  bodies,  361 
movements  during  magnetiza- 
tion, 615 

Monad  elements,  34 

Monoclinic  (oblique)  system,  146 

Monometric  (cubic)  system,  1 41 

Moonlight,  little  heat  of,  343 

Motion  of  particles  by  electric  action, 
588 

,,     of  stars  determined  by  spectrum, 
224 

Multiple  proportion,  law  of,  16 
Muntz's  metal,  525 
Muscular  electric  current,  664 
Musical  notes,  ratio  of  vibrations,  163 

Nascent  state  of  bodies,  594 

Nebulae,  spectra  of,  202,  note 

Negative  doubly  refracting  crystals,  231 

Neutralization,  7 

Newton's  rings,  228 

Nickel,  magnetic,  447,  450 

Nicol's  prism,  250,  note 

Nitrogen,  spectrum  of,  204 

Nitrous  acid,  alisorption  bands  in  spec- 
trum of,  185,  187 
,,      oxide  evolves  heat  during  decom- 
position, 430 

Nodal  points  and  lines,  163 

Non-metallic  elements,  list  of,  1, 

Notation  by  symbols,  23 

Nuclei,  influence  of,  on  crystallization, 

•31 

Oblique  system  of  crystals,  146 
Obscure  rays  ot  he;it,  344 
Occlusion  of  gases  by  metals.  122 
Octoherlron,  relation  to  the  cube,  142 
Ohm's  theory  of  voltaic  current,  542,  547 


Oils,  refractive  power  of,  on  light,  176 

Opacity,  degrees  of,  1O5 

Optic  axis  of  a  crystal,  231 

,,        relation  to  magnetism,  675 

Order  of  chemical  attraction,  12 

Osmometer,  93 

Osmose,  92 

, ,      influence  of  septum  on,  95 
,,      negative  and  positive,  94,  95 

Osmotic  force,  measurement  of,  96 

Oxides,  batiic,  9 

Oxions,  597 

Oxygen,  magnetism  of,  672 

,,      scale  of  equivalents,  24 
,,      solubility  of,  in  water,  105 

Palladium,  absorption  of  gases  by,  122 

,,        occlusion  of  hydrogen  by,  122 
Palmieri,  observations   on  atmospheric 

electricity,  501 
Paper,  splitting  of,  75 
Papin's  (lige--ter,  385 
Paramagnetic  bodies,  672,  note 
Peliier's  thermo-electric  experiments,  661 

,,      electrometer,  460 
Pendulum  seconds,  length  of,  38,  note 
Pentad  elements,  34 
Percussion,  heat  produced  by,  285 
Peroxides  of  the  metals,  voltaic  actions 

by,  526 

Peipetual  snow,  352 
Phial  diff'usion,  88 

Phosphorescence  of  animal  matter,  160 

,,  of  heated  minerals,  159 

Phof-phori,  solar,  217 
Phospborogeiiic  rays  of  spectrum,  216 
Phosfilioroscope.  Becquerel's,  218 
Phosphorus,  allotropic  modifications  of,  155 
,,         diamagnetic  powers  of,  669 
Photochemical  induction,  255 
Photogenic  drawing,  258 
Photographic  lithography,  263 
,,  printing,  259 

spectra  of  elements,  277 
,,  transparency,  271 

Photographs  of  spectrum,  184,  210 
Photometer,  principle  of,  166 
Physical    and    chemical    properties  of 
bodies,  2 
,,      states  of  matter,  3 
Pile,  voltaic,  514 
Pitch  of  sound,  162 

,,    alteration  of,  by  motion,  223 
Plane  of  polarization,  235 
Plate  electrical  machine,  471 
Platint'  by  magneto-electricity,  651 
Pl.itinized  silver,  voltaic  use  of,  536 
Pl.itinode,  cathode,  or  negative  pole,  573 
Platinum,  black,  its  action  on  gases,  108 
,,       penetrability  of,  by  gases,  120 
Pneumatic  trough,  63 
Points,  action  of,  on  electricity,  470 
Poiseuille's  experiments  on  liquid  trans- 

liiration,  100 
PdLir  forces,  445 
Polariscope,  Biot's,  250 
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Polarifltrobometer,  Wild's,  252 
Polarization  by  reflection,  234 

,,        coloured  rotatory  (circular), 
2 16 
electric,  466 
„         of  electrodes,  530 
„        of  heat,  345 

of  light  by  double  refraction, 

of  light,  mau'netic,  253,  605 
plane  of,  235 
,,        voltaic,  518 
Polarized  light,  colours  developed  by,  237 
difference  from  common 
light,  236 
,,     Wliea! stone's  experiments 
on,  253 

Polarizing  angle,  law  of  its  variation,  234 

,,       bundles,  237 
Poles  of  voltaic  battery,  572,  573 
Polymeric  boi lies,  431,  7Wte 
Porosity,  illustrations  of,  3 

,,        different  decrees  of,  123 
Porous  diaphragms,  use  of,  532 
Positive  and   negative  electricity,  how 
distinguished,  457,  494 

,,      doubly  refracting  c  rystals,  231 
Potassium,  spectrum  of,  196 
Pound,  avoirdupois,  38 
Pressure,  correction  of  gases  for,  65 

gauge,  59 
,,       influence  of,  on  boiling  point,  382 
,,         on  evaporation,  402 
on  freezing  point, 
370,  note 

„  „         on   solubility,  371, 

note 

„       of  condensed  gases,  curves  of, 
417 

of  the  air,  45,  62 

,,       of  vapours,  398 

,,  ,,       of  mixed  liquids,  403 

Principal  section  of  a  crystal,  232,  note 
Prism,  its  effects  on  rays  of  light,  173,  176 
Prismatic  spectrum,  177 

,,        system  of  crystals,  146 
Proof-plane  for  electricity,  468 
Pseudomorplious  bodies,  141 
Pump  for  water,  58  , 
Pyramidal  system  of  crystals,  144 
Pyrometer,  Darnell's,  301 
Pyroxylin,  preparation  of,  262,  note 

Qdadkant  electrometer,  Thomson's,  461 
Quartz,  coloured  rotatory  polarization  of, 
247 

,,      its  value  for  spectrum  examina- 
tion, 218,  272 
,,      riglit  and  left  handed,  246 
Quinine,  salts  of,  fluorescence  of,  213 

Radiant  Heat  (see  Heat,  radiant) 

power  of  heat  p?oportioned  to 
absorption,  328 
Iladiation,  law  of  cooling  by,  332 
„       of  heat,  326 


Radiation,  repulsion  caused  by,  345 

,,      varies  with  angle  of  emission, 

329 

Radiometer,  346 
Rain,  Hutton's  theory  of,  409 
Ray  of  light,  165 
Reaumur's  thermometer,  296 
Red-cabWage  test  for  acid  or  alkali,  7 
Red  flames  of  solar  eclipses,  204 
Reducing  influence  of  light,  257 
Reflecting  galvanometer,  Thomson's,  511 
Reflection  of  heat,  326 

,,       of  light  from  curved  surfaces, 
169 

,,  plane  surfaces, 

167 

,,        total  of  light,  173 
Refraction  at  inclined  surfaces,  173 

,,       effect  of  composition  on,  181 
equivalent  of,  181 
of  light,  double,  230 

,,  law  of  sines,  170 

,,  ,,       simple,  169 

,,       of  radiant  heat,  341 
Refractive  index  defined,  170 

,,        power,  effect  of  heat  on,  180 
,,      measurement  of,  175 

,,  „      of  gases,  172 

Refrangibility  of  light,  change  in,  212 
Refringent  energy,  1  72 
Regelation  of  ice,  373 
Re«:ular  system  of  crystals,  141 
Relative  weight  of  vapours,  31 
Replacement  of  edge  of  a  crystal,  137 
Residual  electric  charge,  485 
Resistance  coils,  549 
Retardation  of  signals  of  telegraph,  628 
Retina,  impression  of  light  prolonged,  165 
Revolving  mirror,  applied  by  Wheatstone, 
490 

Rbeometer  (galvanometer),  509 
Rheomotor  (voltaic  combination),  552 
Rheophores,  572 
Rheostat,  549 

Rhombic  dodecahedron,  relation  to  the 
cube,  142 

Rhombohedral  system  of  crystals,  145 
Right-handed  rotatory  polarization,  246 
Hight  rectangular  system,  146 
Right  square  prismatic  system,  144 
Rock  crystal,  conduction  of  heat  by,  320 
,,    salt,  its  high,  diathermic  power, 

335.  342 
Rotations,  Arago's,  647 

,,         electro  magnetic,  622 
Rubidium,  spectrum  reactions  of,  dis- 
covery by,  194 
.1  of,  196 

Ruhmkorff's  induction  ci>il,  635 
Rum  ford's  experiments  on  heat  of  friction, 
283 

Saccharimeter,  Soleil's,  252 

Salts,  effectof,  in  lowering  freezing-point, 
371 

,,  „  solutiononboiling  point,  380 
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Salts,  general  characters  of,  8 

, ,    of  magnetic  metals  are  magnetic,  669 
Saturation,  82 

Saxton's  ma^'neto-electric  machine,  649 

Scale  of  hariliiess,  71 

Scales  of  equivalents,  24,  25 

Scattering  of  light,  168 

Sea-water,  maxitnum  density  of,  304 

„        freezing-point  of,  125 
Secondary  electric  currents,  632,  645 
Secondn  pendulum,  length  of,  38,  note 
Selenite,  colours  of,  in  polarized  light,  238 
Setni-molecule,  30 
Siemens's  electric  thermometer,  555 
Sikes's  hydrometer,  47 
Snowflakes,  crystalline  forms  of,  128 
Sodic  chlorate,  circtdar  polarization  by, 
246 

„         ,,       herjiihedral  form  of,  how 

obtained,  132 
,,       spectrum  of,  193,  196,  204 
,,        sulphate,  electrolysis  of,  579 
,,  „         solubility  of,  84 

Solar  eclipses,  red  flames  of,  204 
,,    heat  on  earth,  283,  326 
,,    prominences,  spectra  of,  205 
,,    spectrum,  lines  in,  182 
,,    spots,  connexion  of,  with  magnetism 
of  earth,  455 
Soleil's  sacchari meter,  252 
Solidification,  expansion  or  contraction 
attending,  133,  134 
„  of  gases,  417 

Solids,  bulk  of,  not  immediately  altered 
by  cold,  306 
cohesion  of,  70 
,,      density  of,  44 
,,      expansion  of  by  heat,  289 
Solubility  sometimes  diminished  by  heat, 
83 

Solution,  forces  concerned  in,  82 
Sound,  interference  of  waves  of,  225 

,,      produced  during  magnetization,6 16 

,,      the  result  of  undulations,  161 

,,      varieties  of,  162 

,,      velocity  of,  157,  162 
Sounding,  deep  sea,  68 
Sources  of  heat,  282 

Spark,  electric,  circumstances  which  in- 
fluence, 488,  492 
length  of,  from  batteries,  610 
Specific  electric  induction,  483 
electricity,  596 
gravity,  42,  note 
inductive  capacity,  484 
,,      heat  of  elements  (see  Heat,  spe- 
cific), 359 
refractive  energy,  181 
Spectra,  fluorescent,  275 

,,       of  coloured  flames,  189 
,,      of  compounds,,  195 
,,      of  gases,  efiects  of  heat  on,  203 
,,  ,,      Plucker's  experiments 

on,  188,  203 
under  different  pres- 
sures, 204 


Spectra,  of  solar  prominences,  205 
,,      of  stars  and  nebulae,  202,  note 
,,      photographs  of,  210,  277,  278 
,,       projection  of,  on  screen,  198 

Spectroscope,  190 

Spectroscopic  observations  of  the  sun 
204  ' 

Spectrum,  absorption  bands  of,  185 
,,       analysis,  190 
,,       attnospheric  lines  of,  185,  note 
,,       chemical  actions  of,  268 
,,       discovery  of  new  metals  by,  194 
,,   '    fixed  lines  of,  182 
,,       beat  rays  of,  216 
,,       of  coloured  flames,  189,  196 
,,        of  electric  spark,  187 
,,       of  first  and  second  order,  208 
,,       of  ignited  gases,  188,  203 
,,       of  iron,  202,  note 
,,       of  sun  spots,  209 
,,       photographic,  268 
,,       photographs  of,  184 
,,       prismatic,  177 
,,       reactions,  delicacy  of,  193 
,,       variation  of,  with  temperature, 
195,  203 

Spheroidal  state,  418 

Spongy  platinum,  its  action  on  gases. 
108 

Springs,  how  forn)ed,  405 
Square  prismatic  system,  144 
Standard  of  electrical  resistance,  550, 
note 

,,      pressure  for  gases,  f>6,  note 

,,      tdhiperature  for  densities,  44, 

note 

Standards  of  weight  and  measure,  38 
Stars,  motion  of,  deterujined  by  spectrum, 
224 

,,    spectra  of,  183,  202,  note 
Steam,  electricity  of,  498 
,,     hot  bath,  376 
,,     latent  heat  of,  390 
„     specific  heat  of,  354,  356 
,,     temperature  of,  at  different  pres- 
sures, 384 

Steel,  red-hot,  permeable  by  hydrogen, 
121 

St.  Elmo's  fire,  503 
Stere  (cubic  metre),  40 
Still  and  worm-tub,  391 

„   Coffey's,  394 
Stratified  electric  discharge,  639 
Striking  distance  of  electric  spark,  491, 

6ro 

Strontic  sulphide,  phosphorescence  of, 
217 

Strontium,  spectrum  of,  196 

Structure,  'nfluence  of,  on  conduction  of 

heat,  326 
Submarine  cables,  627 
Substitution,  formation  of  compounds  by, 

Sugar,  rotatory  polarization  of,  249 
Sulpliate  of  copper,  its  use  in  voltaic  cir- 
cuit, 531 
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Sulphate  of  mercury,  use  in  telegraphic 
battery,  625 
,,      of  sodium,  anomalous  solubility 
of,  84 

,,  ,,        sudden  crystalliza- 

tion of,  131 
Sulphur,  allotropic  modifications  of,  155 
burning,  fluorescent  light  of, 
214 

dimorphism  of,  152 
,,       vapour,  spectrum  of,  203 
Sulphurous  anhydride,  spheroidal  state  of, 
420 

Sun,  spectroscopic  observations  of,  204 
, ,  spots,  connexion  with  earth's  mag- 
netism, 454 
,,       ,,     spectrum  of,  209 

Supersaturated  solutions,  84 

Surface,  influence  of,  on  evaporation, 
401 

Symbolic  notation,  23 
Symmetry  of  crystals,  140 
Synthesis,  chemical,  6 
Syphon,  61 

Syringe,  condensing,  56 
exhausting,  52 

Table  of  absorbability  of  heat,  334 

of  absorption  of  gases  by  charcoal, 
107,  108 

,,    of  atomic  and  specific  heats  of  ele- 
ments, 3S9,  360 
of  atomic  weights,  24 
„    of  atomicity  of  elemei  its,  35 
of  atoms  and  molecules,  30 
of  barometer  in  millimetres  and 
inches,  688 
,,    of  Baum^'s  hydrometer,  683 

of  boiling  points,  377 
,,  point  of  water  at  diffe- 

rent pressures,  383 
,,    of  bulk'  of  vapours  from  equal  bulk 

of  liquids,  391 
,,    of  Cagniard  de  La  Tour's  experi- 
ments, 414 
,,    of  calorific  equivalents,  433,  439 
,,    of  capillary  action,  76 
,,    of  Centigrade  in  Fahrenheit  de- 
grees, 689  ' 
of  change  of  volume  on  fusion, 
134 

of  chemical  action  of  light,  279 
of  classification  of  elements,  35 
„    of  compressibility  of  liquids,  49 
,,    of  condensed  gases,  416 
,,    of  conductivity  for  heat,  317 
„    of  decrease  of  temperature  with 

altitude,  353 
„    of  density  of    air  at  different 

heights,  68 
,,    of  density  of  gases,  308 
,,    of  diaraagnetic  bodies,  678 
,,    of  diathermancy  of  gases  and  va- 
pours, 339 
>)  of  solids  and  li- 

quids, 337 


Table  of .  diffusion  of  gases,  114 

„  ,,        of  solutions,  89,  91, 97 

,,     of  distribution  of  heat  in  voltaic 
circuit,  571 
of  effect  of  salts  on  boiling  point, 
381 

,,     of  efflux  of  liquids  through  fine 
tubes,  102,  103 
of  eS'usion  of  gases,  114 
,,     of  electric  conductivity  of  alloys, 

560 

,,  „  of  liquids,  564 

„  „  of  metals,  557, 

559 

,,  of  electrical  insulators  and  con- 
ductors, 458 

,,  of  electro- chemical  order,  523, 
524 

of  electrolytes,  582 
,,     of  equivalency  of  elements,  35 
,,     of  evaporation  at  difierent  pres- 
sures, 402 
,,     of  expansion  of  gases  by  heat,  294 
,,  of  liquids  by  heat, 

291,  292 
,,        of  solids  by  heat,  290 
,,        of  water  by  heat,  304 
,,     of  fusing  points,  369 
, ,     of  Greenwich  factors  for  wet  bulb, 
408 

„     of  hardness  of  minerals,  71 

of  heat  absorbed  during  solution 
of  salts,  443 
,,  evolved  during  combina- 

tions of  acids  and  bases, 
440 

evolved  during  combus- 
tion of  compounds, 
431 

,,  ,,     evolved  during  metallic 

precipitations,  437 
,,      evolved  during  solution  of 

gases,  443 
,,      evolved  in  metals  by  elec- 
tricity, 487 
,,     given  out  by  combustion 
in    chlorine,  bromine, 
and  iodine,  428 
>,  ,,     given  out  by  combustion 

in  oxygen,  426 
,,     of  increase  of  mean  dilatation  by 
heat,  300 

,,  of  indices  of  refraction,  171,  172, 
176 

of  influence  of  salts  on  boiling 
point,  381 

,>  ,,  „       on  freezing 

point,  572 
,,     of  intervals  on  musical  scale,  163 

of  isomorphous  groups,  151 
,,     of  latent  and  sensible  heat  of 

steam,  390 
n  „       heat  of  liquids,  367 

»  )>  J,   of  vapours,  389 

,,  of  magnetic  and  diamagnetic 
bodies,  673 
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Table  of  magnetic  declination  and  incli- 
nation at  Kew,  453 
of  magnetic  polarization,  666 
of  meti-ical  and  Englisli  measures, 

685,  687 
of  millimetres  in  inches,  688 
, ,     of  molecular  and  specific  heats  of 
compounds,  363,  364,  365 
of  order  of  affinity,  13 
„     of    passage    of    gases  through 

caoutchouc,  1 19 
,,     of  photogi-aphic  transparency,  272 
,,     of  pressure  of  vapours,  398,  399 
, ,     of  range  of  temperatures,  302 

of  refractive  powers  of  gases,  172 
>  >  „  „     of  oils,  1 76 

of  relative  volumes  of  gases  at 
high  pressures,  51 
,,     of  rise  of  specific  heat  with  rise  of 
temperature,  353 
of  solubility  of  gases,  106 
,,'     of  specific  electricity,  597 

of  specific  inductive  capacity,  484 
, ,  , ,      heat  of  equal  masses  of 

solids,  349 
,f  of  gases  and  va- 
pours, 354 
,,  of  liquids  and  va- 
pours, 356 
,,  of  solids  and  li- 

quids, 354 
of  temperature  of  high  pressure 
steam,  384 
,,     of  thermo-electric  order  of  metals, 
658,  659 
of  transpiration  of  gases,  116 

of  vapours,  117 
of  Twaddell's  hydrometer,  684 
of  voltaic  conductivity  of  metals, 

557.  559 

>,  „  „         of  liquids, 

563,  564 

Tabular  ci^stals,  relation  of,  to  prismatic, 
144 

Talbotype  process,  259 
Tangent  galvanometer,  612 
Teinte  de  passage,  251 
Telegraph,  electric,  624 
TeUurium,  its  high  thermo-electric  power, 
661 

Temperature,  absolute  zero,  367,  note 

decrease  of,  with  altitude, 
351 

, ,        distinguished  from  heat,  288 
increase  of,  at  increasing 

depths  of  the  earth,  286 
table  of  various,  302 
Tension,  electric,  469 

,,       of  vapours  (see  Pressure) 
Tessular  (cubic)  system  of  crystals,  141 
Test  papers,  7 

Tetartohedral  forma  of  crystals,  143 
Tetrad  elements,  34 
Tetrahedron,  relation  to  the  cube,  142 
Tetryl  and  tetrylic  ether  produced  by 
electrolysis,  593 


Thallium,  discovery  of,  by  spectrum  re- 
action, 194 
,,       spectrum  of,  196 
Thermochrosis,  or  calorific  tint,  340 
Thermo-electrical  efiects,  reversal  of,  by 
heat,  657 
,,  oi'der  of  metals,  658 

,,  thermometer,  657 

Thermo-electricity,  656 
Thermometer,  alteration  of  freezing  point 
in,  297 

,,         Breguet's  metallic,  301 
,,         comparison     of  various 

scales,  296 
,,         for  deep  sea  soundings,  298 
,,        graduation  of,  295 
,,         maximum  and  minimum 

298 

,,         self- registering,  298 
,,         Siemen's  electric,  555 
, ,         tests  of  its  accuracy,  296 

Thermo-multiplier,  659 

Thermoscope,  differential,  295 

Thilorier's  apparatus  for  liquid  carbonic 
anhydride,  410 

Thin  plates,  colours  of,  228 

Thomson's  quadrant  electrometer,  461 

Thunder,  501 

Timbre,  162 

Tithonometer,  255 

Torpedo,  662 

Torsion  electrometer,  459 

Total  reflection  of  light,  174 

Tourmaline  becomes  electric  while  heating 
or  cooling,  496 
,,         polarizing  action  of,  233 

Trade  winds,  324 

Transfer  of  solids  in  voltaic  arc,  566 

,,      of  ions  by  voltaic  action,  585 
Transformations  of  energy,  679 
Translucency,  165 
Transparency  never  perfect,  165 
Transpiration  of  gases,  1 1 5 

,,  of  liquids,  100 

Triad  elements,  34 
Triclinic  system  of  crystals,  147 
Trimetric  system  of  crystals,  146 
Trimorphous  (?)  bodies,  154 
Truncation  of  an  angle  of  a  crystal,  137 
Tuning  fork,  162 
Turmeric  paper,  6 
Twilight,  cause  of,  169 
Tyndall's  experiments  on  radiant  heat, 
337.  338 

Unannealkd  glass,  action  of,  on  polarized 

light,  245 
Undulation,  mechanism  of,  163 
Undulations,  interference  of,  225 
Unequal  transfer  of  ions  during  electro- 
lysis, 585 

Uniaxal  doubly  refracting  crystals,  232 
Unit  of  force,  40 

,,   of  heat,  284,  427 

,,  jar,  Harris's,  481 
Universal  electric  discharger,  488 
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Valyl,  formed  during  electrolysis,  593 
Vaporization,  production  of  cold  by,  385 
Vapour,  electricity  of,  497 

maximum  density  of,  399 
Vapours,  Dalton's  law  of  pressures,  398 
,,       density  of,  how  ascertained,  310 
expansion  of,  by  heat,  293,  413 
latent  heat  of,  387 
pressure  of,  398 

of  mixed  liquids,  403 
of  saline  solutions,  403 
transpiration  of,  117 
Variation  or  declination  of  a  magnet,  452 
Vegetable  colours,  action  of  light  on, 
281 

Velocity  of  electric  discharge,  490 
„        light,  220 
,,        sound,  162 
Ventilation,  322 
Viscosity  and  limpidity,  7 1 
Volta-electric  induction,  632 
Voltaic  arc,  565 

stratified,  643 
,,     battery,  Hansen's,  535 
„       Callan's,  535 

cause  of  decline  in  power, 

531 

chemical  effects  of,  543, 
571,  et  seq. 
„         ,,      Daniell's,  532 
„         >>      dissected,  539 
,,  floating,  621 

„  gas,  530 

„         ,,      Grove's,  534 
„      _  „  _     Smee's,  535 
circuits,  compound,  541 
,,       elementary,  506 
„        „      simple,  540 
,,     conduction,  how  measured,  555 
,,     convection,  571 
,,     current,  519 

.  ,,      decomposition  by,  543 
„         ,,      direction    governed  by 

chemical  action,  522 
,,  ,,  heat  produced  by,  561 
„  proportioned  to  chemical 

action,  520 
,,         ,,      resistances  to,  536 
,,         ,,      slow  actions  of,  528 
,,     discharge,  modes  of,  553 
,,     electricity,  506 
,,     pile,  514 
,,     polarization,  517 
Voltameter,  545 

,,        counter-current  of,  547 
Voltatype,  598 
Volumes,  law  of,  27 

of  gases,  correction  for  tem- 
perature, 305 


Waeming  of  buildings  by  hot  water,  321 

,,  ,,        by  steam,  376 

Water,  air,  and  mercury,  relative  weights 
of,  57,  note 
„     barometer,  59 
,,     battery,  609 
,,     compressibility  of,  49 
,,     expansion  of,  by  cooling,  304 
,,  ,,         on  freezing,  133 

,,     freezing  of,  in  red-hot  capsule,  420 
,,         ,,      by  its  own  evaporation, 
386 

,,     latent  heat  of,  366 

,,     liquid    below   freezing,  sudden 

crystaUization  of,  131 
,,     maximum  density  of,  304 
,,     not  an  electrolyte,  582 
,,     of  crystallization,  84 
, ,     protected  from  freezing  by  anoma- 
lous expansion,  322 
separation  of  salts  from,  in  freez- 
ing, 125 
,,     specific  heat  of,  354 
, ,     weight  of  cubic  inch  of,  38 
Waves  of  light,  alteration  of  length  of, 
by  motion,  222 
,,  ,,     length  of,  222 

Weight  of  a  body,  37 

,,      of  air,  how  proved,  56 
,,        „      Prout's  and  Regnault's  ex- 
periments on,  57 
Weights  and  measures,  English,  37 
,,        metrical,  38 
,,  ,,        tables  of,  684 

Weiss's  systems  of  crystals,  140 
Wet-bulb  liygrometer,  407 
Wheatstone's  bridge  for  measuring  elec- 
tric currents,  557 
,,  experiments  on  polarized 

light,  253 
,,  magneto-electric  machine, 

653 

, ,  measurement  of  velocity  of 

electricity,  490 
Wild's  polaristrobometer,  252 
Wilde's  magneto-electric  machine,  653 
Worm-tub,  391 

Wood,  conduction  of  heat  by,  320 
Woodbury-type,  365 

Yard-measure,  38 

Young,  observation  of  solar  prominences, 
206 

Zamboni's  pile,  609 

Zeolites,  recent  formation  of,  at  Plom- 

b)  feres,  130 
Zincode,  anode,  or  positive  pole,  573 
,,      hottest  in  voltaic  arc,  570 
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Now  in  course  of  publication,  uniform  with  Epochs  of  Modern  History, 

each  volume  complete  in  itself, 

EPOCHS  OF  ANCIENT  HISTORY: 
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and  jointly  by  CHARLES  SANKEY,  M.A.  late  Scholar  of  Queen's  Coll.  Oxford. 


'  The  special  purpose  for  which  these 
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structed and  partly  re-written,  with 
above  1,600  additional  Memoirs,  by 
W.  L.  R.  Gates.    Fcp.  8vo.  6s. 


MENTAL  and  POLITICAL  PHILOSOPHY. 


Comte's  System  of  Posi- 
tive Polity,  or  Treatise  upon  Socio- 
logy. Translated  from  the  Paris 
Edition  of  1851-1854,  and  fiirnished 
with  Analytical  Tables  of  Contents  : — 

Vol.  I.  General  View  of  Positivism  and 

Introductory  Principles.  Translated  by 
J.  H.  Bridges,  M.B.,  formerly  Fellow 
'of  Oriel  College,  Oxford.    8vo.  price  21^. 

Vol.  II.  The  Social  Statics,  or  the 

Abstract  Laws  of  Human  Order.  Trans- 
lated by  Frederic  Harrison,  M.A. 
8vo.  price  14^. 

Vol.  III.  The  Social  Dynamics,  or 
the  General  Laws.of  Human  Progress  (the 
Philosophy  of  History).  Translated  by 
Professor  Beesly,  M.  A.    8yo.  2Ij-. 

Vol.  IV.  The  Synthesis  of  the  Future 
of  Mankind.  Translated  by  Richard 
Congreve,  M.D.  with  an  Appendix, 
containing  Comte's  Early  Essays,  trans- 
lated by  H.  D.  Hu  rroN,  B.A.  8vo. 

\Ntarly  ready. 

Democracy  in  America. 

By  Alexis  de  TocQUEViLLE.  Tran- 
sTaited'  by  Henry  Reeve,  Escj.    Two  i 
vols,  crown  8vo.  16s. 


Essays,  Critical  and  Bio- 
graphical.  By  Henrv^  Rogers.  2 

vols,  crown  8*^0.  12s. 

Essays  on  some  Theolo- 
gical Controversies  of  the  Time. 

By  Henry  Rogers.    Crown  8vo.  6s. 

On  Representative  Go- 
vernment. By  John  Stuart  Mill. 
Crown  8vo.  2s. 

On    Liberty.     By  John 

Stuart  Mill.  Post  8vo.  7^.  6d. 
crown  8vo.  is.  4//. 

Principles   of  Political 

Economy.  By  John  Stuart  Mill. 
2  vols.  8vo.  301.  or  I  vol.  crown  8vo.  51. 

Essays  on  some  Unset- 
tied  Questions  of  Political  Economy. 

By  John  Stuart  Mill.    8vo.  6s.  6d. 

Utilitariaftism.    By  John 

Stuart  Mill.    8vo.  5j. 
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A  System  of  Logic,  Ra- 

tiocinative  and  Inductive.  ]5y  John 
Stuart  Mill.    2  vols.  8vo.  255-. 

Examination  of  Sir  Wil- 
liam Hamilton's  Philosophy,  and  of 

the  principal  Philosophical  Questions 
discussed  in  his  Writings.  By  John 
Stuart  Mill.    8vo.  i6j-. 

Dissertations  and  Dis- 
cussions.  By  John  Stuart  Mill. 

4  vols.  8vo.  price  £1.  6j.  td. 

Analysis  of  the  Pheno- 
mena of  the  Human  Mind.  By 

James  Mill.  With  Notes,  Illustra- 
tive and  Critical.    2  vols.  8vo.  2Zs. 

The  Law  of  Nations  con- 
sidered as  Independent  Political 
Communities  ;  the  Rights  and  Duties 
of  Nations  in  Time  of  War.  By  Sir 
Travers  Twiss,  D.C.L.   8vo.  lis. 

Church  and  State ;  their 

Relations  Historically  Developed.  By 
H.  Geffcken,  Prof,  of  International 
Law  in  the  Univ.  of  Strasburg.  Trans- 
lated, with  the  Author's  assistance,  by 
E.  F.  Taylor.    2  vols.  8vo.  42J. 

A  Systematic  View  of  the 

Science  of  Jurisprudence.  By  Shel- 
don Amos,  M.A.    8vo.  i8j-. 

A  Primer  of  the  English 

Constitution  and  Government.  By 
S.  Amos,  M.A.    Crown  8vo.  bs. 

Outlines  of  Civil  Proce- 
dure ;  a  General  View  of  the  Supreme 
Court  of  Judicature  and  of  the  whole 
Practice  in  the  Common  Law  and 
Chancery  Divisions.  By  E.  S.  Ros- 
COE,  Barrister-at-Law.    i2mo.  3^.  bd. 

A  Sketch  of  the  History 

of  Taxes  in  England  from  the 
Earliest  Times  to  the  Present  Day. 
By  Stephen  Dovvell.  Vol.  I.  to 
the  Civil  War  1642.    8vo.  \os.  6d. 

Principles  of  Economical 

Philosophy.  By  H.  D.  Macleod, 
M.A.  Barrister-at-Law.  Second  Edi- 
tion in  Two  Volumes.  Vol.  I.  8vo. 
1 5 J.    Vol.  II.  Part  i.  price  12s. 


The  Institutes  of  Jus- 
tinian ;  with  English  Introduction, 
Translation,  and  Notes.  By  T.  C. 
Sandars,  M.A.    8vo.  18^. 

Lord  Bacon's  Works,  col- 
lected &  edited  by  R.  L.  Ellls,  M.A. 
J.  Spedding,  M.A.  and  D.  D.  Heath, 
7  vols.  8vo.  £-i.  ly.  6d. 

Letters  and  Life  of  Fran- 
cis Bacon,  including  all  his  Occasional 
Works.  Collected  and  edited,  with  a 
Commentary,  by  J.  Spedding.  7  vols. 
8vo.  4s. 

The  Nicomachean  Ethics 

of  Aristotle,  newly  translated  into 
English  by  R.  Williams,  B.  A.  Second 
Edition,  thoroughly  revised.  Crown 
Svo.  7 J.  6d. 

Aristotle's  Politics,  Books 

I.  III.  IV.  (VII.)  the  Greek  Text  of 
Bekker,  with  an  English  Translation 
by  W.  E.  BoLLAND,  M.A.  and  Short 
Introductory  Essays  by  A.  LANG,  M.  A. 
Crown  Svo.  7^.  6d. 

The  Politics  of  Aristotle ; 

Greek  Text,  with  English  Notes.  By 
Richard  Congreve,  M.A.  Svo.  i8j. 

The  Ethics  of  Aristotle; 

with  Essays  and  Notes.  By  Sir  A, 
Grant,  Bart.  M.A.  LL.D.  2  vols. 
Svo.  32^. 

Bacon's  Essays,  with  An- 
notations. By  R.  Whately,  D.D. 
Svo.  los.  6d. 

Picture  Logic ;  an  Attempt 

to  Popularise  the  Science  of  Reasoning. 
By  A.  SwiNBOURNE,  B.A.  Fcp.  Svo. 
price  $s. 

Elements  of  Logic.  By 

R.  Whately,  D.D.  Svo.  los.  6d. 
Crown  Svo.  4^.  6d. 

Elements   of  Rhetoric. 

By  R.  Whately,  D.D.  Svo.  lo^.  6./. 
Crown  Svo.  4J.  60?'. 


NEW   WORKS  published  by  LONGMANS  &•   CO.  7 


An  Introduction  to  Men- 
tal Philosophy,  on  the  Inductive 
Method.  By  J.  D.  Morell,  LL.D. 
8vo.  1 2 J. 

Philosophy  without  As- 
sumptions. By  the  Rev.  T.  P.  KlRK- 
MAN,  F.R.S.    8vo.  los.  6d. 

The  Senses  and  the  In- 
tellect. By  A.  Bain,  LL.D.  8vo.  15J. 

The  Emotions  and  the 

Will.    By  A.  Bain,  LL.D.  8vo.  15.. 

Mental  and  Moral  Sci- 

ence  ;  a  Compendium  of  Psychology 
and  Ethics.  By  A.  Bain,  LL.D. 
Crown  8vo.  ioj.  6d.  Or  separately. 
Part  I.  Mental  Science,  6s.  6d.  Part 
IL  Moral  Science,  4!-.  6d. 


MISCELLANEOUS  & 

JSelections  from  the  Wri- 
tings of  Lord  Macaulay.  Edited, 
with  Occasional  Explanatory  Notes, 
by  G.  0.  Trevelyan,  M.  P.  Cr.  8vo.  6s. 

Lord  Macaulay's  Miscel- 
laneous Writings. 

ILibrary  Edition,  2  vols.  8vo.  21J. 
IPeople's  Edition,  i  vol.  cr.  8vo.  4s.  6d. 

ILord  Macaulay's  Miscel- 
laneous Writings  and  Speeches. 

Student's  Edition.    Crown  8vo.  6s. 
» 

iSpeeches  of  the  Right 

Hon.  Lord  Macaulay,  corrected  by 
Himself.    Crown  8vo.  35.  6d. 

The  Rev.  Sydney  Smith's 

Essays  contributed  to  the  Edinburgh 
Review.  Crown  8vo.  is.  6d.  sewed, 
3^.  6d.  cloth. 

The  Wit  and  Wisdom  of 

the  Rev.  Sydney  Smith.  Crown 
Sro.  3^.  6d. 


An  Outline  of  the  Neces- 
sary Laws  of  Thought :  a  Treatise 
on  Pure  and  Applied  Logic.  By  W. 
Thompson,  D.D.  Archbishop  of  York. 
Crown  8vo.  6s. 

On  the  Influence  of  Au- 
thority in  Matters  of  Opinion.  By 
the  late  Sir.  G.  C.Lewis,  Bart.  8vo.  14J. 

Hume's  Treatise  on  Hu- 
man Nature.  Edited,  with  Notes,  &c. 
by  T.  H.  Green,  M.A.  and  the  Rev. 
T.  H.  Grose,  M.  A.    2  vols.  8vo.'  28^. 

Hume's  Essays,  Moral, 

Political,  and  Literary.   By  the  same 

Editors.    2  vols.  8vo.  28^. 
\*  The  above  form  a  complete  and  uni- 
form Edition  of  Hume's  Philosophical 
Works. 


CRITICAL  WORKS. 

Miscellaneous  and  Post- 
humous Works  of  the  late  Henry 
Thomas  Buckle.  Edited,  with  a 
Biographical  Notice,  by  Helen 
Taylor.    3  vols.  8vo.  £2.  \-2s.  6d. 

Short  Studies  on  Great 

Subjects.    By  J.  A.  Froude,  M.  A. 

Cabinet  Edition,  2  vols,  crown  8vo.  lis. 
Library  Edition,  2  vols,  demy  8vo.  24J. 
Third  Series,  in  the  press. 

Manual  of  English  Lite- 
rature, Historical  and  Critical.  By 

T.  Arnold,  M.  A.    Crown  8vo.  'js.  6d. 

German   Home   Life ;  a 

Series  of  Essays  on  the  Domestic  Life 
of  Germany.    Crown  8vo.  6s. 

Miscellaneous  Works  of 

Thomas  Arnold,  D.D.  late  Head 
Master  of  Rugby  School.    8vo.  7^-.  6d. 

Realities  of  Irish  Life. 

By  W.  Steuart  Trench.  Crown 
8vo.  2s.  6d.  sewed,  or  3j-.  6d.  cloth. 

B 
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Lectures  on  the  Science 

of  Language.  By  F.  Max  Muller, 
M.A.  &c.    2  vols,  crown  8vo.  i6j. 

Chips  from   a  German 

Workshop  ;  Essays  on  the  Science  of 
Religion,  and  on  Mythology,  Traditions 
&  Customs.  By  F.  Max  Muller, 
M.A.    4  vols.  8vo.  £z.  \%s. 

Chapters  on  Language. 

By  F.  W.  Farrar,  D.D.  Crown  8vo. 
price  5j. 

Families  of  Speech.  Four 

Lectures  delivered  at  the  Royal  Insti- 
tution. By  F.  W.  Farrar,  D.D. 
Crown  8vo.  3^.  dd. 

Apparitions ;  a  Narrative  of 

Facts.  By  the  Rev.  B.  W.  Savile, 
M.A.    Crown  8vo.  4J.  dd. 

Miscellaneous  Writings 

of  John  Conington,  M.A.  Edited 
by  J.  A.  Symonds,  M.A.  With  a 
Memoir  by  H.  J.  S.  Smith,  M.A. 
2  vols.  8vo.  28j. 


The  Essays  and  Contri- 
butions of  A.  K.  H.  B.  Uniform 

Cabinet  Editions  in  crown  8vo. 

Recreations  of  a  Country  Parson,  Two 
Series,  3j-.  dd.  each. 

Landscapes,  Churches,  and  Moralities, 

price  3j.  6r/. 

Seaside  Musings,  3^.  dd. 

Changed    Aspects    of-  Unchanged 
Truths,  3^.  dd. 

Counsel  and  Comfort  from  a  City 
Pulpit,  3^.  M. 

Lessons  of  Middle  Age,  35.  6«. 

Leisure  Hours  in  Town,  3^.  td. 

Autumn  Holidays  of  a  Country  Parson, 

price  3^.  dd. 

Sunday  Afternoons    at   the  Parish 
Church  of  a  University  City,  6d. 

The    Commonplace    Philosopher  in 
Town  and  Country,  3^-.  6d. 

Present-Day  Thoughts,  6d. 

Critical  Essays  of  a  Country  Parson, 

price  3^.  6d. 

The  Graver  Thoughts  of  a  Country 
Parson,  Three  Series,  y.  6d.  each. 


DICTIONARIES   and    OTHER   BOOKS  of 

REFERENCE. 


Dictionary  of  the  English 

Language,  By  R.  G.  Latham, 
M.A.  M.D.  Abridged  from  Dr. 
Latham's  Edition  of  Johnson's  English 
Dictionary.    Medium  8vo.  24?. 

A  Dictionary  of  the  Eng- 
lish Language.  By  R.  G.  Latham, 
M.A.  M.D.  Founded  on  the  Dic- 
tionary of  Dr.  S.  Johnson,  as  edited 
by  the  Rev.  H.  J.  Todd,  with 
numerous  Emendations  and  Additions. 
4  vols.  4to.  £t. 

Thesaurus    of  English 

Words  and  Phrases,  classified  and 
arranged  so  as  to  facilitate  the  expres- 
sion of  Ideas,  and  assist  in  Literary 
Composition.  By  P.  M.  RoGfiT, 
M.D.    Crown  Svoi  los.  6d. 


English  Synonymes.  By 

E.  J.  Whately.  Edited  by  R. 
Whately,  D.D.    Fcp.  8vo.  3^. 

Handbook  of  the  English 

Language.  For  the  Use'  of  Students 
of  the  Universities  and  the  Higher 
Classes  in  Schools.  By  R.  G.  La- 
tham, M.A.  M.D.    Crown  8vo.  6s. 

A  Practical  Dictionary  of 

the  French  and  English  Languages. 

By  Lfiox  Contanseau,  many  years 
French  Examiner  for  Military  and 
Civil  Appointments, ,  .&c.  Post'  Svo. 
price  7^.  6d. 

Contanseau's  Pocket 

Dictionary,  French  "and  English, 
abridged  from  the  Practical  Dictionary 
by  the  Author.    Square  tSmo.  3^.  (>d. 
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A  New  Pocket  Diction- 
ary of  the  German  and  English 
Languages.  By  F.  W.  Longman, 
Balliol  College,  Oxford.  Square 
i8mo.  price  ^s. 

A  Practical  Dictionary 

of  the  German  Language  ;  German- 
English  and  English-German.  By 
Rev.  W.  L.  Blackley,  M.  A.  and  Dr. 
C.  M.  Friedlander.  Post  8vo.  ^s.  6d. 

A  Dictionary  of  Roman 

and  Greek  Antiquities.  With  2,000 
Woodcuts  illustrative  of  the  Arts  and 
Life  of  the  Greeks  and  Romans,  By 
A.  Rich,  B.A.    Crown  8vo.  75.  6d. 

A  Greek-English  Lexi- 
con. By  H.  G.  LiDDELL,  D.D.  Dean 
of  Christchurch,  and  R.  Scott,  D.D. 
Dean  of  Rochester.    Crown  4to.  36J. 

A  Lexicon,  Greek  and 

English,  abridged  for  Schools  from 
Liddell  and  Scott's  Greek-English 
Lexicon.    Square  i2mo.  ^s.  6d. 

An  English-Greek  Lexi- 
con, containing  all  the  Greek  Words 
used  by  Writers  of  good  authority.  By 

C.  D.  Yonge,  M.A.    4to.  21  J. 

Mr.    Yonge's  Lexicon, 

English  and  Greek,  abridged  from  his 
larger  Lexicon.    Square  i2mo.  Ss.  6d. 

A  Latin-English  Diction- 
ary.   By  John  T.  White,  D.D. 
Oxon.  and  J.  E.  Riddle,  M.A.  Oxon. 
Sixth  Edition,  revised,   i  vol.  4to.  28s. 
« 

White's  College  Latin- 

English  Dictionary;  abridged  from 
the  Parent  Work  for  the  use  of  Uni- 
versity Students.    Medium  8vo.  15^. 

A  Latin-English  Diction- 
ary adapted  for  the  use  of  Middle- 
Class  Schools.    By  John  T.  White, 

D.  D.  Oxon.    Square  fcp.  8vo.  31. 


White's  Junior  Student's 

Complete  Latin-English  and  Eng- 
lish-Latin Dictionary.  Square  i2mo. 
price  I2J-. 


Separately 


/English-Latin,  5^.  6d. 
\  Latin-English,  ^s.  6d. 


M'Culloch's  Dictionary, 

Practical,  Theoretical,  and  Historical, 
of  Commerce  and  Commercial  Navi- 
gation. Edited  and  corrected  to  1876 
by  H.  G.  Reid.  8vo.  63^.  Second 
Supplement,  price  3^-.  6d. 

A  General  Dictionary  of 

Geography,  Descriptive,  Physical, 
Statistical,  and  Historical ;  forming  a 
complete  Gazetteer  of  the  World.  By 
A.  Keith  Johnston.  New  Edition 
(1877),  thoroughly  revised.  Medium 
8vo. 

Maunder's  Treasury  of 

Knowledge  and  Library  of  Refer- 
ence ;  comprising  an  English  Diction- 
ary and  Grammar,  Universal  Gazetteer, 
Classical  Dictionary,  Chronology,  Law 
Dictionary,  Synopsis  of  the  Peerage, 
Useful  Tables,  &c.    Fcp,  8vo.  6s. 

The  Treasury  of  Bible 

Knowledge  ;  being  a  Dictionary  of 
the  Books,  IPersons,  Places,  Events, 
and  other  Matters  of  \vhi«h  mentioa  is 
made  in  Holy  Scripture.  By  the  Rer, 
J.  Ayre,  M.A.  With  Maps,  Plates, 
and  many  Woodcuts.    Fcp.  8vo.  6s. 

The  Public  Schools  Atlas 

of  Modern  Geography,  in  3 1  entirely 
new  Coloured  Maps.  Edited  with  an 
Introduction  by  Rev.  G,  BuTLER,  M.A. 
In  imperial  8vo.  or  imperial  4to.  price 
5j.  cloth. 

The  Public  Schools  Atlas 

of  Ancient  Geography,  in  28  entirely 
new  Coloured  Maps.  Edited  with  an 
Introduction  by  the  Rev.  G.  Butler, 
M.A.  In  imperial  8vo.  or  imperial  4to. 
price  7^.  6d.  cloth. 
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ASTRONOMY   and  METEOROLOGY. 


The  Universe  and  the 

Coming  Transits;  Researches  into 
and  New  Views  respecting  the  Con- 
stitution of  the  Heavens.  By  R.  A. 
Proctor,  B.A.  With  22  Charts  and 
22  Diagrams.    8vo.  16^. 

Saturn  and  its  System. 

By  R.  A.  Proctor,  B.A.  8vo.  with 
14  Plates,  14^-. 

The  Transits  of  Venus  ; 

A  Popular  Account  of  Past  and  Coming 
Transits.  By  R.  A.  Proctor,  B.A. 
20  Plates  (12  Coloured)  and  27  Wood- 
cuts.   Crown  8vo.  8j.  6r/. 

Essays   on  Astronomy. 

A  Series  of  Papers  on  Planets  and 
Meteors,  the  Sun  and  Sun-surrounding 
Space,  Star  and  Star  Cloudlets.  By 
R.  A.  Proctor,  B.A.  With  10 Plates 
and  24  Woodcuts.    Svo.  \zs. 

The  Moon  ;  her  Motions, 

Aspects,  Scenery,  and  Physical  Con- 
dition. By  R.  A.  Proctor,  B.A. 
With  Plates,  Charts,  Woodcuts,  and 
Lunar  Photographs.    Crown  8vo.  15J. 

The  Sun ;  Ruler,  Light,  Fire, 

and  Life  of  the  Planetary  System.  By 
R.  A.  Proctor,  B.A.  With  Plates  & 
Woodcuts.    Crown  Svo.  I4J-. 

The  Orbs  Around  Us ; 

a  Series  of  Essays  on  the  Moon  & 
Planets,  Meteors  &  Comets,  the  Sun  & 
Coloured  Pairs  of  Suns.  By  R.  A. 
Proctor,  B.A.  With  Chart  and  Dia- 
grams.   Crown  Svo.  Is.  6d. 

Other  Worlds  than  Ours ; 

The  Plurality  of  Worlds  Studied  under 
the  Light  of  Recent  Scientific  Re- 
searches. By  R.  A.  Proctor,  B.A. 
With  14  Illustrations.    Cr.  Svo.  los.  6d. 

Brinkley's  Astronomy. 

Revised  and  partly  re-written  by  JOHN 
W.  STUniiS,  D.D.  and  F.  Brunnow, 
Ph.D.  With  49  Diagrams.  Crown 
Svo.  price  6s. 


Outlines  of  Astronomy. 

By  Sir  J.  F.  W.  Herschel,  Bart.  M.A. 
Latest  Edition,  with  Plates  and  Dia- 
grams.   Square  crown  Svo.  12s. 

The  Moon,  and  the  Con- 

.  dition  and  Configurations  of  its  Surface. 
By  E.  Neison,  F.R.  Ast.  Soc.  &c. 
With  26  Maps  and  5  Plates.  Medium 
Svo.  31  J.  6d. 

Celestial     Objects  for 

Common  Telescopes.  By  T.  W. 
AVebb,  M.A.  With  Map  of  the  Moon 
and  Woodcuts.    Crown  Svo.  Js.  dd. 

A  New  Star  Atlas,  for  the 

Library,  the  School,  and  the  Obser- 
vatory, in  12  Circular  Maps  (with  2 
Index  Plates).  By  R.  A.  Proctor, 
B.  A.    Crown  Svo.  5^-. 

Larger  Star  Atlas,  for  the 

Library,  in  Twelve  Circular  Maps, 
pliotolithographed  by  A.  Brothers, 
F.R.A.S.  With  2  Index  Plates  and  a 
Letterpress  Introduction.  By  R.  A. 
Proctor,  B.A.    Small  folio,  25^. 

Dove's  Law  of  Storms, 

considered  in  connexion  with  the 
Ordinary  Movements  of  the  Atmo- 
sphere. Translated  by  R.  H.  ScOTT, 
M.A.    Svo.  \os.  6d. 

Air. and  Rain;  the  Begin- 
nings of  a  Chemical  Climatology.  By 
R.  A.  Smith,  F.R.S.    Svo.  24^-. 

Air  and  its  Relations  to 

Life,  1774-1874;  a  Course  of  Lec- 
tures delivered  at  the  Royal  Institution 
of  Great  Britain.  By  W.  N.  Hartley, 
F.C.S.  With  66  Woodcuts.  Small 
Svo.  6j. 

Schellen's  Spectrum 

Analysis,  in  its  Application  to  Terres- 
trial Substances  and  tlie  Physical 
Constitution  of  the  Heavenly  Bodies. 
Translated  by  Jane  and  C.  Lassell, 
with  Notes  by  W.  Huggins,  LL.D. 
F.  R.  S.  Svo.  Plates  and  Woodcuts,  28^. 
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SCIENCE. 


Professor  Helmholtz' 

Popular  Lectures  on  Scientific  Sub- 
jects. Translated  by  E.  Atkinson, 
F.  C.  S.  With  numerous  Wood  Engrav- 
ings.   8vo.  I2s.  6d. 

On   the   Sensations  of 

Tone,  as  a  Physiological  Basis  for  the 
Theory  of  Music.  By  H.  Helmholtz, 
Professor  of  Physiology  in  the  Uni- 
versity of  Berlin.  Translated  by  A.  J. 
Ellis,  F.R.S.    8vo.  36^. 

Ganot's  Natural  Philo- 
sophy for  General  Readers  and 
Young  Persons  ;  a  Course  of  Physics 
divested  of  Mathematical  Formulas  and 
expressed  in  the  language  of  daily  life. 
Translated  by  E.  Atkinson,  F.C.S. 
Second  Edition,  with  2  Plates  and  429 
Woodcuts.    Crown  8vo.  7^.  6d. 

Ganot's  Elementary 

Treatise  on  Physics,  Experimental 
and  Applied,  for  the  use  of  Colleges 
and  Schools.  Translated  and  edited 
by  E.  Atkinson,  F.C.S.  Seventh 
Edition,  with  4  Coloured  Plates  and 
758  Woodcuts.    Post  8vo.  15^-. 

Arnott's  Elements  of  Phy- 
sics or  Natural  Philosophy.  Seventh 
Edition,  edited  by  A.  Bain,  LL.D.  and 
A.  S.  Taylor,  M.D.  F.R.S.  Crown 
8vo.  Woodcuts,  i2s.  6d. 

The  Correlation  of  Phy- 
sical Forces.  By  the  Hon.  Sir  W. 
R.  Grove,  F.R.S.  &c.  Sixth  Edition, 
with  other  Contributions  to  Science. 
8vo.  l^s. 

Weinhold's  Introduction 

to  Experimental  Physics  ;  including 
Directions  for  Constructing  Physical 
Apparatus  and  for  Making  Experiments. 
Translated  by  B.  LoEWY,  F.R.A.S. 
With  a  Preface  by  G.  C.  Foster,  F.R.S. 
8vo.  Plates  &  Woodcuts  31^.  6d. 

Principles  of  Animal  Me- 
chanics. By  the  Rev.  S.  Haugiiton, 
F.R.S.    Second  Edition.    8vo.  2\s. 


Fragments  of  Science. 

By  John  Tyndall,  F.R.S.  Fifth 
Edition,  with  a  New  Introduction. 
Crown  8vo.  los.  6d. 

Heat  a  Mode  of  Motion. 

By  John  Tyndall,  F.R.S.  Fifth 
Edition,  Plate  and  Woodcuts.  Crown 
8vo.  10s.  6a. 

Sound.   By  John  Tyndall, 

F.R.S.  .  Third  Edition,  including 
Recent  Researches  on  Fog-Signalling  ;. 
Portrait  and  Woodcuts.  Crown  8vo. 
price  los.  6d. 

Researches  on  Diamag- 

netism  and  Magne-CrystallicAction;. 

including  Diamagnetic  Polarity.  By 
John  Tyndall,  F.R.S.  With  6 
Plates  and  many  Woodcuts.-    8vo.  141. 

Contributions  to  Mole- 
cular Physics  in  the  domain  of  Ra- 
diant Heat.  By  John  Tyndall, 
F.R.S.  With  2  Plates  and  31  Wood- 
cuts.   8vo.  \6s. 

Six  Lectures  on  Light, 

delivered  in  America  in  1872  and  1873. 
By  John  Tyndall,  F.R.S.  Second 
Edition,  with  Portrait,  Plate,  and  59 
Diagrams.    Crown  8vo.  'js.  6d. 

Notes  of  a  Course  of  Nine 

Lectures  on  Light,  delivered  at  the 
Royal  Institution.  By  John  Tyndall, 
F.R.S.  Crown  8vo.  is.  sewed,  or 
IS.  6d.  cloth. 

Notes   of  a  Course  of 

Seven  Lectures  on  Electrical  Phe- 
nomena and  Theories,  delivered  at 
the  Royal  Institution.  By  John  Tyn- 
dall, F.R.S.  Crown  8vo.  is.  sewed, 
or  IS.  6d.  cloth. 

A  Treatise  on  Magnet- 
ism, General  and  Terrestrial.  By  H. 
Lloyd,  D.D.  D.C.L.    8vo.  los.  6d. 

Elementary  Treatise  on 

the  Wave-Theory  of  Light.  By 
PI.  Lloyd,  D.  D.  D.  C.  L.  8vo.  los.  dd. 
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Text-Books  of  Science, 

Mechanical  and  Physical,  adapted  for 
the  use  of  Artisans  and  of  Students  in 
Public  and  Science  Schools.  Small 
8vo.  with  Woodcuts,  &c. 

And-erson's  Strength  of  Materials,  3^-.  6d. 

Armstrong's  Organic  Chemistry,  3^.  6ci. 

Barry's  Railway  Appliances,  3^.  6d. 

Bloxam's  Metals,  3^.  6d. 

Goodeve's  Mechanics,  y.  6d. 

 .  Mechanism,  3J-.  6d. 

Griffin's  Algebra  &  Trigonometry,  3/6. 

Jenkin's  Electricity  &  Magnetism,  3/6. 

Maxwell's  Theory  of  Heat,  3^-.  6d. 

Merrifield's  Technical  Arithmetic,  y.  6d. 

Miller's  Inorganic  Chemistry,  3^.  6d. 

Preece  &  Sivewright's  Telegraphy,  3/6. 

Shelley's  Workshop  Appliances,  3^  6d. 

Thome's  Structural  and  Physiological 
Botany,  6s. 

Thorpe's  Quantitative  Analysis,  4s.  6d. 

Thorpe  &  Muir's  Qualitative  Analysis, 

price  3^-.  6d. 

Tilden's  Systematic  Chemistry,  y.  6d. 

Unwin's  Machine  Design,  y.  6d. 

Watson's  Plane  &  Solid  Geometry,  3/6. 

Other  Text- Books,  in  continuation  of 
this  Series,  in  active  preparation. 

The  Comparative  Ana- 
tomy and  Physiology  of  the  Verte- 
brate Animals.  By  Richard  Owen, 
F.R.S.  With  1,472  Woodcuts.  3 
vols.  8vo.  £2,.  ly.  6d. 

Kirby  and  Spence's  In- 
troduction to  Entomology,  or  Ele- 
ments of  the  Natural  Histoiy  of  Insects. 
Crown  8vo.  5-f- 

Light  Science  for  Leisure 

Hours ;  Familiar  Essays  on  Scientific 
Subjects,  Natural  Phenomena,  &c. 
By  R.  A.  Proctor,  B.A.  2  vols, 
crown  Svo.  7^.  6d.  each. 

Homes  without  Hands ; 

a  Description  of  the  Plabitations  of 
Animals,  classed  according  to  their 
Principle  of  Construction.  By  the  Rev. 
J.  G.  Wood,  M.A.  With  about  140 
Vignettes  on  Wood.    Svo.  14^-. 


Strange  Dwellings ;  a  De- 
scription of  the  Habitations  of  Animals, 
abridged  from  '  Homes  without  Hands. ' 
By  the  Rev.  J.  G.  Wood,  M.A.  With 
Frontispiece  and  60  Woodcuts.  Crown 
Svo.  ys.  6d 

Insects  at  Home  ;  a  Popu- 
lar Account  of  British  Insects,  their 
Structure,  Habits,  and  Transforma- 
tions. By  the  Rev.  J.  G.  Wood,  M.A. 
With  upwards  'of  700  Woodcuts.  Svo. 
price  14^-. 

Insects  Abroad ;  being  a 

Popular  Account  of  Foreign  Insects, 
their  Structure,  Habits,  and  Trans- 
formations. By  the  Rev.  J.  G.  Wood, 
M.A.  With  upwards  of  700  Wood- 
cuts.   Svo.  14J. 

Out  of  Doors  ;  a  Selection 

of  Original  Articles  on  Practical 
Natural  History.  By  the  Rev.  J.  G. 
Wood,  M.A.  With  6  Illustrations. 
Crown  Svo.  ys.  6d. 

Bible  Animals ;  a  Descrip- 
tion of  every  Living  Creature  mentioned 
in  the  Scriptures,  from  the  Ape  to  the 
Coral.  By  the  Rev.  J.  G.  Wood,  M.  A. 
With  112  Vignettes.    Svo.  145-. 

The  Polar  World  :  a  Pop- 
ular Description  of  Man  and  Nature  in 
the  Arctic  and  Antarctic  Regions  of  the 
Globe.  By  Dr.  G.  Hartwig.  With 
Chromoxylographs,  Maps,  and  Wood- 
cuts.   Svo.  IOJ-.  6d. 

The  Sea  and  its  Living 

Wonders.  By  Dr.  G.  Hartwig. 
Fourth  Edition,  enlarged.  Svo.  with 
numerous  Illustrations,  los.  6d. 

The  Tropical  World.  By 

Dr.  G.  Hartwig.  With  about  200 
Illustrations.    Svo.  ioj.  6d. 

The  Subterranean 

World.  By  Dr.  G.  Hartwig.  With 
Maps  and  Woodcuts.    Svo.  los.  6d. 

The  Aerial  World ;  a  Pop- 

ular  Account  of  tlie  Phenomena  and 
Life  of  the  Atmosphere.  By  Dr. 
G.  Hartwig.  With  Map,  S  Chromo- 
xylographs &  60  Woodcuts. Svo.  2is. 
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Maunder's  Treasury  of 

Natural  History,  or  Popular  Dic- 
tionary of  Animated  Nature;  in  which 
the  Zoological  Characteristics  that  dis- 
linguish  the  different  Classes,  Genera 
and  Species,  are  combined  with  a  variety 
of  interesting  Information  illustrative 
of  the  Habits,  Instincts,  and  General 
Economy  of  the  Animal  Kingdom. 
Fcp.  8vo.  with  900  Woodcuts,  6j. 

,A  Famiiiar  History  of 

Birds.  By  E.  Stanley,  D.D.  late 
Bishop  of  Norwich.  Fcp.  8vo.  with 
Woodcuts,  3^-.  6d. 

:  Rocks  Classified  and  De- 
scribed. By  B.  Von  Cotta.  Eng- 
'lish  Edition  by  P.  H.  Lawrence  (with 
English,  German,  and  French  Syno- 
nymes),  revised  by  the  Author.  Post 
8vo.  14:. 

'The  Geology  of  England 

and  Wales ;  a  Concise  Account  of 
the  Lithological  Characters, ,  Leading 
Fossils,  and  Economic  Products  of  the 
Rocks.  By  H.  B.  Woodward,  F.  G.  S. 
Crown  8vo.  Map  &  Woodcuts,  14s-. 

The  Primaeval  World  of 

Switzerland.  By  Professor  Oswal 
Heer,  of  the  University  of  Zurich. 
'  Edited  by  James  Heywood,  M.A. 
F.R.S.  President  of  the  Statistical 
Society.  With  Map,  19  Plates,  &  372 
Woodcuts.    2  vols.  8vo.  28j. 

The  Puzzle  of  Life  and 

How  it  Has  Been  Put  Together  :  a 

Short  History  of  Vegetable  and  Animal 
Life  upon  the  Earth  from  the  Earliest 
Times ;  including  an  Account  of  Pre- 
Historic  Man,  his  Weapons,  Tools, 
and  Works.  By  A.  NicoLS,  F.  R.  G,  S'. 
With  12  Illustrations.    Crown  8vo.  ^s. 

The  Origin  of  Civilisa- 
tion, and  the  Primitive  Condition  of 

Man  ;  Mental  and  Social  Condition  of 
Savages.  .  By  Sir  J.  Lubbock,  Bart. 
M.P.  F.R.S.  Third  Edition,  with  25 
Woodcuts.    8vo.  i8j. 

The  Ancient  Stone  Im- 
plements, Weapons,  and  Ornaments 
of  Great  Britam.  By  John  Evans, 
F-  R.  S.  With  2  Plates  and  476  Wood- 
cuts,   8vo.  2%s. 


The  Elements  of  Botany 

for  Families  and  Schools.  Eleventh 
Edition,  revised  by  Thomas  Moore, 
F.L.S.    Fcp.  Svo.  Woodcuts,  2s.  6d. 

The     Rose  Amateur's 

Guide.  By  Thomas  Rivers.  Latest 
Edition.    Fcp.  Svo.  4J. 

A  Dictionary  of  Science, 

Literature,  and  Art.  Re-edited  by 
the  late  W.  T.  Brande  (the  Author) 
and  the  Rev.  G.  W.  Cox,  M.A.  3  vols, 
medium  Svo.  63^. 

The  History  of  Modern 

Music,  .a  Course  of  Lectures  delivered 
at  the  Royal  Institution  of  Great 
Britain.  By  John  Hullah.  Second 
Edition.    Demy  Svo.  Sj.  6d. 

Mr.  Hullah's  2nd  Course 

of  Lectures  on  the  Transition  Period 
of  Musical  History,  from  the  Beginning 
of  the  Seventeenth  to  the  Middle  of  the 
Eighteenth  Centuiy.  Second  Edition. 
Demy  Svo.  los.  6d. 

Structural  and  Physio- 
logical Botany.  By  Otto  W.  ThomjJ, 

Professor  of  Botany  at  the  School  of 
Science  and  Art,  Cologne.  Translated 
and  edited  by  A.  W.  Bennett,  M.A. 
B.Sc.  F.L.S.  Lecturer  on  Botany  at 
St.  Thomas's  Hospital.  With  about 
600  Woodcuts  and  a  Coloured  Map. 
Small  Svo.  6^. 

The  Treasury  of  Botany, 

or  Popular  Dictionary  of  the  Vegetable 
Kingdom  ;  with  which  is  incorporated 
a  Glossary  of  Botanical  Terms.  Edited 
by  J.  Lindley,  F  R.S.  and  T. 
Moore,  F.L.S.  With  274  Woodcuts 
and  20  Steel  Plates.  Two  Parts,  fcp. 
Svo.  12S. 

Loudon's  Encyclopaedia 

of  Plants  ;  comprising  the  Specific 
Character,  Description,  Culture,  His- 
tory, &c.  of  all  the  Plants  found  in 
Great  Britain.  With  upwards  of 
i2jOoo  Woodcuts.    Svo.  42^. 
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De  Caisne  &  Le  Maout's 

System  of  Descriptive  and  Analy- 
tical Botany.  Translated  Mrs. 
Hooker  ;  edited  and  arranged  accord- 
ing to  the  English  Botanical  System,  by 
J.  D.  Hooker,  M.D.  "With  5,500 
Woodcuts.    Imperial  8vo.  31^.  ()d. 


Hand-Book    of  Hardy 

Trees,  Shrubs,  and  Herbaceous 
Plants ;  containing  Uescriptions  &c. 
of  the  Best  Species  in  Cultivation. 
With  720  Original  Woodcut  Illustra- 
tions. By  W.  B.  Hemsley.  Medium 
8vo.  12^. 


CHEMISTRY   and  PHYSIOLOGY. 


Miller's  Elements  of  Che- 
mistry, Theoretical  and  Practical. 
Re-edited,  with  Additions,  by  H. 
MACLEOD,  F.C.S.    3  vols.  8vo. 

Part    I.  Chemical    Physics,  New 

Edition  in  the  press. 
Part  II.  Inorganic  Chemistry,  2ij. 
Part  III.  Organic  Chemistry,  New 

Edition  in  the  press. 

Health  in  the  House : 

Twenty-five  Lectures  on  Elementary 
Physiology  in  its  Application  to  the 
Daily  Wants  of  Man  and  Animals. 
By  Mrs.  C.  M.  BucKTON.  Crown  8vo. 
Woodcuts,  2s. 

Outlines  of  Physiology, 

Human  and  Comparative.  By  J. 
Marshall,  F.R.C.S.  Surgeon  to  the 
University  College  Hospital.  2  vols, 
crown  8vo.  with  122  Woodcuts,  32J-. 


An  Introduction  to  the 

study  of  Chemical  Philosophy  ;  or, 

the  Principles  of  Theoretical  and 
Systematic  Chemistry.  By  W.  A. 
TiLDEN,  F.C.S.    Small  8vo.  35.  dd. 

Select  Methods  in  Che- 
mical Analysis,  chiefly  Inorganic.  By 
Wm.  Crookes,  F.R.S.  With  22 
Woodcuts.    Crown  8vo.  lis.  6d. 

A  Dictionary  of  Chemis- 
try and  the  Allied  Branches  of  other 
Sciences.  By  Henry  Watts,  F.C.S. 
assisted  by  eminent  Scientific  and 
Practical  Chemists.  7  vols,  medium 
8vo.  6d. 

Supplementary  Volume, 

completing  the  Record  of  Chemical  Dis- 
covery to  the  year  1876. 

[In  preparation. 


The   FINE   ARTS   and  ILLUSTRATED 

EDITIONS. 


Poems.    By  W.  B.  Scott. 

Illustrated  by  Seventeen  Etchings  by 
L.  A.  Tadema  and  W.  B.  Scott. 
Crown  8vo.  15^. 

Half-hour   Lectures  on 

the  History  and  Practice  of  the 
F.ne  and  Ornamental  Arts.  By  W. 
B.  Scott.    Cr.  8vo.  Woodcuts,  8j.  6^. 

A  Dictionary  of  Artists  of 

the  English  School :  Painters,  Sculp- 
tors, Architects,  Engravers,  and  Oma- 
mentists.  By  S.  Redgrave.  8vo.  ids. 


In    Fairyland  ;  Pictures 

from  the  Elf-World.  By  Richard 
Doyle.  With  a  Poem  by  W.  Al- 
LINGHAM.  With  16  coloured  Plates, 
containing  36  Designs.    Folio,  i  ^s. 

Lord  Macaulay's  Lays  of 

Ancient  Rome.  With  90  Illusti-ations 
on  Wood  from  Drawings  by  G.  Scharf. 
Fcp.  4to.  2 1  J. 

Miniature  Edition,  with 

G.  Scharf's  90  Illustrations  reduced  in 
Lithography.    Imj).  i6mo.  ioj.  (id. 
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Moore's    Lalla  Rookh, 

Tenniel's  Edition,  with  68  Wood  En- 
gravings from  Original  Drawings.  Fcp. 
4to.  lis. 

Moore's  Irish  Melodies, 

Maclise's  Edition,  with  161  Steel 
Plates.    Super  royal  8vo.  2IJ-. 

The    New  Testament, 

Illustrated  with  Wood  Engravings  after 
the  Early  Masters,  chiefly  of  the  Italian 
School.    Crown  4to.  63^. 

Sacred  and  Legendary- 
Art.  By  Mrs.  Jameson.  6  vols, 
square  crown  Svo.  price  ^^5.  15.?.  M. 

Legends  of  the  Saints 

and  Martyrs.  With  19  Etchings  and 
187  Woodcuts.    2  vols.  3 1  J.  (yd. 


The  USEFUL  ARTS, 
The  Amateur  Mechanics' 

Practical  Handbook  ;  describing  the 
different  Tools  required  in  the  Work- 
shop, the  uses  of  them,  and  how  to  use 
them.  By  A.  H.  G.  HOBSON.  With 
33  Woodcuts.    Crown  8vo.  2j.  6</. 

The  Engineer's  Valuing 

Assistant.  By  H.  D.  IIoskold, 
Civil  and  Mining  Engineer,  16  years 
Mining  Engineer  to  the  Dean  Forest 
Iron  Company.    Svo.       \In  the  press. 

Thj5    Whitworth  Mea- 

suring  Machine  ;  including  Descrip- 
tions of  the  Surface  Plates,  Gauges,  and 
other  Measuring  Instniments  made  by 
Sir  J.  Whitworth,  Bart.  By  T.  M. 
GooDEVE,  M.A.  and  C.  P.  B.  Shel- 
ley, C.E.  Fcp.  4to.  with  4  Plates 
and  44  Woodcuts.  {^Nearly  ready. 

Industrial  Chemistry;  a 

Manual  for  Manufacturers  and  for  Col- 
leges or  Technical  Schools  ;  a  Transla- 
tion of  Stohmann  and  Englcr's  German 
Edition  of  Payen's  '  Precis  de  Chimie 
Industrielle,'  by  Dr.  J.  D.  Barry. 
With  Chapters  on  the  Chemistiy  of  the 
Metals,  by  B.  H.  Paul,  Ph.D.  Svo. 
Plates  &  Woodcuts.  the  pi-ess. 


Legends  of  the  Monastic 

Orders.  With  11  Etchings  and  88 
Woodcuts.    I  vol.  lis. 

Legends  of  the  Madonna. 

With  27  Etchings  and  165  Woodcuts. 
I  vol.  zis. 

The  History  of  our  Lord, 

with  that  of  his  Types  and  Precursors. 
Completed  by  Lady  Easti,ake.  With 
13  Etchings  and  281  Woodcuts.  2 
vols.  \2.S. 

The   Three  Cathedrals 

dedicated  to  St.  Paul  in  London  ; 

their  History  from  the  Foundation  of 
the  First  Building  in  the  Sixth  Century 
to  the  Proposals  for  the  Adornment  of 
the  Present  Cathedral.  By  W.  LoKG- 
MAN,  F.  S.A.  With  numerous  Illus- 
trations.   Square  crown  Svo.  2.\s. 


MANUFACTURES,  &c5- 
Gwilt's  Encyclopaedia  of 

Architecture,  with  above  1,600  Wood- 
cuts. Revised  and  extended  by  W. 
Papworth.    Svo.  52^.  bd.' 

Lathes  and  Turning,  Sim- 
pie,  Mechanical,  and  Ornamental.  By 
W.  H.  Northcott.  Second  Edition, 
with  338  Illustrations.    Svo.  iSj. 

Hints     on  Household 

Taste   in   Furniture,  Upholstery, 

and  other  Details.  By  C.  L.  East-- 
LAKE.  With  about  90  Illustrations. . 
Square  crown  Svo.  14?. 

Handbook   of  Practical 

Telegraphy.  By  R.  S.  Culley, 
Memb.  Inst.  C.E.  Engineer-in-Chief 
of  Telegraphs  to  the  Post-Ofiice.  Svo. 
Plates  &  Woodcuts,  i6j. 

A  Treatise  on  the  Steam: 

Engine,  in  its  various  applications  to 
Mines,  Mills,  Steam  Navigation,  Rail- 
ways and  Agriculture.  By  J.  Bourne,  " 
C.E.    With  Portrait,  37  Plates,  and 
546  Woodcuts.    4to.  42J. 

Recent  Improvements  in 

the  steam  Engine.    By  J.  Bourne, 
C.E.    Fcp.  Svo.  Woodcuts,  6j: 


C 
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Catechism  of  the  Steam 

Engine,  in  its  various  Applications. 
By  John  Bourne,  C.E.  Fcp.  8vo. 
Woodcuts,  6s. 

Handbook  of  the  Steam 

Engine  By  J.  Bourne,  C.E.  form- 
ing a  Key  to  the  Autlior's  Catecliism  of 
the  Steam  Engine.  Fcp.  8vo.  Wood- 
cuts, 9^. 

Encyclopaedia   of  Civil 

Engineering,  Historical,  Theoretical, 
and  Practical.  By  E.  Cresy,  C.E. 
With  above  3,000  Woodcuts.  8vo.  42 j. 

Ure's  Dictionary  of  Arts, 

Manufactures,  and  Mines.  Seventh 
Edition,  re-vi^ritten  and  enlarged  by  R. 
Hunt,  F.R.  S.  assisted  by  numerous 
contributors.  With  2,100  Woodcuts. 
3  vols,  medium  Svo.  ;^5.  ^s. 

Vol.  IV.  Supplementaiy,  completing  all 
the  Departments  of  the  Dictionary  to 
the  beginning  of  the  year  1877,  is  pre- 
paring for  publication. 

Practical  Treatise  on  Me- 
tallurgy.    Adapted  from   the  last 

German  Edition  of  Professor  Kerl's 

Metallurgy  by  W.  Crookes,  F.R.S. 

-&c.  and  E.  Rohrig,  Ph.D.  3  vols. 

8vo.  \fi\\\  625  Woodcuts.    £1^.  igj. 

The  Theory  of  Strains  in 

Girders  and  similar  Structures,  with 
Observations  on  the  application  of 
Theory  to  Practice,  and  Tables  of  the 
Strength  and  other  Properties  of  Ma- 
terials. By  B.  B.  Stoney,  M.A. 
M.  Inst.  C.E.  Royal  8vo.  with  5 
Plates  and  123  Woodcuts,  36j-. 

Treatise  on   Mills  and 

Millwork.  By  Sir  W.  Fairbairn, 
Bt.  With  18  Plates  and  322  Wood- 
cuts.   2  vols.  Svo.  32J-. 


Useful   Information  for 

Engineers.  By  Sir  W.  Fairbairn, 
Bt.  Witli  many  Plates  and  Woodcuts. 
3  vols,  crown  Svo.  31J.  6d. 

The  Application  of  Cast 

and  Wrought  Iron  to  Building 
Purposes,  By  Sir  W.  Fairbairn, 
Bt.  With  6  Plates  and  118  Woodcuts. 
Svo.  16s. 

Practical   Handbook  of 

Dyeing  and  CaUco- Printing.  By 
W.  Crookes,  F.R.S.  &c.  With 
numerous  Illustrations  and  specimens 
of  Dyed  Textile  Fabrics.    Svo.  42J. 

Anthracen ;  its  Constitution, 

Properties,  Manufacture,  and  Deriva- 
tives, including  Artificial  Alizarin,  An- 
thrapurpurin,  &c.  with  their  Applica- 
tions in  Dyeing  and  Printing.  By  G. 
Auerbach.  Translated  by  W. 
CrookeSj  F.R.S.    Svo.  i2j. 

Mitchell's     Manual  of 

Practical  Assaying.  Fourth  Edition, 
revised,  with  the  Recent  Discoveries 
incorporated,  by  W.  Crookes,  F.R.S. 
Crown  Svo.  Woodcuts,  31^.  6d. 

Loudon's  Encyclopaedia 

of  Gardening  ;  comprising  the  Theory 
and  Practice  of  Horticulture,  Floricul- 
ture, Arboriculture,  and  Landscape 
Gardening.  With  1,000  Woodcuts. 
Svo.  2is. 

Loudon's  Encyclopaedia 

of  Agriculture  ;  comprising  the  Lay- 
ing-out, Improvement,  and  Manage- 
ment of  Landed  Property,  and  the 
Cultivation  and  Economy  of  the  Pro- 
ductions of  Agriculture.  With  1,100 
Woodcuts.    Svo.  2 1  J. 


RELIGIOUS    and   MORAL  WORKS. 


An  Exposition  of  the  39 

Articles,  Historical  and  Doctrinal.  By 
E.  H.  Browne,  D.D.  Bishop  of  Win- 
chester.   Latest  Edition.    Svo.  16^. 


An  Introduction  to  the 

Theology  of  the  Church  of  England, 

in  an  Exposition  of  the  39  Articles.  By 
T.  P.  Boultbee,  LL.D.   Fcp.  Svo.  6^. 
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Historical   Lectures  on 

the  Life  of  Our  Lord  Jesus  Christ. 
By  C.  J.  Ellicott,  D.D.    8vo.  \is. 

Sermons  Chiefly  on  the 

Interpretation  of  Scripture.  By  the 
late  Rev.  Thomas  Arnold,  D.D. 
8vo.  -js.  6d. 

Sermons  preached  in  the 

Chapel  of  Rugby  School ;  with  an 
Address  before  Confirmation.  By 
Thomas  Arnold,  D.D.  Fcp.  8vo. 
price  3^.  6d. 

Christian  Life,  its  Course, 

its  Hindrances,  and  its  Helps  ;  Ser- 
mons preached  mostly  in  the  Chapel  of 
Rugby  School.  By  Thomas  Arnold, 
D.D.    Svo.  Js.  6d. 


Christian  Life,  its  Hopes, 

its  Fears,  and  its  Close ;  Sermons 
preached  mostly  in  the  Chapel  of  Rugby 
School.  By  Thomas  Arnold,  D.D. 
Svo.  7^.  6d. 


Synonyms  of  the  Old  Tes- 
tament, their  Bearing  on  Christian 
Faith  and  Practice.    By  the  Rev.  R.  B. 

GiRDLESTONE.     Svo.  1$S. 

The  Primitive  and  Ca- 
tholic Faith  in  Relation  to  the 
Church  of  England.  By  the  Rev.  B. 
W.  Savile,  M.A.    Svo.  "JS. 


The  Eclipse  of  Faith  ;  or 

a  Visit  to  a  Religious  Sceptic.  By 
Henry  Rogers.  Latest  Edition. 
Fcp.  Svo.  5^. 

Defence  of  the  Eclipse  of 

Faith.  By  Henry  Rogers.  Latest 
Edition.    F cp.  Svo.  3J.  6d. 

Three  Essays  on  Reli- 
gion: Nature;  the  Utility  of  Religion  ; 
Theism.  By  John  Stuart  Mill. 
Svo.  10s.  6d. 


A  Critical  and  Gram- 
matical Commentary  on  St.  Paul's 
Epistles.  By  C.  J.  Ellicott,  D.D. 
Svo.  Galatians,  8j.  6d.  Ephesians, 
2is.  6d.  Pastoral  Epistles,  los.  6d. 
Philippians,  Golossians,  &  Philemon, 
los.  6d.    Thessalonians,  Js.  6d. 

The  Life  and  Epistles  of 

St.  Paul.  By  Rev.  W.J.  Conybeare, 
M.A.  and  Very  Rev.  John  Saul  How- 
son,  D.D.  Dean  of  Chester.  Three 
Editions,  copiously  illustrated. 

Library  Edition,  with  all  the  Original 
Illustrations,  Maps,  Landscapes  on 
Steel,  Woodcuts,  &c.    2  vols.  4to.  425. 

Intermediate  Edition,  with  a  Selection 
of  Maps,  Plates,  and  Woodcuts.  2  vols, 
square  croxra  Svo.  21s. 

student's  Edition,  revised  and  con- 
densed, with  46  Illustrations  and  Maps.. 
1  vol.  crown  Svo.  95. 

Evidence  of  the  Truth  of 

the  Christian  Religion  derived  from 
the  Literal  Fulfilment  of  Prophecy.  By 
Alexander  Keith,  D.D.  40th 
Edition,  with  numerous  Plates.  Square 
Svo.  12^.  6d.  or  in  post  Svo.  with  5 
Plates,  6s. 

The  Prophets  and  Pro- 
phecy in  Israel ;  an  Historical  and 
Critical  Inquiry.  By  Dr.  A.  KuENEN, 
Prof,  of  Theol.  in  the  Univ.  of  Leyden. 
Translated  from  the  Dutch  by  the  Rev. 
A.  Milroy,  M.A.  with  an  Introduc- 
tion by  J.  Muir,  D.C.L.    Svo.  2ij-. 

Mythology   among  the 

Hebrews  and  its  Historical  Develop- 
ment. By  Ignaz  Goldziher,  Ph.D. 
Translated  by  RusSELL  Martineau, 
M.A.    Svo.  16s. 

Historical   and  Critical 

Commentary  on  the  Old  Testament ; 

with  a  New  Translation.  By  M.  M. 
Kalisch,  Ph.D.  Vol.  I.  Genesis, 
Svo.  iSj.  or  adapted  for  the  General 
Reader,  12s.  Vol.  II.  Exodus,  15^.  or 
adapted  for  the  General  Reader,  12^. 
Vol.  III.  Leviticus,  Part  I.  it,s.  or 
adapted  for  the  General  Reader,  Zs. 
Vol.  IV.  Leviticus,  Part  II.  \e^s.  or 
adapted  for  the  General  Reader,  Sj. 
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The  History  and  Litera- 
ture of  the  Israelites,  according  to 
the  Old  Testament  and  the  Apociypha. 
By  C.  De  Rothschild  &  A.  De 
Rothschild.  2  vols,  crown  8vo. 
I2s.  6d.  Abridged  Edition,  i  vol.  fcp. 
8vo.  3J.  6d. 

Ewald's  History  of  Israel. 

Translated  from  the  German  by  J.  E. 
Carpenter,  M.A.  with  Preface  by  R. 
Martineau,  M.A.    5  vols.  8vo.  63^-. 

Ewald's    Antiquities  of 

Israel.  Translated  from  the  German 
by  H.  S.  Solly,  M.A.    8vo.  12s.  6d. 

Behind  the  Veil ;  an  Out- 
line of  Bible  Metaphysics  compared 
with  Ancient  and  Modern  Thought. 
By  the  Rev.  T.  Griffith,  M.A.  Pre- 
bendary of  St.  Paul's.    8vo.  lo^.  6d. 

The  Trident,  the  Cres- 
cent &  the  Cross  ;  a  View  of  the 
Religious  Histoiy  of  India  during  the 
Hindu,  Buddhist,  Mohammedan,  and 
Christian  Periods.  By  the  Rev.  J. 
Vaughan,  Nineteen  Years  Missionary 
in  India.    8vo.  gs.  6cf. 

The  Types  of  Genesis, 

briefly  considered  as  revealing  the 
Development  of  Human  Nature.  By 
Andrew  Jukes.    Crown  8vo.  "js.  6d. 

The  Second  Death  and 

the  Restitution  of  all  Things ;  with 
some  Preliminary  Remarks  on  the 
Nature  and  Inspiration  of  Holy  Scrip- 
ture. By  A.  Jukes.  Crown  8vo.  y.  6d. 

History  of  the  Reforma- 
tion in  Europe  in  the  time  of  Calvin. 
By  the  Rev.  J.  H.  Merle  D'Au- 
BiGNi5,  D.D.  Translated  by  W.  L. 
R.  Gates.   7  vols.  8vo.  price  ;^5.  i  is. 

Vol.  VIII.  translated  byW.  L.  R.  Gates, 
and  completing  the  English  Edition  of 
Dr.  D'Aubign£'s  "Work,  is  in  the  press. 

Supernatural    Religion ; 

an  Inquiry  into  the  Reality  of  Divine 
Revelation.    2  vols.  8vo.  24s. 


Commentaries,  by  the  Rev. 

W.  A.  O'CoNOR,  B.A.  Rector  of  St. 
Simon  and  St.  Jude,  Manchester. 

Epistle  to  the  Romans,  crown  8vo.  3J.  6c/. 
Epistle  to  the  Hebrews,  4s.  6d. 
St.  John's  Gospel,  los.  6d. 

An  Introduction  to  the 

study  of   the    New  Testament, 

Exegelical,  and  Theological.  By  the 
Rev.  S.  Davidson,  D.D.  L.L.D. 
2  vols.  8vo.  30J-. 

Passing    Thoughts  on 

Religion.  By  Elizabeth  M.  Sewell. 
Fcp.  8vo.  31.  6d. 

Thoughts  for  the  Age. 

by  Elizabeth  M.  Sewell.  New 
Edition.    Fcp.  8vo.  3j.  6d. 

Some  Questions  of  the 

Day.  By  Elizabeth  M.  Sewell. 
Crown  8vo.  2s.  6d. 

Self-examination  before 

Confirmation.  By  Elizabeth  M. 
Sewell.    32mo.  is.  6d. 

Preparation  for  the  Holy 

Communion ;  the  Devotions  chiefly 
from  the  works  of  Jeremy  Taylor.  By 
Elizabeth  M.  Sewell.    32mo.  y. 

Bishop  Jeremy  Taylor's 

Entire  Works ;  with  Life  by  Bishop 
Heber.  Revised  and  conected  by  the 
Rev.  C.  P.  Eden.    10  vols.  ;^5.  5^. 

Hymns   of  Praise  and 

Prayer.  Corrected  and  edited  by 
Rev.  John  Martineau,  LL.D. 
Crown  8vo.  4J-.  6d.    32010.  is.  6d. 

Spiritual  Songs  for  the 

Sundays  and  Holidays  throughout 
the  Year.  By  J.  S.  B.  Monsell, 
LL.D.    Fcp.  8vo.  5J-.  iSmo.  2s. 

Lyra  Germanica;  Hymns 

translated  from  the  German  by  Miss  C. 
WlNKWORTH.     Fcp.  Svo.  5.r. 
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Hours  of  Thought  on 

Sacred  Things  ;  a  Volume  of  Ser- 
mons. By  James  Martineau,  D.D. 
I.L.D.    Crown  8vo.    Price  Ts.  6d. 

Endeavours    after  the 

Christian  Life  ;  Discourses.  By 
James  Martineau,  D.D.  LL.D. 
Fifth  Edition.    Crown  8vo.  7^.  6d. 


The  Pentateuch  &  Book 

of   Joshua    Critically  Examined. 

By  J.  W.  CoLENSO,  D.D.  Bishop  of 
Natal.    Crown  8vo.  6s. 

Lectures  on  the  Penta- 
teuch and  the  Moabite  Stone  ;  with 
Appendices.  By  J,  W.  Colenso, 
D.D.    Bishop  of  Natal.    8vo.  121. 


TRAVELS,   VOYAGES,  &e. 


A    Year    in  Western 

France.  By  M.  Betham-Edwards. 
Crown  8vo.  Frontispiece,  los.  bd. 

Journal  of  a  Residence  in 

Vienna  and  Berlin  during  the  event- 
ful Winter  1805-6.  By  the  late  Henry 
Reeve,  M.  D.  Published  by  his  Son. 
Crown  8vo.  8^.  bd. 

One  Thousand  Miles  up 

the  Nile ;  a  Joumey  through  Egypt 
and  Nubia  to  the  Second  Cataract. 
By  Amelia  B.  Edwards.  With  Fac- 
similes of  Inscriptions,  Ground  Plans, 
Two  Coloured  Maps,  and  80  Illustra- 
tions engraved  on  Wood  from  Draw- 
ings by  the  Author.  Imperial  8vo.  42^-. 

The  Indian  Alps,  and  How 

we  Crossed  them :  a  Narrative  of 
Two  Years'  Residence  in  the  Eastern 
Himalayas,  and  Two  Months'  Tour  into 
the  Interior.  By  a  Lady  Pioneer. 
With  Illustrations  from  Original  Draw- 
ings by  the  Author.  Imperial  8vo.  \zs. 

Discoveries  at  Ephesus, 

Including  the  Site  and  Remains  of  the 
Great  Temple  of  Diana.  By  J.  T. 
Wood,  F.S.A.  With  27  Lithographic 
Plates  and  42  Wood  Engravings.  Me- 
dium 8vo.  63^. 

Through  Bosnia  and  the 

Herzegovina  on  Foot  during-  the 
Insurrection,  August  and  September 
1875.  By  Arthur  J.  Evans,  B.A. 
F.S.A.  Second  Edition.  Map  & 
Illustrations.    8vo.  i8j-. 

Italian  Alps  ;  Sketches  in 

the  Mountains  of  Ticino,  Lombardy, 
the  Trentino,  and  Venetia.  By  Dou- 
glas W.  Freshfield.  Square  crown 
8vo.  Illustrations,  i5j-. 


Over  the  Sea  and  Far 

Away ;  a  Narrative  of  a  Ramble 
round  the  World.  By  T.  W.  HlNCH- 
liff,  M.A.  F.R.G.S.  President  of 
the  Alpine  Club.  With  14  full-page 
Illustrations  engraved  on  Wood.  Me- 
dium 8vo.  21^. 

The  Frosty  Caucasus ;  an 

Account  of  a  Walk  through  Part  of  the 
Range,  and  of  an  Ascent  of  Elbruz  in 
the  Summer  of  1874.  ByF.  C.  Grove. 
With  Eight  Illustrations  and  a  Map. 
Crown  8vo.  price  15J. 

Tyrol  and  the  Tyrolese; 

an  Account  of  the  People  and  the 
Land,  in  their  Social,  Sporting,  and 
Mountaineering  Aspects.  By  W.  A. 
Baillie  Grohman.  Crown  8vo.  with 
Illustrations,  \/^s. 

Two  Years  in  Fiji,  a  De- 
scriptive Narrative  of  a  Residence  in  the 
Fijian  Group  of  Islands.  By  Litton 
Forbes,  M.D.    Crown  8vo.  8j.  bd. 

Memorials  of  the  Dis- 
covery and  Early  Settlement  of  the 
Bermudas  or  Somers  Islands,  from 
1615  to  1685.  By  Major-General  J. 
H.  Lefroy,  R.A.  C.B.  F.R.S.  &c. 
Governor  of  the  Bermudas.  8vo.  with 
Map.  [/«  the  p-ess. 

Eight  Years  in  Ceylon. 

By  Sir  Samuel  W.  Baker,  M.A. 
Crown  8vo.  Woodcuts,  7^-.  bd. 

The  Rifle  and  the  Hound 

in  Ceylon.  By  Sir  Samuel  W.  Baker, 
M.A.    Crown  8vo.  Woodcuts,  7j.  bd. 
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The  Dolomite  Moun- 
tains. Excursions  through  Tyrol, 
Carinthia,  Carniola,  and  Friuli.  By  J. 
Gilbert  and  G.  C.  Churchill, 
F.R.G.S.  Square  crown  8vo.  Illus- 
trations, 2 1  J. 

The  Alpine  Club  Map  of 

the  Chain  of  Mont  Blanc,  from  an 
actual  Survey  in  1863-1864.  By  A. 
Adams-Reilly,  F.  R.  G.  S.  InChromo- 
lithography,  on  extra  stout  drawing 
paper  loj.  or  mounted  on  canvas  in  a 
folding  case  12^.  6(/. 

The  Alpine  Club  Map  of 

the  Valpelline,  the  Val  Tournanche, 
and  the  Southern  Valleys  of  the 
Chain  of  Monte  Rosa,  from  actual 
Survey.  By  A.  Adams-Reilly, 
F.R.G.S.  Price  6s.  on  extra  stout 
drawing  paper,  or  7^.  dd.  mounted  in  a 
folding  case. 

Untrodden    Peaks  and 

Unfrequented  Valleys  ;  a  Midsummer 
Ramble  aiaiong  the  Dolomites.  By 
Amelia  B.  Edwards.  With  numerous 
Illustrations.    8vo.  2IJ-. 

Guide  to  the  Pyrenees, 

for  the  use  of  Mountaineers.  By 
Charles  Packe.    Crown  8vo.  "js.  6d. 


The  Alpine  Club  Map  of 

Switzerland,  with  parts  of  the  Neigh- 
bouring Countries,  on  the  scale  of  Four 
Miles  to  an  Inch.  Edited  by  R.  C. 
Nichols,  F.R.G.S.  In  Four  Sheets 
in  Portfolio,  price  42^.  coloured,  or  34^. 
uncoloured. 

The  Alpine  Guide.  By 

John  Ball,  M.R.I. A.  late  President 
of  the  Alpine  Club.  Post  8vo.  with 
Maps  and  other  Illustrations. 

The  Eastern  Alps,  los.  6d. 
Central  Alps,  including  all 

the  Oberland  District,  "js.  6d. 

Western  Alps,  including 

Mont  Blanc,  Monte  Rosa,  Zermatt,  &c. 
Price  6s.  6d. 

Introduction  on  Alpine 

Travelling  in  general,  and  on  the 

Geology  of  the  Alps.  Price  \s.  Either 
of  tlie  Three  Volumes  or  Parts  of  the 
'  Alpine  Guide '  may  be  had  with  this 
Introduction  prefixed,  \s.  extra.  The 
'  Alpine  Guide '  may  also  be  had  in 
Ten  separate  Parts,  or  districts,  price 
IS.  6d.  each. 

How  to  see  Norway.  By 

J.  R.  Campbell.  Fcp.  8vo.  Map  & 
Woodcuts,  5^. 


WORKS   of  FICTION. 


The  Atelier  du  Lys ;  or  an 

Art-Student  in  the  Reign  of  Terror. 
By  the  author  of  '  Mademoiselle  Mori.' 
Third  Edition.    Crown  8vo.  6s. 

Novels  and  Tales.  By  the 

Right  Hon.  the  Earl  of  Beacons- 
field.  Cabinet  Editions,  complete  in 
Ten  Volumes,  crown  8vo.  6s.  each. 

Lothair,  6s.  Venetia,  6s. 

Coningsby,  6s.       Alroy,  Ixion,  &c.  6s. 

Sybil,  6s.  Young  Duke  &c.  6s. 

Tancred,  6s.  Vivian  Grey,  6s. 

Henrietta  Temple,  6s.  ■ 
Contarini  Fleming,  &c.  6s. 


Whispers  from  Fairy- 
land. ■  By  the  Right  Hon.  E.  H. 
Knatchbull-Hugessen,  M.P.  With 
9  Illustrations.    Crown  8vo.  6s. 

Higgledy-piggledy;  or, 

Stories  for  Everybody  and  Every- 
body's Children.  By  the  Right  Hon. 
E.  H.  Knatciibull-Hugessen,  M.P. 
With  9  Illustrations.    Crown  Svo.  6s. 

Becker's  Gallus ;  or  Roman 

Scenes  of  the  Time  of  Augustus.  Post 
Svo.  Ts.  6d. 

Becker's  Charicles:  Illus- 
trative of  Private  Life  of  the  Ancient 
Greeks.    Post  Svo.  "js.  6d. 
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The  Modern  Novelist's 

Library. 

Lothair.    By  the  Rt.  Hon.  the  Earl  of 

Beaconsfield.    Price  2s.  boards ;  or 

2s.  6d.  cloth. 
Atherstone  Priory,  2s. boards;  2s.  6ci.  cloth. 
Mile.  Mori,  2s.  boards  ;  2s.  6d.,  cloth. 
The  Burgomaster's  Family,  2s.  &  2s.  6d. 
Melville's  Dig-by  Grand,  2s.  and  2s.  6d. 

  General  Bounce,  2s.  &  2s.  6d. 

  Gladiators,  2s.  and  2s.  6d. 

 Good  for  Nothing,  2s.  &  2s.  6d. 

 Holmby  House,  2s.  &  2s.  6d. 

  Interpreter,  2s.  and  2s.  6d. 

 Kate  Coventry,  2s.  and  2s.  6d. 

 Queen's  Maries,  2s.  &  2s.  6d. 

Trollope's  Warden,  2s.  and  2s.  6d. 

  Barchester  Towers,  2s.  &  2s.  6d. 

Bramley-Moore's  Six  Sisters  of  the 

"Valleys,  2s.  boards;  2s.  6d.  cloth. 
Elsa,    a  Tale    of  the   Tyrolean  Alps. 

Price  2s.  boards  ;  2s.  6d.  cloth. 
Unawares,   a  Story  of  an  old  French 
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